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PREFACE 


The Title List of Documents Made Publicly A vailable is a monthly publication, It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NT1S address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. h RC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J . Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U . Congressional/executive correspondence 

V. Licensing operators and related correspondence 



W. Decommissioning stage documents and correspondence 

X. Onsite low-ievcL wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category in the 
listing fot a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the entries in the list are: 


(T) P. Operating license stage documents & correspondence 

© o 


5203090028 Responds to 820201 Ur requesting documents re environ qualification of 
electrical equipment. Ail nonproprietary repts will be provided to Franklin Research 
Ctr by 820408. Proprietary repts will be provided to NRC by 820510. 

(?) MILLS, L.M. (T) Tennessee Valley Authority. (?) 82/03/04. (?) VASSALLO, D.B. 
Operating Reactors Branch 2. (?) Ip. 1216:254. 24XFiche: 50-259,82/03/04, 
8203090028. , t 4 j 
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L NRC/PDR Document category (see Appendix A), 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 

10. This three-digit portion of this entry is the number of the frame on which this document starts. 

1 1 . The 24X Fiche designation consists of the docket number followed by the date of the document and the acces- 
sion number for the document. This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche. 

12. If this space is blank, the document is available to the public only in the NRC Public Document Room, 1717 H 
St., N. W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the document. 
The entry may be “Available at NRC” for sale; “Available at NTIS”; or “Available at GPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal items. 
Entries indented and preceded by a dash are items that were submitted as enclosures to principal items In general, 
indented items aie not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in the last line of the item following entry 5. 

NON DOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Document 
Room. These categories and their symbols are: 

10CFR — Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOIA — Freedom of Information Act Requests and Releases 

GEN TECH IS — Generic Technical Issues 


VI 



I&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects— Predocket Licensing 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOPREP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre- NUREG Series 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category in the 

listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketed items are: 

^T) NUREG— NUREG Reports and Related Correspondence 

0 ® 
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8203090207 NUREG/CR-1672 V02 

‘ RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/CR- 1262, NU REG/CR-1376, NUREG/CR- 1377, NU REG/CR- 1397 & 

, NU REG/CR- 1 608. -^0 

(T}~ STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science Applications, Inc. 
^-yFINB-6694. SAI-262-81-PA. 82/02/28. Division of Risk Analysis. 

\!J 123 p. Available at NRC. 4 $6.00. ^12176:217. 
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1 . Nondocketed category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonindividual source, 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number, it will appear 
following this entry. 

8. Secondary report number assigned by originator. 

9. Date of document described. 

10. NRC organizational recipient* 

11. Pages in document. 

12. All NUREG-series documents are available for purchase at NRC. Information on ordering documents is given 
below, All NUREG-series documents are also available at NTIS. Information on ordering from NTIS is also 
given below. 

13. Price for which NRC sells the document. 


vii 



14. The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 

15. This three-digit portion of this entry is the number of the frame on which this document starts* 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 

1 . The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to NTIS or call 
the Sales Desk at (703) 557-4650. Speci fy the NRC report number and title when you place your order. Publica- 
tions can be charged to American Express credit cards; supply the chargecard number when placing your order 

3. The address for the PDR is 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202)634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication are as follows: (1) paper to paper is $0.05 per page except for oversized documents and engineering 
drawings, which vary from $0.50 to $1.00 per square foot; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0. 20a square foot fora full-size prim or $0.25 for a reduced-size print (18" x 24") of a draw- 
ing on an aperture card; and (3) microform to microform is $0.10 per microfiche and $0.20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro- 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-94 1 -801 8. 


vm 



ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Nome 

Page 

Low Level Radwaste Disposal Sites — Docket 27 


40-8102 

Exxon Co USA, Houston, TX 

6 

27-039 

Sheffield, IL, U.S, Ecology, Inc 

1 

40-8135 

Minnesota Mining & Manufacturing, 






St. Paul, MN 

6 

27-047 

Barnwell, SC, Chem-Nuclear Systems, Inc 

1 







40-8200 

Clevelnnd-Cliifs Iron Co , Casper, WY 

6 

27-048 

Richland, WA, U S Ecology, Inc 

i 







40-8348 

Minerals Exploration Co., Los Angeles, CA 

6 

Domestic Licensing of Source Material — Docket 40 


40-8355 

Amnx Speciality Metals Corp., 






Parkersburg, WV 

6 

40-0017 

Dow Chemical Co., Midland, MI 

l 







40-8380 

Rocky Mountain Energy Co , Broomfield, CO 

6 

40-0086 

W. R Grace & Co., Pompton Plains, NJ 

1 







40-8452 

Bear Creek Uranium Co , Casper, WY 

6 

40-0299 

Union Carbide Corp , Grand Junction, CO 

1 







40-8511 

Cotter Corp., Golden, CO 

6 

40-1162 

Western Nuclear Corp., Jeffrey City, WY 

1 







40-8584 

Minerals Exploration Co , Los Angeles, CA 

6 

40-1341 

Tennessee Valley Authority, Chattanooga, TN 

2 







40-8602 

Sliver King Mines, Inc , Casper, WY 

7 

40-1478 

Spencer Chemical Co , Kansas City, MO 

2 







40*8610 

Stepan Chemical Co , Maywood, NJ 

7 

40-1606 

Vitro Engineering Co. 

2 







40-8681 

Energy Fuels Nuclear, Inc , Denver, CO 

7 

40-2061 

Kerr-McGee Chemical Corp. , 






Oklahoma City, OK 

2 

40*8697 

Rocky Mountain Energy Co , Denver, CO 

7 

40-2116 

Vitro Engineering Co. 

2 

40-8698 

Plateau Resources, Ltd., Grand Junction, CO 

7 

40-2259 

Pathfinder Mines Corp., Riverton, WY 

2 

40-8728 

Teton Exploration Drilling Co., Inc., 






Casper, WY 

7 

40-3265 

Vitro Engineering Co. 

3 







40-8743 

Conoco, Inc , Denver, CO 

7 

40-3392 

Allied Chemical Corp., Morristown, NJ 

3 







40-8745 

Ogle Petroleum, Inc , Casper, WY 

8 

40-3453 

Atlas Mineral, Inc,, Denver, CO 

3 







40-8752 

Pinal Minerals & Mining, Ltd., Miami, AZ 

H 

40-4492 

Federal- American Partners, Riverton, WY 

3 







40-8768 

Kerr-McGee Nuclear Corp., 


40-6500 

Energy, Dept, of, Canonsbug, PA 

3 


Oklahoma City, OK 

8 

40-6622 

Pathfinder Mines Corp,, Shirley Basin, WY 

5 

40-8771 

Melapai Resources Co , Phoenix, AZ 

8 

40-6659 

Getty Oil Co, - Petrotomics Co,, 


40-8781 

Teton Exploration Drilling Co., Inc. 



Shirley Basin, WY 

5 


Casper, WY 

8 

40-6940 

Kawecki Beryico Industries, Inc., 


40-8783 

Urancrz USA, Inc., Casper, WY 

8 


Boyertown, PA 

5 







40-8786 

Uranium Resources, Inc., Richardson, TX 

8 

40-7086 

Army, Dept, of, White Sands, NM 

5 




40-8006 

Kerr-McGee Corp,, Oklahoma City, OK 

5 

Domestic Licensing of Production nml Utilization Facilities — 





Docket 50 



40-8027 

Kerr-McGee Nuclear Corp., 






Oklahoma City, OK 

5 

50-3 

Indian Point Station, Unit 1 

8 

40-8064 

Exxon Minerals Co. USA, Houston, TX 

5 

50-5 

Pennsylvania State Univ, Research Reactor 

10 

40-8084 

Rio Algom Corp. , Moab, UT 

5 

50-10 

Dresden Nuclear Power Station, Unit 1 

to 
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Page 

Docket 

Name 

Page 

50- 13 

Babcock & Wilcox Co., Critical Facility 

11 

50-237 

Dresden Nuclear Power Station, Unit 2 

32 

50-20 

Massachusetts Institute of Technology 


50-243 

Oregon State Univ Research Reactor 

37 


Research Reactor 

12 







50-244 

Robert Emmet Ginna Nuclear Plant, Unit t 

37 

50-25 

Dow Chemical Co. TRIG A Reactor 

12 







50-245 

Millstone Nuclear Power Station, Unit 1 

39 

50-27 

Washington State Umv. Research Reactor 

12 







50-246 

Advanced Critical Reactor Experiment 

41 

50-29 

Yankee- Rowe Nuclear Power Station 

12 







50-247 

Indian Point Station, Unit 2 

41 

50-54 

Union Carbide Research Reactor 

14 







50-249 

Dresden Nuclear Power Station, Unit 3 

48 

50-70 

General Electric Test Reactor 

14 







50-250 

Turkey Point Plant, Unit 3 

51 

50-83 

Umv of Florida Training Reactor 

14 







50-251 

Turkey Point Plant, Unit 4 

54 

50-89 

General Atomic Co 

14 







50-254 

Quad-Cities Station, Unit 1 

56 

50-97 

Cornell Umv. Zero Power Reactor 

!5 







50-255 

Palisades Nuclear Plant 

59 

50-111 

North Carolina State Univ. Research Reactor 

15 







50-259 

Browns Ferry Nuclear Power Station, Unit 1 

62 

50-112 

Univ. of Oklahoma Research Reactor 

15 







50-260 

Browns Ferry Nuclear Power Station, Unit 2 

65 

50-124 

Virginia Poly tech Institute Training Reactor 

15 







50-261 

H. B Robinson Plant, Unit 2 

68 

50-128 

Texas A&M Univ. Research Reactor 

16 







50-262 

Brigham Young Umv Research Reactor 

70 

50-129 

West Virginia Univ. Research Reactor 

16 







50-263 

Monticello Nuclear Generating Plant 

70 

50-133 

Humboldt Bay Power Plant, Unit 3 

16 







50-265 

Quad-Cities Station, Unit 2 

72 

50-142 

UCLA Training Reactor 

16 







50-266 

Point Beach Nuclear Plant, Unit 1 

75 

50-148 

Univ. of Kansas Research Reactor 

16 







50-267 

Fort St Vrain Nuclear Generating Station 

77 

50-150 

Ohio State Univ Research Reactor 

16 







50-269 

Oconee Nuclear Station, Unit 1 

80 

50-151 

Univ of Illinois Research Reactor 

17 







50-270 

Oconee Nuclear Station, Unit 2 

82 

50-155 

Big Rock Point Nuclear Plant 

17 







50-271 

Vermont Yankee Nuclear Power Station 

83 

50-156 

Univ. of Wisconsin Research Reactor 

20 







50-272 

Salem Nuclear Generating Station, Unit 1 

85 

50-157 

Cornell Umv. Research Reactor 

20 







50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

87 

50-163 

General Atomic Co 

20 







50-277 

Peach Bottom Atomic Power Station, Unit 2 

92 

50-170 

National Naval Medical Center 

20 







50-278 

Peach Bottom Atomic Power Station, Unit 3 

95 

50-182 

Purdue Umv. Research Reactor 

21 







50-280 

Surry Power Station, Unit 1 

98 

50-184 

National Bureau of Standards Reactor 

21 







50-281 

Surry Power Station, Unit 2 

101 

50-186 

Umv. of Missouri Research Reactor 

21 







50-282 

Prairie Island Nuclear Station, Unit 1 

105 

50-187 

Space Radiation Research Reactor 

21 







50-285 

Fort Calhoun Station, Unit 1 

106 

50-193 

Rhode Island & Providence Plantations AEC 

21 







50-286 

Indian Point Station, Unit 3 

109 

50-201 

West Valley Reprocessing Plant 

21 







50-287 

Oconee Nuclear Station, Unit 3 

114 

50-206 

San Qnofre Nuclear Station, Unit 1 

21 







50-289 

Three Mile Island Nuclear Station, Unit 1 

116 

50-213 

H add am Neck Plant 

25 







50-293 

Pilgrim Nuclear Power Station, Unit 1 

121 

50-219 

Oyster Creek Nuclear Power Plant 

27 







50-295 

Zion Nuclear Power Station, Unit 1 

122 

50-220 

Nine Mile Point Nuclear Station, Unit 1 

31 







50-296 

Browns Ferry Nuclear Power Station, Unit 3 

126 

50-225 

RPI Critical Experiment 

32 
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Page 
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Page 

50-298 

Cooper Nuclear Station 

129 

50-352 

Limerick Generating Station, Unit 1 

217 

50-301 

Point Beach Nuclear Plant, Unit 2 

131 

50-353 

Limerick Generating Station, Unit 2 

220 

50-302 

Crystal River Nuclear Plant, Unit 3 

133 

50-354 

Hope Creek Nuclear Station, Unit 1 

223 

50-304 

Zion Nuclear Power Station, Unit 2 

135 

50-355 

Hope Creek Nuclear Station, Unit 2 

224 

50-305 

Kewaunee Nuclear Power Plant 

138 

50-356 

Umv of Illinois LOPRA Research Reactor 

224 

50-306 

Prairie Island Nuclear Station, Unit 2 

140 

50-358 

William H Zimmer Nuclear Station, Unit 1 

224 

50-309 

Maine Yankee Atomic Power Plant 

141 

50-361 

San Onofre Nuclear Station, Unit 2 

228 

50-311 

Salem Nuclear Generating Station, Unit 2 

144 

50-362 

San Onofre Nuclear Station, Unit 3 

232 

50-312 

Rancho Seco Nuclear Generating Station 

146 

50-364 

Joseph M Farley Nuclear Plant, Unit 2 

235 

50-313 

Arkansas Nuclear One, Unit 1 

149 

50-366 

Edwin I Hatch Nuclear Plant, Unit 2 

237 

50-315 

Donald C, Cook Nuclear Power Plant, Unit 1 

152 

50-367 

Bailly Generating Station 

240 

50-316 

Donald C. Cook Nuclear Power Plant, Unit 2 

155 

50-368 

Arkansas Nuclear One, Unit 2 

240 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

157 

50-369 

William B, McGuire Nuclear Station, Unit 1 

243 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

160 

50-370 

William B McGuire Nuclear Station, Unit 2 

245 

50-320 

Three Mile Island Nuclear Station, Unit 2 

162 

50-373 

LaSalle County Station, Unit 1 

246 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

165 

50-374 

LaSalle County Station, Unit 2 

250 

50-322 

Shoreham Nuclear Power Station 

168 

50-375 

Nuclear Examination Reactor 

252 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

171 

50-382 

Waterford Generating Station, Unit 3 

252 

50-324 

Brunswick Steam Electric Plant, Unit 2 

173 

50-387 

Susquehanna Steam Electric Station, Unit 1 

256 

50-325 

Brunswick Steam Electric Plant, Unit 1 

176 

50-388 

Susquehanna Steam Electric Station, Unit 2 

259 

50-327 

Sequoyah Nuclear Plant, Unit 1 

179 

50-389 

St. Lucie Plant, Unit 2 

261 

50-328 

Sequoyah Nuclear Plant, Unit 2 

182 

50-390 

Watts Bar Nuclear Plant, Unit 1 

263 

50-329 

Midland Plant, Unit 1 

184 

50-391 

Watts Bar Nuclear Plant, Unit 2 

266 

50-330 

Midland Plant, Unit 2 

188 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

268 

50-331 

Duane Arnold Energy Center 

191 

50-396 

Umv. of Virginia Cavalier Reactor 

273 

50-332 

Barnwell Reprocessing Plant 

194 

50-397 

WPPSS Nuclear Project, Unit 2 

273 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

194 

50400 

Shearon Harris Nuclear Power Plant, Unit 1 

275 

50-334 

Beaver Valley Power Station, Unit 1 

195 

50401 

Shcaron Harris Nuclear Power Plant, Unit 2 

277 

50-335 

St, Lucie Plant, Unit 1 

198 

50404 

North Anna Power Station, Unit 3 

278 

50-336 

Millstone Nuclear Power Station, Unit 2 

201 

50409 

La Crosse Boiling Water Reactor 

278 

50-338 

North Anna Power Station, Unit 1 

202 

50410 

Nine Mile Point Nuclear Station, Unit 2 

281 

50-339 

North Anna Power Station, Unit 2 

206 

50-412 

Beaver Valley Power Station, Unit 2 

282 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

209 

50413 

Catawba Nuclear Station, Unit 1 

282 

50-344 

Trojan Nuclear Plant 

211 

50414 

Catawba Nuclear Station, Unit 2 

285 

50-346 

Davis-Besse Nuclear Power Station, Unit 1 

213 

50416 

Grand Gulf Nuclear Station, Unit 1 

288 

50-348 

Joseph M. Farley Nuclear Plant, Unit 1 

217 

50417 

Grand Gulf Nuclear Station, Unit 2 

293 
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Page 
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Page 

50-423 

Millstone Nuclear Power Station, Unit 3 

294 

STN-50-5O9 

WPPSS Nuclear Project, Unit 5 

342 

50-424 

Alvin W. Vogtle Nuclear Plant, Unit 1 

295 

50-513 

WPPSS Nuclear Project, Unit 4 

342 

50425 

Alvin W. Vogtle Nuclear Plant, Unit 2 

296 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

343 

STN-50-437 

Floating Nuclear Plant 

296 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

343 

50438 

Bcllcfonte Nuclear Plant, Unit 1 

297 

STN -50-5 18 

Hartsville Nuclear Plant, Unit 1 

343 

50439 

Bcllefonte Nuclear Plant, Unit 2 

299 

STN-50-519 

Hartsville Nuclear Plant, Unit 2 

344 

50440 

Perry Nuclear Power Plant, Unit 1 

301 

STN-50-520 

Hartsville Nuclear Plant, Unit 3 

345 

50441 

Perry Nuclear Power Plant, Unit 2 

305 

STN-S0-521 

Hartsville Nuclear Plant, Unit 4 

345 

50443 

Seabrook Nuclear Station, Unit 1 

309 

50-522 

Skagit Nuclear Power Project, Unit 1 

346 

50-444 

Seabrook Nuclear Station, Unit 2 

312 

50-523 

Skagit Nuclear Power Project, Unit 2 

347 

50445 

Comanche Peak Steam Electric Station, Unit 1 

316 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

348 

50446 

Comanche Peak Steam Electric Station, Unit 2 

317 

STN -50-529 

Palo Verde Nuclear Station, Unit 2 

351 

STN-50447 

GESSAR-238 

319 

STN -50-530 

Palo Verde Nuclear Station, Unit 3 

353 

STN-50454 

Byron Station, Unit 1 

320 

50-537 

Clinch River Breeder Reactor 

355 

STN -50 -455 

Byron Station, Unit 2 

322 

STN- 50-546 

Marble Hill Nuclear Station, Unit 1 

358 

STN-50456 

Braid wood Station, Unit l 

324 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

359 

STN-50-457 

Braidwood Station, Unit 2 

325 

STN-50-553 

Phipps Bend Nuclear Station, Unit 1 

361 

50458 

River Bend Station, Unit 1 

326 

STN-50-554 

Phipps Bend Nuclear Station, Unit 2 

361 

50459 

River Bend Station, Unit 2 

328 

STN-50-556 

Black Fox Station, Unit 1 

362 

50460 

WPPSS Nuclear Project, Unit 1 

328 

STN-50-557 

Black Fox Station, Unit 2 

362 

50461 

Clinton Power Station, Unit 1 

329 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

362 

50462 

Clinton Power Station, Unit 2 

332 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

363 

50466 

Allens Creek Nuclear Station, Unit 1 

332 
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STN-50482 

Wolf Creek Generating Station 

333 

70-0025 

Rockwell International Corp , 


STN-50483 

Callaway Plant, Unit 1 

334 


Canoga Park, CA 

363 

STN-50-485 

Sterling Power Nuclear Project, Unit 1 

336 

70-0027 

Babcock & Wilcox Co , Lynchburg, VA 

364 

STN-50486 

Callaway Plant, Unit 2 

336 

70-0033 

Texas Instruments, Inc., Attleboro, MA 

364 

STN-50488 

Perkins Nuclear Station, Unit 1 

336 

70-0036 

Combustion Engineering, Inc , Windsor, CT 

364 

STN-50489 

Perkins Nuclear Station, Unit 2 

336 

70-0135 

Babcock & Wilcox Co,, Apollo, PA 

364 

STN-50490 

Perkins Nuclear Station, Unit 3 

337 

70-0143 

Nuclear Fuel Services, Inc., Erwin, TN 

364 

STN-50 491 

Cherokee Nuclear Station, Unit 1 

337 

70-0146 

Spencer Chemical Co., Kansas City, MO 

366 

STN-50-492 

Cherokee Nuclear Station, Unit 2 

337 

70-0258 

Illinois, Univ. of t Urbana, IL 

366 

STN- 50-493 

Cherokee Nuclear Station, Unit 3 

338 

70-0340 

Spencer Chemica! Co., Kansas City, MO 

367 

STN-50498 

South Texas Project, Unit 1 

338 

70-0371 

UNC Naval Products, Inc , Uncasville, CT 

367 

STN-50499 

South Texas Project, Unit 2 

339 

70-0687 

Union Carbide Corp., Tuxedo, NY 

367 

STN-50-5Q8 

WPPSS Nuclear Project, Unit 3 

341 

70-0698 

Westinghouse Electric Corp., Pittsburgh, PA 

367 
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70-0734 

GA Technologies, Inc , San Diego, CA 

367 

Packaging of Radioactive Material for Transport and Transportation 



of Radioactive Material Under Certain Conditions — Docket 71 


70-0754 

General Electric Co , Pleasanton, CA 

367 




70-0820 

United Nuclear Corp., 


71-0170 

General Electric Co 

371 


Wood River Junction, R1 

367 

71-0206 

Pryor Foundry, Inc. 

371 

70-0824 

Babcock & Wilcox Co., Lynchburg, VA 

368 

71-0370 

371 

Amersham Corp. 

70-1100 

Combustion Engineering, Inc , Windsor, CT 

368 






71-0394 

Nuclear Sources & Services, Inc. 

371 

70-1113 

General Electric Co , Wilmington, NC 

368 

71-0454 

Atomic Energy of Canada, Ltd. 

371 

70-1143 

Westmghouse Electric Corp., Pittsburgh, PA 

368 

71-0474 

371 

Navy, Dept, of 

70-1151 

Westmghouse Electric Corp., Pittsburgh, PA 

369 

71-0483 

371 

Fairchild Weston Systems, Inc 

70-1193 

Kerr-McGee Nuclear Corp , 





Oklahoma City, OK 

369 

71-0484 

Nebraska Public Power District 

371 

70-1201 

Babcock & Wilcox Co , Lynchburg, VA 

369 

71-0486 

INTEC Inspection, Inc. 

371 

70-1257 

Exxon Nuclear Co , Inc , Richland, WA 

369 

71-0487 

Army, Dept of 

371 

70-1308 

General Electric Co. , San Jose, C A 

369 

71-0488 

Ramsey Construction & Fabricating Co., Inc. 

371 

70-1334 

AVCO Everett Research Laboratory, Inc , 


71-0489 

Sacramento Municipal Utility District 

372 


Everett, MA 

369 

71-0490 

372 

Inspection Services Corp. 

70-1359 

IRT Corp , San Diego, CA 

369 






71-4909 

Model GE 21PF-1, General Electric Co 

372 

70-1430 

Ml Sinai Hospital Medical Center, 






Chicago, 1L 

369 

71-5086 

Model UNC-2600, United Nuclear Corp 

372 

70-1621 

Duqucsne Light Co., Pittsburgh, PA 

370 

71-5461 

Model: ORNL TRU, Energy, Dept, of 

372 

70-2487 

St Clare’s Hospital, Denville, NJ 

370 

71-5469 

Model: HNPF Spent Fuel Shipping Cask, 

Energy, Dept, of 

372 

70-2792 

Lower Bucks Hospital, Bristol, PA 

370 

71-5740 

372 

Model: ORNL TRU Calif,, Energy, Dept, of 

70-2872 

RS Holding, Inc , Cleveland, OH 

370 






71-5796 

Model: 181375, 181361, Advanced Medical 


70-2895 

Spectro Chem Laboratories, Inc , 



Systems, Inc, 

372 


Franklin Lakes, NJ 

370 






71-5814 

Model: NRBK-41, 42 & -43, Energy, 


70-2926 

Detroit Edison Co., Detroit, MI 

370 


Dept of 

372 

70-2928 

Tennessee Valley Authority 

370 

71-5907 

Model: ORNL In Pile Capsule, Energy, 

Dept of 

372 

70-2941 

Tennessee Valley Authority, Chattanooga, TN 

370 






71-5939 

Model GE-1500, General Electric Co. 

372 

70-2949 

Arizona Public Service Co,, Phoenix, AZ 

370 

71-5942 

Model: GE-700, General Electric Co. 

372 

70-2955 

Edlow International Co., Washington, DC 

370 

71-5957 

Model: BMI-1, Baltellc Columbus Laboratory 

372 

70-2957 

Florida Power & Light Co., Miami, FL 

370 

71-5971 

Model* GE-200, General Electric Co. 

373 

70-2960 

Kansas Gas & Electric Co., Wichita, KS 

370 

71-6003 

Model M-130, Energy, Dept, of 

373 

70-2964 

Consumers Power Co., Jackson, MI 

370 

71-6144 

373 

Model: B-2, U.S Ecology 

70-2965 

Consumers Power Co., Jackson, MI 

371 

71-6347 

373 

Model: FSV-3, General Atomic Co. 

70-2968 

Cleveland Electric Illuminating Co., 





Cleveland, OH 

371 

71-6495 

Model: PADUCAH Demonstration Cask, 





■ 

Energy, Dept, of 

373 
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71-6574 

Model: HN-200, Hittman Nuclear & 


71-9096 

Model; CNS 21-300, Chem-Nuclear Systems, 

374 


Development Corp. 

373 


Inc. 

71-6601 

Model. CNS 8-120, Chem-Nuclear Systems, 


71-9099 

Model. ATR, Exxon Nuclear Idaho Co. 

374 


Inc. 

373 

71-9111 

Model CNS 6-80-2, Chem-Nuclear Systems, 

374 

71-6717 

Model 6717-B, Gamma Industries 

373 


Inc 

71-9001 

Model. IF-300, General Electric Co. 

373 

71-9126 

Model* 20, 20A, 50, 50A, Gamma Industries 

374 

71-9006 

Model: 500-SU, Automation Industries, Inc 

373 

71-9127 

Model: 100, 100A, 200, 200A, Gamma 

374 





Industries 

71-9010 

Model: NL1-1/2, NL Industries, Inc 

373 

71-9128 

Model. C-8, Gamma Industries 

374 

71-9015 

Model. TN-8, -8L, No Users 

373 

71-9132 

Model T-3, Energy, Dept of 

374 

71-9032 

Model. 650, Technical Operations, Inc 

373 

71-9150 

Model PAT-2, Energy, Dept, of 

375 

71-9033 

Model: 660 & 660E, Technical Operations, 






Inc, 

374 

71-9151 

Model* HN-100, Series 3, Hittman Nuclear & 






Development Corp. 

375 

71-9044 

Model: GE-1600, General Electric Co 

374 

71-9156 

Model. IR-50, Industrial Nuclear Co. 

375 

71-9073 

Model. OH- 142, Nuclear Packaging, Inc. 

374 

71-9157 

Model IR-100, Industrial Nuclear Co 

375 

71-9079 

Model. HN-I00, Series 2 & 2A, Hillman 






Nuclear & Development Corp, 

374 

71-9167 

Model Type B, Amersharo Corp 

375 

71-9081 

Model CNS- 1600, Chem-Nuclear Systems, 


71-9852 

Model DT-14, Energy, Dept of 

375 


Inc* 

374 




71-9086 

Model. HN-10G, Series 1, Hittman Nuclear & 
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Development Corp 

374 

72-0001 

Morris Operations, General Electric Co, 

375 

71-9089 

Model. HN-100S, Hmman Nuclear & 






Development Corp, 

374 

72-0002 

Virginia Electric & Power Co. 

375 

71-9094 

Model. CNS 14-195-H, Chem-Nuclear 






Systems, Inc. 

374 
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Minnesota Mining & Manufacturing, 






St. Paul, MN 

40-8135 

6 

Barnwell, SC, Chem-Nuclear Systems, Inc. 

27-047 

1 

Ogle Petroleum, Inc,, Casper, WY 

40-8745 

8 

Richland, WA, U.S. Ecology, Inc. 

27-048 

1 

40-2259 

2 

Pathfinder Mines Corp., Riverton, WY 

Sheffield, IL, U.S. Ecology, Inc. 

27-039 

1 






Pathfinder Mines Corp., Shirley Basin, WY 

40-6622 

5 
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Pinal Minerals & Mining, Ltd., Miami, AZ 

40-8752 

8 

Allied Chemical Corp., Morristown, NJ 

40-3392 

3 

Plateau Resources, Ltd., Grand Junction, CO 

40-8698 

7 

Ainax Speciality Metals Corp., Parkersburg, WV 

40-8355 

6 

Rio Algom Corp,, Moab, UT 

40-8084 

5 

Army, Dept, of, White Sands, NM 

40-7086 

5 

Rocky Mountain Energy Co , Broomfield, CO 

40-8380 

6 

Atlas Mineral, Inc., Denver, CO 

40-3453 

3 

Rocky Mountain Energy Co., Denver, CO 

40-8697 

7 

Bear Creek Uranium Co., Casper, WY 

40-8452 

6 

Silver King Mines, Inc , Casper, WY 

40-8602 

7 

Cleveland-Cliffs Iron Co. , Casper, WY 

40-8200 

6 

Spencer Chemical Co., Kansas City, MO 

40-1478 

2 

Conoco, Inc., Denver, CO 

40-8743 

7 

Stepan Chemical Co , Maywood, NJ 

40-8610 

7 

Cotter Corp., Golden, CO 

40-851 1 

6 

Tennessee Valley Authority, Chattanooga, TN 

40-1341 

2 

Dow Chemical Co., Midland, Ml 

40-0017 

1 

Teton Exploration Drilling Co., Inc , Casper, WY 

40-8728 

7 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8681 

7 

Teton Exploration Drilling Co., Inc., Casper, WY 

40-8781 

8 

Energy, Dept, of, Canonsburg, PA 

40-6500 

3 

Union Carbide Corp., Grand Junction, CO 

40-0299 

1 

Exxon Co. USA, Houston, TX 

40-8102 

6 

Urancrz USA, Inc., Casper, WY 

40-8783 

8 

Exxon Minerals Co. USA, Houston, TX 

40-8064 

5 

Uranium Resources, Inc,, Richardson, TX 

40-8786 

8 

Federal- American Partners, Riverton, WY 

40-4492 

3 

Vitro Engineering Co. 

40-1606 

2 

Getty Oil Co. — Petrotomics Co., 



Vitro Engineering Co. 

40-2116 

2 

Shirley Basin, WY 

40-6659 

5 

40-3265 

3 

Vitro Engineering Co. 

Kawecki Bcrylco Industries, Inc., Boyertown, PA 

40-6940 

5 

40-0086 

1 

W. R. Grace & Co., Pompton Plains, NJ 

Kerr-McGee Chemical Corp., 





Oklahoma City, OK 

40-2061 

2 

Western Nuclear Corp., Jeffrey City, WY 

40-1162 

1 

Kerr-McGee Corp., Oklahoma City, OK 

40-8006 

5 
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Kerr-McGee Nuclear Corp., Oklahoma City, OK 

40-8027 

5 

Docket 50 



Kerr-McGee Nuclear Corp., Oklahoma City, OK 

40-8768 

8 

Advanced Critical Reactor Experiment 

50-246 

41 

Melapai Resources Co., Phoenix, AZ 

40-8771 t 

8 

Allens Creek Nuclear Station, Unit 1 

50-466 

332 

Minerals Exploration Co., Los Angeles, CA 

40-8348 

6 

Alvin W. Vogtle Nuclear Plant, Unit 1 

50-424 

295 

Minerals Exploration Co., Los Angeles, CA 

40-8584 

6 

Alvin W. Vogtle Nuclear Plant, Unit 2 

50-425 

296 
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Docket 
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Arkansas Nuclear One, Unit 1 

50-3 1 3 

149 

Cooper Nuclear Station 

50-298 

129 

Arkansas Nuclear One, Urut 2 

50-368 

240 

Cornell Univ Research Reactor 

50-157 

20 

Babcock & Wilcox Co, Critical Facility 

50-13 

11 

Cornell Umv Zero Power Reactor 

50-97 

15 

Bailly Generating Station 

50-367 

240 

Crystal River Nuclear Plant, Unit 3 

50-302 

153 

Barnwell Reprocessing Plant 

50-332 

194 

Davis-Besse Nuclear Power Station, Unit 1 

50-346 

213 

Beaver Valley Power Station, Unit 1 

50-334 

195 

Diablo Canyon Nuclear Power Plant, Unit 1 

50-275 

87 

Beaver Valley Power Station, Unit 2 

50412 

282 

Diablo Canyon Nuclear Power Plant, Unit 2 

50-323 

171 

Bellefonte Nuclear Plant, Unit 1 

50438 

297 

Donald C Cook Nuclear Power Plant, Unit 1 

50-315 

152 

Bellefonte Nuclear Plant, Unit 2 

50439 

299 

Donald C. Cook Nuclear Power Plant, Unit 2 

50-316 

155 

Big Rock Point Nuclear Plant 

50-155 

17 

Dow Chemical Co TRIGA Reactor 

50-25 

12 

Black Fox Station, Unit 1 

STN-50-556 

362 

Dresden Nuclear Power Station, Unit l 

50-10 

10 

Black Fox Station, Unit 2 

STN-50-557 

362 

Dresden Nuclear Power Station, Unit 2 

50-237 

32 

Braidwood Station, Unit 1 

STN-50456 

324 

Dresden Nuclear Power Station, Unit 3 

50-249 

48 

Braidwood Station, Unit 2 

STN-5G457 

325 

Duane Arnold Energy Center 

50-331 

191 

Brigham Young Univ, Research Reactor 

50-262 

70 

Edwin I Hatch Nuclear Plant, Unit 1 

50-321 

165 

Browns Ferry Nuclear Power Station, Unit 1 

50-259 

62 

Edwin I Hatch Nuclear Plant, Unit 2 

50-366 

237 

Browns Ferry Nuclear Power Station, Unit 2 

50-260 

65 

Enrico Fermi Atomic Power Plant, Unit 2 

50-341 

209 

Browns Ferry Nuclear Power Station, Unit 3 

50-296 

126 

Floating Nuclear Plant 

STN-50-437 

296 

Brunswick Steam Electric Plant, Unit l 

50-325 

176 

Fort Calhoun Station, Unit 1 

50-285 

106 

Brunswick Steam Electric Plant, Unit 2 

50-324 

173 

Fort St. Vrain Nuclear Generating Station 

50-267 

77 

Byron Station, Unit 1 

STN-50454 

320 

General Atomic Co 

50-89 

14 

Byron Station, Unit 2 

STN-50455 

322 

General Atomic Co 

50-163 

20 

Callaway Plant, Unit l 

STN-504&3 

334 

General Electric Test Reactor 

50-70 

14 

Callaway Plant, Unit 2 

STN-5Q486 

336 

GESSAR-238 

STN-50-447 

319 

Calvert Cliffs Nuclear Power Plant. Unit 1 

50-317 

157 

Grand Gulf Nuclear Station, Unit 1 

50-416 

288 

Calvert Cliffs Nuclear Power Plant, Unit 2 

50-318 

160 

Grand Gulf Nuclear Station, Unit 2 

50-417 

293 

Catawba Nuclear Station, Unit ] 

50413 

282 

H.B. Robinson Plant, Unit 2 

50-261 

68 

Cataw'ba Nuclear Station, Unit 2 

50414 

285 

Haddam Neck Plant 

50-213 

25 

Cherokee Nuclear Station, Unit 1 

STN-5049 1 

337 

Hartsvjlle Nuclear Plant, Unit 1 

STN-50-518 

343 

Cherokee Nuclear Station, Unit 2 

STN-50492 

337 

Hartsville Nuclear Plant, Unit 2 

STN-50-519 

344 

Cherokee Nuclear Station, Unit 3 

STN-50493 

338 

Hartsville Nuclear Plant, Unit 3 

STN-50-520 

345 

Clinch River Breeder Reactor 

50-537 

355 

Hartsville Nuclear Plant, Unit 4 

STN -50-521 

345 

Clinton Power Station, Unit 1 

50461 

329 

Hope Creek Nuclear Station, Unit 1 

50-354 

223 

Clinton Power Station, Unit 2 

50462 

332 

Hope Creek Nuclear Station, Unit 2 

50-355 

224 

Comanche Peak Steam Electric Station, Unit 1 

50445 

316 

Humboldt Bay Power Plant, Unit 3 

50-133 

16 

Comanche Peak Steam Electric Station, Unit 2 

50446 

317 

Indian Point Station, Unit 1 

50-3 

8 
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Docket 
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Indian Point Station* Unit 2 

50-247 

41 

Oyster Creek Nuclear Power Plant 

50-219 

27 

Indian Point Station, Unit 3 

50-286 

109 

Palisades Nuclear Plant 

50-255 

59 

James A Fitzpatrick Nuclear Power Plant 

50-333 

194 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

348 

Joseph M Farley Nuclear Plant, Unit 1 

50-348 

217 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

351 

Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

235 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

353 

Kewaunee Nuclear Power Plant 

50-305 

138 

Peach Bottom Atomic Power Station, Unit 2 

50-277 

92 

La Crosse Boiling Water Reactor 

50-409 

278 

Peach Bottom Atomic Power Station, Unit 3 

50-278 

95 

LaSalle County Station, Unit 1 

50-373 

246 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

343 

LaSalle County Station* Unit 2 

50-374 

250 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

343 

Limerick Generating Station, Unit 1 

50-352 

217 

Pennsylvania State Umv Research Reactor 

50-5 

10 

Limerick Generating Station, Unit 2 

50-353 

220 

Perkins Nuclear Station, Unit 1 

STN-50-488 

336 

Maine Yankee Atomic Power Plant 

50-309 

141 

Perkins Nuclear Station, Unit 2 

STN- 50-489 

336 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

358 

Perkins Nuclear Station, Unit 3 

STN-50-490 

337 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

359 

Perry Nuclear Power Plant, Unit 1 

50-440 

301 

Massachusetts Institute of Technology 

Research Reactor 

50-20 

12 

Perry Nuclear Power Plant, Unit 2 

50-441 

305 

Midland Plant, Unit 1 

50-329 

184 

Phipps Bend Nuclear Station, Unit 1 

STN-50-553 

361 

Midland Plant, Unit 2 

50-330 

188 

Phipps Bend Nuclear Station, Unit 2 

STN-50-554 

361 

Millstone Nuclear Power Station* Unit 1 

50-245 

39 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

121 

Millstone Nuclear Power Station, Unit 2 

50-336 

201 

Point Beach Nuclear Plant, Unit 1 

50-266 

75 

Millstone Nuclear Power Station, Unit 3 

50-423 

294 

Point Beach Nuclear Plant, Unit 2 

50-301 

131 

Monticello Nuclear Generating Plant 

50-263 

70 

Prairie Island Nuclear Station, Unit 1 

50-282 

105 

National Bureau of Standards Reactor 

50-184 

21 

Prairie Island Nuclear Station* Unit 2 

50-306 

140 

National Naval Medical Center 

50-170 

20 

Purdue Umv Research Reactor 

50-182 

21 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

31 

Quad-Cities Station, Unit 1 

50-254 

56 

Nine Mile Point Nuclear Station* Unit 2 

50-410 

281 

Quad-Cities Station, Unit 2 

50-265 

72 

North Anna Power Station, Unit 1 

50-338 

202 

Rancho Scco Nuclear Generating Station 

50-312 

146 

North Anna Power Station, Unit 2 

50-339 

206 

Rhode Island & Providence Plantations AEC 

50-193 

21 

North Anna Power Station, Unit 3 

50-404 

278 

River Bend Station, Unit 1 

50-458 

326 

North Carolina State Umv. Research Reactor 

50-1 n 

15 

River Bend Station, Unit 2 

50-459 

328 

Nuclear Examination Reactor 

50-375 

252 

Robert Emmet Ginna Nuclear Plant, Unit 1 

50-244 

37 

Oconee Nuclear Station, Unit 1 

50-269 

80 

RPI Critical Experiment 

50-225 

32 

Oconee Nuclear Station, Unit 2 

50-270 

82 

Salem Nuclear Generating Station* Unit 1 

50-272 

85 

Oconee Nuclear Station* Unit 3 

50-287 

114 

Salem Nuclear Generating Station, Unit 2 

50-311 

144 

Ohio State Umv. Research Reactor 

50-150 

16 

San Onofre Nuclear Station, Unit 1 

50-206 

21 

Oregon State Univ. Research Reactor 

50-243 

37 

San Onofre Nuclear Station, Unit 2 

50-361 

228 
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Docket 

Page 

Name 

Docket 

Page 

San Onofre Nuclear Station, Unit 3 

50-362 

232 

Vermont Yankee Nuclear Power Station 

50-271 

83 

Seabrook Nuclear Station, Unit 1 

50-443 

309 

Virgil C. Summer Nuclear Station, Unit 1 

50-395 

268 

Seabrook Nuclear Station, Unit 2 

50-444 

312 

Virginia Poly tech Institute Training Reactor 

50-124 

15 

Sequoyah Nuclear Plant, Uml 1 

50-327 

179 

Washington State Univ. Research Reactor 

50-27 

12 

Sequoyah Nuclear Plant, Unit 2 

50-328 

182 

Waterford Generating Station, Unit 3 

50-382 

252 

Shearon Harris Nuclear Power Plant, Unit 1 

50-400 

275 

Watts Bar Nuclear Plant, Unit 1 

50-390 

263 

Shearon Harris Nuclear Power Plant, Unit 2 

50401 

277 

Watts Bar Nuclear Plant, Unit 2 

50-391 

266 

Shoreham Nuclear Power Station 

50-322 

168 

West Valley Reprocessing Plant 

50-201 

21 

Skagit Nuclear Power Project, Unit 1 

50-522 

346 

West Virginia Umv Research Reactor 

50-129 

16 

Skagit Nuclear Power Project, Unit 2 

50-523 

347 

William B, McGuire Nuclear Station, Unit 1 

50-369 

243 

South Texas Project, Unit 1 

STN-50498 

338 

William B. McGuire Nuclear Station, Unit 2 

50-370 

245 

South Texas Project, Unit 2 

STN-50499 

339 

William H Zimmer Nuclear Station, Unit 1 

50-358 

224 

Space Radiation Research Reactor 

50-187 

21 

Wolf Creek Generating Station 

STN-50-482 

333 

St. Lucie Plant, Unit 1 

50-335 

198 

WPPSS Nuclear Project, Unit 1 

50460 

328 

St. Lucie Plant, Unit 2 

50-389 

261 

WPPSS Nuclear Project, Unit 2 

50-397 

273 

Sterling Power Nuclear Project, Unit 1 

STN-50485 

336 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

341 

Surry Power Station, Unit 1 

50-280 

98 

WPPSS Nuclear Project, Unit 4 

50-513 

342 

Suny Power Station, Unit 2 

50-281 

101 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

342 

Susquehanna Steam Electric Station, Unit l 

50-387 

256 

Yankee-Rowe Nuclear Power Station 

50-29 

12 

Susquehanna Steam Electric Station, Unit 2 

50-388 

259 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

362 

Texas A&M Univ. Research Reactor 

50-128 

16 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

363 

.Three Mile Island Nuclear Station, Unit 1 

50-289 

116 

Zion Nuclear Power Station, Unit 1 

50-295 

122 

Three Mile Island Nuclear Station, Unit 2 

50-320 

162 

Zion Nuclear Power Station, Unit 2 

50-304 

135 

Trojan Nuclear Plant 

50-344 

211 
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Turkey Point Plant, Unit 3 

50-250 

51 

Arizona Public Service Co., Phoenix, AZ 

70-2949 

370 

Turkey Point Plant, Unit 4 

50-251 

54 

AVCO Everett Research Laboratory, Inc,, 






Everett, MA 

70-1334 

369 

UCLA Training Reactor 

50-142 

16 







Babcock & Wilcox Co., Apollo, PA 

70-0135 

364 

Union Carbide Research Reactor 

50-54 

14 







Babcock & Wilcox Co , Lynchburg, VA 

70-0027 

364 

Univ. of Florida Training Reactor 

50-83 

14 







Babcock & Wilcox Co , Lynchburg, VA 

70-0824 

368 

Uiuv. of Illinois LOPRA Research Reactor 

50-356 

224 




Univ. of Illinois Research Reactor 

50-151 

17 

Babcock & Wilcox Co,, Lynchburg, VA 

70-1201 

369 




Cleveland Electric Illuminating Co., 



Univ. of Kansas Research Reactor 

50-148 

16 

Cleveland, OH 

70-2968 

371 

Univ. of Missouri Research Reactor 

50-186 

21 

Combustion Engineering, Inc , Windsor, CT 

70-1100 

368 

Univ. of Oklahoma Research Reactor 

50-112 

15 

Combustion Engineering, Inc., Windsor, CT 

70-0036 

364 

Univ. of Virginia Cavalier Reactor 

50-396 

273 

Consumers Power Co., Jackson, MI 

70-2965 

371 

Univ. of Wisconsin Research Reactor 

50-156 

20 

Consumers Power Co., Jackson, MI 

70-2964 

370 
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Page 

Detroit Edison Co , Detroit, MI 

70-2926 

370 

Duqucsne Light Co., Pittsburgh, PA 

70-1621 

370 

Edlow International Co , Washington, DC 

70-2955 

370 

Exxon Nuclear Co , Inc , Richland, WA 

70-1257 

369 

Florida Power & Light Co., Miami, FL 

70-2957 

370 

GA Technologies, Inc , San Diego, CA 

70-0734 

367 

General Electric Co , Pleasanton, CA 

70-0754 

367 

General Electric Co., San Jose, CA 

70-1308 

369 

General Electric Co , Wilmington, NC 

70-1113 

368 

Illinois Univ. of, Urbana, IL 

70-0258 

366 

IRT Corp. ( San Diego, CA 

70-1359 

369 

Kansas Gas & Electric Co., Wichita, KS 

70-2960 

370 

Kerr-McGcc Nuclear Corp., Oklahoma City, OK 

70-1193 

369 

Lower Bucks Hospital, Bristol, PA 

70-2792 

370 

Mt. Sinai Hospital Medical Center, Chicago, IL 

70-1430 

369 

Nuclear Fuel Services, Inc., Erwin, TN 

70-0143 

364 

Rockwell International Corp., Canoga Park, CA 

70-0025 

363 

RS Holding, Inc., Cleveland, OH 

70-2872 

370 

Spectra Chcm Laboratories, Inc., 

Franklin Lakes, NJ 

70-2895 

370 

Spencer Chemical Co., Kansas City, MO 

70-0146 

366 

Spencer Chemical Co , Kansas City, MO 

70-0340 

367 

St. Clare's Hospital, Denville, NJ 

70-2487 

370 

Tennessee Valley Authority 

70-2928 

370 

Tennessee Valley Authority, Chattanooga, TN 

70-2941 

370 

Texas Instruments, Inc., Attleboro, MA 

70-0033 

364 

UNC Naval Products, Inc , Uncasvillc, CT 

70-0371 

367 

Union Carbide Corp., Tuxedo, NY 

70-0687 

367 

United Nuclear Corp , Wood River Junction, RI 

70-0820 

367 

Westinghouse Electric Corp., Pittsburgh, PA 

70-0698 

367 

Westinghouse Electric Corp., Pittsburgh, PA 

70-1143 

368 

Westinghouse Electric Corp , Pittsburgh, PA 

70-1151 

369 


Packaging of Radioactive Material for Transport and Transportation 
of Radioactive Material Under Certain Conditions — Docket 71 


Amersham Corp. 

71-0370 

371 

Army, Dept, of 

71-0487 

371 


Name 

Docket 

Page 

Atomic Energy of Canada, Ltd 

71-0454 

371 

Fairchild Weston Systems, Inc. 

71-0483 

371 

General Electric Co. 

71-0170 

371 

Inspection Services Corp 

71-0490 

372 

INTEC Inspection, Inc. 

71-0486 

371 

Model, 100, 100A, 200, 200A, Gamma Industries 

71-9127 

374 

Model 181375, 181361, Advanced Medical 
Systems, Inc 

71-5796 

372 

Model. 20, 20A, 50, 50A, Gamma Industries 

71-9126 

374 

Model. 500-SU, Automation Industries, Inc 

71-9006 

373 

Model. 650, Technical Operations, Inc. 

71-9032 

373 

Model, 660 & 660E, Technical Operations, Inc. 

71-9033 

374 

Model: 6717-B, Gamma Industries 

71-6717 

373 

Model ATR, Exxon Nuclear Idaho Co. 

71-9099 

374 

Model. B-2, U S Ecology 

71-6144 

373 

Model: BMI-1, Battel le Columbus Laboratory 

71-5957 

372 

Model C-8, Gamma Industries 

71-9128 

374 

Model: CNS 14-195-H, Chcm-Nuclear Systems, 

Inc 

71-9094 

374 

Model: CNS 21-300, Chem-Nuclear Systems, Inc. 

71-9096 

374 

Model: CNS 6-80-2, Chem-Nuclear Systems, Inc, 

71-91 LI 

374 

Model CNS 8-120, Chem-Nucicar Systems, Inc. 

71-6601 

373 

Model: CNS-1600, Chem-Nuclear Systems, Inc 

71-9081 

374 

Model: DT-14, Energy, Dept, of 

71-9852 

375 

Model: FSV-3, General Atomic Co 

71-6347 

373 

Model: GE 21PF-1, General Electric Co 

71-4909 

372 

Model: GE-1500, General Electric Co 

71-5939 

372 

Model: GE-1600, General Electric Co 

71-9044 

■ 374 

Model. GE-200, General Electric Co. 

71-5971 

373 

Model: GE-700, General Electric Co. 

71-5942 

372 

Model: HN-100, Series 1, Hittman Nuclear & 
Development Corp. 

71-9086 

374 

Model HN-100, Series 2 & 2A, Hittman Nuclear 
& Development Corp. 

71-9079 

374 

Model: HN-100, Series 3, Hittman Nuclear & 
Development Corp. 

71-915! 

375 

Model: HN-100S, Hillman Nuclear & 

Development Corp, 

71-9089 

374 

Model ‘ HN-200, Hittman Nuclear & 

Development Corp 

71-6574 

373 
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Docket 

Page 

Model: HNPF Spent Fuel Shipping Cask, Energy, 
Dept, of 

71-5469 

372 

Model: IF-3Q0, General Electric Co. 

71-9001 

373 

Model: IR-100, Industrial Nuclear Co. 

71-9157 

375 

Model* IR-50, Industrial Nuclear Co. 

71-9156 

375 

Model: M-L30, Energy, Dept, of 

71-6003 

373 

Model NLM/2, NL Industries, Inc. 

71-9010 

373 

Model: NRBK-41, -42 & -43, Energy, Dept, of 

71-5814 

372 

Model: OH- 142, Nuclear Packaging, Inc. 

71-9073 

374 

Model: ORNL In Pile Capsule, Energy, Dept of 

71-5907 

372 

Model: ORNL TRU Calif., Energy, Dept, of 

71-5740 

372 

Model. ORNL TRU, Energy, Dept, of 

71-5461 

372 

Mode! PADUCAH Demonstration Cask, Energy, 
Dept, of 

71-6495 

373 

Model. PAT-2, Energy, Dept of 

71-9150 

375 


Name 

Docket 

Page 

Model. T-3, Energy, Dept, of 

71-9132 

374 

Model: TN-8, -8L, No Users 

71-9015 

373 

Model: Type B, Amersham Corp. 

71-9167 

375 

Model: UNC-2600, United Nuclear Corp 

71-5086 

372 

Navy, Dept, of 

71-0474 

371 

Nebraska Public Power District 

71-0484 

371 

Nuclear Sources & Services, Inc. 

71-0394 

371 

Pryor Foundry, Inc. 

71-0206 

371 

Ramsey Construction & Fabricating Co., Inc. 

71-0488 

371 

Sacramento Municipal Utility District 

71-0489 

372 

Licensing of Independent Spent Fuel Storage — 

Morris Operations, General Electric Co. 

Docket 72 

72-0001 

375 

Virginia Electric & Power Co 

72-0002 

375 


XX 



DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 

DOCKET 27-039 SHEFFIELD, IL, 0 S ECOLOGY, INC 

8212010476 Forward* "Tritium Migration Investigation Status Rep t " 
GAYNOR,R K US Ecology, Inc (Formerly Nuclear Engineering! 

82/11/11 US Ecology, Inc (Formerly Nuclear Engineering! Ip 

16270 210 


□212010479 "Tritium Migration Investigation Status Rept " 

« (J5 Ecology, Inc (Formerly Nuclear Engineering) B2/U/10 4pp 

16270 211 


DOCKET 27-047 BARNWELL, SC, CHEM-NUCLEAR SYSTEMS, INC 


8212290005 Application for amends to Licences 46-13536-01 
46-19524-01 , to reflect merger of Chem-Nuc 1 ear Sys, Inc into 
Was to Mg fci Inc 

HUIZ£NOA,H W Waste Management, Inc HUIZENGA, H W Ch em-Nu c 1 ear 

Systems, Inc Q2/I0/29 DAVIS, U G Division of Fuel Cycle 8, 
Material Safety lp 16607 234 


8212200541 Forwards Waste Mgt, Inc «< Chem-Nuc 1 ear Sys, Inc 021029 Ur 
requesting amends to Licenses 46-13536-01 & 46-19324-01 , to 
reflect change in licensee name 

HEIS.H T Lowens t« in, Newman, Re i s < Ax e 1 rad 6 Toll REISiH F Waste 
Management, Inc REIS, H F Chem-Nuc lear Systems, Inc 02/11/01 
DAVIS, J G Office of Nuclear Material Safety & 8a f eguar d s, Di roc tor 
lp 16593 049 


0212230393 Forwards Amend 22 reflecting change in corporate addrese 
effected by merger w/NMl Holdings, Inc per 021029 request 
License 46-13536-01 changed to 12-13336-01 
8CARAN0. R A Low Level Waste Licensing Branch 02/11/23 
HUIZENGA, H 11 Chem-Nuc lear Systems, Inc 2pp 16540 24B 


DOCKET 27-049 RICHLAND, WA, U 0 ECOLOGY, INC 


0212290010 Forwards revised SNM license acceptable to licensee, 
providing sound basis for settlement of outstanding license 
l ssue 

SCOVILLE.J J US Ecology, Inc (Formerly Nuclear Engineering) 
82/09/27 MARTIN, J Division of Waste Management I7pp 
16607 216 


SIM 22301 62 Amend 15 to Radioactive Metis License WN-I019-2 for UB 
Ecology, Inc, author i I ing use of 60,000 Ci of any radioactive 
matl & 36,000 kg source matl 

* Washington, State of 02/10/11 26pp 16544 013 


8212200530 Proposes language to be included in SNM license to insure 
licensee is cogniiant of continuing authority of State of 
WA aver licensee activities 

HANHEY.M Washington, State of 82/11/30 FONNER, R Regulations 
Division 2p p 16593 050 


DOMESTIC LICENSING OF SOURCE MATERIAL 

DOCKET 40-0017 DOW CHEMICAL CO , MIDLAND, MI 


8212020034 Forwards plan for decommissioning Midland, MI thorium slag 
storage site for License STB-527 

OLSON, R A Dow Chemical Co 02/10/21 PAGE, R G Division of Tuel 
Cycle & Material Safety 7pp 16308 334 


8212100103 Responds to 821102 1 tr re movement of soil contaminated 
w/thorium residues from Dow Chemical Co to Bay City site 
Dow proposal requesting author i ia t i on to consolidate 
contaminated soil being reviewed 

DAVIB, J G Office of Nuclear Material Safety & Safeguard s, Di rec tor 
82/11/26 WALKER, B Michigan, State of, Dept of Public Health 
3pp 16399 001 


DOCKET 40-0086 W R GRACE t CO , POMPTDN PLAINS, NJ 


0212060509 Responds to B2110S 1 tT re constituent concern over thorium 
contamination in Wayne, NJ "Rad iolog i cal Survey of 
Sheffield Brook" end for info W/o end 

D1RCK8, W J Office of the Executive Director for Operations 
02/11/26 DR ADY, N F Senate 4pp 16340 006 


— 0212060511 Requests info re constituent M Casson 021014 1 tr expressing 
concern about thorium contamination in Wayne, NJ 
BRADY, N F Senate 02/ll/OB KAMMERER, C C Office of 
Congressional Affairs 2pp 16348 010 


DOCKET 40-0299 UNION CARBIDE CORP , GRAND JUNCTION. CD 


DPI 2030252 Documents 021023 telcptl w/Union Carbide Carp re 1981 
evaporation pond insp rept Evaporation pond erosion 
protection restored u/2 ft of cobble* No further action 
required 

FLEMING, T E Region 4, Office of Director 02/11/23 Region 4. 
Office of Director lp 16316 359 


0212060513 Requests extension until 830107 for response re QA program, 
per NRG 821021 request Delay due to preparation of quarterly 
repts tt holidays 

WONG, T Union Carbide Corp 02/11/23 WO0LSEY, R T Uranium 
Recovery Licensing Branch Ip 16348 005 


821 22301B6 Advises that 10CFR40 65 quarterly rept for third quarter 
1982 will be submitted by due date but w/o info for 40CFR190 
monitoring Extension for submittal of matl requested 
WONG, T Union Carbide Corp 02/11/23 PETTENGILL, H Uranium 
Recovery Licensing Branch lp 16543 278 


0212270074 Forwards "Reporting Requirements for Union Carbide Corp, 
Third Quarter, 1982 " 

WONG, T Union Carbide Corp 02/11/24 BROWN, 0 D Region 4, Office 
of Director 2pp 16573 001 


— 0212270003 "Reporting Requirements for Union Carbide Corp, Third 
Quarter, 1982 

* Union Carbide Corp 02/11/24 290pp 16573 003 


0212270063 Submits review of dose calculation & compliance evaluation 
of environ montioring data for First 4, Second Quarters 1902, 
submitted 820003 $, 1007 Licensee in compliance w / 40CFR190 
8OLLEN0ERQER, D Low Level Waste Licensing Branch 82/12/09 Low 
Level Waste Licensing Branch 4pp 16551 350 


DOCKET 40-1162 WESTERN NUCLEAR CORP , JEFFREY CITY, WY 


0212130105 Provides Info in response t-o 021015 ltr Wells 1? & 23 
cleaned 24-h before sampling 6 again on 821005 Add 1 cleaning 
showed improvement in water quality data Disposal of spent 
acid discontinued in 1977 

BOODEN, 0 Western Nuclear, Inc (subs of Phelp# Dodge Corp ) 

82/11/10 GARCIA, P Uranium Recovery Licensing Branch lp 

16417 257 


1 



2 


DOCKETED ITEMS 


92(2030255 Discusses major -Findings of IE ins p of tailings mgt 
practices at Split Rock Mill on 920901 measures taken by 
licensee to control migration of tailings effective No 
further action required 

GARCIA* P J . PETTENGILL.H J Region 4. Office of Director 
82/ 11/(9 Region 4. Office of Director 2pp 16316 360 


G2 1 2070052 Advises that sampling & analysis re environ monitoring data 
for Jan-June 1992 acceptable 

GARCIA* P J Region 4* Office of Director 92/11/26 Region 4, 

Office of Director 3pp 16356 277 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY. CHATTANOOGA, 7N 


0212300025 Discusses monitoring program of Edgemont seep area 
Addressing unresolved Item b including chemical 6 
radiological sampling of seep area 4 similar control inn 
Access to uninhabited area should be restricted 

JOHNSON# T L Region 4. Office of Director G2/I2/17 Region A, 

Office of Director 3pp 16624 283 


DOCKET 40“ 1 470 SPENCER CHEMICAL CO , KANSAS CITY. MO 


6212280009 Addl response to FCIIa request for six categories of 
documents re Spencer Chemical Co Forwards documents listed 
in App A 

FELTON* J H Division of Rules and Records 82/11/29 BARNES, C 
Affiliation Unknown 2pp 16590 14J 


— 023 2260012 Requests correspondence re Spencer Chemical Co be sent to 
listed address 

COBB. G H Kerr-KcGee Carp 62/09/06 JOHNSON. L Atomic Energy 
Commission ip 16590 14*i 


DOCKET 40-1606 VITRO ENGINEERING CO 


02121 60090 Add! response to F0IA request for records re receipt* 
p races* mg. storage or removal of source mail at Canonsburg. 

PA. Vitro rtrg Co U Vitro Rare Metals Co Forwards documents 
listed in App A Remaining Info under review 

FELTON* J M Division of Rule* and Records 82/09/30 BLACK* A E 
Buchanan* Ingerioll* Rodewaltf, Kyle & Buerger 7pp 16447 312 


"-02I216O934 Source Natl License C-3820 for Vitro Corp of America, 
authorising use of 300 lb* thorium-bearing residues 
containing 13 lbs thorium 

DELANEY. J C Atomic Energy Commission 57/09/09 lp 16449 015 


DOCKET 40-2061 KERR -MCGEE CHEMICAL CORP * OKLAHOMA CITY. QK 


0212210512 Forwards corrected paragraphs to health physics manual per 
telcon request 

&HELLEY.U J Kerr-McCee Corp 82/(1/04 NIXON* (J A Uranium Fuel 
Licensing Branch lp 16502 349 


•B212210515 Corrected paragraphs to health physic* manual 
* Kerr-HcGe* Corp 82/10/20 2pp 16502 350 


0212130432 Forwards applications to City of West Chicago & State of IL 
for permit tn construct incinerator sys 

DENNY. I L Kerr-McGee Chemical Corp (subs -of Kerr-htcGee Carp ) 
02/11 / 1 0 NIXON. W A Division of Fuel Cycle lc Material Safety 

23pp (6415 -021 


0212010409 Responds to 021015 1 tr t« KerT-ttcG«e installation of 
incinerator a t Rare Earths facility Action valid per Amend 2 
to License ST A-5B3 Impact on public limited to exhaust gas 
cleanup sys 

PAGE* R G Uranium Recovery Licensing Branch 02/11/10 
SPEUMAH. H J West Chicago* IL Ip 16270 255 


8212070474 Discusses 021116 telcon re D Mausshartft request to tnuT 
West Chicago Rare Efcrths facility on 8211(7 

NIXON* W A Division of Fuel Cycle & Material 5afety. 02/11/24 
Division of Fuel Cycle & Material Safety Ip 16355 264 


6212130237 Respond! to questions re amend application raised in 821116 
telcon Wood stored in OJdg 2 wi 11 be kept on factory site 
6 protected from weather until Incinerated Bldgs 10.11*14 
Sc 16 surveyed Contamination minor 

SHELLEY. W J K*rr-McOe« Corp 02/ J 1/29 NIXON. W A Uranium Fuel 

Licensing Branch 3pp 16410 332 


D21227O470 Objections to Amends 5 & 6 to License STA-503 Informal 
hearing on amends protested Assurance that new amends will 
employ control procedures permitted under Amend 1 & 3 
requested 

SPELMAN, H J West Chicago. IL SR ELM AN* H J Harold J Spelman b 

Associates 82/11/29 MAUSSHARDT. D u Division of Fuel Cycle & 
Materia] Safety Bpp 16551 067 


0212100174 Trip rept of 821117 site visit to Kerr-McOee facility at 
West Chicago, IL re proceeding to be followed in resolution 
of dispute over License Amends 5 l# 6 

MAUSSHARDT* D B NRC - No Detailed Affiliation Given 82/11/30 
NRC - No Detailed Affiliation Given 3pp 16398 349 


8212140359 Requesti permission for Oak Ridge Associated Univs to 
perform radiological surveys on property Property may have 
low levels of radioactive contamination from Kerr-McGee 
Rare Earth Facility Soil samples taken along Kress Creek 
KEPPLERiJO Region 3, Office of Director 82/11/30 Nichiren 

Shoshu Temple 3pp 16401 030 


8212130167 Comments on Kerr-McGee 021011 proposal to extend License 
6TA-5B3 for 25 yrs Kerr-McGee should remain responsible for 
contaminated matl while matl on site Proposal potentially 
conflict* w/terminatton requirements 

SPELMAN.H J Harold J Spelman $< Associates SPELMAN* H J West 
Chicago. IL 02/12/01 CUWINGHAM. R E Division of Fuel Cycle S* 
Material Safety 4 p p 16414 055 


0212140470 Forwards list of documents for initial record in NRC hearinq 
re Amends 5 8* 6 to license Relevant documents will be added 
to list W/o end 

RHINELANDER* J Shaw. Pittman* Potts 6 Trowbridge 02/12/01 
MAUSSHARDT* D Q Office of Nuclear Material Safety !# 

Saf eguards. Di rec tor 2pp 16431 319 


8212270469 Comments* on behalf of Kerr-McOee. re 021011 proposal to 
eitend license for 25-yrs City of West Chicago assumes that 
proposal amends application for stats i 1 1 lati on plan approval 
Hearing on proposed amend requested 

SPELMAN* H J Harold J Spelman & Associates SPELMAN.H J West 
Chicago* IL 02/12/01 CUNNINGHAM* R E Division of Fuel Cycle & 
Material Safety App 1656B 354 


8212100496 Aek receipt of documents designated as initial record in 
NRC Hearing 2 re Amends 5 & 6 to License SUA-593 Addl 
documents ui 1 1 be sent as generated 

MAUSSHARDT. D B Office of Nuclear Material Safety & 

Safeg yards. Director 02/12/02 RHINELANDER* J Shaw* Pittman. Potts 
l TTOWbridge Ip 16309 055 


DOCKET 40-2116 VITRO ENGINEERING CO 


8212160000 Addl response to FOlA request For records re receipt* 
proc esilng, storage or removal of source matl at Canonsburg* 
PA*Vitro Mfg Co U Vitro Rare Metals Co Forwards documents 
listed in App A Remaining info under review 

FELTON, J M Division of Rules and Records 82/09/30 BLACK. A E 
Buchanan* Ingersoll. Rodewald* Kyle & Buerger 7pp 16447 312 


— 8212160505 Source Matl License C-4625 for Vitro Corp of America, 
authorizing use of 25.000 lbs of Sludge containing U for 
pr otei-sing 

DELANEY. J C Atomic Energy Commission 59/03/(6 Vitro 
Engineering Co Ip 16449010 


— 8212160510 Requests that term of License C-3940 be extended to 600131 
or new license be issued Effective date of renewal or new 
license requested by 590302 

LITTEL, E G Vitro Engineering Co 59/02/27 DELANEY* J C Atomic 
Energy Commission lp 16449 011 


— 8212160513 Source Matl License C-3949 fur Vitro Corp of America, 
authorizing use of 25.000 lbs sludge containing natural 
U for processing 

DELANEY. J C Atomic Energy Commission 50/01/08 LITTEL* E G 
Vitro Engineering Co lp 16449 012 


— 821216052S Application for source matl license to receive various 
quantities of sludge containing natural U concentrations of 
407.-70X by weight, from Uestinghouse 

LITTEL.EG Vitro Engineering Co 57/12/26 2pp 16449 0(3 


DOCKET 40-2259 PATHFINDER MINES CORP * RIVERTON. WY 


8212070063 Advises that environ monitoring data submitted on 020831 
acceptable 

SOLLENGERGER* D Lou Level Waste Licensing Branch 82/11/26 I 
Level Waste Licensing Branch 4pp 16356 267 



DOCKETED ITEMS 


3 


BP12230155 Forwards "Quarterly Effluent Monitoring Rept, 

Jul - Sept 19921 " per 10CFR40 & License Condition 54 
POYSER.R U Pathfinder Mines Corp 02/11/30 SQLLENDERQER, D 
Uranium Recovery Licensing Branch Ip 16544 040 


— 0212230163 "Quarterly Effluent Monitoring Repti Jul - Sept 1982 ” 
« Pathfinder Mines Corp 82/11/30 lOpp 16544 041 


DOCKET 40-3265 VITRO ENGINEERING CO 


0212160080 Addl response to FD1A request for records re receipt, 
process ing. st orage or removal of source matl at Canonsburg, 

PA. Vitro Mfg Co b Vitro Rare Metals Co Forwards documents 
listed in App A Remaining info under review 

FELTON, J M Division of Rules and Records 92/09/30 BLACK, A E 
Buchanan, Ingersoll, Rodeuald, Kyle b Buerger 7pp 16447 312 


— 8212160337 Authorizes receipt b transfer of U b/or thorium source matl 
Specific license must be obtained by 610514 
JOHNSON, L Atomic Energy Commission 61/04/06 Vitro 
Engineering Co lp 16448 067 


—9212160341 Authorizes license to receive b possess 1 lb source matl 
during term of license for fabrication 

DELANEY, J C Atomic Energy Commission 59/09/00 Vitro 
Engineering Co lp 16448 069 


— 0212160350 Application for license to receive thorium o*ide from Heavy 
Minerals Co Requests that license authorize shipment of 
coated rod to Atlantic Research Corp for testing 
LITTEL, E 0 Vitro Engineering Co 50/09/05 2pp 16449 069 


DOCKET 40-3392 ALLIED CHEMICAL CQRP * MORRISTOWN, NJ 


0212160060 Application for Amend 5 to License SUD-526, increasing 
possession limit of natural U from 50 million lb to 75 
million lb 

C IPQLLA, A J Allied Chemical Corp 92/10/29 NIXQN,W A Uranium 
fuel Licensing Branch 5pp 16447 253 


— 0212160067 Requests remittance of minor amend fee for review of 021029 
application to amend License SUB-526 

WEI6S.D License Fee Management Branch 02/11/16 CIPOLLA, A J 
Allied Chemical Corp Ip 16447 258 


DOCKET 40-3453 ATLAS MINERAL, INC , DENVER. CD 


0212030201 Forwards Securities & Exchange Commission 10-K Rept L Annual 
Financial Rept for FY02, suppl ementi ng 021029 submittal re 
surety agreement w/UT Board of Qil.Oas b Mining 
BLUBAUOH, R E Atlas Minerals 02/11/09 SMITH, R D Uranium 
Recovery Licensing Branch 21pp 16322 266 


— 0212030292 Annual Financial Rept, 1992 

FARLEY, E R Atlas Mineral* 82/09/14 45pp 16322 209 


0212270401 Forwards "Gamma Survey of Tailings Pond b P er ime ter , Th i r d 
Quarter 1902 " 

EDWARDS, D L At 1 a s M i ner a 1 s 02/11/22 SMITH, R D Uranium 

Recovery Licensing Branch lp 16590 003 


— 0212270405 "Gamma 8urvey of Tailings Pond b Perimeter, Third Quarter 
1902 " 

* Atla* Minerals 02/11/22 73pp 16990 004 


8212290123 Responds to 021104 ltr re location for background air 
particulate monitoring site Location of Bit* 5 satisfactory 
provided NRC objective is to determine radionuclide 
concentrations representative of source 

BLUBAUOH, R E Atlas Minerals 02/12/02 PETTENGILL. H Region 4, 
Office of Director 2pp 16606 332 


DOCKET 40-4492 FEDERAL-AMER ICAN PARTNERS, RIVER TON, WY 


8212070407 Forwards chemical data for water sample* omitted from 
semiannual rept for Jan-June 1902 

ANDRUS, N J Federal American Partners 02/11/00 GILLEN, D Office 
of Nuclear Material Safety b Safeguards, Dir ec tor 30pp 16356 197, 


0PI2O1O295 Submits review of second half of 1901 environ monitoring 
rept 6 air sampling data omitted from first half rept 
Control TLD should be added TLDs at old camp may be deleted 
Map showing monitoring locations should be updated 
GILLEN, D M Region 4, Office of Director 02/11/22 Region 4, 
Office of Director 5pp 16271 272 


0212230170 Lists info which would suppl record & facilitate more 
knowledgeable final decision on appr ova 1 /d i sa p p rova I of 
proposed in-pit tailings disposal plan 

ACKERMAN, WC Wyoming, State of 02/11/24 ANDRUS, N Federal 
American Partners 4pp 16544 009 


DOCKET 40-6300 ENERGY, DEPT OF, CANONSBURG. PA 


0212170405 Forwards DE6, "Remedial Actions at Former Vitro Rare Metals 
Plant Si t e, Canonsburg, WA County, PA " 

CAMPBELL, R H Energy. Dept of 02/12/03 NIXON, W A Uranium Fuel 
Licensing Branch 3pp 16401 001 


--8212170409 "Remedial Actions at Former Vitro Rare Metals Plant Bite, 
Canonsburg, WA County, PA " 

a Energy. Dept of DOE /E IS-0096-D 02/11/30 574pp 

16481 009 


□2121600S0 Addl response to FOIA request for records re receipt, 
p rocess ing, st orage or removal of source matl at Canonsburg. 

PA, Vitro Mfg Co t Vitro Rare Metals Co Forward* documents 
listed in App A Remaining info under review 

FELTON, J M Division of Rules and Records 02/09/30 BLACK, A E 
Buchanan, Ingersoll, Rudewald, Kyle 6 Buerger 7pp 16447 312 


— Q21216OO02 Forwards recent correspondence re facility 

DU3IN5KI.L Atomic Energy Commission 63/11/00 KIRKMAN, R W 
Atonic Energy Commission Ip 16448 245 


--8212160097 Forwards 630715 ltr to AEC from Vitro describing proposal 
for temporary storage of tailings b for decontamination of 
bldgs b equipment at facility Ltr dtd 6309J4 amending 
license b decontamination limits end 

NUSSBAUMER, D A Atomic Energy Commission 63/11/09 GERUSKY. T 
Penney lvani a, State of 2pp 16440 247 


'8212160105 Forwards followup insp rept for License SUC-315 on 621220 
None oitip 1 i an c e noted failure to dec ontami na te bldgs 6 
unauthorized entry into facility 

CLEVELAND, R S Atomic Energy Commission 63/10/25 PRICE. £ R 
Atomic Energy Commission 3pp 16440 240 


—0212160123 Advises that insp rept of License SUC-315 should be 
completed immediately despite lack of results on analytical 
tamp let 

DUB INSKI , L Atomic Energy Commission 63/10/23 K1RKMAN, R W 
Atonic Energy Commission lp 1644B 264 


-8212160131 Provides results of resurvey of Bldgs 14 b 16 Bldg 14 had 
U tailings Tailings removed b properly packaged for 
disposal Bldg 16 radiation level unchanged 

MURPHY, J D Allied-Crossroads Nuclear Corp 66/01/11 RUDER, R T 
Vitro Engineering Co lp 16447 350 


—0212160140 Forwards 31 sol 1, sludge, wa ter b vegetation samples for 
ana lysis 

KIRKMAN, R W Atomic Energy Commission 63/10/17 SILL.C W 
Atomic Energy Commission ip 16440 26? 


■0212160144 Thirty-one soi l ( sludge, water b vegetation samples 
* Atomic Energy Commission 65/10/il 3pp 


— 8212160161 Provides results of close-out survey at f ac i i i ty « i tic l ud i n g 
lagoon area, plant area h Bldgs 14 b 16 Related infq end 
NELSON, P R Atomic Energy Commission 65/11/09 Atomic Enei gy 
Commission 9pp 16440 030 


— 0212160160 Confirms ER Resner of AEC 631009 visit to facility to 
collect grab samples, per telcon 

CURRAN, J E Vitro Engineering Co 63/10/03 BUCKLEY, F J 
Buckley Insurance Agency lp 16440 274 


— 8212160102 Requests final close-out facility insp a* soon as 
practicable Final survey results supplied by 
Allied-Crossroad* Nuclear Corp forwarded to Region 1 on 
651005 

DR0CKETT, T W Atomic Energy Commission 65/iO/G7 NELSON, R 
Atomic Energy Commission lp 16440 039 
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—03121*0191 Confirm* that licensee £307 ! 7 U 2£ ltr* in response to 
£30420 foil oujp ItT completes enforcement action re i-nsp of 
License SUC-315 or £21220.630103 U 0213 Pollouip insp should 
be conducted to determine progress 

RACE.R Q Atomic Energy Commission 63/09/18 DUBINSKI.L 
Atonic Energy Comm ssion Ip 16-448 277 


8212160193 Forwards Allied-Crossroads health physics survey rept re 
facility Related info end 

MURPHY, J D Al 1 1 ed-Cro s sroa d s Nuclear Carp 65/09/30 
NUBSBAUflERi D A Atomic Energy Commission 5pp I644B 041 


-- {”1216019? Requests that during followup facility map representative 
samples be obtained from specific locations b analyzed for 
natural U L thOT i um. Th-230 l < Ra-226 

NUS5BAUMER, D A Atomic Energy Commission 63/09/12 PAGE.R Q 
Atomic Energy Commission lp 1644B 278 


— BE12160214 Advises that AEC license required far possession of stored U 
residues contained by weight more than Q 03 Y. AEC 
author i cation required to dispose of or transfer mat 1 by 
methods not specified by 1QCFR20 

NUSSDAUKER» 0 A Atomic Energy Commission 63/09/13 TERRELL , J G 
Health 6 Human Services. Dept of# Ip 16448 279 


—8212160243 Discusses 630812 meeting u/JE Van Zandt re current status 
of problems associated w/Vitro Corp of America in 
CanonsbuTg. PA Licensee responsible for control of tailings 
until adequate disposal method determined 

LQ SI# L D Atomic Energy Commission 63/00/12 DUBINSKI.L Atomic 

Energy i an 2pp 16448 233 


— 8212160260 Amends Condition 8 of License SUA-315 for storage i< 
decontamination only at facility Results of analyses it 
surveys after dec on bam in* ti an showing that conditons 
specified in 630502 ltr have been met requested 
KUSSBAUMER. D A Atomic Energy Commission 63/08/14 Ip 
16440 057 


— B212160264 Health physics survey conducted at Vitro Rare Metals Plant 
in CanonsbUrg. PA Related info one 1 

MURPHY. *1 D Vitro Engineering Co 63/07/24 Bpp 16449 290 


— 82l21o0273 Sout-ce Matl Liceme SUA-3L5 fcT Vitro Cotp of America to 
store 23 tons of U contained in 4.453 tons of milling 
by-product residual matl only at facility in accordance u»/ 
procedures of 610521 application 

NUSSBAUtlER, D A Atomic Energy Commission 61/06/23 Lp 
16440 053 


--8212169204 Forwards £30607 memo from Region 1 requesting that licensee 
be contacted In OTder to determine status of property 
u/respect to ownership b possession 

DUBINSKI.L Atomic Energy Commission 63/06/11 PRICE. E R 
Atonic Energy Commission lp 16449 300 


— 9212160307 Requests addl info re description of storage area including 
procedures b facilities used to prevent unauthorised persons 
from entering area 5 procedures for preventing spread of 
airborne radioactive contami nation while in storage 
MJSSGAllrtERi D A Atomic Energy Commission 61/05/29 LITTEL, E G 
Vitro Engineering Co lp 1 6440 061 


— 8212160315 Forward* application for source matl license to cover 
possession of stockpiles of residue still on hand Pending 
completion of disposal arrang etnent, negotia fc io-ns re proposed 
new source matl license should be issued 

LITTEL. EG Vitro Engineering Co 61/05/12 Atomic Energy 
Commission 2pp i.6448 062 


— G21 2 1*0352 Source Mafci License R-179 for Vi tTO Corp of America, 
authorizing use of 43.000 tons of milling byproduct residue 
natl containing O 5X GJ-308 on dry basis t-hrouhg import from 
Canada 

JOHNSON. L Atomic Energy Commission 56/0B/16 Ip 16440 319 


— 8212160362 Discusses burial of U bearing residue* at facility Licensee 
covered by timely application until burial operation & 
facility satisfactorily completed 

BROCKETT.T W Atomic Energy Commission 65/00/0-9 Atomic 

Energy Commission 2pp 16448 071 


'-8212360370 Confirm* £50615 tel con ri burial of U bearing residues at 
facility Removal of LI residues not begun but state has 
given permission Effort may not be completed until 
Sept. 1965 

BROCK ETT* T W Atonic Energy Commission 65/06/19 KIRKMAN, fi U , 

DAVIS.J G # HAG EM AN, R C Atomic Energy Commission Id 

16440 073 1 


— B2121603B6 Discusses burial of V bearing residues at Canonsburg, PA by 
Vitro Corp of America State must issue permit Region 1 will 
make closeout check survey 

DUBINSKI.L Atomic Energy Commission 69/03/10 KIRKMAN, R W t 
DAVIS. J 0 • MAGEMAN.R C Atomic Energy Commission lp 
16448 070 


— 8212160424 Discusses Div of Compliance insp of facility Licensee wants 
to sell property t has prospective buyer Residue stockpile 
must be disposed of first 

BLARCOM, E C Atomic Energy Commission 63/03/13 Atomic Energy 
Commission 3p p 16448 328 


— 821 2160432 Advises of 630212 insp of facility status of compl lance 
W/10CFR30* “Licensing of Byproduct Matl*" 10CFR40. “Control 
of Source Matl" h. 10CFR20. M Stds for Protection Against 
Radiation.* 1 Records re regulations should be available 
KIRKMAN, R U Atomic Energy Commission £3/02/11 D1BH.G Vitro 
Engineering Co ip 16440 362 


— B212160435 Application to renew License SVC -315, former 1 y operated by 
Vitro Rare Metals Co 

LITTEL, E 0 Vitro Engineering Co 64/06/02 NUSfiBAUMER. D A 
Atomic Energy Commission 3pp 16440 139 


--0212160436 Advises of 630212 insp of records re statu* of compliance 
W/I0CFR30, “Licensing of Byproduct Ma tl , I GCFR40, " “Control 
Source Mat!" & ICCFR20, ■'Std* for Protection Against 
Radiation ” Records re regulations should be available 
KIRKHAN.R W Atomic Energy Commission 63/02/01 DIBB, 0 Vitro 
Engineering Co lp 16449 001 


— 3212160459 Notifies that facility bldgs & ground* w/e * c ep t i on of area 
fenced off around pile of radioactive contaminated soil it 
matl. are released for occupancy 

LISBON. J Pennsylvania, State of 64/04/24 CURRAN, J Vitm 
Engineering Co lp 16448 154 


— 8312160464 “Health Physics Survey of Vitro Former Rare Metals Plant# 
Canonsburg, PA “ 

MURPHY, J D Atomic Energy Commission 64/03/19 4pp 16440 162 


— 8212160466 Advises of 630103 insp re status of compliance w/10CFR30, 
“Licensing of Byproduct Matl, ” 10CFR40, "Control of Source 
Matl" L 10CFR2O. "Stds for Protection Against Radiation 11 
Records re regulation should be available 

KIRKMAN, R W Atomic Energy Commission 62/12/27 ORANNAN, C D j 
CURRAN, J Vitro Engineering Co lp 16449 002 


— 8212160471 Advises of 621220 insp of facility 6 status of compliance 
w/10CFR30, "Licensing of Byproduct Matl, " 10CFR40. “Control 
of Source Matl" it iQCFRZQt VStds for Protection Against 
Radiation " Records should be available 

KIRKMAN, R U Atomic Ehergy Commission 62/12/12 BRANNAN, C D i 
Ct/RRAN, J Vitro Engineering Co Ip 1*449003 


— 0212160485 Analytical result* of samples collected by Region I during 
followup insp on 631009 

* Atomic Energy Commission 63/10/09 3pp 16440 168 


— 0212160506 Partial resulti of environ samples from facility area 
# Atomic Energy Commission 63/11/20 6pp 16448 221 


— 8212160516 Forward* trip rept of meeting w/PA State Health it Vitro Corp 
of America re facility 

DUDINSKI, L Atomic Energy Commission 63/11/21 KIRKMAN, ft W 
Atomic Energy Commission ip 16440 228 


*0212160927 Discusses insp of activities under License 8UC-315 on 
631009 at Canonsburg, PA b on 631016 in NY Noncompliance 
noted failure to conduct survey* of unrestricted area* 
outside fenced restricted area at facility 

PRICE, E R Atomic Energy Commission 63/11/11 LITTEL, E 0 
Vitro Engineering Co 3pp 16440 239 


— 8212160503 Forwards EC Van Blarcom 631109 memo re Div of Compliance 
insp of facility 

DUB INSKI, L Atomic Energy Commission 63/11/OB KIRKMAN, R w 
Atomic Energy Commission 2pp 16440 242 


8212160507 Discusses reinsp of faci li ty. Final disposition of old radium 
bearing tailings not resolved 

VAN BLARCOM, E Atomic Energy Commission 63/11/09 Atomic 
Energy Commission lp 16448 244 


0212520010 Forward* "Results of Radiological Survey at Canonsburo Bite 
Vicinity Property CA 133, « per 791221 ltr 9 

MDTT.W E Energy, Dept of 82/10/26 SCARANQ.RA Uranium 
Recovery Licensing Branch Ip 16529 103 
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— 92122200 1 3 'Results of Radiological Survey at Canonsburg Site Vicinity 
Property C A 133 " 

* Oak Ridge National Laboratory 02/09/30 49pp 16529 104 


DOCKET 40-6622 PATHFINDER MINES CORP . SHIRLEV DAS IN, WY 


□212030270 Issues Amend 11 to License SUA-442, revis ing Condition 28 to 
delete ref to piezometer T-5 8» to require installation of 
new piezometer in northern abutment section 

SMITH. R D Region 4. Office of Director 82/11/19 Pathfinder 
Mines Carp 2pp 16316 309 


-0212030272 Recommends issuance of amend to License SUA-442. re vi sing 
Condition 29 to delete ref to piezometer T-5 & to require 
installation of new piezometer in northern abutment section 
CAR C I A. P J . PETTENSILL.H J Region 4, Office of Director 
82/ t 1/19 Region 4, Office of Director 4pp 16316 311 


0212230079 Forwards analysis of samples taken from tailings 
on 020012 Tailings water quality monitoring data for 1982 
requested to help determine if discrepancy between wells 
exists 

LIDSTONE.C Wyoming. State Of 82/12/02 PETTENGILL, H 
Recovery Licensing Branch 1 1 p p 16944 327 


pond wells 


Uranium 


9212300129 Forwards sample analyses performed by Camp Dresser h McKee 
on Pathfinder Shirley Basin tailing pond well samples 
Trip rept dtd 020817 & C Schugarts 020927 1 tr re corrected 
rept end 

LIDSTONE, C Wyoming. State of 82/12/02 PETTENOILL. H Uranium 
Recovery Licensing Branch llpp 16624 232 


0212290132 Forwards "Environ Monitoring Data W/Dose Calculations, Third 
Quarter 1902 " 

SMITH, J C Pathfinder Mines Corp 02/12/09 50LLENOERGER, D 

Uranium Recovery Licensing Branch ip 16606 294 


— 0212290136 "Environ Monitoring Data W/Dose Ca lculat ions, Th ird Ouarter 
1902 ,f 

* Pathfinder Mines Corp 02/12/09 27pp 16606 295 


DOCKET 40-6659 GETTY OIL CO - PETROTOMICS CO . 0HIRLEY DAS IN, WY 


0212230004 Requests ruling on effect of proposed corporate mod on 
license Planned change would not affect property ownership 
of mine U mill facilities 

YOUNG, O S Getty Oil Co (Petrotomics ) 02/12/02 PETTENOILL.M 

Uranium Recovery Licensing Branch lp 16344 323 


0212270325 Informs that data necessary to complete 10CFR40 63 & 

40CFR190 repts has not been received Repts should be 
submitted no later than 021221 

PFAFP, 9 J Getty Oil Co (Petro tomics I 02/12/07 JONES, B Uranium 

Recovery Licensing Branch Ip 16555 324 


DOCKET 40-6940 KAWECKl DERYLCO IND , INC , BOYERTDWN, PA 


B21202CM22 Trip rept of B21110 visit to Bqyertown k Reeding. PA 
facilities k 821119 visit tg Revere. PA facility re license 
renews 1 

WYNGARDEN. S 0 Office of Nuclear Material Safety k 
Safeguards. D1 rector 02/11/24 CROW. W T Office of Nuclear 
Material Safety k Safeguards. Director ip 16300 299 


0212230309 Forwards list of environ questions requiring written 
response in order to complete review of environ info 
submitted on 020006 as part of renewal action for License 
0M B-920 

WYNGARDEN. S Uranium Fuel Licensing Branch 02/12/13 COYLE, F, T 
Kawecki Berylco Industries, Inc 5pp 16540 234 


DOCKET 40-7006 ARMY. DEPT OF. WHITE SANDS. NM 


82l22t04l2 IE Insp Findings Si Licensee Ac V dtd 021200-10 of License 
SUB-734 Insp findings no violations observed 
SHQPENN, N M Region 4. Office of Director 82/12/10 2pp 
16493 006 


DOCKET 40-0006 KERR-MCGEE CORP , OKLAHOMA CITY, OK 


0212210104 IE Insp Findings & Licensee Ac k dtd 821116 of License 
SUB-936 Insp findings no violations observed Steps taken to 
correct violations identified during last insp verified 
SHOPENN, N M Region 4. Office of Director 02/11/16 2pp 
16484 336 


DOCKET 40-0027 KERR-MCGEE NUCLEAR CORP , OKLAHOMA CITY, OK 


0212230379 Forwards recent sampling data for new Monitor Well 2331 Well 
used for groundwater chemistry monitoring associated w/ 
injection well 

0HELLEY, W J Kerr-McOee Corp 82/12/06 K09LA. B M Uranium Fuel 
Licensing Branch 2pp 16529 356 


— 82122303B0 Sampling data for new Monitor Well 2331 

WIDMANN.R K Kerr-McOee Corp 02/11/29 2pp 16529 35B 


0212160659 Trip rept of 021129 visit to Univ of MO in Rolla.MD & 

□ 21201 & 02 site visit to Kerr-McOee facility In Gore. OK 
re vendor requests to amend License SUB-1010 in area of 
waste injection wells 

KOSLAi Q , WYNGARDEN, S D , RHODES, M Uranium Fuel Licensing Branch 
B2/12/09 CROW, W T NRC - No Detailed Affiliation Given 2pp 
16464 1 09 


B21 2270563 Revision to 820901 application to amend License SUB- 1010 for 
const of sludge processing plant Facility changes & layout 
revised Revisions to App A included in Sequoyah 020924 
license renewal application 

SHOLLEY.UJ Kerr-McOee Corp 02/12/iO PAGE, R 0 Uranium 
Recovery Licensing Branch 42pp 16540 308 


DOCKET 40-0064 EXXON MINERALS CO USA, HOUSTON, TX 


0212210536 Forwards "Expanded RLD Pilot U Solution Mins Restoration !< 
Post-Restoration Program," in accordance w/License 
Conditions 28 6 29 of License SUA-1064 

G ILChR I8T, J E Exxon Corp 82/09/17 LINEMAN, J J Uranium 
Recovery Licensing Branch Ip 16502 273 


— 0212210542 "Expanded R&D Pilot U Solution Mine Restoration & Post- 
Restoration Program " 

* Exxon Corp 07151 02/09/17 14pp 16502 274 


0212060456 Notification of 021020 meeting w/NRC in Cheyenne. WY to 
discuss restoration of acid patterns % Minerals Exploration 
"i estoration 

BEACH, G Wyoming. State of 82/10/07 MARTIN, L , OGLE, K , 

SCHMITTDIEL, P Wyoming, State of lp 16343310 


0212010056 Reviews second quarterly rept No actions necessary as result 
of review 

KALMAN, K L , LINEHAN, J J Region 4, Office of Director 02/11/22 
Region 4, Office of Director 2pp 16271 340 


0? 1 2300017 Discusses 820620-0702 insp of Highland Operation area to 
examine activities conducted under Licenses SUA-1139 & 1064 
re radiation safety Infraction found w/GUA-1064 License 
Condition 13. "Restoration Phase of Monitor Wells " 

KALMAN. K L . LINEMAN, J J Region 4, Office of Director 82/12/17 
SMITH, fl D Region 4, Office of Director 3pp 16620 100 


DOCKET 40-8004 RIO ALGOM CORP , HOAD. UT 


0B12O3D27B Requests assurance that license will be extended In event 
Rag Guide 3 5 renewal document delayed beyond 021130 filing 
d ead 1 1 ne, p er 021102 tetcon 

HARDY, B L Rio Algom, Ltd 02/11/09 GARCIA, p Uranium Recovery 
Licensing Branch lp 16322,315 


8212030274 Forwards da*a omitted from Second Quarter 1982 environ 
monitoring rept 

HARDY, B L Rio Algom, Ltd 02/11/16 Office of Nuclear Material 
Safety k Safe guards, Director 13pp 16316 296 


0812060004 Reviews Rio Algom Corp 020901 land use survey No change in 
land use occurred that would result in significant increased 
impact to public or environs 

WOGLSEY.R T , PETTENGILL, H J Region 4, Office of Director 
02/11/19 Region 4, Office of Director Ip 16325 336 
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0P1223O4Q4 Forwards application for renewal of License SLPA-1119, 
authoriiing un of natural 0 for production qf U oxide as 
yellow cake 

LAWTON, M D Rio Algcm, Ltd 02/11/22 Uranium Recovery Licensing 

Branch lp 16541 001 


”0212230411 Application for renewal of License &UA- 11 19, au thor i i l n g use 
of natural U for production of U pride as yelloucake 
W/ane overs ire figure Aperture card m available in PDR 
LAWTON. K D Rio Algom. Ltd 02/12/31 384pp J6S41 002 


Br’l 2280376 Reviews repts submitted under 40CFR 1 90 & 10CFR40 65 
requirements for Second Quarter 1992 Licensee tn compliance 
WOOLSEV.R T Region A, Office of Director 02/11/29 Region A, 

Office of Director 4pp 16590 166 


81' 1 227033 1 Forwards corrected Th~23Q air particulate analyses reported 
in 621116 addendum to Second Quarterly Rept. 1982 
HARDY, B L Rio Algon, Ltd 62/12/02 NRC - Mo Detailed 

Affiliation Given ip 16533 325 


- -8212270337 Corrected Th-230 air particulate analyses reported in 
021116 addendum ta Second Quarterly Rept, 1902 
* Rio Algo-m, Ltd 92/06/33 3p p 165-55 326 


DOCKET 40-6102 E/XCW CO USA. HOUSTON. TX 


B.'l 2030295 Application for administrative amend to License 5UA-1I39 to 
recycle tailings solution from tailings basin to mill for 
use in milling process 6 foT transport of mill tailings to 
tailings basm 

SHANNON, J Q Enon Ccrp 02/11/05 FETTENGILL.H J Uranium 
Recovery Licensing Branch 3pp 16316 216 


6212060496 Forwards review of environ monitoring data L 40CFR190 dose 
assessment for Second Quarter 1962 

UCNE5 S l Region 4, Office of Director 02/11/26 Region 4, 

Office or Director 5pp 16340 015 


B21223C063 Requests confirmation of auth or i la t i on to receive 60 
55— gallon drums of unprocessed U ore tt 20 drums of depleted 
U or* 

YARNJCK, T P Er ion Carp 82/12/06 PETTENGILL.H J Uranium 

Recovery Licensing Branch Jp 16544 361 


DOCKET 40-0135 MINNESOTA MINING L MANUr ACTUR J NG, ST PAUL. MN 


0, '12220262 IE lnsp Findings 6 Licensee A: k d t d B21213 of License 
STB-U29 Insp findings re none omp 1 i an c e noted 

DURGlM, R E Division of Project 6 Resident Programs 32/12/13 Ip 
165 10 330 


DOCKET 40-0200 CLEVEL AND-CL I FFS IRON CD . CASPER. HY 


9212030306 Notifies tha" State of NY will not release Cleveland Cliffs 
Iren Co from responsibility until vegetati-on established, 
probably in Spring 1903 Mo source na t 1 license will be 
issued until corrective actions taken 

CHANCELLOR- R A Wyoming State of 82/11/16 SMITH, R D Region 4, 
DrfUe of Director lp 16316 336 


DOCKET 40-0349 MINERALS EXPLORATION CO . LQ5 ANGELES, CA 


8fJ2l7O430 Informs of Dept of Environ Quality position re groundwater 
restoration, based on Aug 1982 restoration status rept If 
sample* taken Frtn walls at end of month show geotechnical 
stability than wells can be plugged 4 reclamation begun 
EN5ELMANN.R U v ° m i n 9' State -of B2/1I/22 ABRAMQ. J Union Dll Co 
vf California ]p 16470 134 


DOCKET 40-6355 AMAX SPECIALITY METALS CHRP . PARKERSBURG, HV 


0212090200 Respond! to B21103 ltr expressing concern over toxicity of 
soil samples taken from LB Foster Co site Surveys revealed 
presence of buried urconium/thonum residues from pilot 
plant operations Air sampling revealed low radioactivity 
D 'REILLY . J P Region 2, Office of Director 02/11/17 LOWE, J 
Affiliation Unknown 2pp 16362 344 


DOCKET 40-9300 ROCKY MOUNTAIN ENERGY CO ♦ BROOMFIELD, CO 


BP1206G456 Notification of 821020 meeting u/NRC in Cheyenne, WY to 
discuss restoration of acid patterns & Minerals Exploration 
restoration 

BEACH, 0 Wyoming, State of 02/10/07 MARTIN, L , QGLE, K . 

SCWMITTDIEL, P Wyoming, State of lp 16343 310 


0212030204 Forwards requested groundwater quality data for Patterns 1.2 
& 3 at Nine Mile Lake Project Data includes well sampling 
results for Important water quality parameters from 
Feb-Sept 1902 

NEUMANN, M R Rocky Mountain Energy Co 82/11/01 OGLE, K M 
Wyoming, State of 3pp 16316 219 


— 0212030295 Groundwater quality data for Feb-Sept 1902 

* Rocky Mountain Energy Co 02/11/01 18pp 16316 222 


8212230103 Forwards pH sample analyses for Monitor Wells M-16 & M“1B & 
analyses For Pattern 2 U concentrations during 1 yr of 
* tab 1 1 1 latian monitor ing, per 021110 telcan request 
NEUMANN, M R Rocky Mountain Energy Co 02/11/19 KALMAN, K 
Uranium Recovery Licensing Branch 2Bpp 16340 267 


0212010059 Advises that Amend 3 for License Condition 37 required 
submittal of surety instrument 6 is eiempt from fees 

KALMAN, K L Low Level Waste Licensing Branch LINEMAN- J J Region 
4- Office of Director 82/11/22 MILLER. W 0 License Fee 
Management Branch lp 16271 339 


BP12030264 Reviews Rocky Mountain Energy Co second quarterly environ 
monitoring rept for Apr-June 1982 

KALMAN-K L , LINEHAN, J J Region 4, Office of Director 02/11/23 
Region 4, Office of Director 3pp 16316 320 


DOCKET 40-0452 BEAR CREEK URANIUM CD , CASPER, WY 


0212030254 Informs that U Recovery Field Ofc opened in Lakewood, CO on 
821004 Licensing work will continue m Wash ing ton, DC 
through Apr 1903 to assure least disruption during 
transition period 

SMITH, R D Region 4, Office of Director 02/11/04 YELLICH, J 
Bear Crest Uranium Co 2pp 16316 342 


02 J 22BC079 Submits compliance evaluation of B2091 5 dose calculations 
per 40CFR190 requirements for Second Quarter 1902 Mill in 
compliance u/ r equi r ements 

G0LLEN3ER0ER, D Low Level Waste Licensing Branch 02/11/24 Low 

Level Waste Licensing Branch 3pp 16590 170 


021 22901 57 Forwards environ monitoring rept for Third Quarter 1982, per 
JOCFR40 65 

BLOSSOM, J M Bear Creek Uranium Co 02/12/06 Uranium Recovery 
Licensing Branch lp 16606 322 


— 8212290161 Environ monitoring rept for Third Quarter 1902 
* Bear Creek Uranium Co 02/12/06 9pp 16606 323 


DOCKET 40-0511 COTTER CORP , GOLDEN, CO 


9212030250 Forwards addt info addressing NRC concerns re in-plant 
safety portion of renewal appl i cation, in response to NRC 
B20707 itr 

MCCLUSXEY, J P Cotter Corp 02/11/03 PETTENGILL. H J Uranium 
Recovery Licensing Branch 17pp 16317 324 


DOCKET 40-9504 MINERALS EXPLORATION CD , LOS ANGELES, CA 


9212070456 Suggests complementary review of Minerals Exploration 
application for amend to License 8UA- 1 350, mod 1 f y i ng tailings 
disposal scheme 

ACKERMAN, WC Wyoming, State of 82/11/12 SMITH, D Uranium 
Recovery Licensing Branch lp 16355 263 


B2I 2210558 Advises that on 021 1 05, a ir bo rne concentration of radioactive 
matl exceeded specified limit when yelloucaJce spilled during 
packaging operations No worker exposure believed to have 
occurred Device to prevent overfilling will be installed 
SNYDER, H L Union 76 Minerals Exploration Co 02/11/17 
Director's Office, Office of Inspection and Enforcement 3po 
i 6529 343 99 
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DOCKET 40-0602 SILVER KINO MINES. INC , CASPER. WY 


8212230391 Comments on review of 820027 p reop erat i ana 1 environ 
monitoring rept for Jan-Jul 1982 for License SUA-1336 Except 
for high V area, monitoring data rept shams background 
environ levels of radionuclides 

SOLLENOERGER. D Lour Level Waste Licensing Branch PETTENGILL, H J 
Region 4. Office of Director 02/12/14 Lou Level Waste Licensing 

Branch 3pp 16540 229 


DOCKET 40-0610 STEPAN CHEMICAL CO , MAYWOOD. NJ 


0212290369 Discusses IE Insp Rept 40-0610/92-01 conducted on 020929 No 
noncomp 1 lance noted Issues which need to bo resolved include 
schedule for amending license to include thorium L rationale 
for depth of different boreholes 

MARTIN, T T Division of Engineering it Technical Programs 82/12/13 
O'BRIEN. J Stepan Chemical Co 2pp 16596 162 


DOCKET 40-8601 ENERGY FUELS NUCLEAR, TNG . DENVER, CO 


8^12070509 Forwards data sheets for Monitor Wells 1-5 & 7-2 & culinary 
water well chemical ana 1 y s es, om 1 1 ted from Second Quarter 
1952 effluent & monitoring rept 

BAKER, C E Energy Fuels Nuclear, Inc 82/11/15 GILLEN, D Uranium 
Recovery Licensing Branch lOpp 16354 375 


0P12O2OOO1 Discusses results of annual land use survey covering White 
Mesa Mill operational period from Jul 1901-Jul 1902, 
submitted 020806 No addl review or licensing action 
i equi r ed 

GILLEN. D M , LINEHAN, J J Region 4, Office of Director 92/U/22 
Region 4. Office of Director lp 16309 302 


0212030229 Reviews Energy Fuels Nuclear 020726 tailings retention sys 
annual insp summary for June 1991-Juno 1982 Tailings 
retention sys operating as designed w/ no major problems or 
conditions that would lead to failure 

GILLEN, D M . LINEMAN, J J Region 4. Office of Director 02/11/23 
Region 4, Office of Director 2pp 16316 337 


0^12030239 Summary of 020913 meeting w/Energy Fuels Nuclear in Silver 
bpring, MO re tailings reclamation program, r ec lama t ion costs 
it proposed surety arrangements 

GILLEN, D M , LINEHAN, J J Region 4, Office of Director 02/11/23 
Region 4, Office of Director 7pp 16317 332 


0212030244 Trip rept of 021012 meeting w/Energy Fuels Nuclear in 
Denver, CO re long-term stability aspect* of revised White 
Mesa tailings reclamation plan & 021013 visit to Pinal 
Minerals & Mining Heap Leach Site near Globe, AZ 

GILLEN , D M , LINEHAN, J J Region 4, Office of Director 02/11/23 

Region 4, Office of Director 3pp 16316 339 


0r'l2O3O25i Reviews Energy Fuels Nuclear 020827 IQCFR40 65 environ 
monitoring rept for Apr-June 1702 Reported data within 
applicable limits Chemical groundwater data will be sent a* 
suppl to second quarter rept 

GILLEN, D M , LINEHAN, J J Region 4, Office of Director 02/11/23 
Region 4, Office of Director 4pp 16316 333 


82 J 229001 2 Forwards '‘Effluent h Monitoring Rept, Jul - 9ept 1902 M 

BAKER, C E Energy Fuels Nuclear, Inc 02/11/24 GILLEN, P Uranium 
Fuel Licensing Branch lp 16607 103 


— 0212290013 "Effluent 6 Monitoring Rept, Jul - Bept 1902 " 

* Energy Fuels Nuclear, Tnc 02/11/23 32pp, 16607 104 


0^12260040 Reviews dose evaluation %> compliance evaluation forwarded 
in 020027 Hr re 40GFR190 compliance for Second Quarter 
J 952 

SOLLENBERGER, D Ldw Level Waste Licensing Branch 02/12/01 Low 
Level Waste Licensing Branch 3pp 16391 333 


8212230103 Forwards pH sample analyses for Monitor Wells M-16 t* M - 10 8c 
analytes for Pattern 2 U concentrations during 1 yr of 
stabilization mom tor ing. per 021118 telcon request 
NEUMANN, M R Rocky Mounta in Energy Co 02/11/19 KALMAN, K 
Uranium Recovery Licensing Branch 28pp 16540 267 


DOCKET 40-0690 PLATEAU RESOURCES, LTD , GRAND JUNCTION, CO 


0211020241 Forwards "Earthwork GC Overview it As~Dui.lt Drawings Const of 
Stage 1 Tailings Impoundment t, Dam, Sh oo tar i ng Canyon U 
Fro jec t, Garf l e Id County. UT," per License Conditions 42 it 43 
GERDEMAN, F W Plateau Resources- Ltd 02/09/17 TLEMING, TE 
Uranium Recovery Licensing Branch lp 159IS 249 


--821 1020246 “Earthwork QC Overview & As-Built Drawings Const of Stoge l 
Tailings Impoundment U Dam, Sh oo tar 1 ng Canyon U Project, 

Garfield County.UT " 

GORDON, B B Wooduard-C iyde Consultants, Inc 02/07/28 57pp 
15915 250 


— 8211020252 "Embankment Foundation A 61ush Grouting Photographs & 
Geologic Map 11 W/one oversije map & 39 photographs Aperture 
card is available in PDR 

* Plateau Resources, Ltd 02/09/30 12pp 15915 307 


8212070045 Advises that G20924 annual land use survey for mill 
accep tab lo 

f LEMING, T E , PETTENGILL, H J Region 4, Office of Director 
02/11/29 Region A, Office of Director 2pp 16355 361 


0212270319 Informs that add 1 data re tailing* dam -compaction rept will 
be delayed due to Mountain State* Mineral Enterprise* law 
suit 

GERDEMAN, FW Plateau Resource*, Ltd 02/11/30 FLEMING, T E NliC 
- No Detailed Affiliation Given lp 16535 323 


021 2300120 Notifies that submittal of requested test result data re 
tailings dan compaction repts will be delayed due to uso of 
data in Mountain States Mineral Enterprises suit, pur NRC 
021020 request 

GERDEMAN, F W Plateau Resource*, Ltd 82/11/30 FLEMING. T C NFiC 
- No Detailed Affiliation Given lp 16624 249 


0212200053 Advise* that UT Div of Wildlife Resources review of P 1 utonu 
Resources Ltd proposed monitoring of wildlife ndt necessary 
Recommends annual samples of fauna it biota be taken from 
tailings Impoundment area 

F- LEMING, T E Region 4, Office of Director 82/12/01 Region 4. 

Office of Director 2pp 16592 119 


0212270340 Informs that due to recent resignation of DJ A1 len, RJ Carr 
has been appointed environ & radiological health supervisor 
effective 021209 

GERDEMAN, F W Plateau Resources, Ltd 02/12/00 FLEMING* T E NRC 
- No Detailed Affiliation Given 2pp 16335 331 


DOCKET 40-8720 TETON EXPLORATION DRILLING CO , INC * CASPER, WY 


8212170443 Issues Amend 7 to License QUA- 1373 , r evt * i ng License 
Condition* 10,23,25,29 Sc 30 to reduce environ U in-plant 
radiation safety monitoring requirement* between conclusion 
of RS.D activities & startup of proposed mining operation* 
SMITH, R D Region 4, Office of Director 02/11/26 Toton 

Lxploration Drilling Co , Inc 2pp 16470 135 


— 0212170459 Safety evaluation recommending issuance of arnami to Licanou 
SIM-1373, revising License Conditions 10.23.25,29 «< 30 to 
reduce environ it in-plant radiation monitoring requirements 
between R&D activities t, startup of mining operations 
ROSS, F W , LINEHAN, J J Region 4, Office- of Director 02/11/26 
4pp X6470 137 


DOCKET 40-0743 CONOCO, INC . DENVER, CD 


POCKET 40-0697 ROCKY MOUNTAIN ENERGY CO , DENVER, CO 0212130120 Reviews Conoco, Inc application for permit to mine U ore at 

— — Moore Ranch Mine Sand Rock Mill Project in Campbell 

County, WY Approval recommended w/listed stipulation* 

0212060456 Notification of 02iO2O meeting w/NRC in Cheyenne, WY to L IDSTONE, C NRC - No Detailed Affiliation Given 82/11/01 NRC - 

d i scu65 restoration of acid patterns it Minerals Exploration No Detailed Affiliation Given 3pp 16417' 152 

i estorefci on 

BEACH, G Wyoming. State of 02/10/07 MARTIN, L , OGLE, K , 

SCHMITTDIEL, P Wyoming, Stata of Ip 16343 310 0212060330 Forwards correspondent a w/State of WY from 800012 to 010724 

re air quality permit 

QUIGLEY, T W CONOCO, Inc (Continental Oil Co ) 02/11/10 

FLEMING, T NRC - No Detailed Affiliation Oiven 49pp 16329: 115 
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— 8212060336 "Study of Us* of Porous Wind Fences to Reduce Fugitive Dust 
Transport at Mohave Generating Station '* 

■RAO’/EY. R L , MACCREADY, P B Ae r oVi r onitisn t , Jnt AV-R-9563R 

80/07/31 60 pp 16323 164 


BP12Z90I45 Forwards. responses to USGS, UY State Engineers ofc ft EPA 
corvnents on Sand Rock Mill Project 

OUrCLEY,TW CONOCO. Inc (Continental Oil Co ) 82/12/OB 

FLEMINO, T NRC - No Detailed Affiliation Given lOpp 16606 204 


DOCKET 40-9745 DOLE PETROLEUM, INC . CASPER. MY 


6212070461 Request* advice re fulfilling radiation safety officer 
specialized health physics training requirement], per 
Amend 3. by B2123I Licensee unable to find course of adequate 
duration 

CATCHPOLE.C J Ogle Petroleum, Inc 93/10/04 LINEMAN. J J 
Uranium Recovery Licensing Branch 4pp 16354 285 


8212100033 Submits f i na I rept re 921010 leak in evaporation ponds at 
Bison Basin Mine Liquid detected in ftftD pond stand pipe 
Caused by 3-inch puncture in pond line Mole patched using 
manufacturer recommended procedure* 

CATCKPOLE. 0 J Ogle Petroleum. Inc 02/11/10 SMITH, D Uranium 
Recovery Licensing Branch FRANCIS, E Wyoming, State of 1 Ipp 
16399 360 


0212170404 Forward* "Second Semiannual Rept for 920222-0824 " 

SAUNDERS. 0 A Ogle Petroleum, Inc 83/11/12 SMITH, 0 Uraniu/e 
Recovery Licensing Branch lp 16480 013 


—8212170407 "Second Semiannual Rept for B20222-0824 - 

* Ogle Petroleum, Inc B2/1I/12 266pp i648Q 014 


8312070480 Forward* check covering 621004 amend request Requests 
extension be revised from 6 to 12 month* due to slow doum in 
offering of radiation safety courses 

CATCHFOLEjG J Ogle Petroleum, Inc 82/11/15 WEISS, D License 
Fee Management Branch Ip 16354 274 


0212030235 Review* Ogle Petroleum. Inc 820409 excursion -notification of 
Monitor Well M-17 ft 020721 quarterly excursion rept for 
Munitoi Well* M- 14 i M-17 ft h-72 Well M-72 not discussed as 
well was covered in previous memo 

YOUNG, Y A , L [NEMAN. J J Region 4. Office of Director 82/11/23 
Region 4. Office of Director 4pp 16317 34B 


Q2122B0045 Discusses semiannual rept for Jul-Dec 1981 submitted 
620420 Rept meet* requirement* Environ & operational data 
meat mai permissible cone entrat i on* 

LIlfEHAti.J J Division of Resident. Reactor Project ft Engineering 
Programs B2/12/01 Region 4, Office of Director 3pp 

J6S93 ooa 


9212230219 Notifies that 821005 Unit 2 aquifer pumping, test did not 
adequately demonstrate ore ione confinement Test not 
conducted as approved by NRC Positive finding pin evaluation 
of neu test using ratio method would allow authorization 
SMITH, R D Uranium Recovery Licensing Branch 02/12/07 Ogle 
Petroleum. Inc 2pp 16540 3S4 


DOCKET 40-8752 PINAL MINERALS ft MIMING. LTD , MIAMI. AZ 


9212030244 Trip rept of 921012 meat ing w/Energy Fuels Nuclear in 
Denver, CO r* long-term stability aspects of revised White 
Mesa tailing* reclamation plan 1 021OJ3 visit to Pinal 
Minerals ft Mining Heap Leach Site near Globe. At 

GILLEN, D H . LINEHAN, J J Region 4, Office of Director 02/11/23 

Region 4. Office of Director 3pp 16316 339 


B212290149 Responds to items in NRC 021103 ltr re environ monitoring 
rept* for First ft Second Quarter 1902 

FREEMAN, M S Kerr-McGqe Nuclear Carp 82/12/07 LINEHAN, J J 
Uranium Recovery Licensing Branch 2pp 16606 202 


DOCKET 40-8771 MELAPAI RESOURCES CO , PHOENIX. AZ 


8212230121 Notifies that cost data requested in 82111$ ltr re License 
Condition 58 mil be provided prior to injection of 
l i 1 1 vi ant 

BECK. M Malapai Resources Co 02/12/01 LINEHAN. J Uranium 
Recovery Licensing Branch lp 16544 345 


DOCKET 40-8781 TETON EXPLORATION DRILLING CO > INC . CASPER, WY 


0212000042 Forward* addl info re DES requested a* result of public 
comment ft review Weep hole in Figure 2-5 clarified Solid 
mast* ui]l be transported to Eixon licensed tailing 
facility 

APPEL, R R United Nuclear Corp 02/11/04 LINEHAN, J Region 4, 
Office of Director 4pp 16367 142 


DOCKET 40-0703 URANERZ USA, INC , CASPER, WY 


0212280435 Forward* third quarter rept for 1982 

SOMERVILLE. K 0 Uraneri USA. Jnc B2/10/29 LINEHAN, J J Uranium 
Recovery Licensing Branch Ip 16590 194 


—8212280439 Third quarter rept for 1902 

* Uranerz USA, Inc 02/10/29 B7pp 16590 195 


6212270264 Forwards rau data used in calculating upper control limits 
SCHMIDT, C Uraneri USA, Inc 82/11/19 YOUNG, Y Uranium Recovery 
Licensing Branch Bpp 16551 047 


DOCKET 4Q-B7B6 URANIUM RESOURCES, INC , RICHARDSON, TX 


9212030261 Forwards decommissioning plan for wellfield ft process 
Facility Decommissioning will begin within 90 days 
PELIZZAjM S Uranium Resources, Inc 82/10/14 LINEHAN, J J 
Uranium Recovery Licensing Branch Ip 16317 341 


8212030263 Decommissioning plan for wellfield ft process facil lty 
* Uranium Resources. Inc 02/10/14 5pp 16317 342 


821220OD4I Cor.ments on review of Resources, Inc quarterly rept (Apr 15- 
Jul 15,1902) Monitor uell fluid level measurement* do not 
indicate significant problem u/uel If 1 eld balance 
WESTBROOK, K B Region 4. Office of Director 20661 02/12/03 

Region 4, Office of Director 3pp 16593 003 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 

DOCKET 50-3 INDIAN POINT STATION, UNIT I 


F Security, medical, emergency ft fire protection plan* 


BL’l 2 140353 Advuu that util will conduct annual onsite drill of 
emergency plan an 021208 Alternate drill dates are 821201 ft 

O'TOOLE, J D Consolidated Edison Co of Neu York, Inc B2/H/09 
HAYNESjR C Region 1, Office of Director Ip 16401 025 24X 

Fiche 50-003,02/11/09,0212140333 


DOCKET 40-0769 KERfl-HCGEE NUCLEAR CORP , OKLAHOMA CITY. <0K 


B212100403 Forwards second ft third Ouartar 1982 repts for O-Sand 
In-Situ U Recovery RftD Project 

SHELLEY, W J Kerr-McGee Nuclear Corp B2/II/09 SCARANO. R A 
Division of Waste Management lp 16389 082 


B21 2220006 Staff requirements memo re 021119 briefing by FEKA on stat 
oF emergency preparedness findings Conclusions re removal of 
deficiencies ft overall adequacy of emergency plana will be 
submitted between 821203 ft J7 

CHILK, S J Office of the Secretary of the Commission 02/11/24 
Office of the Secretary of the Commission lp 16329 151 day 
Fiche 50-003,82/11/24,8212220006 


— 8212100407 "0-Sand In-Situ U Ritqvery RftD Project Second Quarterly 
Rep t, Apr -June 1982." 

* Kt rr-4ic0 * ■ Nuclear Corp. 82/11/09 S5pp 16309.003 

— 0212100410 U Q-Sand In-8itu U Recovery RftD Project Third Ouarterlu Rapt. 
Jul-Sept 1982 - 

• Kt rr-McQee Nuclear Corp 82/11/09 52pp I63B9 130 


B212Q30J24 Respond* to 82D902 ltr describing corrective action* re 
significant deficiencies identified in FEMA 820730 rept, 

"Interim Finding* on Adequacy of Radiological Emergency 
Response Preparation qf State ft Local Govts " 


HAYNES. R C Region 1, Office of Director 
Consolidated Edison Co of New York, Inc 
Fiche 50-003,92/11/26,8212030124 


92/U/36 O'TOOLE, J 
2pp 16306 296 24# 


D 
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— B212D3024B Forwards description of activities planned or underway to 
correct deficiencies identified in FEMA interim findings on 
adequacy of radiological emergency response preparedness of 
state b local govts. per 820803 request 

O'TOOLE, J D Consolidated Edison Co of New York. Inc 82/09/02 
HAYNES, R C Region 1. Office of Director llpp 16306 290 24X 

Fiche 50-003. 02/ i 1/26. 8212030124 


S7M2220037 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 02/12/13 Document 

Management Branch lp 16527 336 34X Fiche 30-003,82/12/13. 

8212220037 


--D212220042 Forwards public version of revised emergency plan 
implementing p roc edures , i nc 1 ud i ng Procedures IP-1001 re 
mobilization of onsite emergency organization 5c IP-1039 re 
offsite contamination checks 

O'TOOLE, J D Consolidated Edison Co of New York, Tnc 82/12/01 
HAYNES. R C Region 1, Office of Director Ip 16527 337 24X 

Fiche 50-003, 02/12/13, 8212220037 


< — 8212220046 Public version of revised emergency plan implementing 
procedures, including Procedure* IP-1001 re mobilisation 
of onsite emergency organization & IP-1039 re offsite 
contamination checks 

FINCH, 0 L Consolidated Edison Co of Now York. Inc 82/11/08 
43pp i652 7 330 24X Fiche 50-003, 02/ 12/13, 02 1 2220037 


8?’ 1 2210409 Forwards Event Notification Forms Part I k II to better 
prepare shift crews for questions NRC duty officer may ask 
during emergency notification 

STAROSTECKI , R Division of Project b Resident Program* 82/12/16 
□ 'TOOLE, J D Consolidated Edison Co of Now York, Inc 6pp 
16493 000 24/ Fiche 50-003,82/12/16,0212210409 


05 1 2290295 Releases public version of page changes to emergency 
procedures document 

FELTON, J M Division of Rules and Records 82/12/20 Document 
Management Branch lp 16606 086 24X Fiche 30-003, 02/ 12/20, 

£12 1 2290295 


— 0212590302 Forwards public version of page changes to emergency 
procedures document re determination of magnitude of 
release b effect on offsite personnel 

O'TOOLE, J D Consolidated Edison Co of New York, Inc 02/12/00 
HAYNES, R C Region 1, Office of Director lp 16606 007 24X 

Fiche 50-003,02/12/20,8212290295 


•0212290309 Public version of page changes to emergency procedures 
document re determination of magnitude of release U effect 
on offsite personnel One oversize drawing end Aperture card 
is aval lab I e In PPR 

SMITH, M Consolidated Edison Co of New York, Inc, B2/11/0B 
20 pp 16606 000 24X Fiche 50-003, 02/ 1 2/20, 021 2290293 


If General c ott o « p ond one e 


02 J 2270428 Responds to 821130 Itr forwarding constituent concern re 
temporary suspension of hearings Approx 10 wks of hearings 
beginning 830110 scheduled 

UIRCHS.N J Office of the Executive Director for Operations 
02/12/20 BRADLEY, B Senate 2pp 16560 339 24X 

fiche 50-003, 02/ 1 2/20, 02 1 2270420 


— 13212270431 Forwards DK FL Cinquemani 0207 30 ltr requesting resumption 
of hearings on safety of plants 

BRADLEY, R Senate 82/11/30 Office of Congressional Affair* 

5pp 16560 341 24X Fiche 30-003,82/12/20,0212270428 


P Operating license stage documents b correspondence 


CP l 2070283 Notifies that radi oiog i cal effluent Tech Specs & offsite 
dose calculation manual will be submitted by 030201 & 0401, 
respectively 

O'TOOLE, J D Consolidated Edison Co of New York, I n c 82/12/01 
VARQA, S A Operating Reactors Branch i lp 16339,113, 24X 

Fiche 50-003,02/12/01,8212070205 


QPO019O263 Generic Ltr 82-32 to all PUR licensees re potential steam 
generator-related generic requirements Forwards Science 
Ap p 1 i cat! ons, Inc draft rept re lubj requirements Comments 
requested within 30 days of ltr Svc list end 

EISENHUT, D 0 Division of Licensing 02/12/09 Consolidated 
Edison Co of New York, Inc 29pp 16629*247 24X 

riche 50-000,82/12/09,0208190263 


— D21 1220096 "Value-Impact Analysis of Recommendation* re Steam Generator 
Tube Degradations t* Rupture Events, " final draft 
MOREHOUSE, J H , LINER, R T i JOHNSON, B, W Science Applications, 

Inc NRC-03-02-131 02/09/23 Division of Licensing 296pp 

16629 201 24X Fiche 50-003,82/12/09,0208190263 


0212 270108 Forwards Amends 31 & 02 fca Licenses DPft-5 & DPR-26, 
respec lively, safety evaluation & notice of issuance U 
availability Amends modify facility organization structure & 
testing requirements on containment isolation valves 
HANNON, J N Operating Reactors Branch 1 02/ 12/11 O'TOOLE, J D 

Consolidated Edison Co of New York, Inc 4pp 16553 200 24X 

Fiche 50-003,02/12/11,0212270106 


—0212270111 Amends 31 & 82 to Licenses DPR-5 b DPR-26, r«spec tivaly, 
modifying facility organnafcion structure for Units 1131 
testing requirements on containment isolation valves & 
snubber Tech Specs for Unit 2 

VARGA, S A Operating Reactors Branch 1 02/12/11 39pp 

16353 204 24X Fiche 50-003,62/12/11,0212270108 


— 0212270113 Safety evaluation supporting Amend* 31 & 82 to Llcenseo 
DPR-3 L DPR-26, respectively 

• Office of Nuclear Reactor Regulation, Director 02/12/11 4pp 
16353 243 24X Fiche 50-003, B2/ 12/ 11, 8212270108 


— 8212270117 Notice of issuance b availability of Amends 31 b 02 to 
Licenses DFR-5 !« DPR-26, respect ivel y 

VARGA, S A Operating Reactors Branch i 02/12/11 2pp 
16S93 247 24X Fiche 50-003, 02/12/11,0212270108 


0 Inspection reports, IE Bulletin* b correspondence 


0208190240 IE Bulletin 02-03, Ravi s i on 1, "Stress Cracking in Thick- 
Wall , Large-Di ameter, Sta i n 1 e ss 0teel, Recirculation Sys Piping 
at BHR Plants " 5vc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/20 Consolidated Edison Co of Mbw Yt»rk, Inc 

1 1 2pp 16462 163 24X Fiche 50-000, 02/1O/2B, 02001 90240 


8208190245 IE Info Notice B2-42, "Defect* Observed in Panasonic Model 
601 it Model 002 Thermoluminescent Dosimeters " Svc list 
end 

COBBrL I Division of Fuel Facilities, Materials St Safeguards 
82/11/05 Consolidated Edison Co of New York, Ine UOpp 
16372 142 24X Fiche 50-0 0 0,02/11/05,8208 1 90245 


8L’08190251 IE Info Notice 82-44, "C 1 ar 1 f i cati on of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering it duality Assurance 82/ii/llJ 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24X 

fiche 50-000,02/11/10,0208190251 


8200190256 IE Info Notice 02-46, "Defective b Obsolete Combination 
Padlocks '■ Bve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

127pp 1641 1 065 24X Fiche 50-000,02/11/26,0208190256 


0200190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fisiile Radioactive Mat! " Svc list end 
CO0D.L I Division of Fuel Facilities, Materials & Safeguards 
82/11/30 Consolidated Edison Co of Ni>w York, Inc 336pp 
16307 020 24X Fiche 50-000,82/11/30,0200190237 


0208190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Bvc list end 
DEYOUNG, R C Director'* Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

1 13pp 16411 317 84X Fiche 30-000, 02/12/03, 0200190259 


8200190261 IE Infe Notice 02-40, "Failure* of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 50-000, 02/ 1 2/03, B2O0 1 9026 1 


0200190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air b Gas Monitoring " Svc list end 

DEYOUNG, ft C Director's Office, Office of Inspection and 

Enforcement 02/12/16, Consolidated Edison Co, of New York, Inc 

1 27pp 16628 191 24X Fiche 50-000,02/12/16,8200190267 


0212220366 Forwards list of topic areas for discussion at upcoming 
meeting on drug & alcohol abuse programs instituted per 
IE Info Notice 82-03 One util representative should be 
available to participate in entire meeting 

STAR09TECK1, ft Division of Project fc Resident Programs, 82/12/16 
D * TOOLE, J D Consolidated Edison Co of New York* 1 Inc 3pp 
16517 173 24X Fiche 50-003, 02/12/ 16, 0212220366 


8200190260 IE Info Notice 02-50, "Mod of Solid State AC Undervo ltafle 
Relays Type ITE-27 " Svc Hit end 

JORDAN, E L Division of Engineering St Quality Assurance, 02/12/20 
Consolidated Editon Co of New York, Inc, iO0pp 16620 293 24X 

Fiche 30-000, 82/12/20, B2O019O268 
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T Hearing transcripts on non-ant Itrust matters 


1 2300235 Transcript Of Commission 021221 (netting in Hash l ngton, DC re 
possible action concerning emergency preparedness at 
facilities Supporting documentation & vieugraphs end 
* Commissioners 62/12/21 I2lpp 16624 037 24X 

Fiche 50-003, 02/12/21.0212300235 


DOCKET 50-5 PENNSYLVANIA STATE UN IV RESEARCH REACTOR 


P Operating license stage documents 6 correspondence 


6212030010 Informs of method for leak testing non-TRIG A C PATR > Fuel 
elements Fuel pellets will be loaded into separate 
aluminum tubes 4 sealed by arc welding to form fuel tube 
Record will verify integrity 

LEVINE. S H Pennsylvania State bnvv 02/11/30 CARTER, R E 

Standard i lati on i* Special Projects Branch 3p.p 16304 331 24X 

Fiche 50-005, 02/U/3O, 0212030010 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency 8, fire protection plans 


BS12030233 Releases public version of revised emergency plan 
imp 1 ementing procedures 

FELTON. J M Division of Rules and Records 02/11/30 Document 

Management Branch ip 16316 253 24X Fiche 50-010, 02/1 1/30. 

B2 12030203 


— 0212220202 Public version of revised generating station emergency plan 
implementing procedures , includ ing Procedures ED-3 re demand 
follini} of meteorological data h ED-20 re emergency 
forecast request 

UTERSKliL A » PAJOUSKI.J E C ommonuea 1 1 h Edison Co 02/10/13 
40pp 16529 031 24X Fiche 50-000, 82/ 1 2/ 1 0, 02i222Oi 73 


0212230019 Releases public version of revised emergency plan 
implementing procedure 

FELTON, JM Division of Rules and Records 02/12/15 Document 

Management Branch lp 16545 350 24X Fiche 50 - 0 10 , B 2 / 1 2/ 1 5, 

0212230019 


— B21223002B Forwards public version of Revision 1 tu Emergency Plan 
Implementing Procedure EPIP 500-1. "Quarterly Inventory of 
First Aid Supplies " 

SCOTT, D J Commonwealth Edison Co 02/12/03 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 3pp 16545 351 24X 

Fiche 50-0 1 0,62/12/15.0212230019 


— B212230042 Public version of Revision 1 to Emergency Plan Imp 1 e merit i n g 
Procedure EPIP 500-1, "Quarterly Inventory of First Aid 
Supplies ' Revised indei oncJ 

* Commonweal th Edison Co 82/11/22 6p p 16545 354 24 X 

Fiche 50-0 1 0. 82/ 12/15, 62122300 1 9 


Be! 12220306 Discusses layout of communications equipment required in 
control room, onsite technical support ctr t near-site 
emergency operations facility 

KEPPLER, j 0 Region 3, Office of Director 02/12/16 

Commonwealth Edison Co 3pp 16503 351 24X Fiche 50-000 02/12/16, 

0212220306 


—6212030286 Forwards public version of revised emergency plan 
implementing procedures , including Procedure EPIP 100-2 re 
shift turnover u/technical support ctr & environ teams 
activated Receipt forms & procedure historic* end 

SCOTT, D U Commonwealth Edison Co B2/U/J9 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 16316 255 24* 

Fiche 50-010,62/11/30.9212030283 


■8212030287 Public version of revised emergency plan implementing 
procedures, including Procedure EPIP IOO-2 re shift turnover 
w/techrucal support ctr & environ teams activated 
* Commonweal th Edison Co B2/U/17 14 pp i&316 262 24X 

Fiche 50-010. B2/1 1/30, 0212030283 


5212130017 Releases public version of Revision 1 to Emergency Plan 
Implementing Procedure £0-2# ”Pre-jr> tab 1 i s h ed Onsite t 
Offsite Monitoring Locations (Haps) " 

FELTON, -J M Division of Rules and Records 62/12/07 Document 

Management Branch lp 16417 062 24X Fiche 50-000,02/12/07, 

(3212130017 


— &212130026 Forwards public version of Revision k to Emergency Plan 
Implementing Procedure EC-2, “Pre-Established Onsite & 

Offsite Monitoring Locations (Maps) " Revised table of 
contents end 

PAJ0W5KI, J Commonwealth Edison Co 02/n/Gi DENTON, H R NRC - 
No Detailed Affiliation Given 2pp 16417 063 24X 

Fiche 50-000.82/12/07,0212130017 


'-9212130041 Public version of Revision 1 to Emergency Plan Implementing 
Procedure EC-2, “Pr e-Es t abl Ished Onsite L Offsite Monitoring 
Locations (Maps) " 

PAJ0W5KI,3 E , LJTERSKl.iL A Commonwealth Edison Co 62/11/29 
4pp 16417 065 24X Fiche 50-000.02/12/07,9212130017 


9212140243 Advises of distribution of revision* to "Generating Station 
Emergency Plan u BTaidwoorf annei not prepared 

TRAKtf, T R Commonwealth Edison Co 02/12/07 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16409 302 24X 

Fiche 50-000.82/12/07,0212140243 


0212280214 Forwards IE Safeguards Insp Repts 50-01 0/02-20, 30-237/ 82-20 
it 50-249/B2-29 on B2I115-19 Details t notice of violation 
Withheld (ref IOCFR73 9l> 

MILLER, J R Division of Engineering L Technical Programs 02/12/20 
REED, C Commonwealth Edison Co 2pp 16562 120 24X 

Fiche 50-010. 02/12/20. 021 220021 4 


—0212200220 IE Safeguards lnsp Rept 50-010/02-20, 50-237/02-28 t* 
30-249/92-29 on 821115-19 None omp 1 i anee noted failure to 
adequately control security-related key as required by 
security plan Details withheld (ref 10CFR73 21) 

CHRISTDFFER, G Division of Emergency Preparedness & Operational 
Support 82/12/15 2pp 16562 122 24X Fiche 50-010,82/12/20. 

62(2280214 


0212300167 Releases public version of revised generating station 
emergency plan telephone directory 

FELTON, J M Division af Rules and Records 02/12/20 Document 
Management Branch ip 166J2 215 24X Fiche 50-000,82/12/20, 

0212300167 


■8212300179 Forwards public version of revised generating station 
emergency plan telephone directory 

MOORE, R D commonwealth Edison Co 02/12/02 DENTON, H R Office 
of Nuclear Reactor Regulation, Director lp 16612 216 24* 

Fiche 50-000, 82/12/20. B21230Q167 


—8212300199 Pirfalic version of revised generating station emergency 
plan telephone directory 

GALLE.D P Commonwealth Edison Co 82/11/05 60pp 16612 517 
24< Fiche 50-000,82/12/20,0212300167 


M General correspondence 


0212200176 Notifies of change in mailing address for NRC licensing 
mat 1 

WRIGHT, ON Illinois, State of, Dept Nut Safety (formerly Dept 
Public Health) 82/12/20 EIBENHUT, D G Division of Licensing 
lp 16556 135 24X Fiche 50-000. 02/12/20, 821 22S0 176 


8212220175 Releases public version of revised generating station 
emergency plan implementing procedures 

FELTON, J M Division of RuTei and Records ©2/12/JO Document 

Management Branch lp 16529 029 24X Fiche 50-000,02/12/10, 

8212220175 


—0212220190 Forward* public version of revised generating station 
emergency plan Implementing procedures, including Procedures 
ED-3 r# demand polling of meteorological data U ED-20 ro 
emergency forecast request 

PAJOWSK I , J E Commonwealth Edison Co 62/11/15 DENTON, H R. 
Office of Nuclear Reactor Regulation# Director lp 1632? 030 
24X Fiche 50-000.92/12/10,0212220175 


P Operating license stage documents & correspondence 


B2121400D1 Addl response to F01A request for five categories of 
documents re SEP Forwards documents listed in App A No 
documents located sobj to Item 3 of request Review of 
remaining documents continuing Documents available m PDR 
FELTON. J M Division of Rules and Records 82/11/03 GALLO, J 
* sham, Lincoln & Beale 2pp 16433 354 24X Fiche 50-000,02/1 1/03, 


, muiviuuai plant summaries re seismic capabi 

it recommended interim actions Older SEP plants have less 
inherent margins to withstand lateral dynamic loads 
DAVIS, D K Systematic Evaluation Program Branch (Pre 791030) 
79/06/18 VOLLMER, R H Assistant Director for Systematic 
Evaluation Program (Pre 791030) 5pp 16434 321 24X 

Fiche 50-000,32/11/03,0212140001 


\ 
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--B0091 1 0797 Forwards excerpt from utils <*>00001, "Rept to Stock holders, " 
re effect of 600515 tornadoes on util 345 kV sys 
DENTON. H R Atomic Energy Commission 60/00/14 TEDE5C0, ft L 
Atomic Energy Commission 2p p 16434 254 24X 

Fiche 50-000, Q2/1 l/03> 0212140001 


0212220212 Forwards Revision 22 to CE-l-A, "Q A Program for Nuclear 
Generating Stations M 

SWARTZ. E D Commonwealth Edison Co 02/12/14 HAA5S, W P Quality 
Assurance Branch lp 16518 007 24X Fiche 50-000,02/12/14. 

0212220212 


— B2 1 2220231 M QA Program for Nuclear Generating Stations, " Revision 22 
e Commonwealth Edison Co CE-l-A R22 02/11/01 17pp 

16518 009 24X Fiche 50-000.02/12/14,0212220212 


Q Inspection reports, IE Bulletins & correspondence 


0206190240 IE Bulletin 02-03, Rev i s i on 1, "Stress Cracking in Thick- 
Wall , Uarg e-Di ame ter . Sta t n 1 e ss Steel, Rec ireu lati on Sys Piping 
at BWR Plants " Svc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York, Inc 

I I2pp 16462 163 24X Fiche 50-000,82/10/26,0200190240 


01*06190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
601 4 Model 802 Thermoluminescent Dosimeters " Svc list 
pnc 1 

COBB, L I Division of Fuel Facilities, Materials 4 Safeguards 
02/11/05 Consolidated Edison Ca of Now York, Inc ilOpp 

16372 142 24X Fiche 50-000,02/11/05,8200190243 


Q2091 90251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements ” Svc list end 

JORDAN, E L Division of Engineering 4 Quality Assurance 62/11/18 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24X 

Tiche 50-000, 82/1 1/10, 820819025 1 


8209190256 IE Info Notice 82-46, "Defective 4 Obsolete Combination 
Padlocks 11 Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

i 27pp 16411 065 24X Fiche 50-000,82/11/26,0200190256 


8212060036 Ac k receipt of 021028 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/82-13, 
f»0-237/82-17 4 50-249/62-18 

STREETER, J F Region 3, Office of Director 82/11/26 REED, C 
Commonwealth Edison Co Ip 16313 284 34X Fiche 50-010,02/11/26, 

0212060036 


—0212060045 Responds to NRC 820920 ltr re violations noted in IE Insp 
Repts 50-010/82-13,50-237/02-17 4 30-249/02-16 Corrective 
actions inservice leak test performed on water leg portion 
of torus level mod Training session scheduled 

DELOEORGEiL O Commonwealth Edison Co 82/10/20 KEPPLER.JO 
Region 3, Office of Director 3pp 16313 285 24X 

Fiche 50-010,82/11/26,0212060036 


£3^12170300 Forwards IE Insp Rept* 50-010/02-19,50-237/02-26 4 
bO-249/02-26 on 021104-03 No none omp 1 i anc e noted 

LITTLE, W S Division of Engineering 4 Technical Programs 02/11/29 
REED, C Commonwealth Edison Co 2p p 16453 206 24X 

Fiche 50-010,02/11/29,8212170300 


— B2 12170306 IE Insp Repts 50-010/02-19,50-237/82-26 4 50-249/02-26 on 
821104-05 No nancomp 1 iance noted Major areas inspected 
licensee actions on previously identified items 
REIMANN.F W , JACKIN, I N Division of Engineering 4 Technical 
Programs 02/11/24 4pp 16433 200 24X Fiche 50-010,02/11/29, 

8212170300 


8208190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
COBB , L I Division of Fuel Facilities, Materials 4 Safeguard* 
02/11/30 Consol idated Edison Co of New York, Inc 356pp 
16387 020 24X Fiche 50-000,02/11/30,0200 1 90257 


8212030178 Forwards final SALP Repts 30-010/82-10,50-237/62-14 6 
30-249/02-15 for assessment period Ju 1 1980-Dec 1981, 
discussed at IE mgt meeting on 020602 Util 020610 comments 
on SALP rept addressed 

XEPPLER.J G Region 3. Office of Director 02/12/01 REED, C 
Commonwealth Edison Co 3pp 16303 220, 24X Fiche 50-010,02/12/01, 

02UO3O178 


— 0-212030105 SALP Repts 30-010/82-10,50-237/02-14 4 30-249/02-13 for 
assessment period Jul 1900-Dec 1961 Mgt attention warranted 
in areas of plant operations, radi ot og ica 1 controls 4 review 
committee activities 

* Region 3, Office of Director 02/05/31 47pp 16303 231 24X 

Flch* 50-010,82/12/01,0212030176 


0208190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc llBt end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

1 1 3p p 16411 317 24X Fiche 50-000,02/12/03,0209190259 


0200190261 IE Info Notice 82-48, "Failures of Agastat CR 0095 Relay 
Sockets 11 Svc list end 

JORDAN, E L Division of Engineering 4 Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc IlOpp 16462 064 24X 

Tiche 50-000, 02/12/03, 0208190261 


8212170196 Forwards IE Insp Repts 50-010/02-1 0, 30-237/B2-25 4 
30-249/02-25 on 821002-29 No none omp 1 iance noted 

STREETER, J F Division of Project 4 Resident Programs 82/12/03 
REED, C Commonwealth Edison Co 2pp 16450 153 24X 

f iche 50-010, 02/12/03,0212170196 


—0212170201 IE Insp Repts 30-010/82-1 0, 50-237/02-25 4 50-249/G2-25 on 
021002-29 No noncompliance noted Major areas Inspected 
headquarters 4 regional requests, op ^rational safety 
verification, monthly maint observation 4 LERs 

TONGUE, T M , STASEK.S . WALKER, R D Division of Project 4 Resident 
Programs 02/12/Oi 8pp 16450 155 24X Fiche 50-010,02/12/03, 

8212170196 


8208 1 90267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air t Gas Monitoring 11 Svc list end 

DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 82/12/(6 Consolidated Edison Ca of New York, Inc 

I27pp 16620191 24X Fiche 50-000, 82/12/16, B208190267 


81*09190268 IE I nf q Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering 4 Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOBpp 16620 293 24X 

f iche 50-000, 02/12/20, 8200190268 


0212280214 Forwards IE Safeguards Insp Repts 50-010/02-20,50-237/82-20 
4 50-249/02-29 on 021115-19 Details 4 notice of violation 
Withheld <ref 10CFR73 21) 

MILLER, J R Division of Engineering 4 Technical Programs 82/12/20 
REED, C Commonwealth Edison Co 2pp 16562 120 24X 

Fiche 50-010, 02/12/20,0212200214 


— 0212280220 IE Safeguards Insp Repts 50-010/02-20,50-237/02-20 4 
30-249/02-29 on 921115-19 None omp 1 i ance noted failure to 
adequately control security-related key as required by 
security plan Details withheld (ref J0CFR73 21) 

CHRI9T0FFER, 0 ■ KNICELEY, J R , CftCED, J R Division of Emergency 
Preparedness 4 Operational Support 92/12/15 2pp 16562 122 
24X Fiche 30-010,02/12/20,8212200214 


0P 12280070 Request* addition of RE Farrell to unescorted access list 
to vital 4 protected areas Individual possesses Q clearance 
XEPPLER,J0 Region 3, Office of Director 82/12/22 REED, C 
Commonwealth Edison Co Ip 16563 136 24X Fiche 50-010,02/12/22, 

8212280070 


R Periodic operating reports 4 related correspondence 


0212140077 "1982 Eva 1 uat 1 on , Dreid en Nuclear Power Station, Comm Ed Co 
* Institute of Nuclear Power Operations 82/11/30 39pp 
16403 171 24X Fiche 50-010.82/11/30,0212140077 


8212140112 Forwards monthly operating repts for Nov 1903 

SCOTT, D J Commonwealth Edison Co 02/12/01 Director's Office, 

Office of Inspection and Enforcement lp 16400 204 24X 

Tiche 30-010,02/12/01,0212140112 


—8212140120 Monthly operating repts for Nov 1902 

SCHROEDER, B A Commonwealth Edison Co 02/12/01 2Bpp 
16400 203 24X Fiche 50-010,82/12/01,8212140112 


DOCKET 50-13 BABCOCK 4 WILCOX CO CRITICAL FACILITY 


P Operating license stage documents 4 correspondence 


8212030262 Responds to 021029 memo re planned reorganl lat 1 on of 
McDermott, Inc Conditions imposed on QA Co during formation 
should apply to B4W 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
82/11/19 CUNNINGHAM, 0 H Office of the Executive Legal Director, 
Ip 16316 349 24X Fiche. 50-013,82/11/19, 0212030262 
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DOCKET 50-20 MASSACHUSETTS JhSr OF TECH RES REACTOR 


T Sec or 1 1 ij • medical, emergency & fire protection plans 


B:!l2l50ail Approve* 821013 ftevi-sion 27 to SAR which effects physical 
security plan for reactor facility Changes consistent 
ua/provi sions of 10CFR50 94Cp) V do not decrease 
effectiveness of plan 

THOMAS, C 0 Standard i latiDti t, Special Projects Branch 82/12/QB 
CLARK, L Massachusetts Institute of Technology 2pp 16447 063 
24X Fiche 50-020. 02/1 K/oe.Sai 21 5021 1 


P Operating license stage documents & correspondence 


82122B0406 Application to amend License R-37. cons isting of Tech Spec 
changes revising frequent 1 es for surveillance testing of 
ECC8 h charcoal filters in bldg pressure relief sys b 
Revision 28 to SAR revising testing frequency for ECCS 
CLARK, L Massachusetts Institute of Technology 82/12/22 
THDMA8, C Standard tra t i on it Special Projects Branch 2po 
16560 042 24K Fiche 50-020. 82/12/22. B21 2200406 


— Q2 1228041 1 Proposed Tech Spec changes revising frequencies for 
surveillance testing of ECCS t* charcoal filters in bldg 
pressure relief sys SAR Page 6 6 re tests U surveillance 
end 

* Massachusetts Institute of Technology 82/12/22 tpp 
46360 044 24X Fiche 50-020,82/12/22,6212200406 


DOCKET 50-25 DOW CHEMICAL CO TRIQA REACTOR 


C Utility Environmental Report (HR). amends & correspondence 


0 1*122 10246 IE Safeguards Insp Rept 70-0Q25/B2- 10 on B21O1B-20 t 
1101-05 Ho no ncooip l l anc e noted Major areas inspected 
physical inventory & inventory verification & independent 
safeguards insp effort Details withheld (re# 10CFR2 790) 
NELSCff, (5 B . NORDERHAUGi L R Division of Radiological Safety 
Safeguards Program 02/12/13 Ip 16493 016 24X 

Mct« 50-025,02/12/14,8212210240 


DOCKET 30-27 WASHINGTON STATE UNIV RESEARCH REACTOR 


Q Inspection reports. IE Bulletins h correspondence 


8212130269 Forwards IE Insp Rapt 50-027/82-03 on 02UDB-IO No 
jionconp 1 lance noted 

STERNBERG.D M Division nf Resident. Reactor Project 6 Engineering 
Programs 82/11/24 NYMAN, C J Washington State Univ 2pp 
16390 161 24X Fiche 50-027,02/11/24,8212130269 


— B212130270 IE Insp Rapt 50-027/82-03 on 021108-10 No noncompliance 
noted Major areas inspected organ i 1 a t ion, logs , r?cor d 5 , 
reviews t a udits, r equa 1 1 f icat 1 an training , procedures, 
surveillance & experiments 

■JOHNSON. A D , TOTH, A D , DODDS, R T Division of Resident. Reactor 
Project t Engineering Programs 82/11/23 5pp 16390 163 24X 

Fiche 50-027,02/11/24,8212130269 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


F Security, medical, emergency V fire protection plans 


0212140394 Forwards mfo re emergency operations facility (EOF) p ?r 
021201 telcon 4 Generic Ltr 01-10 Const of permanent 
primary. permanent backup & interim EOF* complete 
KAY. JA Yankee Atomic Electric Co 82/12/06 CRUTCHFIELD, D 
Operating Reactors Branch 5 2pp 16401 271 24* 

Fiche- 30-029, 02/12/06. 03ISI 40394 


021221014? Forwards addl ihFo to prepare shift crews operating nuclear 
plants for types of questions NRC duty officer may ask 
via NRC emergency notification sys 

STAROSTECKI, R Division of Project W Resident Programs 02/12/16 
HEIBERiL H Yankee Atomic Electric Co 5pp 16485 161 24X 

Fiche 50-029. 02/12/ 16. 9212210149 


J Insurance & indemnity information 


9212300333 Forwards Endorsement 102 to NELIA Policy NF-76 it 
Endorsement 65 to MAEUJ Policy tlF-26 

S1NISI, J M Marsh 6 McLennan. Inc < M It M Nuclear Consultants* Inc 
Div 02/12/27 BALTZMAN.U D Assistant Director for State b 
Licensee Relations 3pp 16594 072 24X Fiche 50-02?, 82/ 12/27, 

82 1 2300333 


P Operating license stage documents b correspondence 


BpliOBOlOt Forwards Amend 74 to License DPR-3 Amend revises 
adnufiistra f ive controls section of Tech Specs to modify 
organisational structure L to reflect change* in titles 
CRUTCHFIELD, D Operating Reactors Branch 5 02/11/02 KAY, J A 

Yankee Atomic Electric Co 2pp 15993 073 24X 

Fiche 5D-029, 02/11/02. 03UO8OI 01 


— B2i 1090105 Amend 74 to License DPR-3, revising administrative controls, 
section of Tech Specs to modify or g an 1 1 a 1 1 ona 1 structure I* 
to reflect change* in titles 

CRUTCHFIELD, D Operating Reactors Branch 5 02 / 11/02 7pp 

15993 077 24 X Fiche 50-029. 82/1 1 / 02 , 02 i 1000 101 


— B2l 1080107 Safety evaluation supporting Amend 74 to License DPR-3 
CARUSO, R Office of Nuclear Reactor Regulation. Director 
62/1 1/02 2pp 15993 004 24X F 1 c h e 50-029, 82/ 1 1 /02, 021 1 000 K>1 


— 0211083110 Notice of issuance J, availability of Amend 74 to License 
DPR-3 

CRUTCHFIELD. D Operating Reactors Branch S 82/11/02 2p p 
15993 006 24X Fiche 50-029.82/11/02,921 1000101 


0212140031 Addl response to FQIa request for five categories of 
documents re SEP Forwards documents listed in App A No 
documents located subj to Item 3 of request Review of 
remaining documents continuing Documents available in PDR 
F-ELTCN, J M Division or Rule? and Records 02/11/03 GALLO, J 
I sham. Lincoln U Beale 2pp 16433 354 24X Fiche 50-000.82/11/03. 

0212140001 


— /90E090435 Forward* individual plant summaries re seismic capability 
it recommended interim actions Older SEP plants have less 
inherent margin* to withstand lateral dynamic loads 
DAVIS. D K Systematic Evaluation Program Branch (Pre 791030) 
79/06/18 VOLLMER, R H Assistant Director fur Systematic 
Evaluation Program (Pre 791030) 5pp 16434 32i 24X 

Fiche 50-000,82/11/03.0212140001 


--0203310670 Forward* SEP stunic completion plan to perform review 
parallel u/licenso efforts to complete SEP Topic I1I-6. 
seismic design considers* ions . for Croup II plants 
HERMANN, R Systematic Evaluation Program Branch 82/03/08 
RUSSELL. U T Systematic Evaluation Program Branch 5pp 
16434 276 24X Fiche 50-000. 82/1 1 /03, 021 21 4000 1 


--8212J40149 Discusses SEP s 1 te-a p ec i f 1 C spectra project Project ll> f inu l 
stages Comments from Peer Review Group & all other comments 
should be received by 791130 Listing of references re 
site-specific spectra ( SEP Topic JII- 6 ) end 
LEVIN, H A Systematic Evaluation Program Branch 79/11/13 
EISENHUT, D G Division of Operating Reactors 4pp 16436 300 
24 < Fiche 50-000, B2/1 1 /03, 821214000 1 


B21 2020356 Adi lies that draft safety evaluation input re SEP Topic 
VI-4, “Conta 1 nmant Isolation Sys” considered final input 
to integrated safety assessment 

CARUSO, R operating Reactors Branch 5 02/11/24 KAY. J A Yankee. 

Atomic Electric Co 2pp 16278 180 24X Fiche 50-029,82/11/24, 

R21 2020356 


BJ 1 2020300 Application for Proposed Change 170 to License DPR- 3 , 
revising Tech Spec max allowable peak rod linear heat 
generation rate limits a* determined by Core XVI LDCA 
nna lysis 

HEIDER.L H Yankee Atomic Electric Co 02/11/26 Office of 

Nuclear Reactor Regulation, Director 2pp 16277 339 24X 

f- i c h e 50-029, 82/ 1 1 /26, B2 1 2020300 


— 8212020304 Proposed Tech Spec Change 170. revising max allowable peak 
rod linear heat generation rate limits as determined by 
Core XVI LOCA analysis 

* Yankee Atomic Electric Co B2/I1/26 Itpp 16277 341 24X 

Fiche 50-029,82/11/26,8212020300 


0212060026 Submits info re steam generator tube integrity. per 021026 
generic ltr No appreciable pi 06 1 ems in steam generator tube 
integrity area identified 

KAY, J A Yankee Atomic Electric Co 02/11/29 CRUTCHFIELD, D 
Operating Reactors Branch 5 2 p p 16313 300 24X 

Fiche 50-029,02/11/29,8212060026 


0212070040 Advises that util will submit operator procedures, do t i gn 
details for diesel generator load shedding tt Tech Specs at 
least 3 month* prior fco placing protection scheme in sve 
Installation scheduled for 1904 refuelinp outage 
KAY, J A Yankee Atomic Electric Co 82/11/30 CRUTCHFIELD, D 
Operating Reactors Branch 5 ip 16327 354 24X 

riche 50-029.02/11/30,8212070040 
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QM 2070047 Requests exemption from requirements of 10CFRSO 44<c)(3Mn) 
requiring containments w/purge/repres tur i za t i on sys as 
primaty means of hydrogen control be provided w/internal 
hydrogen recombiner or ability to install recombiner 
KAY, J A Yankee Atomic Electric Co 02/12/01 CRUTCHFIELD, D 
Operating Reactors Branch 9 4pp 16327 330 24X 

Tiche 50-029. 02/12/01, 8312070047 


□*>12130220 Forwards revised final evaluation of SEP Topic XV-16, 
“Radiological Consequences of Failure of Small Lines 
Carrying Primary Coolant Outside Containment " Doses meet 
acceptance criteria 

CARUSO, R Operating Reactors Branch 5 02/12/01 KAY, J A Yankee 

Atomic Electric Co 6pp 16390 123 24X Fiche 50-029,02/12/01. 

02S 2130228 


0*12090376 Forwards Amend 77 to License DPR-3, saf e ty evaluation & 
notice or issuance L availability Amend incorporates 
provisions required ror operation w/refueled Core XVI into 
lech Specs 

CRUTCHFIELD. D Operating Reactors Branch 5 02/12/03 KAY, J A 

Yankee Atomic Electric Co 2pp 16352323 24X 

fiche 50-029. 82/12/03,0212000376 


--0212080389 Amend 77 to License DPR-3, lncorp orating provisions 
required for operation w/refueled Core XVI into Toch Specs 
CRUTCHFIELD. D Operating Reactors Branch 5 02/12/03 49pp 

16392 325 24X Fiche 50-029,02/12/03.0212080376 


--02I 2080399 Safety evaluation supporting Amend 77 to License DPR-3 
•» Office of IJuclear Reactor Regulation. Director 82/12/03 
21pp 16353012 24X Fiche 50-029,02/12/03,0212080376 


-■8212090403 Notice of issuance $< availability of Amend 77 to License 
DPR-3 

CRUTCHFIELD, D Operating Reactors Branch 5 02/12/03 3p p 

16353033 24X Fiche 50-029,02/12/03,8212090376 


Qx'l 2130223 Forwards final revision to offsite dose calculation manual 
Manual will be used for implementing requirements of 
proposed radiological effluent Tech Specs submitted in 
020930 lt-r 

KfLJ A Yankee Atomic Electric Co 02/12/06 CRUTCHFIELD, D 
Operating Reactors Branch 5 Ip 16390 103 24X 

f l Che 50-029,02/12/06,8212130223 


-■3212130227 Offsite dose calculation manual 

HODGDON, A D , BILLINGS, W D Yankee Atomic Electric Co 92/12/01 
123pp 16398 104 24X Fiche 30-029,82/12/06,0212130223 


GPO019O363 Generic Ltr 02-32 to all PWR licensees re potential steam 
generator-related generic i equipments Forwards Science 
Applications, Inc draft rapt re subj requirements Comments 
requested within 30 days of ltr Svc list end 

ElSENn'JT.D Q Division of Licensing 02/12/09 Consolidated 
Ld l son Co of New York, Inc 29pp 16629 247 24X 

Fiche 50-000, 02/12/09, 0200190263 


U , '12140259 Adsises that requirements of TMI Action Items 1 A l 2 4, 
“Upgrading Reactor Operator & Senior Reactor Operator 
Training, " & II B 4, "Training for Mitigating Core Damage," 
have been met SER S< technical evaluation rcpt forwarded 
CRUTCH- j ELD, 0 Operating Reactors Branch 5 02/12/09 KAY, J A 

Yankee Atomic Electric Co 4pp 16401 312 24X 

f icho 50-027, 02/12/09,8212140259 


—0212270367 Safety evaluation re environ qualification of saf e tij-re lated 
electric equipment Info for items in ARC Categories I B» 

II A 6 II B justifying continued operation requested within 
30 days 

* Office of Nuclear Reactor Regulation, Director 02/12/16 6pp 
16532 250 24X Fiche 50-029,02/12/16,0212270365 


-0207010124 "Review of Licensee Resolution of Outstanding Issues From 
NRC Equipment Environ Qualification Safety Evaluation Repts 
iF-1 1 , B-60) , Yankee Atomic Electric Co, Yankee Roue, " 
technical evaluation rept 

CRANE, C J Franklin Insti tute/Frank 1 l n Research Center 
NRC-03-79-! IB TER-C5257-463 02/05/28 LE, N B , BHEMANSKT , P 

NRC - No Detailed Affiliation Given 422pp 16532 256 24X 

Fiche 50-02 9,82/12/16,0212270365 


BP1223023B Forwards Amend 70 to License DPR-3, safety evaluation k 
notice of issuance & availability Amend revises max 
allowable peak rod linear heat generation rate limits 
CRUTCHFIELD, D Operating Reactors Branch 5 92/12/17 KAY, J A 

Yankee Atomic Electric Co 2pp 16508 230 24X 

Fiche 50-029 , 02/12/17.6212230236 


— 8212230243 Amend 7B to License DPR-3, r e vi s j ng max allowable peak rod 
linear heat generation rate limits as determined by revised 
Core XVI LOCA limits 

CRUTCHFIELD, D Operating Reactors Branch 5 02/12/17 4pp 

16508 240 24X Fiche 50-029,02/12/17,0212230230 


— 0212230240 Safety evaluation supporting Amend 70 to License DPFl-3 
LOIS, L , VOGLEWEDE, J , GILL, A Office of Nuclear Reactor 
Regulation, Director 82/12/17 5pp 16508 244 24X 

Fiche 50-029, B2/12/17, 8212230238 


—0212230264 Notice of issuance 6 availability of Amend 70 to Licence 
DPR-3 

WAM8ACH, T V OperaMng Reactors Branch 5 82/12/17 2pp 

16508 249 24 X Fiche 50-029,82/12/17,021 2230230 


0212280476 Forwards "Yankee SEP Integrated Assessment " 

KAY, J A Yankee Atomic Electric Co 02/12/23 CRUTCHFIELD, D 
Operating Reactors Branch 5 Ip 16556 254 24X 

Tlcho 50-029,92/12/23.0212260476 


•821 22904B0 "Yankee SEP Integrated Assessment " 

* Yankee Atomic Electric Co 82/12/31 2?7pp 16556 255 24X 

Fiche 50-029, 02/12/23, 0212200476 


0 Inspection reports, IE Bulletins & correspondence 


0200190240 IE Bulletin 02-03 , Rdv l » i on 1, "Stress Cracking In Thick- 
Wa 1 1 1 Large-Di ame ter, Stainless Steel , fee ircu lotion Sys Piping 
at BUR Plants " Svc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/10/26 Consolidated Edison Co of New York, Itic 

I12pp 16462 163 24 X Fiche 50-000,82/10/28,9200190240 


0PD01 90245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 h Model 002 Thermoluminescent Dosimeters " Svc list 
one 1 

COBB, L I Division of Fuel Facilities* Materials 8, Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc JiOpp 
16372 142 24X Fiche, 50-000, 02/1 1/05, B20B1 90243 


01*00170251 IE Info Notice 02-44, "Clarification of Emergency Plan 
-0212140260 "Improvements in Training & Re qua! i f 1 c a t i on Programs as Exercise Requirements " Svc list enc 1 

Required by TMI Action I terns I A 2 1 U 1 1 0 4," technical JORDAN, E L Division of Engineering fc Quality Assurance 02/11/10 

evaluation rept Consolidated Edison Co of New York* Inc 109pp 16411 199 24X 

* Science Applications, Inc NRC-03-82-096 SAI-106-029- 14 riche 50-000,82/11/10,0200190251 

82/08/17 NRC - No Detailed Affiliation Given 14pp 

16401 316 24X Fiche 50-029,82/12/09.8212140259 

B208190256 IE Info Notice 82-46, "Defective 8< Obsolete Combination 
F'adlocks “ Svc list encl 

QF‘J2140103 Generic Ltr 82-20 to all licensees of operating DEYOUNO, R C Director's Office, Office of Inspection and 

Westinghouse t C-E PWRs (except Arkansas Nuclear Qne.Unit 2 Enforcement 82/11/26 Consolidated Edison Co of Now York, Inc 

h San Gnofre 2 i 3) re inadequate core cooling 127pp 16411 063 24X Fiche 50-000,02/11/26,0208190256 

instrumentation sys 8vc list end 

fclSENHUT.D G Division of Licensing 02/12/10 Yankee Atomic 

Electric Co 27pp 16690 035 24X Fiche 50-000,02/12/10, 8208190257 IE Info Notice 82-47, "Transportation of Type A Quantities 

0212140103 of Non-Fissile Radioactive Matl " Svc list encl 

CGSS.L 1 Division of Fuel Facilities, Materials & Safeguards 
62/11/30 Consolidated Edison Co of New York, Inc 356pp 

□212270365 Forwards SER ft, proprietary & nonpropriotary "Review of 16307 020 24X Fiche 50-000,02/11/30.0208190257 

Licensee Resolution of Outstanding Issues From NRC Equipment 
Environ Qua 1 i f i c a t i on SERs (F-l 1, B-60) , " technical 

evaluation repts Proprietary rept withheld <ref 10CFR2 790) 020019025? IE Bulletin B2-04, "Deficiencies in Primary Containment 

CRUTCHFIELD, D Operating Reactors Branch 5 02/12/16 KAY, J A electrical Penetration Assemblies " Svc list end 

Yankee Atomic Electric Co 3pp 16532 247 24X DEYOUNG, R C Director's Office, Office of Inspection and 

P 1 Che 50-029, 82/12/16, 0212270365 Enforcement 02/12/03 Cons o 1 idat e tf Ed i son Co of New York, Inc 

1 13 P p 16411 317 24X Fiche 50-000. 88/12/03, 0200190259 
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DOCKETED ITEMS 


8«'Qai9G26l IE Info Notice 82-40. “Failures oF Agastat CR 0095 Relay 
bock&tg ■’ Svc list one 1 

JOROAMrE L Division of Eti g 1 neer l ng b Quality Assurance- 82/12/03 
■C onso 1 1 date d Edison Co of New York. Inc - IlOjp 16462 064 24X 

Fiche SO - 000. B2/ 12/03. 3206190261 


arc 31 90267 IE Info Notice 92-4?, “Correction for Sample Conditions far 
Air b 0a$ Monitoring " Svc list end 

DEVQUNO.R: C Director's Office. Office of Inspection and 

Enforcement 32/12/16 Consolidated Edison Co of New Vork. Inc 

I27pp 16623 191 24X Fiche 50-000,92/12/16*0200190267 


0212220419 Informs of interviews to be conducted similar to NRC study 
tonducted in Mar 1982 re IE Info Notice 32-05* “Increasing 
Frequency of Drug-Related Incidents " Util will be contacted 
inertly to arrange interviews W/o stated NUREG 

BTAFGSTECKI. R Division of Project k Resident Programs B2/1S/16 
HEI CER, L H Yank e e Atomic Electric Co 2p p 16503 2&B 24 X 

Tiche 50-029,82/12/16,9212220410 


02081-90269 IE Info Notice 82-50, "Mod of Solid State AC Untfervoltage 
Relays Type I TE-27 “ Svc list end 

JORDAN. E L Division of Engineering b Quality Assurance 02/ 12/20 
Consolidated Edison Co of New York* Inc IQBPp 1662B 293 24X 

Fiche 50-000,82/12/20*6309190260 


K Periodic operating reports & related correspondence 


0P 1 2290126 Forwards monthly operating rept for Qct 1982 

HEIDER.L H Yankee Atomic Electric Co 02/11/03 Office of 

Resource Management. Director Ip 16583 220 24X 

Fiche 50-03?, 02/11/03* 0212290126 


— 8212290130 Monthly operating rept for Oct 1982 

PHILLIPS. J Yankee Atomic Electric Co 93/11/05 Sp p 
16593 221 24X Fiche 50-027,02/11/03,3212290126 


S Reportable occurrences, LERs t, related correspondence 


0P1214O184 Forwards updated LEF 82-034/OlT-i 

AUno, H A Yankee Atomic Electric Co 92/12/03 HAYNES. R C 
Region I* Office of Director lp 16410 214 24X 

riche 50-029. 82/12/03.8212140184 


—0212140187 Updated LER B2-034/01T-1 on 621009. leak detected cn main 
coolant pump l vent line Caused by incompatibility of 
reducing insert u/nain coolant ays Carbon steel components 
replaced u/stainless steel 

FRENCH, L D Yankee Atomic Electric Co 02/12/03 Region £, 

Office of Director 2pp 16410 215 24X Fiche 50-029. 82/ 12/03, 

9212140184 


0? J 2 1 SOI 55 Forwards LER 82-039/ 03L-0 

AtlTIDrH A Yankee Atomic Electric Co 82/12/06 HAYNES. R C 
Region 1, Office of Director lp 16430 183 24X 

Ficfie 50-029.82/12/06,8212150155 


—8212150160 LER 92-039/03L-0 on 821 1 06, «m*T g one y diesel generator 1 
tr ipped , caus 1 ng d e-e n er g i ja t i on of emergency motor control 
ctr Caused by failure of mechanical seal on low pressure 
safety injection pump Seal replaced 

FRENCH. L D Yankee Atomic Electric Co 82/12/06 Region 1, 

Office of Director Ip 16430 104 24X Fiche 50-029,83/12/06, 

0212150155 


0M221027G Foruards LER 82-040/03L-0 

AUTIO.H A Yankee Atomic Electric Cg 02/12/10 HAYNES. R C 
Region 1. Office of Director lp 16483 033 24X 

riche 50-029. 02/12/10, 8212210278 


— B212210283 LER 02-O4O/O3L-O on 821112, in Mode i.vital bus distribution 
pane! de-energiied when circuit breaker 1 Cfl inadvertently 
opened Caused by length of electrical conduit striking 
circuit breaker switch Personnel instructed to use caution 
RICE, D A Yankee Atomic Electric Co 02/12/10 Region 1. 

Office of Director lp 16493 034 24X Fiche 50-029.82/12-/10. 

8212210278 


9212290251 Forwards LER 02-04 1/03L-0 

AUTrO. H A Yankee Atomic Electric Co B2/J2/16 HAYNES . R C 
Region 1, Office of Director Ip 16582 041 24X 

Fiche 50-029, 82/ 12/16, 82 1 227025 1 


— 0212390258 LER 82-041/O3L-O on 031 1 16, dur ing Mode 6. while performing 
rain coolant sys pressure channel calthr proc edure. Loop 1 
channel Initiation setpoint found out of Tech Spec limits 
Caused by drift In main control board indicator 

HAY, E L Yankee Atomic Electric Cd 02/12/16 Region 1* Office 
of Director lp 16302 042 24X Fiche 50-03?* 02/12/16* 

8212290251 


Q2I2290310 Forwards LER S2-042/03L-Q 

AUT10.H A Yankee Atomic Electric Cd B2/12/17 HAYNES, R C 
Region 1, Office of Director lp *16560 027 24X 

fiche 50-029,82/12/17,0212290310 


—0212290316 LER 02-O42/O3L-O on 021117, loop 2 low pressure scram 
setpoint found out of Tech Spec limits Caused by drift in 
main control board indicator Indicator recalibr 

MAY, E L Yankee Atomic Electric Co 92/12/17 Region 1, Office 

of Director Ip 16500 028 24X Fiche 30-029,02/12/17, 

0212290310 


DDiKET 50-54 UNION CARD IDE RESEARCH REACTOR 


F Operating license stage documents t correspondence 


0 r 'l2O7Ol73 Forward* response to 021104 request for addl info b addl 
lech Spec changes re renewal fo License R-Bl 
VOTK. M H Union Carbide Corp 82/11/22 THOMAS, C 0 
Standard i lati on b Special Projects Branch 14pp 16337 001 £?4X 

fiche 50-054,82/11/22,8212070173 


--8212070I62 Proposed Tech Spec changes re frequency of pool water 
analysis L inclusion or radiation organization in 
description of organ i i a t 1 ona 1 structure 

a Union Carbide Corp 02/11/22 4pp 16337 015 24X 

Fiche 50-054,02/11/22 8212070173 


0212030158 Supp 1 to 800523 amend to License R-01 re renewal t> Tech bp<?c 
changes Footnote re Tech Spec 323 presently requiring that 
ion chamber of third channel be operable prior to reactor 
startup should be deleted Marked-up Tech Specs end 
VOTH.fi H Union Carbide Corp 82/11/2? BERNARD, H 
Standard 1 zati on 6 Special Projects Branch 2pp 16303 001 24X 

fiche 50-054. 02/11/29, 82120301 5B 


DOCKET 50-70 GENERAL ELECTRIC TEST REACTOR 


G Adjudicatory correspondence 


B.’122S0276 Requests delay to respond to 821021,1112 b 19 memoranda ?< 
orders, due to 1 nac c easab i 1 1 ty of documents needed for 
complete response Partial response to GE 021123 requests 
(i rO> l d ed 

TURK, J Affiliation Unknown 82/12/20 FRYE, J H , LINENDER0ER. 0 , 
FOREMAN, H Atomic Safety and Licensing Board Panel 2pp 
16561 230 24X Fiche 50-070, 82/12/20, 0212200276 


G212300022 Grants J Turk petition for eitension until 030105 to respond 
to A5L9 0211 17 memorandum b order Other petitioners 4. 
interveners granted same eitension NRC response due by 
D30 117 

FRYE.J H Atomic Safety and Licensing Board Panel 82/12/27 
TURK, J Affiliation Unknown lp 16578 310 24X 

Fiche 50-070, 82/12/27,8212300022 


DOCKET 50-03 UN IV OF FLORIDA TRAINING REACTOR 


R Periodic operating reports 6 related Correspondence 


6P1 2070004 Fcruard* "Annual Progress Rept of Umv of FL Training 
Reactor, ‘ Sept 1901-Aug 1902 

DIAZ, N J Florida, Udlv of, Gainesville 82/11/30 
btamdardliati on b Special Projects Branch Ip 16327 244 24X 

fiche 50-003,82/11/30.0212070004 


—8212070007 "Annual Progress Rept of Umv of FL Training Reactor, " 
Sept 1 70 1 -Aug 19B2 

DIAZ, It J * VERNETS0N, W G Florida. Univ of, Gainesville 
OflO-4014-1 2 02/11/30 26pp 16327 245 24X 

Fiche 30-08 3,82/11/30,8212070004 


POCKET 50-87 GENERAL ATOMIC CO 


J Insurance b indemnity information 


B2 120601 42 Provides response to 821013 request far c lar l f icat ion r 
Indemnity Agreement B-Y & corporate name 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
02/11/22 MOWRY.HR GA Techno! ag les, Inc /General Atomic Co 
16325 354 24X Fiche 50-089,02/11/22,0212060142 



DOCKETED ITEMS 


IB 


P DperaMng license stage documents t correspondence 


U> I20h014? Provides response to 021013 request for clarification re 
Indemnity Agreement U-9 l corporate name 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
□2/11/22 MQWRY.U R GA Technologies. Inc /General Atomic fo Ip 
16325 35*1 24/ Fiche 50-089. 02/ U/22. 0212060142 


ROCKET 50-97 CORNELL UN IV ZERO POWER REACTOR 


i* Updating license s*"age documents b correspondence 


Q!' 1 2G9G5R8 Nor i 1 1 cati on of 821207-09 meetings w/Cornell Umv t. LASL in 
■Cornell N) discuss review of reactor facilities for 
license renewal processing, questions sent to Cornell it LASL 
draft technical evaluation rep* 

BERNARD, H S tar.dar d 1 rat i on i- Special Projects Branch 82/11/23 
THCMAS. C O Standar d i rat i on b Special Projects Branch 3pp 
16379 350 24X Fiche 50-097,82/11/23 . 82120 00590 


ft Periodic operating reports 4 related correspondence 


8r'12l40e32 Forwards annual operating repts for Licenses fl-00 & R-09 
for two yrs ending 020630 

A DERR Cl D, H L Cornell Un l v 02/12/06 Region t, Office of 

Director Ip 16409 001 24X Fiche 50-097.02/12/06,02121402 12 


0212)40238 Annual Operating repts t-Ot Licenses R-BO b R-09 for two yx s 
ending 8206 30 

ADERHOLD H C Cornell Univ 02/12/06 Region 1, Office of 

Director 3pp 1640* 002 24X Fiche 50-097,02/12/06,3212140232 


□.'12140469 Forwards "Annual Operating Repts" for period ending June 
1981 h June 1982 W/o ends 

ADfcFFCLD, H C Cornell Univ 82/12/06 Director's Office. Office 

or Inspection and Enforcement lp 16404 012 24X 

F i che 50-077,02/12/06,8212140469 


Clr-'l 21 40J 4b "Annual Operating Rept-Uul 1900-June 1981 " 

ADERhGuD.HC Cornell Univ 82/12/14 Region 1. Office of 

Director 3p p 16408 17J 24 < Fiche 50-097,02/12/14.0212140146 


IrtKKET 50-MI NORTH CAROLINA STATE UNIV RESEARCH REACTOR 


W Dico/Tissioning Stage Documents l Correspondence 


0, *12070185 Advises that decommissioning will take longer than 
anticipated due to technical difficulty of breaking up 
heavily leinfotced concrete Number of demolition workers 
increased Work will he complete by 830120 

COCKRELL. R G North Carolina State Univ 82/12/03 ERICKSON, R 
Standaf d i lat i on b Special Projects Branch ip 16335 250 24X 

liche 5U -111, 82/12/03, 8212070185 


DOCKET 50-112 UNIV OF OKLAHOMA RESEARCH REACTOR 


■F Security, medical, emergency b fire protection plans 


20 10061 Releases public version of licensee info re status of 
imergency plan 

FELTON, J M Division of Rules and Records 02/11/24 Document 

Management Branch lp 16209 202 24X Fiche 50-112,82/11/24, 

8212010061 


—0212010066 Submits public version of status of emergency plan.due 
821103 Plan submitted on 020420 complies w/requ i r emen t s No 
new plan need be developed or submitted 

TERREL L, C W Oklahoma, Univ of 82/10/27 DATES, E F EP 

Licensing Branch Ip 16209 203 24X Fiche 50-112,82/11/24. 

821201006 1 


GDI 21 50040 Forwards IE Safeguards Insp Repts 50“ 1 12/82-02 6 
/O-J 430/82-02 on 821025-29 No n one omp l i anc e noted 
MADSEN, G L Division of Resident, Reactor Project & Engineering 
Programs 02/12/09 UPTHEGROVE, W R Oklahoma, Univ of 2pp 
16421 322 24X Fiche 50-112,82/12/09,8212150040 


— B2121S0049 IE Safeguards Insp Repts 50-112/02-02 t< 70-1 430/02-02 
on 82 1025-29 No noncompliance noted Major areas inspected 
nuclear natl control b accoun tab 11 1 ty. me luding facility 
organ! jat ion & operation Details withheld <ref 10CFR2 790) 
OALDNELL.R A , KELLY. J A Division of Resident, Reactor Project & 
Engineering Programs 82/11/30 lp J6421 324 24X 

Fiche 30-112,82/12/09.0212150040 


0 Inspection reports, IE Bulletins & correspondence 


0.' 12070 126 Forwards IE Inap Rept 50-112/82-01 on 020913-15 b notice 
u f violation 

MADSEN, G L Division of Resident, Reactor Project & Engineering 
Programs 82/ll/Jl EGLE, D Oklahoma, Univ of 3pp 16327 064 
24 X Fiche 50- 112, 82/ 1 1 Ml 8212070126 


- 0212070130 Notice ot violation from insp on 020913-15 

* Division of Resident. Reactor Project b Engineering Programs 
82/11 /U 2pp 16327 057 24X Fiche 50-1 12, 02/ 1 I / I 1 , 02120701 2t> 


-0212070133 IE Insp Rept 50-112/02-01 on 820913-15 No n c omp 1 lan c e noted 
failure to perform aud 1 1, fa 1 1 ure to properly conduct 
survei llanc e, lack of clear responsive method of keeping 
operating procedures up-to-date b technically correct 
SCHUM, U S , IIURPHI.M E , REDANO, R T Division of Resident, Reactor 
Project b Engineering Program* 02/11/05 !Opp 16327 059 24X 

fiche 50-112,82/11/11.8212070126 


8212150040 Forwards IE Safeguards Insp Repts 50-112/82-02 b 
/O-143O/02-O2 qn 321025-29 No n Pnc omp 11 anc e noted 
MADSEN, G L Division of Resident, Reactor Project 8> Engineering 
Programs 82/12/09 UPTHEGROVE. W R Oklahoma, Univ of 2pp 
16421 322 24X Fiche 30- 1 12, 02/12/09, 82121 50040 


--G212150049 IE Safeguards Insp Repts 50-112/82-02 b 70-1430/62-02 
on 821025-29 No noncompliance noted Major areas inspected 
nuclear mat] control t accountab j 1 i ty, inc I ud ing facility 
orgamiatjon b operation Details withheld (ref 10CFR2 790) 
CALDWELL, R A , KELLY, J A Division of Resident, Reactor Project b 
Engineering Programs 82/11/30 lp 16421 324 24X 

Fldhe 50-112,32/12/09,8212150040 


V Operator Examinations 


8212060226 Comments on proposed r equal i f icati on program Region will 
interface u/NRfi when listed items resolved 

GAGLIARDD, J E Division of Resident, Reactor Project & Engineering 
Programs 82/12/01 TERRELL, C W Oklahoma, Univ of lp 
16312 170 24X Fiche 50-112,02/12/01,0212060226 


--82)2060230 Forwards requa 1 i f ica tion program for Univ of DK, for 
appr ova L 

TERRELL, C W Oklahoma, Univ of 02/10/11 OAOLIARDD, J Region 
4. Office of Director Ip 16312 171 24* Fiche 50-U2. 02/12/01, 
0212060226 


--0212060233 Re qua 1 1 f Icati on program for Umv of DK 

« Oklahoma, Umv of 02/10/11 6pp 16312 172 24X 

riche 50-112.02/12/01,0212060226 


DOCKET 50-124 VIRGINIA POLYTCCH INST TRAINING REACTOR 


R Operating license stage documents b eorres pondence 


82 J 228021 1 Forwards conf irmatlon by Reactor Safety Committee chairman 
that proposal for Tech Spec change reviewed tc approved 
* Virginia Polytechnic Institute 02/12/22 Division of 
Licensing Ip 16562 279 24X Fiche 50-124,82/12/22,0212280211 


—0212280213 Forwards application to amend License ft-62, r evi s 1 n g Tech 
Specs to delete ultrasonic flow detector w/paddle wheel 
detector u/ 17 accuracy min 

HOLIAN, P D Virginia Polytechnic Institute 02/12/16 
THOMAS, C O Standard 1 lation It Special Projects Branch lp 
16562 200 24X Fiche 50-124,02/12/22,0212200211 


— B2122Q02I6 Application to amend License R-62, revi sing Tech Specs to 
delete ultrasonic flow detector w/paddle wheel detector 
w/lX accuracy min 

HOLIAN, P D Virginia Polytechnic Institute 82/09/34 
THOMAS. C □ standard! lation b Special Projects Branch lp 
16562 281 24X Fiche 50-124,02/12/22,0212200211 


’-8212203217 Proposed Tech Specs deleting ultrasonic flow detector 
w/paddle wheel detector w/17. accuracy min 

* Virginia Polytechnic Institute 82/09/24 4pp 16362 202 
24X Fiche 50-124,02/12/22,0212200211 
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DOCKETED ITEMS 


LOCKET 50-120 TEXAS UN IV RESEARCH REACTOR 


Q Reportable occurrences! LERs U related c orrespondence 


BP1210Q299 RQ or 821G19. pouer le.*el indication dropped approi 15V. ori 
bo*h sa+ety channels On 821027, electromagnet current for 
ihim g-arety 2 went to zero Causes not stated Electromagnet 
toll replaced 

ROGERS* X) Te i as Ai,M Unlv * College Station* TX 82/10/29 
HAUSEN, C U Region 4, Orfice of Director 3pp 163 76 299 .>4 X 

Me he 50-128,62/10/29,8212100299 


DOCKET 50-129 UEST VIRGINIA UNIV RESEARCH REACTOR 


P Operating license stage documents fit correspondence 


5212030118 Informs that last Fuel eLements For A0N-2I1 reactor sent to 
Umv ot OK on 821 1 S 9, comp 1 e ting disposal of all reactor 
components u/exception or Ra/8e startup source Plans to 
conduct radiation purvey of fornsr reactor site underway 
3LACK5HAW. G L Ue*t Virginia Umv 62/11/29 CRUTCHFIELD. D 

Operating Reactors Branch 5 2pp 1 6303 014 24X 

f-iche 50-129, 82/1 1/29, 821 TOSOH 0 


DUCKET 50-133 HUMBOLDT DAY POWER PLANT, UNIT 3 


O Inspection reports, IE Bulletins t correspondence 


0/QBI 90240 IE Bulletin 02- 03, Rev i $ i on 1, "Stress Cracking in Th 1 1 k - 
Wa ]{, L arge-D 1 ane te r < Sta 1 n l ess S t ee 1 , R et ire u 1 a tl on Sljs Piping 
at El'R Plants 1 S/C List end 

DEVGUN3, R C Director's Office. Of+ice of Inspection and 

Lnr ore e-en t 82/10/20 Consolidated Edison Co of Mew York, Inc 

U2pp 16462 163 24X Fiche 50-000, 82/10/20. B209J90240 


□.'03190245 3E 1 r.ff c Notice 02-42. "Defects Observed in Panasonic Model 
801 !, Model 002 TJiernjluninescf nt Dosimeters ,J Svc list 
one 1 

COED.L I Division Of Fue] Facilities, Materials fc Safeguards 
82/11/05 Consolidated Edison Co of New i or k Inc I lOpp 

16372 142 24* Fiche 50-000. B2/ I 1/05. 02031 9024 5 


8r'08J9025i JE Info Notice 62-44, "Clarification of Emergency Plan 
Piercise Requirements ' S/c list enc 1 

JORDAN, E L Division of Engineering U Quality Assurance 82/1J/J3 
Consolidated Edison Co of New York. Inc 109pp. 16411 199 .'4X 

Fiche 50-000. 02/11/10. 0203190251 


8203190256 IE Info Notice 62-46, 'Defective t< Obsolete Combination 
Padlocks * Svc list end 

DEYOUNG, R C Direi*or 's Office, OFt-ice of Jnspcrtion and" 

Enforcement 02/11/26 Consolidated Edison Co of New York.. I Si C 

827pp 164 11 065 24X Fiche 5 0-000.02/11/26,0208190256 


Q { ‘08190257 IE Info Notice 02-47, “Transportation of Type A Quantities 
of Hun-Fi ss i 1 e Radioactive Matl '* Svc list encl 
CQBB-L 1 Division of Fuel Facilities, Materials L Safeguards 
02/11/30 Consolidated Edison Co or New York. Inc 356pp 

86307 020 24X Fiche 30-00 0 02/11/30,0200190257 


0208190259 IE BuLletin 82-04, ‘Deficiencies in Primary Containment 
Mectrical Penetration Assemblies '* Svc list end 
DEYOUNG, R C Director's Office, Office of inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, 1 1 , c 

113pp 1641! 317 24X Fiche 50-000, 02/12/03, 0208190259 


8208190261 IE Info Notice 02-49. "Failures of Agasfrat CR 0095 Relay 
3ock«ts “ Svc list encl 

JORDAN. E L Division of Engineering t Quality Assurance 82/12/03 
Consul i date d Edison Co of Meu York/ Inc JJOpp 16462 064 24X 

Fiche 50-000.92/12/03,0200190261 


0208190267 ZE Info Notice 02-49, "Correction For Sample Conditions for 
Air t Gas Monitoring " Eve list encl 

DEYOUNG, F? C Director s Office, Office of Inspection and 

Enforcement 92/12/16 Consolidated Edison Cg of New York. Inc 

137pp 16628 191 24* Fiche 50-000,02/12/16.0209190267 


8708190268 IE Infa Notice 02—50, r> Mud of Solid State AC l/xid ervo 1 tag? 
Relays Type 1 TE-27 1 Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance 82/12/L'O 
Consolidated Edison Co of New York, Inc 108pp 16628 293 IMX 

Fiche 50-000, 02/12/20 8208190268 


tt Periodic operating reports l related correspondence 


Q212290182 Forwards monthly operating rept far Oct 19B2 

NEEK5. E D Pacific Gas l Electric Co 02/11/02 Office of 

Resource Management, Director !p 16580 091 24* 

fiche 50-133,02/11/02.8212290182 


- 0212290106 Monthly operating rept for Oct 1982 

DERKS.P S Pacific Gas 5 Electric Co B2/U/02 4pp 165UO 091' 
24/ Fiche 50-133.82/11/02.8212290102 


IlUCKET 50-142 UCLA TRAINING REACTOR 


G* Adjuditatory correspondence 


Gt’12060236 Memorandum ti order menor la 1 i 1 1 ng 021124 K 1201 telcont. & 
rulings on discovery re Contention XXI on emergency 
p 1 a Tin i ng 

LUEBKE. E A , PARIS. 0 H , TRYE. J H Atomic Safety and Licensing t»Q*T(i 
Panel 82/12/02 California Umv of, Los Angeles 5pp 

16312 274 24X Fiche 50- 142, 82/ 12 '02 8212060236 


Q2120700S3 Forwards NRC opposing citations to Committee to Bridqr thr 
Gap (CDGf statement of matl fact attached to CflG motion for 
summary disposition of Contention Till 

WDODHEAD, C P Hearing Branch l 02/12/03 FRYE, J H . PARIS-O H , 
(.UEBKE, E A Atomic Safety and Licensing Board Panel 3pp 
16327 240 24X Fiche 50-142 82/ 12/03, 02120 >0013 


6212140456 Answers to Interrogatories C < J ) , u < 1 7) , C < 10 ) Cl 19) C<22) S< 
C i 24) Certificate ot Svc encl 

WQODhEAD, C P Hearing Branch 1 82/12/13 Committee to Bridge 

the Gap 16pp 16404 047 24X Fiche 50-142 82/12/13 0212140456 


DOCKET 30-1 49 UINIV OF KANSAS RESEARCH REACTOR 


If General correspondence 


Sr'12270379 FOIA request for documents re Umv Df KS research reartm 
BARNES, C Affiliation Unknown 02/11/09 Division of Technic.il 

Information *, Document Control Ip 16560 346 24X 

fiche 50-149, 82/1 1/09. 0212270379 


02122/0306 Responds to FOIA request for documents re Umv of KS 
research reactor Request referred to PDR for processing 
FELTCN . J M Division or Rules and Records 82/11/10 BARNES, C 
Affiliation Unknown Ip 16568 347 24X Fiche 50-148,02/11/18, 

0212270306 


P Operating license stage documents 1 correspondence 


B.'l 20202 1 1 Responds to 021006 & 13 questions re annual operatinq L 
dflconm ssiotti nq costs for facility NRC practice assumes 
state legislature will appropriate adequate funds far 
dec pnm ssiomng state umv reactors 

THOMAS. C 0 Standard i tat ion 6 Special Projects Branch 82/1 1/24 
BARNES. C Kansas , Umv of 3pp 16302 321 24X 

Fiche 50-140, 02/1 1/24, 821202021 l 


0212200524 FOIA request for documents in possession of licensee re 
receipt. use, rf i sposal 6 storage of radioisotopes under 
License R-78 

BARNES, C Affiliation Unknown 82/11/25 Office of 
Administration 2pp 16593 030 24X Fiche 50-1 40, 02/ 1 I /25. 

82 12230524 


0212280527 Responds to FOIA request for documents in possession of 
licensee re r e c e i p t. us e, d i spo ;a 1 & storage of radioisotopes 

under License R-7B Request not applicable to records In , 
possession of licensee J 
TEL TON, J M Division of Rules and Records 82/12/14 DARNES, C j 
Affiliation Unknown Ip 16593 032 24X Fiche 50-148,02/12/14, ) 
D212290527 


DOCKET 50-150 OHIO STATE UNIV RESEARCH REACTOR 


F Security, medical, emergency fire protection plans 


0P12O10O71 Releases public version of emergency preparedness plan 
FELTON# J M Division of Rules and Records 82/11/24 Document 

Management Branch Ip 16209 201 24X Fiche 50-150,02/11/24, 

0212010071 i 


--0212O1OQ74 Forwards public version of emergency preparedness plan 
TALNAOI. J W Ohio State Umv 82/11/02 BATES, G EP Licensing. 
Branch lp 16289 282 24X Fiche 50- 1 50, B2/ 11 /24, 021 2010071 
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6312010079 Public version of emergency preparedness plan 
« Ohio State Un t v 83/11/30 S3pp 16209 283 24X 

Fiche 50-150)02/11/24,8212010071 


IiaC^ET 50-151 UNIV OF ILLINOIS RESEARCH REACTDR 


Q Inspection reports IE Bulletins t correspondence 


0^12140396 Forwards IE Safeguards Insp Repts 50-151/02-01,90-396/02-02 
*< 70-0250/02-01 on 021117-19 L notice of violation Insp rept 
details withheld (ref 10CFR2 7901 

MILLER, J R Division of Engineering & Technical Programs 02/12/09 
MILEY. C H Illinois, Un i v of, Urb ana-Ch ampa i g n 2pp 16404 344 
P4X Fiche 50- 151, 02/ 12/09 , 0212 1 40396 


- 0212140399 Notice of violation from insp an S21117-19 

MILLER, J R Division of Engineei ing & Technical Programs 
02/12/09 lp 16404 346 24X Fiche 50-151,02/12/09,8212140396 


32121 40414 IE Safeguards lnsp Repts 50-151/02-01,50-356/82-02 & 
70-0250/02-01 on 021117-19 Noncomp) i ance noted failure to 
Include items containing SNM on annual inventory & to submi t 
742 forms Details withheld (ref 10CFR2 790) 

MAD EDA, T J , CREED, J R Division of Engineering & Technical 
Programs 02/12/06 lp 16404 347 24/ Fiche 50-151,02/12/09, 

8212140396 


DOCKET 50-155 DIO ROCK POINT NUCLEAR PLANT 


F Security, medical, emergency & fire protection plans 


0212070300 Documents 021202 telcon re emergency operations facility 
Facilities for four plants completed Table end 
VANDEUALLE, D J Consumers Power Co 82/12/03 CRUTCHFIELD, D 
Operating Reactors Branch 5 2pp 16343 156 24X 

Tiche 50-000,82/12/03,3212070300 


0212090387 Forwards IE Safeguards Insp Rept 50-155/02-18 on 821025-29 
No none nnp I i a nc e noted 

M ) LLFR , J R Division of Engineering h Technical Programs 82/12/03 
DEWITT , n B Consumers Power Co 2p p 16364 349 24X 

Fiche 50-155, 82/12/03, Q2120903B7 


— 0212090396 IE Safeguards Insp Rept 50-155/82-18 on 021025-29 No 
noncompliance noted Major areas inspected security plan & 
implementing procedures , access controls \ previous items of 
none omp 1 lan c e Details withheld (ref 10CFR73 21) 

CHR ISTOFFER , 0 , BELANGER, J L . CREED, J R Region 3, Office of 
Director 02/12/02 lp 16364 351 24X Fiche 50-155,02/12/03, 

8212070307 


G21210021B Responds to 021109 Itr re Revision 5 to security plan 
Modified screening program changes submitted as Revision 6 
in 021105 ltr 

VANDCWALLE. D J Consumers Power Co 82/12/00 CRUTCHFIELD, D 
Operating Reactors Branch 5 Ip 16376 073 24X 

Hche 50-000.02/12/08,8212100218 


G2121O0205 Advises that changes to security & suitab 1 1 i ty, train ing & 
qualification plans submitted 821105 do not decrease 
safeguards effectiveness NRC approval of changes in 
occoidance w/lOCFRSO 54<p) not required 

VANDEWALLE, D J Consumers Power Co 82/12/00 CRUTCHFIELD, D 
Operating Reactors Branch 5 Ip 16377 145 24X 

Fiche 50-000,02/12/08,8212100285 


Q>’1222O306 Discusses layout of communications equipment required in 
control room, onsite technical support c tr & near-site 
emergency operations facility 

KEPPLER, J 0 Region 3, Office of Director 82/12/16 
Commonwealth Edison Co 3pp 16503 351 24X Fiche 50-000,82/12/16, 

B2 12220306 


C? Adjudicatory correspondence 


□212020361 Response opposing licensee request for immediate review of 
partial initial decision re criticality Piecemeal review 
unnecessary *t would delay hearings Certificate of 9vc end 
SEMMEL, H Ch r i sta-Mar la SEMMEL, H Antioch School of Law, 

Washington, DC 82/11/29 Atomic Safety and Licensing Appeal 
Panel 9pp 16290 325 24X Fiche 50-155,82/11/29,0212020361 


QPI2O70I27 Forwards util 021029 ltr to NRC transmitting info re NRC 
review of seismic stability of overhead crane inside 
containment Info relevant to unlitigated portion of O'Neill 
Contention II C Related correspondence 

GALLO, J Isham, Lincoln i. Deale GALLO, J Consumers Power Co 
02/12/02 BLOCH, P D , PARIS, □ H , 8H0N, F J Atomic Safety and 
Licensing Board Panel 125pp 16326 099 24/ Fiche 50-155, 

02/12/02, 0212070127 


8212070114 Order granting applicant motion to permit immediate appeal 
from A5LB 821029 partial initial decision since decision 
has likely immediate consequences Terms of ASLAB 021004 
order waived to allow appeal 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 02/12/03 
Consumers Power Co 5pp 16327 101 24 X Fiche 50-155,02/12/03, 

0212070114 


QP12070247 Answer opposing licensee motion for stay of effectiveness 
of decision on criticality Licensee has had adequate time to 
prepare amended application Oreater delays will result if 
stay granted Certificate of Svc end 

3EMMEL.H Ch r i s ta-Mar la SEMMEL, H Antioch School of Law, 
Washington, DC 82/12/03 Atomic Safety and Licensing Board 

Panel 2pp 16339 150 24X Fiche SO-1 55. 02/12/03, Q212070247 


— 0212070303 Response opposing licensee request for immediate review of 
partial initial decision re criticality Review unnecessary 
Delay in proceeding is licensee fault Need to maintain full 
core offload not demonstrated 

SEhMEL.H Chris ta-Mar ia SEMMEL, H Antioch School of Law, 
Washington, DC 82/12/03 Atomic Safety and Licensing Appeal 
Panel 7pp 16339 152 24X Fiche 50-15 5,02/12/03,0212070247 


0212070327 Partial response to ABLB B209I4 order directing util to 
demonstrate certain evidentiary deficiencies in emergency 
planning have been remedied, are not serious or are being 
remedied through adequate interim compensatory actions 
GALLO, J > COPELAND, V 0 Consumers Power Co GALLO, J Isham, 
Lincoln & Beale 82/12/03 14pp 163 3 7 2 20 24X 

Fiche 50-153,82/12/03,0212070327 


—0212070330 Affidavit of JM Tyler re Ml State Po 1 1 c e, Emergenc y Mgt Div, 
training activities including radiological emergency 
planning 6 state b local official training 

TYLER, J M Consumers Power Co TYLER, J M Michigan, State of 
82/12/02 25pp 16337 234 24X Fiche 50-155,02/12/03,0212070327 


— 0212070337 Affidavit of E Muma re training of bus drivers for 
Charlevoix Public School District 6 program being developed 
for training & qualifying personnel of other support groups 
needed during radiological emergency 

MUMA, E Consumers Power Co MUMA, E Ch ar 1 evo 1 x , MI 82/12/01 
?pp 16337 262 24X Fiche 50-155,02/12/03.0212070327 


— 0212070340 Affidavit of WW Miller re annual training of support hosp 
emergency room staffs 6 ambulance crews around plant 
MILLER, WU Consumers Power Co 02/12/01 4pp 16337371 24X 

Fiche 50-155,02/12/03,8212070327 


— 0212070345 Affidavit of GT Lasater showing adequate t current list of 
inval ids, senior citiiens 4 others needing transportation, 
assistance in emergency planning lone is being maintained & 
plan for evacuation is in place 

LASATER, 0 T Consumers Power Co LASATER, G T Char 1 evoi x , MI 
82/12/01 20pp 16337 275 24X Fi-che 50-1 55, B27 J 2/03, 021 2070327 


■0212070349 Affidavit of A Baworski re number 6 ava liability of 
Charlevoix County Public Transit Sys buses for invalid 
evacuation from 5-mile emergency planning ions 
SAUORSKI , A Consumers Power Co 8AW0RSK I, A Char 1 evoi x, M I 
02/12/01 4pp 16337 275 24X Fiche 50-155,02/12/03,0212070327 


— 0212070352 Motion for extension to respond to portions of ABLB 821021 
order r* Contentions 9(4) L 90) Certificate of Svc encl 
GALLO, J i COPELAND, 9 G Consumers Power Co GALLO, J Isham, 
Lincoln b Beale 82/12/03 Atomic Safety and Licensing Board 
Panel 7pp 16337,299 24X Fiche 50-15 3.02/12/03,0212070327 


8212000315 Memorandum 6 order denying util B21124 motion for stay of 
effectiveness of ABLB 021029 order Extension of time to 
comply u/order granted Util filing due within 60 days of 
issuance of AELAB decision on util exceptions to order 
BLOCH, P B , PARIS, 0 H * 8H0N, F J Atomic Safety and Licensing Board 
Panel 02/12/07 Consumers Power Co 3pp 16353 347 24X 

Fiche 50-155,02/12/07,0212080315 


0212160223 Forwards application for subpoena directing HR Denton to 
appear for deposition 

GALLO, J Isham, Lincoln U Beale GALLO, J Consumers Power Co 
02/12/13 BLOCH, P B , PARIS, 0 H , 8H0M, F J Atomic Safety and 
Licensing Board Panel Ip 16446 000 24X Fiche 50-155,02/12/13, 

0212160223 


— 0212160227 Application for subpoena directing HR Denton to appear for 
deposition on 021230 in Wash ington, DC re Denton 020728 memo 
to ASLB Draft subpoena & Certificate of Bvc encl 
GALLO, J Consumers Power Co 02/12/13 Atomic Safety and 
Licensing Board Panel 1 lp p 16446 009 24X 

Fiche 50-155,02/12/13,0212160223 
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0212160509 Meir OTandum k order denying util 821213 application for 
'subpoena of HR Denton w/o prejudice ASLB lacks jurisdiction 
to reopen record on issue pending before A5LAB 

BLOCH. P B . P AR IS, □ H . SHON, F J Atomic Safety and Licensing BoaTd 
Panel 02/12/L4 Consuners Power Co 2pp 16442 120 24X 

Fiche 50-155. 92/12/14,8212160509 


9212210258 Brief in support of eiceptluns filed to ASLB 821203 order 
granting immediate appeal from 821029 partial initial 
decision on neutron multiplication factor O'Neill Contention 
III 8-2 should be dismissed ll/C er 1 1 f i ca t e of Svc 

GALLO. J . THORNTON/ P Consumers Power Co GALLO. J Isham, Lincoln 

& Beale 82/12/16 Atomic Safety and Licensing Board Panel 

30pp 164 83 269 34X Fiche 50-155,02/12/16/0212210258 


0212-210011 Advises of NRC/app 1 lc ant agreement re NRC witness 
depositions Witnesses WL Brooks U OB Fieno will be available 
for depositions on B21229 in flethesda.MD 

GODDARD, R J Hearing Branch 3 02/12/17 BLOCH. P B . SHON, F J . 

PARIS. 0 H Atonic Safety and Licensing Board Panel 2pp 
16490 146 24X Fiche 30-155.82/12/17.82122 10011 


8212210265 Further response to ASLD 820914 order re Subc o ntent i an 944) 
on evacuation of school children U Sub conte nfcson 915) on 
list -of invalids Sufficient measures being taken to maintain 
current list of invalids 6 senior citliens 

GALLO, J , COP ELAND i V G Consumers Power Co GALLO. J Isham, 
Lincoln U Beale 82/12/17 I2pp 16497 045 24k 

Fiche 50-155. 02/12/17. 821221 028 5 


— B2I22102B9 Affidavit of Vfl! Qlaeh explaining evacuation procedure* 8. 
rout** for school children 

OLACH, V R Consumers Power Co OLACH, V R Char 1 evo i s. M I 
82/12/L5 1 5pp 16497 057 24X Fiche 50-155, 82/ 12/ 1 7. 82 1 221 G2B5 


— 8212210292 Affidavit of OT Lasater re results of recent updating of 
list of invalids *e senior citliens to be evacuated during 
emergency 

LASATER, O T Consumer* Power Co LASATER. 0 T Char 1 evoi i . MI 
82/12/16 9pp 16497 072 24k Fiche 50-1 55. 82/12/ I 7. B2I 2210285 


— 02 i 221 0296 Affidavit of P Hooper re District Health Dept 3 cooperation 
u/Char levo j t County Sheriff to identify persons w/special 
car* needs who would need assistance to evacuate Certificate 
of Svc end 

HOOPER, F Consumers Power Co HOOPER, F Char 1 evoi i , MI 
82/12/16 Qpp 16497 031 24X Fiche 50-155* 62/12/1 7, G2J22I0285 


0f*l 2280292 Motion for protective order re deposition of H Denton on, 
criticality issue Deposition must be delayed until all 
parties ava liable, since lntervenors have not received 
reasonable notice of deposition Certificate of Svc end 
0EHJ1EL, H Ch rista-Mar la SEKH&L. H Antioch School of Law, 
Washington. DC 82/12/23 Atomic Safety and Licensing Board 
Panel 5pp 16561 356 24k Fiche 50-555. 82/12/23, 82 122B0292 


8212300015 Memorandum U order denying Sunflower Alliance 821223 (notion 
for protective order re HR Denton deposition Hatter beyond 
A5LB jurisdiction 

BLOCH. P 0 Atomic Safety and Licensing Board Panel 82/12/27 
Sunflower Alliance Sp 16593 303 24* Fiche 50-155.82/12/27, 

□212300015 


92)2300176 Advises that NRC util make witnesses available for 
depositions on 830110, due to intervenor counsel inability to 
attend depositions originally scheduled for 821229 
GODDARD, R -J Hearing Branch □ 82/12/2 9 BLOCH, P B . SHON, F J . 

PARIS, □ H Atomic Safety and Licensing Board Panel ip 16593 106 
24 X Ftche 50-155,82/12/29,8212300176 


P Operating license stage documents 6 correspondence 


G2I2MOOQI Ad d 1 response to FOIA request for five categories of 
documents re SEP Forwards documents listed in App A No 
document* located sufrj to I tern 3 of request Review of 
regaining documents continuing Documents available in. PDR 
FELTON, J H Division of Rules and Records 02/11/03 GALLO. J 
□212T4Q001 C ° 1 ^ 2#> * 16433 354 24X Fiche 50-000,02/11/03, 


—7908090435 Forwards individual plant tuniariis re seismic capability 
t recommended interim actions Older SEP plants have less 
inherent margins to uith*tand lateral dynamic loads 
DAVIS, D K Systematic Evaluation Program Branch (Prr 79J03O) 
79/06/18 VOLLMER, R H Assistant Director for Systematic 
Evaluation Program fPre 7910301 5pp 16434 321 24X 

Fiche 50-0 0 0, 02/ 1 t /03, 62 f 21 4000 1 


— 6203310670 Forwards SEP seismic completion plan to perform review 
parallel u/license efforts to complete SEP Topic III-6. 
seismic design c ons l d era t i ons , f or Group II plants 
HERMANN, R Systematic Evaluation Program Branch 82/03/00 
RUSSELL, W T Systematic Evaluation Program Branch 5pp 
16434 276 24X Fiche 50-000, 82/t i /03, 0212140001 


*-9204010021 Forwards evaluation for SEP Topic VI-4, "Co nta l nme nt 
Isolation Sy* " Outstanding items include insufficient 
isolation provisions in test, vent 6 drain lines & no 
isolation ot leak detection provisions on ECCS subsystem 
fiPEIS, T P Assistant Director for Reactor Safety 02/03/24 
LAIUAS, G Assistant Director for Safety Assessment 34pp 
[6434 329 24X Fiche 50-000.62/11/03,8212140001 


— 0207203474 Discusses problems w/comp l ation of SER Topic 1 1 1-6 re 
seismic design considerations by 820930 Actions required to 
attempt to meet schedule listed 

HERRING, K S Systematic Evaluation Program Branch 82/07/12 

RUSSELL, W T Systematic Evaluation Program Branch 3pp 

16434 326 24X Fiche 50-000,82/11/03,6212140001 


— 0212140149 Discusses SEP site-specific spectra project Project in filial 
stage* Comments from Peer Review Group 6 all other comments 
should be received by 791130 Listing of references re 
sit*— specific spectra (SEP Topic HI-6) end 

LEVIN, H A Systematic Evaluation Program Branch 79/11/13 
EfSENHUT, D G Division of Operating Reactors 4pp 16436 300 
24X Fiche 50-000, B2/ 11/03. 821 2 14000 J 


0212030137 Forwards evaluation of SEP Topic J1I-1, "Classification of 
Structure s. Components 6 Sys (Seismic t> Quality) " Ini-o re 
fracture toughness, fu 1 1 radiography requirements, va lve s & 
pipe cyclic loads an p i p i ng /f a fc i gue analysis provided 

TONER, K A Consumers Power Co 82/11/23 CRUTCHFIELD, D Oporatmq 
Reactors Branch 5 58pp 16306 041 24X Fiche 50-1 55. B2/ U /23 , 

G2 12030 l 37 


0PI2Q2O259 Forward* safety evaluation of SEP Topic VI — 1, "Organic Hat)* 
& P&s t-Ac c id e nt Chemistry," based Dn licensee 8203S6 safety 
assessment rept Facility fails to meet current licensing 
cr i tena 

CRUTCHFIELD, D Operating Reactors Branch 5 82/11/24 

VAN DEHALL E, D J Consumers Pouer Co 8pp 16279 339 24X 

Fiche 50-153, 82/11/24,0212020255 


8212020266 Forwards final evaluation of SEP Topic III-4 A, ''Tornado 
Missile* " Sy s i components Inadequately protected fran> 
tornado missiles Evaluation will be basic input to 
integrated safety assessment 

CRUTCHF (ELD, D Operating Reactors Branch 5 82/11/29 

VANDEWALLE, D J Consumer* Power Co 20pp 162B8 330 24X 

Fichr 50-155. 82/11/29, 8212020266 


8212020332 Forwards evaluation of SEP Topic II 1-4 B. "Turbine 
Missiles " Turbine protection sys mod should be considered 
during integrated assessment Descriptions of tys need 
r lar i f ication 

CRUTCHFIELD, D Operating Reactors Branch 5 82/11/29 

VANDEWALLE, D J Consumer s Power Co I9pp 16279 212 24X 

Fiche 50-153. 82/1 1/29, 8212020332 


8.21 2020095 "Review of Big Rock Point Plant Request for Deferral of 
TMI Action Items Considered Nonessential," interim rept 
PDLASKI.J p , SULLIVAN.W H , GENTILLON, C D EGfeG, Inc FIN A-6442 
8212020095 82/11/30 CHOW, E Division of Safety Technology 

60pp 16309 080 24X Fiche 30-155,82/11/30,8212020095 


0212230322 Responds to comments on SEP Topics VI-2 D, "Mass U Enerqu 
Release for Possible Pipe Breaks Inside Containment" 

VI-3 "Containment Pressure fc Heat Removal Capability ” 

CRUTCHFIELD, D Operating Reactors Branch 5 02/11/30 

VANDEWALLE.D J Consumer* Power Ca 16pp 16507 293 24X 

Fiche 50-155, 82/11/30, B2 12230322 


0212070299 Forwards revised draft evaluation of SEP Topic JII-3 A, 
"Effects of High Water Levels on Structure* 11 Containment L 
turbine bldgs, core spray room U stack adequately designed to 
withstand effect* of design basis flooding level 
CRUTCHFl ELD, D Operating Reactors Branch 5 82/12/02 

VAMDEWALLE, D J Consumers Power Co app 16339 116 24X 

Fiche 50-155, 82/12/02, 8212070299 


0212O7OI17 Notification of 821216 meeting w/util in BethesdaiMD to 
discus* statu* of seismic evaluation under SEP 

EHCK/R Operating Reactor* Branch 5 82/12/08 CRUTCHFIELD, D 

Operating Reactor* Branch 5 4pp 16357 268 24X 

Fiche 50-155,82/12/08 , 0212090117 
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Gr'19 1 5C03Q Forwards Containment Sys Branch final evaluation of SEP 
1 op i c VI -4 "Containment Isolation Sys " Isolation valves 
mould be more appr opr iate ly located between containment & 
high pressure HX 

CRUTCHFIELD. D Operating Reactors Branch 5 82/12/09 

VANDEWALLE. D J Consumers Power Co 47pp 16421 276 24X 

Fiche 50-155,02/12/09,0212150030 


□212230354 Forwards technical evaluation rep t of SEP Topic 111 2. "Wind 
& Tornado Loadings, Big Rock Point Nuclear Plant " 

CRUTCHF I ELD. D Operating Reactors Branch 5 NRC-03-79-1 18 

82/ 1 2/09 YANDEWALLE, 0 Consumers Power Co 14pp 16511 266 24X 

flche 50-155. 82/12/09, 0212230354 


— B 209230377 "Wind it Tornado Load ings, CPC, Big Rock Point Nuclear Plant." 
technical evaluation rept 

BARRETT, D J , AGARWAL, R Franklin Inst 1 1 ute/Frank 1 in Research 
Center TER-C5257-405 02/09/21 PERSlNKO,D NftC -No Detailed 

Affiliation Given 98pp 1651 1 200 24X Fiche 50-153.02/12/09. 

02 S 2230354 


□212170032 Submits response to NRC final SER on SEP Topic I1I-4 B, 
‘'Turbine Missiles " GE probabilistic analyses show very low 
probability of turbine sys failure even at runaway speeds 
SEP topic complete 

TONER, K A Consumers Power Co 02/12/13 CRUTCHFIELD, D Operating 
Reactors Branch 5 2pp 16450 352 24X Fiche 50-155.02/12/ 13. 

0212170082 


G212220209 Forwards revised final safety evaluation on SEP Topics 
V~ll A, "Requirement* for Isolation of High & Low Pressure 
Bys" & V- 1 1 B, "RHR Interlock Requirements " 

CRUTCHFIELD, D Operating Reactors Branch 5 02/12/15 

VANDEWALLE, D J Consumers Power Co 6pp 16503 004 24X 

Tiche 50-153,82/12/15,9212220209 


□212220429 Forwards revised SER on SEP Topic VII-3, "Sys Required hoi 
Safe Shutdown " Design acceptable pending decision oh Reg 
Guide 1 97. Revision 3 back# it 

CRUTCHFIELD. D Operating Reactors Branch 5 82/12/17 

VANDEWALLE. D J Consumers Power Co 5pp 16503 302 24X 

Tiche 50-155.02/12/17,0212220429 


□212230342 Application to amend License DPR-6, revisi ng Tech Specs to 
replace min critical heat flux ratio w/mi n critical power 
ratio Tech Spec change request necessary to increase thermal 
paiier level Class III fee one 1 

VANDEvfALLE, D J Consumers Powet Co 02/12/20 CRUTCHFIELD. D 
Operating Reactors Branch 5 6pp 16505 105 24X 

fiche 50-155,02/12/20,8212230342 


— 8212230343 Proposed Tech Spec replacing min critical heat flux ratio 
w/njn critical power ratio 

* Consumers Power Co 02/12/20 2pp 16505 191 24X 

Fiche SO- 155. 02/12/20. 8212230342 


0212200103 Forwards application to amend License DPR-6, chang log Tech 
□pe-c* to clarify existing requ i rement s, to bring facility 
into closer agreement w/Midland Tech Specs L to achieve 
closer conformance w/STS 

VANOEWALLE, 0 J Consumers Power Co 02/12/20 CRUTCHFIELD, D 
Operating Reactors Branch 5 2pp 16564 197 24X 

Fiche 50-155,82/12/20,8212280103 


--02122BO1O7 Application to amend License DPR -6, c hang i ng Tech Specs to 
clarify existing requirements, to bring facility into closer 
agreement w/Midland Tech Specs %< to achieve closer 
conformance w/STS 

DEWITT, R 0 Consumers Power Co 02/12/17 4pp 16564 199 24X 

Fiche 50-155,82/12/20,8212200103 


— 0212200113 Proposed changes to Tech Specs to clarify existing 
rrqu ir ement s, to bring facility into closer agreement w/ 
Midland Tech Specs & to achieve closer conformance w/8TS 
* Consumer* Power Co 82/12/17 16pp 16564 203 24X 

Fiche 50-155, 02/ 1 2/20, 0212200 1 03 


□212290267 Forwards Amend 95 to License DPR-6, safety evaluation «< 
notice of Issuance It availability Amend changes Tech Specs 
by replacing shift technical advisor w/on-call technical 
h dvtior 

CRUTCHFIELD, D Operating Reactors Branch 5 02/12/22 

VANDEWALUE, D J Consumers Power Co 3pp 16501 048 24X 

Fiche 50-155,82/12/22,8212290267 


■02J 2290270 Amend 55 to License DPR-6, chang i ng Tech Specs by replacing 
shift technical advisor w/qn-call technical advisor 
CRUTCHFIELD, D Operating Reactors Branch 5 82/12/22 5p p 

16381 051 24 X Fiche 50-155.82/12/22,0212290267 


— 0212290274 Safety evaluation supporting Amend S3 to License DPR-6 

» Office of Nuclear Reactor Regulation, Director 02/12/22 3pp 
16591 036 24X Fiche 50-155,82/12/22,8212290267 


--02I229O279 Notice of issuance t> availability of Amend 55 to 
License DPR-6 

CRUTCHFIELD, D Operating Reactors Branch 5 02/12/22 2pp 

16501 059 24X Fiche 50-155,82/12/22,0212290267 


0212300330 Provides explanation of start date for new inservi.ee testing 
interval V submittal date for revised inservxce testing 
program, per 821209 conference telcon Revised inservice 
testing program expected in early Jan 1983 
CRUTCHFIELD, D Operating Reactors Branch 5 82/12/22 

VANDEWALLE. D J Consumers Power Co 4pp 16594 234 24X 

Fiche 50-155,02/12/22,8212300330 


0212170149 "1902 Evaluation of Dig Rock Point Nuclear Plant, CPC 
* Institute of Nuclear Power Operations 82/12/31 37pp 
16430 229 24X Fiche 50-155,02/12/31,8212170149 


G Inspection reports, IE Bulletins k correspondence 


8P0B19024O IE Bulletin 02-03, Revl * ion 1, "Stress Cracking in Thick- 
Wall , Larg e-Di ame ter . Sta i n 1 ess Steel , Rec ire u la turn Sys Piping 
at BWR Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York,- Inc 

1 i 2p p 16462 163 24X Fiche 50 - 000 , 02/10 /2Q, 0208 190240 


0208190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 h Model 002 Thermoluminescent Dosimeters " Svc iLst 
enc 1 

COBB.L I Division of Fuel Facilities, Materials & Safeguards 
82/11/09 Consolidated Edison Co of New York, Inc I iOpp 

16372 142 24X Fiche 50-000, 02/ 1 1/05, B208 1 90245 


0208190251 IE Info Notice 02-44. "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering U Quality Assurance 82/11/18 
Consolidated Edison Co of New York. Inc I09pp 16411 19? J4 X 
riche 50-000, 02/ll/ia, 820Q190251 


021 20B0S09 Forwards IE Insp Rcpt 50-155/02-17 on B2O911-1022 tc notice 
of violation 

9PES9ARD, R L Division of Project 8, Resident Programs 82/11/22 
DEWITT, R B Consumers Power Co 2p p 16392 072 24X 

fiche 50-159,02/11/22,8212000509 


*021200051 5 Notice of violation from Insp on 820911-1022 

SPE5SARD. R L Division of Project It Resident Programs 02/11/P2 
2pp 16352 074 24X Fiche 50-155,82/1 1/22,8212000509 


—0212080522 IE Insp Rept 50-155/02-17 on 820911-1022 None ump 1 1 a tic 0 
noted four control copy vols of facility prints containing 
di screpanc 1 es in changes issued 

WRIGHT, 0 C , PARKER, N E , DQYD. D C Division of Project b Resident 
Programs B2/J1/19 7pp 16352 076 24X Fiche 50- J S9, 02 / 1 i /22, 

021200050? 


021 203001 9 Forwards "Seismic Capacities of Masonry Walls at dig Rock 
Point Nuclear Generating Plant" per SEP Topic J 1 1 -A, i n 
response to NRC 020920 request for addl Info on IE Bulletin 
00-ili "Masonry Wall Design " Detailed response* discussed 
BGRDINE, T C Consumers Power Co 85/11/24 CRUTCHFIELD, D 
Operating Reactor* Branch 5 IQpp 16304 338 24X 

Ticht 50-155, 02/11/24, B2 1203001 9 


— 0212030025 "Seismic Capacities of Masonry Wall* at Big Rock Point 
Nuclear Generating Plant " 

WESLEY. D A , BANON, H Structural Mechanics Associate* SNA 

13703 02 02/00/31 6Spp 16304 349 24X Fiche 50-195,82/11/34, 

821203001? 


0200190256 IE Info Notice 92-46, "Defective Obsolete Combination 
Padlock* " 0vc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 065 24X Fiche SO-OOO, aa/i 1/26, B2031 90256 


0200190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list encl 

COBB, L I Division of Fuel Facilities, Materials it Safeguards, 
02/11/30 Consolidated Edison Co of New York, Tnc 3S6pp 
16387 028 24X Fiche 50-000,82/11/30,8208190257 


0200190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies Svc list encl 
DEYOUNG, R C Director's Office, Office oP Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

113pp 16411 317 24X Fiche 90-000,02/12/03,0208190299 
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02091 9036 i JE Info Notice 82-4S, ''Failure* of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN. E L Division of Engineering & Quality Assurance 02/12/03 
Const) i i dated Edison Co of Nei4 York. Inc 1 lOpp 16462 064 24X 

Fiche 30 - 000 . 02/12/03, S20G 190261 


B2 1 2090337 Forward* IE Safeguards Insp Rept S0-155/B2-18 on 821025-29 
No none onp 1 1 a nc e noted 

MILLER. J R Division of Engineering L Technical Program* 02/12/03 
DEWITTjR B Consumers Power CO 2pp 16364 349 24X 

Fiche 50-155.62/12/03,0212090307 


— 0212090396 IE Safeguards Insp Rapt 50-155/02-10 on 321025-29 No 
neficomp 1 lance noted Major area* inspected security plan fc 
Implementing p rocedor es , act es s controls it previous it*ms of 
noncanp l i ancB Details withheld <r*f I0CFR73 21) 

CKRISTCFFER.O , BELANGER. J L - CREED. J R Region 3. Office of 
Director 82/12/02 lp 1&364 351 24X Fiche 50-155,82/12/03. 

8212090387 


82 1 21 701 48 Forwards IE Insp Rapt 50-155/82-13 on 820016-19 U notice 
of violation 

LITTLE, WS Division of Engineering L Technical Programs 82/12/03 
DEWITT. R B Consumers Pou/er C« 2pp 16450 276 24X 

Fiche 50-155,82/12/03.0212170140 


— 0212170154 Notice of violation from insp on 820016-19 

LITTLE, W S Division of Engineering A Technical Programs 
B2/12/03 2pp 16450 270 24X Fiche 50-155. 82/12/03, 0212170140 


— 02(2170162 IE f nsp t Rapt 50-155/02-13 on 020816-19 None omp 1 i ance noted 
surveillance test for ventilation fire dsdpers or emergency 
lighting units not performed & failure to adhere to 
adm n l strat i ve procedures 

RAMSEY'. C , ‘ULlE, J , UILL1AJ1S. C C Region 3. Office of Director 
82/11/22 l&pp 16450 280 24X Fiche 50~1 55, 02/ 12/03, B2 1 21 70 1 40 


0212170145 Ack Tecetpt of 021201 Ifcr informing NRC of step* taken to 
correct violations noted in IE Insp Rept 50-155/02-09 
NORELIUS.C E Division of Engineering t Technical Programs 
02/12/10 DEWITT, R B Consumers Rawer Co ip 16450 266 24K 

Fiche 50-155, 82/12/10. B2I2170145 


— 8212)70550 Responds to NftC 820717 ltr re violations noted in IE Insp 
Rept 50-155/82-09 Corrective actions nuclear operations 
issued ltr requiring alt evaluations be performed within 3D 
day* or issuance of corrective action document 
VANDEUALIE. D J Consumers Ppw«r CO 02/12/01 KEFPLER, J G 
Region 3' Office of Director 4pp 16450 267 24X 

Fiche 50-153, 02/12/10- 8212170145 


8200190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
rt»r it Gas Monitoring 11 Svc list end 

DGYCUKG.R C Director's Office- Office of Inspection and 
Enforcement 92/12/16 Consol i dated Edison Co of New York;, Inc 

1 27 pp 16*28 191 24X Fiche 50-000,82/12/16,8208170267 


8212200131 Forwards "Seismic Evaluation of Sg f < t y -Re 1 * t ed Electrical 
Equipment: at Rig Rack Point Nuclear Plant." in response to 
IE Info Notice 80-21 re anchorage fe support of 
saf ety-related ilectncal equipment 

30RDINE.T C Consumer* Power Co 82/12/16 CRUTCHFIELD. D 
Operating Reactor* Branch 5 7pp 16563 144 24X 

Fiche 50-153,82/12/16,8212280131 


-8212280134 "Seismic Evaluation of Safety-Related Electrical Equipment 
at Big Rock Point Nuclear Plant " 

* URS Carp UR8/JAC 8051 82/07/31 32pp 16563 151 24X 

Fiche 50-153.82/12/16, Q2l220OI3i 


0208 1 9 0260 TE Info Notice 82-50. "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 ”■ Svc list end 

JORDAN, E L Division of Engineering *< Quality Assurance 82/12/20 
Consolidated Edison Co of New York. Inc 108pp 16423 293 24X 

Fiche 50-000, 02/12/20, 6208190268 


ft Periodic operating report* L related correspondence 


□212300332 Forwards monthly operating rept for Oct 1902 

HOFFMAN, P P Consumer* Power Co 02/11/03 Director's Office, 

Office of Inspection and Enforcement lp. 16594 005 24X 

Fiche 50-1 55, 82/11/03, 821 2300332 


— 02 1 230034 1 Monthly operating rapt for Oct 1982 

AMSTUTZ.S R Consumer* Roue/ Co 82/11/03 4pp 16574 006 S 4X 

Fiche. 5G-15S, 82/1 1 /03, 8212300332 


8 Reportable occurrence*, LERs i< related correspondence 


021 20301 1 4 PND- 1 1 1-02-120 chemistry lab sink drain discovered routed to 
plant sewerage *ys (onsite septic tank & leach field) 
initead radwaste sys Sludge from septic tank dumped m 
municipal sanitary sewerage *y* Drain capped 

LOVENDALE. P C , OKEGER, L R Region 3, Office of Director 02/11/26 
2pp 16306 101 24 X Fiche 50-155.32/11/26,8212030114 


8212100304 Forward* LER 02-O3O/O3L-O 

DORDINE, T C Consumers Power Co 82/12/02 KEPPLER, J G Region 3, 
Office of Director lp 16376 276 24X Fiche 50-155,82/12/02, 

0212100304 


— 021210030? LER 82-030/03L-0 on 021 105, aud i b 1 e alarm unit for fire 
detection equipment in zones 1 £ 2 of electrical equipment 
room found inoperative Caused by loose wiring at panel 
termination on Pyrotromcs Model FI U-6 Wire reconnected 
* Consumers power Co 82/12/02 Region 3, Office of Director 
lp 16376 277 24X Fiche 50-155,82/12/02,0212100304 


DOCKET 50-156 UNI V OF WISCONSIN RESEARCH REACTOR 


S Reportable occurrence*, LER* if related correspondence 


8212140175 RO during wk of 321 120, proper operation of intrusion alarm 
within interval specified m physical security plan not 
verified Caused hy employee oversight Alarm immediately 
c heck ed 

CASHWELL.R J Wisconsin. Umv of, Madison 82/12/03 Division 

of Licensing tp 16409 337 24X Fiche 50-156, 82/12/00, 821 2140175 


DOCKET 50-157 CORNELL UNIV RESEARCH REACTOR 


R Periodic operating report* 4, related corre *pondenc e 


8^12140232 Forward* annual operating r b p 1 6 for License* R-00 A R-B9 
for two yrs ending 820630 

ADERHOLD.H C Cornell Umv 02/12/06 Region 1, Office of 
Director Ip 16409 001 24X Fiche 50-097.02/12/06,8212)40232 


— 8212140238 Annual operating rept* for Licenses R-80 6 R-09 for two yrs 
ending 820630 

A£)ERHDLD,H C Cornell Umv 02/12/06 Region 1. Office of 

Director 3p p 16409 002 24X Fiche 50-097, 02/ J2/06- 8212 J 40232 


0212140469 Forwards "Annual Operating Rept*" for period ending June 
1981 6 June 1982 W/o end* 

ADERHOLO, H C Cornell Umv 82/12/06 Director'* Office, Uffic* 
of Inspection and Enforcement lp 16404 012 24X 

Fiche 50-097, 02/12/06. 6212140469 


0212140146 "Annual Operating Rept.Jul 1900-June )90l " 

ADERHOLD.HC Cornell Univ 02/12/14 Region I, Office of 
Director 3p p 16400 173 24X Fiche 50-097, 82/ 1 2/ 1 4, 82121 4 01 46 


DOCKET 50-163 GENERAL ATOMIC CO 


J Insurance 6 indemnity information 


6212040142 Provide* response to 021013 request for clarification re 
Indemnity Agreement Q-9 it corporate name 

DENTON, H R Office of Nuclear Reactor Regulation. Director 
82/11/22 MOtVRY, W R GA Technologies, Inc /General Atomic Co lp 
16325 354 24X Fiche 50-089,02/11/22,8212060142 


p Operating license stage documents U correspondence 


0212060142 Provides response to 021013 request for clarification re 
Indemnity Agreement B-9 & corporate name 

DENTON, H fl Office of Nuclear Reactor Regulation, Director 
82/11/22 MOWRY.H R GA Technologies, Tne /General Atomic Co lp 
14325 354 24* Fiche 50-009,82/11/22,82)2060142 


DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER 


G Adjudicatory correspondence 


02)2030223 Notice of I Stillman 021210 notice of deposition in 
New York.NY re all issues upon which deponent has aided 
Citfiens for Nuclear Reactor Safety Certificate of Svc and 
BACHMANN, R G Hearing Branch I 02/12/01 3pp 16306 280 24X 

Fiche 50-170,82/12/01,8212030223 
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1 Hearing transcripts on n on-an t i trus t matters 


QP 1 2030 1 05 Corrected transcript of 821015 prehearing conference in 
Nethesda.MO P p 91-160 Supporting documentation enci 
if Atomic Safety and Licensing Board Panel 02/10/15 *?3pp 

1*303 101 24X Tiche 50- i 70, 82/ J 0/ 1 3 , 82t 2030105 


DOCKET 5O-J02 PURDUE UNIV RESEARCH REACTOR 


P Operating license stage documents & correspondence 


0212130238 Application to amend License R-07, c h ang l ng Tech Specs to 
bring surveillance intervals into agreement w/ANS 1 5 1 & 
revising min qua 1 1 f icat i ons for radiological control 
of f leer 

STANSBERRY, E R Purdue Univ 02/t2/O6 THOMAS, C 0 

Standardi lat 1 on & Special Projects Branch lp 16390 129 24X 

fiche 50-102,02/12/06,0212130230 


--B212130240 Proposed Tech Spec changes to bring surveillance intervals 
into agreement w/ANS 15 1 6 revise min qua 1 if teat ions for 
radiological control officer 

* Purdue Univ 62/12/06 6pp 16390 i 30 24X 

Fiche 50-102,02/12/06,0212130238 


DOCKET 50-104 NATIONAL BUREAU GF STANDARDS REACTOR 


0 Inspection reports, IE Bulletins *, correspondence 


0212290393 Ac k receipt of 021104 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Ropt 50-104/02-02 
STAROSTECK! , R Division of Project It Resident Programs 02/12/23 
CARTER, R S Commer c e , De p t of, National Bureau of Standards 2pp 
16506 292 24X Fiche 50-184,82/12/23,0212290393 


‘0212290402 Responds to NRC 021008 ltr re violations noted in IE tnsp 
Rept 50-104 '82-02 Corrective actions subj individual 
checked out on pneumatic facility V was on approved list of 
users 

CARTER, f? S Commerco, Dep t of, National Bureau of Standards 
02/11/04 STAROSTECKf , R Division of Project 6 Resident Programs 
2pp 16586 294 24X Fiche 50-194,82/12/23,0212290393 


S Reportable occurrences, LERs &t i elated correspondence 


0212210411 RO on 021 1 26, d ur i rig routine refueling opera tl ona, fuo 1 
element 345 fell to upper grid in transfer from core 
position D-l to D-7 Caused by operating difficulty in £-2 
transfer arm Clement removed JJ. seated 

CARfER,R S Commerce, Ddp t of 82/12/06 STARDSTECKI, R Division 
of Project & Resident Programs Ip 16493 057 24X 

fiche 50-104, 03/ 12/06, 02 1 22104 1 1 


DOCKET 53-106 UNIV OF MISSOURI RESEARCH REACTOR 


P Operating license stage documents S< correspondence 


02120S033I Application for amend to License R-103, incr eas ing inventory 
of irradiated fuel 

MCKIBBEN, J C , ALGER, D M Missouri, Univ of, Columbia 02/12/03 
Office of Nuclear Reactor Regulation, Director 2pp 16353 335 
24X Fiche 50-106,02/12/03,8212080331 


DOCKET 50-107 SPACE RADIATION RESEARCH REACTOR 


F Security, medical, emergency t< fire protection plans 


0212130291 Forwards IE Safeguards Insp Rept 50-187/02-02 on 021013-15 & 
notice of violation 

SPENCER, 0 S Division of Radiological Safety Safeguards Program 
02/11/24 CRANDALL, W Northrop COrp 2pp 16309251 24X 

Fiche 50-107, 02/U/24, 021213O29i 


— 0212130294 Notice of violation from insp on 021013-15 

WEMSLAWEKIiF A Division of Radiological Safety & Safeguards 
Program 02/11/24 Ip 16309 253 24X Fiche 50-107,02/11/24, 

0212130291 


—8212130298 IE Safeguards Insp Rept 50-187/82-02 on 821013-15 
Noncompliance noted annual calibr of area radiation 6 
continuous air monitors not performed from 1900-02 
CILLIB, M , UENBL4NBKI.F A , DOQK, H E, Division of Radiological 
Safety it Safeguards Program 82/11/23 1 4pp 16369 254 24X 

Fiche 50-107,02/11/24,8212130291 


G Inspection reports, IE Bulletins l correspondence 


8212130291 Forwards IE Safeguards Insp Rept 50-187/62-02 on 821013-15 ?, 
notice of violation 

SPENCER, 0 S Division of Radiological Safety & Safeguards Program 
82/11/24 CRANDALL, W Northrop Corp 2p p 1 63B9 251 24X 

Fiche 50-107,02/11/24,0212130291 


— 6212130294 Notice of violation from map on 021013-15 

WENSLAWBKI, F A Division of Radiological Safety L Safeguards 
Program 02/11/24 lp I63B9 253 24X Fiche 50-107,02/11/24, 

0212130291 


—8212130290 IE Safeguards Insp Rept 50-107/82-02 on 821013-15 
Noncomp 1 lance noted annual calibr of area radiation L 
continuous air monitors not performed from 1900-82 
CILLIS, M , UENSLAWSK1.F A , BOOK, W E Division of Radiological 
Safety Safeguards Program 82/11/23 I4pp 16389 254 24X 

Fiche 90-107,02/11/24,0212130291 


R Periodic operating reports it related c orr e epo-n d enc e 


8212080194 Forwards "Natural Environ Radioactivity Survey for Period of 
Sept 190 i-Aug 1962 " 

CRANDALL, U E Northrop Corp 92/10/29 Director's Office, Office 

of Inspection and Enforcement lp 16354 043 24X 

Fiche 50-187,92/10/29,0212080194 


— 8212000200 "Natural Environ Radioactivity Survey for Period of SBpt 
1981-Aug 1902 " 

AVANT, D , COZENS, 0 , WOODS, J Northrop Carp 02/10/29 9pp 
16354 046 24 X Fiche 50-107,02/10/29,8212000194 


DOCKET 50-193 RHODE ISLAND U PROVIDENCE PLANTATIONS AEC 


G Inspection reports, IE Bulletins & correspondence 


B21229O40B Forwards IE Insp Rept 50-193/02-02 on 82110B-0? & notice af 
violation 

STAROSTECKI, R Division of Project it Resident Programs 02/13/13 
DIMEGLIO, A F Rhode Island, State of 2pp 16SB3265 24X 

Fiche 50-193, 82/12/15, 0212290480 


0212290490 Notice of violation from insp on 031108-07 

# Division of Project it Resident Programs 02/12/15 lp 
16593 367 34X Fiche 50-193,02/12/15,0212290480 


— 8212290492 IE Insp Rept 30-193/02-02 on B2| 108-09 Noncomp 1 iance noted 
failure to have monitoring sys t emergency procedures for 
criticality accident 

KINNEY, W W , KEIMIG, R R Division of Project U Resident Programs 
02/12/13 5pp 16303 260 24X Fl c h e 30- 1 93, 02/ 12/1 5, B21229O4B0 


DOCKET 50-201 WEST VALLEY REPROCESSING PLANT 


P Operating license stage documents & correspondence 


QP12130430 Trip rept of 020013 site visit re completion of work 
involved in Investigating physical character i sties of 
Rockwell waste tanks Addl time it funding noe-ded to complete 
work Review of draft final rept would not affect schedule 
CLARK, A T Advanced ruel & Spent Fuel Licensing Branch 02/06/ IB 

ROUSE, L C Advanced Fuel & Spent Fuel Llcansmg Branch Ip 

16413 003 24X riche 50-201,02/06/10,0312130430 


DOCKET 50-206 8 AN ONOFRE NUCLEAR STATION, UNIT I 


F Security, medical, emergency V fire protection plans 


0212070002 Notifies that SEP Topic IX-6, "Fire Protection,'* completed 
Request for exemption from implementation schedule under 
review 

PAULSON, W Operating Reactors Branch 5 82/12/02 DIETCH, R 

Southern California Edison Co 2pp 16327 235 24X 

Fiche 50-206,02/12/02,0212070002 


0212090532 Forwards IE Safeguards Insp Rcpts 90-206/62-29 6 
50-361/62-29 on G21031-I10S U notice of violation Notice 
of violation $ insp rept withheld iref 10CFR2 790) 

NORDERHAUQ, L R Division of Radiological Safety t Safeguards 
Program 82/12/06 PAPAY, L T Southern California Edison Co 2pp 
16346 106 24 X Fiche 90-206, B2/ 12/06, 0212070532 
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9212140151 Responds to 921203 tclcon request & documents 821122 & 23 
conversations re emergency response facilities Facility 
declared operational on 82J001 

BASK I Mi K P Southern California Edison Co 62/12/07 

CRUTCHFIELD. D Operating Reactors Branch 5 2pp 16408 16? 24X 

Fit he 30-206, 02/1 2/07, B2 I 21401 S 1 


G21217O1S0 Informs of current revisions to schedules for availability 
of qu a 1 1 1 ica 1 1 on documentation for electrical equipment, 
updating 020702 6 0907 schedules 

KRlEOER.fi U Southern California Edison Ca 82/12/15 
CRUTCHFIELD, I> Operating Reactors Branch 5 2pp 16459 231 24X 

Fiche 50-206, 02/12/15,6212170158 


0212170164 Forwards "Conceptual Study of Remote Shutdown Panel 6 
Associated Circuits Evaluation re Ap p R, Section 111 0 3 & 

NRC Request for Info," supplementing 820630 response to 
Generic Ltr 81-12, dtd 010220 

BASK 1 <1, K P Southern California Edison Co 62/12/15 

CRUTCHFIELD, D Operating Reactors Branch 5 2pp 16459 233 24X 

Fiche- 50-206, 82/13 / 15, 82 1 2S 70 164 


— D212S70I6B "Conceptual Study of Remote Shutdown Panel 6 Associated 
Circuits Evaluation re App K, Section III G 3 NRC Request 
for Info ” 

* Southern California Edison Co * San Diego Gas 6 Electric Co 
82/12/31 71 pp 1645? 235 24X Fichu 50-206,32/12/15,0212170164 


J Insurance 6 indemnity information 


9212270171 Forwards Endorsements 89 6 90 to NELIA Policy NF-146. 
Endorsements 77 - 7? to MAELU Policy MF-79» EndoT s emen t 35 to 
NELIA Policy NF-2B2, Endor « ement 1 to NELIA Binder EB-07 & 
Endorsement I to MAELU Binder X0-B7 

ftOCCO, J Southern California Edison Co B2/I2/20 DINITZ, 1 
Antitrust h Economic analysis Branch (Utility Finance) I9pp 
1 6538 347 24X Fiche- 50-206,02/12/20,82122 78171 


P Operating license stage documents 6 correspondence 


021214000-1 Add 1 response to FOIA request for five categories of 
documents re SEP Forwards documents listed in App A No 
documents located subj to Item □ of request Review off 
regaining documents continuing Documents available in PDR 
FELTON. J M Division of Rules and Records 82/11/03 GALLO, J 
1 sham, Lincoln 6 fleaU 2 P p 16433 354 24X Fiche 50-000,02/1 1/03, 

921214-0 001 


--7908I40421 Forwards* for review, summary U questions re seismic 
re-evaluation t* RCS mod 

HURRAY, R C Laurence Livermore Laboratory 79/00/03 LEVIN, H A 
Systematic Evaluation Program Branch (Pre 791030) 12pp 
16433 001 24X Fiche 50-000, 82/ 1 l /03, 021 2 1 4QQ01 


— ‘7912190426 Notifies of info required from applicant re independent 
confirmatory piping analysis 

BQSNAK, R J Mechanical Engineering Branch 79/12/06 
RUSENSrElN, L Light Water Reactors Branch 4 2pp 16435 014 
24 X Fiche 50-000, 82/1 1/03,8212140001 


-8001180235 Comments on evaluation of ground motion modelling study Any 
choice of design evaluation should be sufficiently flexible 
to allow for changes in spectrum 

REITER, L Geoscience* Branch 8D/OI/03 JACKSON, R E 
Geosciences Branch 3pp 16435 016 24X Fiche 50-000,02/11/03. 

8212140001 


— BO 02 1 3008 1 Discusses assessment impact of earthquake data upon facility 
modeling study, '‘Simu 1 a 1 1 en of Earthquake Ground Motion " 

Recommends that util provide program outline for assessing 
data impact upon califar of slip function 

VACKSDNrfi Geosciences Branch 00/01/21 CRUTCHFIELD, D 
Systematic Evaluation Program Branch 2p p 16435 01? 24X 

Fiche 50-000.02/11/03,0212140001 


— 8002270255 R e comm ends that util be asked to submit outline of proposed 
scope, schedule & evaluation criteria for seismic 
re-evaluation program by 000401 Justification for continued 
operation until plan completed should be submitted 
CRUTCHFIELD, D Systematic Evaluation Program Branch 80/02/05 

EI9ENHU T, D G Division of Operating Reactors 2pp 16434 256 

24X Fiche 50-000,82/11/03,8212140001 


— 8003310092 Suggests review of ousting high resolution senmic 
profiling to define possible Chr i stianx tos-Of Fshore 
Deformation Zone USQC to assist 

JACKSON, H E Geosciences Branch 00/03/10 KNIGHT J P 
Assistant Director for Engineering ip 16434 250 24 X 

Fiche 50-000, 02/ J »/03, 02J 2140001 


— 0005050726 "Vertical Spectra from 1979 Imperial Earthquake ° 

* Southern California Edison Co 00/03/31 24pp 16435 021 
24/ Fiche 50-000,02/11/03,8212140001 


— 8006090164 Forwards proposed outline for responding to JL Smith 
791114 petlton re seismic data Adequate basis may exist for 
denying petition provided steps are taken by licensee to 
develop more complete program 

CRUTCHFIELD, D Operating Reactors Branch 5 80/05/23 LAINAS.G 

Assistant Director for Safety Assessment KNIGHT, J Assistant 
Director for Components 8< Structures Engineering 5pp 16435 046 
24* Fiche 50-000,02/11/03,0212140001 


— 0OO6O9O78B Forwards five items re ground motion modelling for facility 
W/o ends 

REITER, L Geosciences Branch 00/04/14 SHERBURNE, H 
California, State of lp 16435 045 24X Fiche 50-000, 02 / i 1 

0212140001 


— S007 1001 14 Forwards NRC formal ques 1 1 on, req ues 1 1 ng that util perform 
evaluation of estimated earthquake ground motion for Unit 1 
based on deterministic modeling t ground motion for Units 
3 U 3, based upon empirical evaluation 

CARDONE, A T Geosciences Branch 00/06/11 DAVIS, J California 
State of Jp 16434 259 24X Fic he 50-000, 83/1 1/03, 82121 40001 


--8007230260 Forwards transcripts of 000520-21 meetings w/licensee re 
need for add 1 offshore seismic profiles U/o end 
CAR DONE, A T Geosciences Branch 00/06/04 AMIMOTO, P 
California, State or lp 16435 052 24X Fiche 50-000, 02 / 11 /03, 

8212140001 


—0009290433 Request for procurement NRR-78-1B4 to execute mod to 
"Simulation of Earthquake Ground Motions for San Onofre 
Nuclear Generating Station Unit 1 ” Contractor K Aki 
VOLLMER. R H Division of Engineering FIN B-6531 00/06/13 

5pp 16435 053 24X Fiche 30-000.02/11/03,8212140001 


— aOiOJ.50236 Request for procurement NRR-80-143 to award sole source 
contract to JE Luco for ‘Tollowon to Simulation of 
Earthquake Ground Motion for San Onofre Nuclear Generating 
Station " 

VOLLMER , R JH Division of Engineering F1NB-609B-O 80/08/04 

7pp 16435 057 24 X Fiche 50-000,82/11/03,0212140001 


—0010150242 Requests for procurement NRR-00-145 to award sole source 
contract to R Herrmann for "Followon to Simulation of 
Earthquake Ground Motions for San Onofre Nuclear Generating 
Station " 

VOLLMER, R H Division of Engineering FIN B-6Q90-O 00/08/04 

7p P 16435 063 24X Fiche 50-000,02/11/03,8212140001 


—8010150246 Request for procurement NRR-BO-144 to award sole souTce 
contract to K Aki for "FolJowon to Simulation of Earthquake 
Ground Motions for San Onofre Nuclear Generating Station 
VOLLMER, R H Division of Engineering FIN 0-6898-0 80/00/04 

7pp 16434 247 24X Fiche 50-000.82/11/03,0212140001 


— Q0X0I702Q3 Forwards Oiv of Engineering 800904 memo re seismic rept 
related to SEP review for transmittal to appropriate 
hearing boards 

EISENHUT, D G Division of Licensing 80/09/23 NOVAK, T 
Assistant Director for Operating Reactor* T6DESCO, R Division of 
Licensing lp 16435 078 24X Fiche 50-000, B2/i 1/03, 021 2 140001 


8010170207 Provides outline of rept, "Simulation of Earthquake Ground 
Motions for San Onofre Nuclear Generating Station, Unit 1, 

Suppl II T " Rept may be useful to hearing boards concerned 
ui/near-f i e I d earthquake motion 

VOLLMER, R H Division of Engineering 80/09/04 EISENHUT, D Q 
Division of Licensing Ip 16435 079 24X Fiche 50-000, 02/ i 1 /03. 

0212140001 


-8110190952 Provides addl info supporting conclusion that three northern 
columns of turbine bldg cannot be modified per 810920 ltr 
due to limitations created by adjacent structures 
BASKIN, K P Southern California Edison Co 81/10/06 
CRUTCHFIELD, D Operating Reactors Branch 3 3pp 16435 080 24X 

Fiche 50-000, 82/11/03, 8212140001 


8112110356 Discusses 811117,18 & 19 telcons w/licensee re need foi 
extensive mods to preliminary seismic design of spent fuel 
bldg submitted in June 1981 (ref SEP Topic IJI-6) Details Of 
new mods will be available after 020125 

RUSSELL, W T Systematic Evaluation Program Branch 01/11/20 
Systematic Evaluation Program Branch 2pp 16435 083 24 X 

Fiche 50-000, 82/11 /03, 0? 1 21 40001 


l \ 



DOCKETED ITEMS 


23 


— ©2033t0670 Forwards SEP seismic completion plan to perform review 
parallel u/license efforts to complete SEP Topic III-6, 
seismic design considerations) for Group II plants 
HERMANN, R Systematic Evaluation Propram Branch 02/03/08 
RU56ELL, W T Systematic. Evaluation Program Branch 5pp 
16434 276 24X Fiche 50-000, 02/ J 1 /03i 82 1 2i 40001 


--Q2 1 2S 40 1 49 Discusses SEP site-specific spectra project Project in final 
stages Comments from Peer Review Group It all other comments 
should be received by 791130 Listing of references re 
site-specific spectra < SEP Topic III-6) end 
LEVIN, H A Systematic Evaluation Program Branch 79/11/13 
EISENKUT, D G Division of Operating Reactors 4pp 16436 300 
24X Fiche 50-000,02/11/03,0212140001 


0212010047 Forwards pages omitted from June 1900 LLL technical 
evaluation re overpressure mitigation sys end in NRC 
021026 Itr 

PAULSON, U A Operating Reactors Branch 5 82/11/04 DIETCH, R 

Southern California Edison Co 14pp 16260 319 24X 

Fiche 50-206,02/11/04,8212010047 


8212020252 Discusses util response to 8EP Topic VIII-1 A# "Potential 
Equipment Failures Associated W/Degraded Grid Voltage " 

Topic complete for purposes of integrated assessment 
PAULSON. U Operating Reactors Branch 5 02/11/23 DIETCH, R 

Southern California Edison Co 2pp 16279 335 24X 

Fiche 50-206,82/11/23,8212020252 


0212020157 Responds to 821004 ltr providing addl comments supporting 
position that fee not applicable to 020625 application 
Fee position reassessed in light of addl info 
No fee due for c lar l f icat ion of Tech Specs 

MILLER, W 0 License Fee Management Branch 02/11/24 BABKIN, K P 
Southern California Edison Co lp 16308 207 24X 

Fiche 50-206,02/11/24,8212020157 


SJM2140366 Forwards marked-up draft of radiological ET8 annotated 
w/revieu comments from site visit Teleon suggested to 
discuss comments w/ut 1 1 . EG&G & NRC representative 

SERRANO, M EG&G, Inc 82/11/24 KR IEGER, R Southern California 
Edison Co 99pp 16401 044 24x Fiche 50-206, 02/1 1 /24, B2I2 140366 


£3c'120f0023 Forwards summary of resolution for items discussed at 
02 1 1 to meeting re SEP Topic III-6, "Seismic Design 
Considerations " Evaluations supporting NRC review also 
enc 1 

PAULSON, U Operating Reactors Branch 5 82/11/26 DIETCH, R 

Southern California Edison Co llpp 16260 139 24X 

Fiche 50-206, 82/1 1 / 26 , 0212010023 


B2102&0403 Submits detailed comments on structural review Of seismic 
re-evaluation Subcontractor rept submitted w/o critical 
review due to time constraints Uncertainty in soil structure 
Interaction & concrete tensile strength discussed 
NELSON, T A Lawrence Livermore Laboratory 02/10/15 HERMANN, R 

Systematic Evaluation Program Branch 7p p 16&60 151 24X 

Fiche 50-206,02/11/26,0212010023 


— 8212010036 "Review of Seismic Re-evaluation of Reactor Bldg fc Balance 
of Plant Structures of San Qnofre Nuclear Generating 
Station, Uni t i " 

TSAI , N C NCT Engineering, Inc 82/09/30 84pp 16260 135 24X 

Fiche 50-206, 82/1 1/26, 8212010023 


8212020250 Forwards comments re NRC 820914 evaluation of util response 
to SEP Topic IV-2, "Reactivity Control Sys " 

KR IEGER, R W Southern California Edison Co 82/11/30 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 16279 337 24X 

Fiche 50-206,02/11/30,0212020230 


021202-0293 Advises that return to power date delayed beyond B21 120 
Precise date cannot be established at present Return to 
power dependent on NRC approval of acceptability of util 
response to SEP Topic III-6, "Schedule for Seismic Mods " 

BASKIN, K P Southern California Edison Co 02/U/3O 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 16279 333 24X 

Fiche 50-206,02/11/30,8212020253 


8212060239 Sum-names status of open item* idintified at 820720-30 
meeting w/NRC re SEP Topic III-6 concerning seismic design 
re-e valuation » sgpp 1 ementing util 020826 l< 0915 responses 
RASKIN, K P Southern California Edison Co 82/11/30 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 16312 267 24X 

Fiche 50-206, 02/ 1 1 /30, 8212060239 


8212020307 Requests addl info re 8EP Topic 1 1 -4 F, "Settlement of 
Structures £ Burled Equipment" per 811102 safety assessment 
Response requested within 30 days of receipt of ltr 
PAULSON, W A Operating Reactors Branch 3 02/12/01 DIETCH, R 

Southern California Edison Co I6pp 16277 318 24X 

fiche 30-206, 82/12/01, 9212020307 


0212060269 Forwards Revision 2 to "PWR Safety & Relief Valve Adequacy 
Rept for San Qnofre, Unit 1 " Addl valve specific analyses 
will be submitted as suppl by B30601 

BASKIN, K P Southern California Edison Co B2/I2/02 
CRUTCHFIELD, D Operating Reactors Branch 5 2pj> 16311 088 24X 

Fiche 50-206, 63/12/02, 021206026 9 


— B212060276 Revision 2 to "PWR Safety It Relief Valve Adequacy Rept for 
San Onofre.Umt 1 " Safety valve discharge piping adequacy 
analysis enc.1 W/four oversiie drawings Aperture cards are 
available in PDR 

KELLV, R E Uestinghouse Electnc Corp 82/11/30 90pp 
16311 091 24X Fiche 50-206.02/12/02,0212060269 


0J 1 2070266 Submits info for p os t~ 1 mp 1 emeu tat 1 on review of NUREG-0737, 
Item II D 3, "Post-Accident Sampling Sys " W/sti oversiie 
drawings Aperture cards are available in PDR 
BASKIN, K P Southern California Edison Co 82/12/03 
CRUTCHFIELD, D Operating Reactors Branch 5 9pp 16336 352 24X 

Fiche 50-206,82/12/03,0212070266 


8? 1 3100009 Forwards revised safety evaluation re SEP Topic VIII-4, 
"Electrical Penetrations of Reactor Containment " Design of 
electrical protection circuits for containment penetrations 
docs not meet licensing criteria Design changes recommended 
PAUL0ON, H A Operating Reactors Branch 5 92/12/06 DIETCH, R 

Southern California Edison Co 5pp 16379 149 24X 

Fiche 50-206,82/12/06,0212100009 


021 2100020 Forwards revised SER of SEP Topic VI-4, "Containment 
Isolation Sys," based on addl info contained in KP Baskin 
021122 ltr Design acceptable if visual display provided to 
show safety injection sys block status 

PAULSON, W A Operating Reactors Branch 5 82/12/06 DIETCH, R 

Southern California Edison Co 6pp 16379 126 24X 

Fiche 50-206,02/12/06,8212100020 


8212080203 Notification of 821217 meeting w/util in Bethesda.MD to 
appeal certain NRC positions re SEP Topic III -6, "Seismic 
Design Considerations " 

PAULSON, W A Operating Reactors Branch 5 B2/12/07 CRUTCHFIELD, D 

Operating Reactors Branch 5 3pp 16354 103 24X 

Fiche 50-206,02/12/07,0212080203 


0212090103 Submits schedule for completion o-f draft safety assessments 
□n SEP Topics III 5A t III SB, per NRC 821112 ltr Topics 
for which evaluations have been received will be submitted 
by 030115 

BASKIN, K P Southern California Edison Co 82/12/07 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 16357 303 24X 

Tiche 90-206,02/12/07,8212090103 


6212130204 Forward* evaluation of SEP Topic IX-1, "Fuel Storage," based 
on 820429,0901 % 1116 submittals Fuel storage facility 
acceptable Structural capability re seismic capacity will be 
i e viewed in Sep Topic MI-6 re tornado missile* 

FAUL50N.W Operating Reactors Branch 5 82/12/07 DIETCH, R 

Southern California Edison Co 13pp 16396 1B0 24X 

Fiche 50-206, 02/1 2/07, 82121 30204 


9200190263 Generic Ltr 62-32 to all PWR licensees re potential steam 
q enerator-r e 1 a ted generic requirements Forwards Science 
Ap p 1 i c a t ions, I nc draft rept re subj requirements Comments 
requested within 30 days of Itr Svc list end 

eiSENHUT.D G Division of Licensing B2/12/09 Consolidated 
Edison Co of New York, Inc 29pp 16629 247 24X 

Fiche 50-000,62/12/09,0208190263 


8212200063 Informs that proposed change* to Tech Spec will be provided 
approx 60 days prior to return to power from current outage, 
in response to 020920 Generic Ltr 92-16 & NUREG-0737 
KR IEGER , R W Southern California Edison Co 02/12/09 
CRUTCHFIELD, D Operating Reactor* Branch 5 2 p p 16474.310 24X 

Fiche 50-206,02/12/09,0212200063 


0212140103 Generic Ltr B2-2B ta all licensees of operating 
Uestinghouse & C-E PHRs {except Arkansas Nuclear One, Unit 2 
& San Qnofre 2 it 3> re inadequate core cooling 
ins trumentloh sys 8vc list end 

EISENHUT, D 0 Division of Licensing 02/12/10 Yankee Atomic 
Electric Co 27pp 16690 035 24X Fiche 50-000,82/12/10, 

6212140103 


0PI22QGO2B Provides current schedule for completion of long-term 
emergency operating instruction effort re NURE0-0737, I tern 
1 C 1 

DASKIN, K P Southern California Edison Co B2/I2/13 
CFUTChFlELP, D Operating Reactors Branch 5 2pp 16474271 24X 

Fiche 50-206, 02/ i 2/ 1 3, 82 1 2200020 



24 


DOCKETED ITEMS 


0212210293 Sum-nary of 031007 meeting v/util re statu* of guideline 
preparation far d e ve lopme nt of emergency operating 
instructions for facility. per TUI Action Item I C 1 
PAULSON. U A Operating Reactor* Branch 5 02/12/13 Operating 

Reactor* Branch S lOpp 1&497 029 24X Fiche 50-206,02/12/13, 

0212210293 


G2I21600IB Notification of 021216 meeting ui/util in Betheada.MD to 
discus* analyst* criteria re seismic r*~eva luation, SEP 
Topic III-6 

PAULSON. « A Operating Aeactcrs Branch 5 B2/12/14 CRUTCHFIELD. D 

Operating Reactors Branch 5 3pp 16446 123 24X 

FI c he 50-206, 02/J2/ 14,0212160018 


031221OQQI Informs of addl action to be taken to verify adequacy of 
■station electric distribution sqs Study uill be performed to 
optimiie transformer tap setting* Revised settings will be 
implemented prior to startup from current outage 
BASKIN, K P Southern California Ed i j on Co 02/12/14 
CRUTChFlELD, D Operating Reactors Branch 5 lp J6 A B 5- 259 24X 

Fiche 50-206. B2/J2/Ur 03J221OOO1 


02 1 2 1 70150 Inform of current revisions to schedules for availability 
of qual if icat i on docunentat ton for -electrical equipment, 
updating B20-7O2 & 0907 schedule* 

KRIEGER.R W Southern California Edison Co 82/12/15 
CRUTCHFIELD. D Operating Reactors Branch 5 2pp 16459 231 24X 

Fiche 50-£0i, 02/12/15. 8212170158 


0212230*147 Forwards final evaluation of SEP Topic XV-2. "Spectrum of 
£>y* Piping Failures fnside It Outside of Containment " 

Qualification of main feedwater sys to function in required 

made under accident condition* should be addressed 

PAULSON. W A Operating Reactors Branch 5 02/J2/17 DIETCH, R 

Southern California Edison Co lOpp I6S03 392 24X 

Fiche 50-206. 82/12/17.021222044 7 


S21222O190 Forwards responses to NBC questions re seismic re-evaluation 
of fuel storage bldg. per SEP Topic III-6 Detailed model of 
structure t digitized time histories used in evaluation 
one I 

BASKIN, K P Southern California Ednon Co 02/12/20 

CRUTCHFIELD, D Operating Reactors Branch 5 576pp 16520 197 24X 

Fiche 50-206.02/12/20*9212220190 


Q Inspection reports. IE Bulletins 4. correspondence 


02)2290023 FQIA request for documents re EE Kent allegations concerning 
facilities 

COHEN. E ti i CARPENTER, T , JACOBSON. J Orange County Alliance for 
Survival 02/10/27 FELTON. J M Division of Rule* and Records 
lp 16607 035 24X Fiche 50-206. 02/ 10/27, 0212290023 


0200190240 IE Bulletin 02-03. Rev i s i on 1. "Stress Cracking in Thick- 
Uall, Large-Diameter. Stainless Steel ■ Reeircvlati cn Sys Piping 
at BWR Plants " Svc list end 

DEYOUNG. 11 C Director's Office. Office of Inspection and 

Enforcement 02/10/30 Consolidated Edison Co of New York. Inc 

il3pp 16462 163 24X Fiche 5 0-000, 02/10/ 20. 0200190240 


8?08 1 90245 IE Info Notice 92-42. "Defects Observed in Panasonic Model 
801 h Model 802 Thermoluminescent Dosimeters " Svc list 
tn< 1 

CGBD.L I Division of Fuel Facilities. Materials t* Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc 1 lOpp 

16372 142 24X Fiche 30-000.02/11/05.8208190245 


0^08190251 IE Info Notice 82-44. "Ctar i f i cat 1 on of Emergency Plan 
Eiarcise Requirements ** Svc list one 1 

JORDAN, E L Division of Engineering It Duality Assurance 82/11/18 
Consolidated Edison Co of New /ark. Inc I09pp 16411 19-9 24X 

Fiche 50-000, 82/ 11/19, 8208 1 9025 I 


0212060 1 56 Forwards IE tnsp Repts 50-206/82-33 l 50-361/02-33 cn 
S21025-2B t notice of violation 

IJQOK.H E Region 5, Office of Director 82/1J/I9 PA PAY*C T 

Southern California Edison Ca 4pp 16313 120 24X 

Fiche 50-206, 82/11/19,9212060156 


— 8212060161 Notice of violation from insp on 821025-20 

• Region 5, Office of Director 92/11/19 4pp 16313- 122 24X 

Fiche 50-206,92/11/19,8212060156 


— 0212060169 IE In*p Repts 50-206/82-33 & 50-361/62-33 on 021025-20 
Noncomp k iah<* noted failure to post notice to workers, 
described In I0CFRI9 11, Paragraph 3 

YUHAS.O P . WENSLAW9K I , F A . BOOK. H E Division of Radiological 
Safety k Safeguards Program 82/31/18 9pp i63i3 126 24X 

Fiche 50-206, 02/11/19, 821 2060 1 56 


8208190236 IE Info Notice B2-46, "Defective tt Obsolete Combination 
Padlock* " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/1J/26 Consolidated Edison Co oh New York, Inc 

I27pp 16411 065 2 4X Ficjhe 50-000,02/11/26,8208190256 


0208190257 IE Info Notice 02-47, "Trans portat ion of Type A Quantities 
of Non-Pi s s i 1 e Radioactive Matl " Svc list end 
COBB . L I Division of Fuel Facilities, Materials & Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 

16307 028 24X Fiche 50-000, 02 / 1 1 /30, B20B1 90257 


0212170369 Forwards IE In*p Repts 50-206/82-31,50-361/02-31 t< 
50-362/82-27 on 821015-1115 No noncomp 1 lane e noted 
BISHOP. T W Division of Resident, Reactor Project &■ Engineering 
Programs 02/11/30 PAPAY. L T Southern California Edison Co 
4pp 16455 279 24X Fiche 50-206, 82/1 1/30, 0212170369 


—8212170376 IE Insp Repts 50-206/02-31,50-361/82-31 6 50-362/82-27 an 
821015-1115 No noncompliance noted Major areas inspected 
allegations re design inadequacies 6 deficiencies in 
imp 1 ementa t i on of welding codes 6 stds 

HERNANDEZ, G , WAGNER, W J , KIRSCH, D F Division of Resident, 
Reactor Project 8, Engineering Programs 02/11/30 43pp 
16455 283 24X Fichs 50-206,02/11/30,0212170369 


— B212I703B3 Requests notification if list of items to be submitted by 
B2J 103 re welding code requirements not correct 

ENGELKEN.R H Region 5, Office of Director 82/10/29 PAP AY, L T 

Southern California Edison Co lp 16455 326 24X 

Fiche 50-206, 02/1 i/30, 6212170369 


— 8212170384 Responds to NRC 821029 ltr re allegations concerning const 
quality 6 welding code requirements 

PAPAY.L T Southern California Edison Co 02/11/03 
ENGELKEN.R H Region 5, Office or Director llpp 16455 327 
24 X Fiche 50-206, 82 M l /30, 821 21 70369 


—8212170396 Forwards Bechtel B21029 response to allegations re const 
quality, per request made at 621103 site meeting 

CURRAN. J M Southern California Edison Co B2/U/03 KZRSCH»D F 
Region 5, Office of Director 37pp 16455330 24X 

Fiche 50-206,02/11/30,8212170369 


-B2120B0291 Transmits reply to B2J029 request for technical assistance 
in evaluating EE Kent Allegation Items 2, 5, 6 & 0 Evaluation 
conclude* allegations un sub i tan 1 1 at ed 

EISENHJT.D 0 Division of Licensing 02/11/30 CREWS. J L 
Division of Resident. Reactor Project t Engineering Programs IP 
16456 013 24 X Fiche 30-206, 82/1 1 /30, 821 21 70369 


— 8211590023 Forwards safety evaluation of E Kent allegations re 
weldments at plants Allegations have no merit & no further 
action shou Id be taken 

JOHNSTON, W V Assistant Director for Material* A dual i f ica tiortts 
Engineering B2/I1/17 NOVAK. T M Assistant Director for 
Licensing |4pp 16456 DJ4 24X Fiche 50-206, B2/ 1 1 /30, 

021 2170369 


0I ! O819O259 IE Bulletin 82-04, "Deficiencies i ti Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director'* Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

113pp. 16411 317 24X Fiche 50-000, B2/J 2/ 03, 8200 J 90259 


62GB1 90261 IE Info Notice 82-40, "Failures of Agastat CR 0095 Relay 
Rockets " Svc i nt end 

JORDAN, E L Division of Engineering 6 Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 50-000,82/12/03,8208190261 


0212290030 Partial response to FDIA request for document* re EE Kent 
allegations concerning facilities Forwards Documents 1,2,4, 

7,1 0, 15 6 16 listed in App A Remaining documents will be 

released when in*p rapt issued Tape* available in PDR 

FELTON, J M Division of Rules and Records 02/12/03 CARPENTER, T 

Orange County Alliance for Survival 3pp 16607 056 24X 

Fiche 50-206,82/12/03,0212290030 


— 8212290035 Summarize* 821006 telcon w/J O'Dell (LA Times) re EE Kent 
allegations concerning welding practice at facilities 
KlRSCMiD F Division of Resident, Reactor Project %t Engineering 
Programs, 82/10/06 Division of Resident, Reactor Project it 
Engineering Programs 2pp 16607 077 24X Fiche 50-206,02/12/03, 

8212290030 


*-0212290039 Forwards util/Bechtel GA audit package re EE Kent 
allegations concerning facilities 

CURRAN, J H Southern California Edison Co 02/10/07 KIRSCH.D F 
Region S, Office of Director 4Spp J6607 079 24X 

Fiche 50-206,02/12/03,8212390030 
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— 8212590042 Li sts EE Kent concerns re fac i 1 1 t les . p er 021022 discussions 
w/K*nt 

KiasCHiD F Division of Resident. Reactor Project & Engineering 
Prog-rams 02/10/22 CURRAN, J Southern California Edison Co 
lp 1 6607 127 24X Fiche 50-206, 82/ 12/03- 8212290030 


-'-'0212290049 Figure NB-425G-1. "Welding End Transitions - Max Envelope, 
w/annotatlon "Example of Approx Slopes Discovered 821025 at 
San Qnofre Nuclear Generating Stations “ Charts re welding 
i. pipe support end 

KENT, E E Affiliation Unknown 82/11/12 3pp 16607 129 24X 

Fiche 50-206,82/12/03.8212290030 


QLI2090532 Forwards IE Safeguards Insp Repts 50-206/82-29 & 

50-36J /B2-29 on 821031-1103 t notice of violation Notice 
of violation i insp rapt withheld (ref 10CFR2 790) 

NORDERHAUQ, L R Division of Radiological Safety & Safeguards 
Program 82/12/06 PAPA V, L T Southern California Edison Co 2pp 
16366 106 24 X Fiche 50-206,02/12/06.8212090532 


8212130329 Ack receipt of 021119 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-206/82-26 
BISHOP* T W Division of Resident, Reactor Project tt Engineering 
Programs 02/12/09 PAPAY.l J Southern California Edison Co ip 
16359 285 24 X Fiche 50-206,82/12/09,0212130329 


-0212130333 Responds to NRC 821021 ltr re violations noted in IE Insp 
Rept 50-206/82-26 Corrective actions missing evaluations 
will be identified It corrected through 821119 Nuclear Audit 
L Review Committee evaluation will he completed by 030429 
PAPAY.L T Southern California Edison Co B2/11/19 
ENGEL KEN, R H Region 5, Office of Director 3pp 16309 206 24X 

Fiche 50-206,02/12/09,8212130329 


0^08190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air l Gas Monitoring " Svc list enc 1 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

J27pp 16628 191 24X Fiche S0-000, 82/t2/ 1 6, 0200 1 90267 


0208190260 IE Info Notice 82-5Q, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 11 Svc list enc 1 

JORDAN, E L Division of Engineering ^ Quality Assurance 02/12/20 

Consolidated Edison Co of New York, Inc lOBpp 16620 293 24X 

Fiche 50-000,82/12/20.8200190268 


R Periodic operating reports 6 related correspondence 


0142290102 Forwards monthly operating rept for Oct 1982 

RAY* H B Southern California Edison Co 02/11/13 Office of 

Resource Management, Director lp 16503 234 24X 

Fiche 50-206,02/11/15,0212290102 


--Q212390106 Monthly operating rept far Oct 1982 

SPEERiM J Southern California Edison Co 02/11/15 3pp 
16583 235 24X Fiche 50-206,02/11/15,0212290102 


S Reportable occurrences, LER* & related correspondence 


□212140360 Forwards LER 02-O27/O3L-O Detailed event analysis submitted 
RAYiH B Southern California Edison Co 02/12/02 ENQELKEN, R H 
Region 5, Office of Director 2pp 16401 04i 24X 

fiche 50-206, 62/12/02, 0212140360 


—8212140368 LER 82-027/03L-0 on 821 103, 1 etd own Isolation ball valve 
CV-526 outside containment failed to remain in open position 
after two cycling attempts Caused by sticking latching arm 
in valve actuator Investigation continuing 

RAY, H Q Southern California Edison Co 82/12/02 Region 5, 
Office of Director lp 16401 043 24X Fiche 50-206,82/12/03, 

6212140360 


DOCKET 50-213 HADDAM NECK PLANT 


F Security, medical, emergency it fire protection plans 


DP 1 20301 65 Forward* IE Insp Rept 50-213/02-18 on 820929-1001 No 
■nonconp 1 iance noted 

MARTIN, T T Division of Engineering L Technical Programs 02/11/17 
CDUN8IL,w G Connecticut Yankee Atomic Power Co 2pp 16306 105 
24X Fiche 50-213,82/11/17.8212030165 


—0212030175 IE Insp Rept 50-213/82-18 on 020929-1001 No noncompl tanc* 
noted Major area* inspected security plan & implementing 
proc edures, secur i ty organ! iat ion, records, repta & training 
it qualification & contingency plans 

MCKEOWN.L M , GODY, A T Region 1, Office of Director 62/11/10 
5pp 16306 107 24X Fiche 50-213.82/11/17,0212030165 


B212150036 Forwards Revision 1 to su l ta b 1 1 1 ty , tra i n i ng & qualification 
plan Revision withheld (ref 10CFR2 790(d) i 10CFR73 211 
COUNSIL, tj 0 Connecticut Yankee Atomic Power Co 82/11/22 
ElSENH'JT, D G Division of Licensing lp 16421 235 24X 

Fiche 30-213, 02/1 1/22, B21 21 500 36 


8212020299 Forwards Revision 3 to safeguards contingency plan Revision 
withheld (ref IOCFR2 790 i 10CFR73 21) 

COUNSIL, w G . CAGNETTA.J P Connecticut Yankee Atomic Power Co 
82/11/24 CRUTCHFIELD. D Operating Reactors Branch 5 2pp 
16277 352 24X Fiche 50-213,02/11/24.0212020299 


0212140074 Forwards IE Insp Rept 50-213/02-19 on 820927-1 107 No 
none omp 1 vane e noted 

STAROSTECKI, R Division of Project i Resident Programs 02/11/29 
COUNSIL, U 0 Connecticut Yankoe Atomic Power Co 2pp 16409 321 
24X Fiche 50-213.02/11/29,0212140074 


— B2121400B4 IE Insp Rept 50-213/B2-19 on 020927-1107 No noncom p 1 i anco 
hated Major areas inspected review of periodic 6 special 
repts, TUI action plan i terns, b y-produc t matl 1 iconse. o f f site 
emergency response 5 r«CB$pfe of new fuel 

REBELGWSKr. T * BRIGOS,L , ELSA5SER, T C Division of Project & 
Resident Program* 02/11/17 llpp 16400 323 24X 

Fiche 90-213,02/11/29,0212140074 


8212020123 Notification of 021201 meeting w/util in Bethesda.MD to 
discuss licensee request for exemption from certain 
requirements of Section III G of App R re safe shutdown 
capability in event of fire 

ERICKSON, P B Operating Reactors Branch 5 02/11/30 

CRUTCHFIELD, D Operating Reactors Branch 5 3pp 16272 040 24X 

Fiche 50-213,02/11/30.0212020123 


0212090114 Responds to Generic Ltr 02-29 re BNL request for assistance 
in field testing new measurement equipment t* inventory 
techniques developed to aid in strengthening IAEA 
safeguards Ad d l info available should be sent expeditiously 
COUNSIL, W G Connecticut Yankee Atomic Power Co COUNSIL. W G 
Northeast Nuclear Energy Co <*ubs of Northeast Utilities) 

B2/J1/30 EISENHUT, D G Division of Licensing lp 16357 272 
24X Fiche 50-000,62/11/30,0212090114 


Q2 1 2 1 40210 Summary df 021201 mooting u/utlls U Debevoiso & Lieberman in 
Befchesda, MD tb fire protec tion. App R safe shutdown 
requirements & exemption request 

ERICKSON. P B Operating Reactors Branch 3 02/12/09 Operating 

Reactors Branch 5 44pp 16406 263 24X Fiche 50-213,02/12/09, 

□212140310 


8212200119 Forwards info supporting 10CFR50 App R review, inc lud ing safe 
shutdown fire ion* ana 1 ys i s. pRA for proposed alternate 
shutdown *ys t clarification 0 f technical i ssues, intended 
for presentation during 021201 meeting w/NRC 
COUNSIL, W 0 , FEE, W F Connecticut Yankee Atomic Power Co 
82/ i2/t 5 EISENHUT* D 0 Division of Licensing 50pp 16564 074 
24X Fiche 50 -2 J 3, 02/12/15, 02122001 19 


□212210309 Provides addl info to better prepare shift crews operating 
facility for questions asked by NRC duty officer during 
telephone no t if i Cation* Enc I event notification form should 
he <Si a semina ted 

STAROSTECKI , R Division of Project 6 Resident Programs B2/ 12/16 
COUNSIL, U 0 Connecticut Yankee Atomic Power Co 6pp 16497 101 
24 X fiche 50-213.02/12/16,8212210305 


P Operating license stage documents 6 correspondence 


8212140001 Addl response to FQI A request for five categories of 
documents re SEP Forwards documents listed in App A No 
documents located *ubj to Item 3 of request Review of 
remaining document* continuing Documents available in PDR 
FELTON, J M Division of Rules and Records 02/11/03 GALLO, J 
Isham. Lincoln fc Beale 2p p 16433 354 24X Fiche 50-000, 02/ 1 1/Q3, 

0212140001 


— 0112160327 Forwards Structural Mechanics Associates 011208 comments re 
SEP Topic III-6 on seismic design considerations, for 
concurrence Marked-up summary document also encl 

NELSON, T A Lawrence Livermore Laboratory 01/12/1 i CHEN, P V 

Systematic Evaluation Program Branch 8pp i6435 003 24X 

Fiche 50-000, 0S/1 1/03, 0212140001 


— 0203310670 Forward* SEP seismic completion plan to perform review 
parallel u/lictnse efforts to complete SEP Topic III-6. 
seismic design cons ideration*, for Group II plants 
HERMANN, R Systematic Evaluation Program Branch 02/03/00 
RUSSELL, W T Systematic Evaluation Program Branch 5pp 
16434 276 24X Fiche 90-000.82/11/03,0212140001 
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DOCKETED ITEMS 


— 0312140149 Discusses SEP e i t e-spec i f i c spectra project Project »n final 
fl-Uqe* Comment* from Peer Review Group & all other comment* 
should be received by 791130 Listing of references re 
site-specific spectre CSEP Topic 111-6) end 

LEVIN. H A Systematic Evaluation Program Branch 79/11/13 
EISENHUT, 0 0 Division of Operating Reactor* 4pp 1 6436 300 
24X Fiche 50-000,62/11/03,6212140001 


321 221012 1 Submits results of discharge piping analyses in response to 
NUREG-0737, I •* em II I> 1< "Performance Testing of P WR Relief 
*. Safety Valves 1 

CDUNSIL,W 0 Connecticut Yankee Atomic Power Co COUNSIL.W v> 
Northeast Nuclear Energy Co iiubs of Northeast Utilities) 

COUNSIL, W 0 Northeast Utilities 82/12/13 EISENHUT, D 0 
Division of Licensing 4pp 16485 084 24X Fiche 50-000,92/12/15. 

0212210)21 


0212070209 Surnames analysis of flood level in response to SEP Topic 
1 1 1-3 A, "Effect* of High Nat«r Level on Structures '* 

Conta i nment, p r l mary auxiliary bldg# diesel generator bldg H 
safe ty-r elate -d tanks protected against flood at 30 ft 
COUNSIL, W 0 • CAGNETTA. J P Connecticut Yankee Atomic Power Co 
92/11/24 CRUTCHFIELDi D Operating Reactors Branch 5 2pp 
16339 015 24X Fiche 50-21 3, 02/ J 1 /24# 82 1 20702Q9 


0212210127 Forwards SER & technical evaluation rept advising of 
resolution of NUREG-0737. Items I A 2 1# "Upgraded Reactor 
Operator & Senior Reactor Operator Training 11 i* II D 4, 

“Training for Mitigating Core Damage * 

CRUTCHFIELD# D Operating Reactors Branch 5 82/12/15 COUNSIL, W G 

Connecticut Yankee Atomic Foyer Co 5pp 16484 179 24X 

Fiche 50-213,82/12/15,8212210127 


0212060157 Responds to Generic Ltr 82-22 re steam generators Haddam 
Neck steam generator performance excellent Mix of 21 tubes 
replaced since 1979 Millstone Unit 2 replaced max of 429 
Radiation protection program established 

COUNSIL.il 0 Connecticut Yankee Atomic Power Co COUNSIL, W 0 
Northeast Utilities 82/11/29 EISENKl/T# D- G Division of 
Licensing 3pp 16313 117 24X Fiche 50-000, 02/ 1 1/29, 82120601 57 


— 8209030343 “Improvements in Training 6 Requa 1 i f i cat i on Programs as 
Required By Till Action Items I A2 1 UJ D i" technical 
evaluation rept 

* Science Applications, Inc NRC-03-82-096 SAI-1 06-029-03 

82/09/01 NRC - No Detailed Affiliation Given lBpp 

16464 164 24 X Fiche 50-213,82/12/15,8212210127 


8212070102 Forwards final SER on SEP Topic VI-10 A, "Testing of Reactor 
Trip Sys & ESP*. Inc lutf ing Response Time Testing ” Changes to 
Tech Spec* for surveillance testing & hardware provisions 
recommended 

CRUTCHFIELD* D Operating Reactors Branch 5. B2/J2/03 COUNSIL, W G 

Connecticut Yankee Atomic Power Co 14pp 16327 277 24X 

Fiche 50-213, 92/12/03, 8212070102 


6208190263 Generic Ltr 02-32 to all PWR licensees re potential steam 
generator-related generic requirements Forwards Science 
Application*. Inc draft rapt re subj requirements Comment* 
requested within 30 days of ltr Svc list an 1 1 

EI6EWKUT# D 0 Division of Licensing 82/12/09 Consolidated 

Edison Co of New York# Inc 29pp 16629 247 24K 

Fiche 50-000. 02/12/09, 9208190263 


8212230257 Provides addl info re main steam line break w/continued 
feedwater addition in response to NRC 021027 ltr Increased 
flour rates will not adversely affect containment response 
COUNSIL, U G . CACNETTA, J P Connecticut Yankee Atomic Power Co 
82/12/16 CRUTCHFIELD. D Operating Reactors Branch 5 5pp 
16507 353 24X Fiche 50-213,82/12/16.8212230257 


0212220457 Informs tha<* draft SER for SEP Topics tI-3 A, I I -3 B. 

I I-g e 1,11-3 C * 1 1 1-3 B considered final Quabbin Reservoir 
Dam issues will be addressed in SEP Topic II-4 £, "Dam 
Integrity 1 

CRUTCHFIELD# D Operating Reactors Branch 5 02/12/20 COUNSIL, W Q 

Connecticut Yankee Atomic Power Co 3pp 16503 220 24X 

Fiche 50-2)3,82/13/20,3212220457 


621 21 40 1 03 Gen eric Ltr 02-2B to all licensees of operating 
Wei t mg house U C-E PWRs (except Arkansas Nuclear One, Unit 2 
L San Qnafr* 2 & 3) re inadequate core cooling 
instrumentation sy* Svc list end 

EISEHKUT, D 0 Division of Licensing 92/12/10 Yankee Atomic 

Electric Co 27pp 16690 035 24X Fiche 50-000, 92/ 12/ i 0# 

8212140103 


Inspection reports. IE Bulletins & c orresp ondence 


S2G8190240 IE Bulletin 02-03, Rbvi s i on 1, “Stress Cracking in Thick- 
Wall, Large-Di ameter. Stainl css Steel, Rec ireu lation Sys Piping 
at 9WR Plants " Svc list eric! 

DEYOUNG* R C Director's Orfice. OFuce of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

1 12pp 16462 163 24X Fiche 50-000, 02/1 0/ 28, 82001 90240 


0212220377 Forwards evaluation of SEP Topic VI-4, “Containment 
Isolation Sys " Outstanding items include use of simple 
check valve* outside containment as automatic isolation 
valve & lack of redundant sy* for certain open sy* 

CRUTCHFIELD. D Operating Reactors Branch 5 82/12/13 COUNSIL, W G 

Connecticut Yankee Atomic Power Co 33pp 16517 194 24X 

Fiche 50-213, 92/12/13, 8212220377 


6200190245 IE Info Notice 82-42, “Defects Observed in Panasonic Model 
801 4 Model 002 Thermoluminescent Dosimeters " Svc list 


end 

COBB, L I 
82/11/05 
16372 142 


Division of Fuel Facilities# Material* 4 Safeguards 
Consolidated Edison Co of New York, Inc 1 10pp 
24X Fiche 50-000,02/11/05,8208190245 


82(2230099 Forward* SER L proprietary & nonprop r i*taT y technical 
evaluation rapt* of environ qua 1 1 f i ca t ion of safety-related 
equipment Four major qualification deficiencies listed 
Proprietary rept withheld (ref 10CFR2 7901 

CRUTCHFIELD, D Operating Reactors Branch 5. 82/12/13 COUNSIL, U G 

Connecticut Yankee Atomic Power Co 3pp 16906 012 24X 

Fiche 50-213, 82/12/13,8212230089 


—0212230096 SER of environ qualification of safety-related electric 
equipment Four major qua 1 if icat i on deficiencies listed 
* Office of Nuclear Reactor Regulation, Director 82/12/13 6pp 
16306 015 24X Fiche 30-213,62/12/13,82 12230089 


— 0212230110 Nonpropr i etary "Review of Licensee Resolution of Outstanding 
Issues From Nf?C Equipment Environ Qualification SER* (F— 11# 

0-60), Haddam Neck Plant," technical evaluation rept 

CRANE, C J Franklin Inst i tute/Frankl in Research Center 

TER- C 5257-4 60 B2/Q6/07- LE#N B , SICtfANSKI.P NRC - No Detailed 

Affiliation Given 366pp 16506 021 24X Fiche 50-213.92/12/13, 

8212230089- 


8212210059 Application to amend License DPR-1 6, ch ang mg Tech Specs 3 17 
k 3 IB to reduce peak linear heat generation rat# limit S < 
change power vs offset envelopes to reflect lowered linear 
heat generation rate 

COUNSIL, W Q Connecticut Yankee Atomic Power Co 82/12/14 

CRUTCHFIELD, D Operating Reactors Branch 5 3pp 16492 253 24X 

Fiche* 50-2(3. 92/12/14. 9212210059 


— 0212210063 Proposed changes to Tech Specs 3 17 & 3 18, reducing paak 
linear heat generation rat* limit 4 changing power vs offset 
envelopes to reflect lowered linear heat generation rate 
a Connecticut Yank** Atomic Power Co 82/12/14 7pp 16492 256 
24X Fiche: 50-213.82/12/14,8212210059 


8P12030165 Forward* IE Imp Rept 50-213/B2-1B on 020929-1001 No 
noncompliance noted 

MARTI T T Division of Engineering !i Technical Programs 02/11/17 
COUNSIL, W C Connecticut Yankee Atomic Power Co 2pp 16306 105 
24X Fiche 50-213# B2/t 1/17. 8212030163 


—8212030(75 IE In*P Rept 50-213/82-18 an 020929-1001 No none cm p 1 1 anc e 
noted Major areas inspected security plan & implementing 
prod frdures, securi ty org an i i a 1 1 on, r e c ord s , rep ts !c training 
i qualification t contingency plans 

MCKEOWN.L M , GODY, A T Region i, Office of Director 02/ 1 1/10 
5pp 16306 107 24X Fiche 50-213, 82/1 1/ 17# 8212030165 


B208190251 IE Info Notice 02-44, "C lar i fi cati on of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN. E L Division of Engineering 6 Quality Assurance 32/11/10 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche 50-000,02/11/18,8208190251 


8212060376 Informs that routine containment entries rescheduled from 
weakly to non th 1 i/ or as required by unusual conditions 
within containment per IE Bulletin 80-24 Fewer entries 
result in reduced personnel radiation exposure 
CaUNSlL.WG Connecticut Yankee Atomic Rawer Co 82/11/24 
HAYNES. R C Region i, Office of Director 2pp J6311 079 24X 

rich* 30-213,82/11/24,8212060376 


B208I90256 IE Info Notice 02-46, "Defective 8# Obsolete Combination 
Padlocks " Svc list enc! 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York# Inc 

I27pp 16411 065 24X Fiche 50-000, 02/1 1/26. 8200190256 


8212140074 Forwards IE Insp Rept 50-213/02-19 on 820927-1107 No 
noncompliance noted 

STAR03TECKI , ft Division of Project 6 Resident Programs 82/11/29 
COUNSIL# U 0 Connecticut Yankee Atomic Power Co 2pp 16400 321 
24X Fiche 50-213,82/11/29,8212140074 


DOCKETED ITEMS 
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-821 21 40084 IE Insp Rept 50-213/82-19 on B20927-J107 Wo none omp Haute 
noted Major areas inspected review of periodic & special 
rept*,TMI action plan l terns, b y-prod uc t matl 1 ic ef»S(, of fs ite 
emergency response V receipt of new fuel 

REGELQWSKJ, T , BRIGGS, L , ELSASSER, T C Division of Project & 
Resident Programs £32/ 11/17 llpp 16400 323 24X 

Fiche 50-213,02/11/29,8212140074 


QJ*O8|9025-7 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Woti-Fissile Radioactive Matl 11 Svc list end 
C0BB*L I Division of Pup] Facilities, Materials l< Safeguards 
82/11/30 Consolidated Edison Co of New York. Inc 396pp 

16387 020 2 4/ Pit he 50-000,82/11/30 . 0208 1 90257 


0208190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Cons o I i da t ed Edison Co of New York, Inc 

ilSpp 16411 317 24X Ftche 50-000.02/12/03,0200190259 


£3200 J 90261 IE Info Notice 82-40, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JGRDANrE L Division of Engineering t> Quality Assurance 82/12/03 

Consolidated Edison Co of New York, Inc ilOpp 16462 064 24X 

Fiche 30-000,02/12/03,0208190261 


9200190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air tr Gas Monitoring ’’ Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

127pp 16628 191 24X Fiche 50-000, 02/ 1 2/ 16, 8208 1 90267 


9^12220361 Forwards list of topic areas for discussion at upcoming 
meeting on drug 6 alcohol abuse programs instituted per IE 
Info Notice 02-05 One util representative should be 
available to participate in entire meeting 

STAROSTECKI, R Division of Project It Resident Programs 82/12/16 
CQUNS f L, W 0 Connecticut Yankee Atomic Power Co 3pp 16517 164 
JMX Fiche 50-213,02/12/16,8212220361 


0*^08190268 IE Info Notice 02-50, "Mod of Solid State AC Und ervo 1 tag r 
Relays Type I TE-27 “ Svc list end 

JORDAN, E L Division of Engineering i Quality Assurance 82/12/20 
Consolidated Edison Co of Now York, Inc lOBpp 16620 293 24X 

Fiche 50-000, 82/ 1 2/20, 8200190268 


G512290239 Advises that relief ft on ASME Code Section XI re volumetric 
& visual exams of welds V internal surfaces of reactor 
coolant pumps granted for remainder of insp interval, through 
071231 or Until pump disassembled FR notice end 

CRUTCHFIELD, D Operating Reactors Branch 5 02/12/21 CQUNSIL,WO 

Connecticut Yankee Atomic Power Co 5pp 165B2 103 24X 

Fiche 30-213,02/12/21.0212290239 


— G212290242 Notice of granting of relief from certain requiremen ts of 
ASME Code Section XI inservice map requirements 
CRUTCHFIELD. D Operating Reactors Branch 5 82/12/21 2p p 

16592 109 24X Fiche 50-213,02/12/21,0212290239 


S Reportable occurrences, LERs St related correspondence 


651 2000449 Forwards LER 02-O1O/O3L-O 

GRAVES, H H Connecticut Yankee Atomic Power Co 02/12/02 
HAYNES, R C Region 1, Office of Director lp 16352 114 24X 

Fiche 50-213, 82/12/02,8212080449 


— 8212080459 LER B2-010/03L-0 on 8211 13, during preventive maint, 
operating linkage for containment air recirculation fan 
bypass damper failed Caused by mechanical failure of 
connecting linkage Linkage replaced 

TEST, R Z Connecticut Yankee Atomic Power Co 82/12/03 Region 
1, Office of Director lp 16352 113 24X Fiche SO-213, 82/ 12/02, 

8212000449 


DOCKET 30-219 OYSTER CREEK NUCLEAR POWER PLANT 


El NRC Draft/Final Environmental Statements, suppls & correspondence 


Gc 1 12260218 Requests extension until 830315 to file response to NRC 
821105 request for review of existing FES for significant 
changes to facility or environs 

FIEDLER, P,B General Public Utilities - GPU Service Corp 02/12/21 
CRUTCHFIELD, D Operating Reactors Branch 3 2pp 16562 124 24X 

TlChe 50-219,82/12/21,8212280210 


F Security, medical, emergency 6 fire protection plans 


0212100073 Forwards IE Safeguards lnsp Rept 50-319/82-27 on 021020-22 
No n one omp 1 i anc e noted 

MARTIN, T T Division of Engineering it Technical Programs 02/11/24 
FfEDLER,P B General Public Utilities - GPU Service Corp 2pp 
16379 090 24X Fiche 50-219,02/11/24,0212100073 


—0212100081 IE Safeguards Insp Rept 50-219 / 02-27 on 021020-22 No 
nancomp 1 ien c e noted Maior areas inspected measurement V 
c ontrols, sh ipp mg t, receiving' storage & internal control, 
physical in ventory, record s C, repts I. mg t 6 matl control sys 
DELLA RATTA.A , CODY, A T Region 1, Office of Director 05/11/18 
6pp 16379 092 24X Fiche 50-219,82/11/24,0212100073 


9212210094 Forwards IE Insp Rept 50-219/82-25 on 021007-1111 (date 
differences throughout package noted) t* notice of violation 
STAROSTECKI. R Division of Project Resident Programs 82/11/29 
FIEDLER, P B General Public Utilities - GPU Service Corp 2pp 
16493 020 24X Fiche 50-219,02/11/29,8212210004 


— B2L2210089 IE Insp Rept 50-219/02-25 on B21007-1109 None omp 1 1 anc a 
noted on 021028, visitor left protected area unescorted 
Page 9 containing safeguards info deleted (ref I0CFR73 21) 

COUGILL, C , THOMAS, J , LAZARUS, W Division of Project & Resident 
Programs 82/11/19 I3pp 16493 023 24X Fiche 30-219,0 2/11/29, 

0212210084 


0212130306 Responds to NRC request for addl info re nearsite t farsite 
emergency operating facilities Util responded to Generic 
Ltr 01-11 on 020424,810911 & 820401 

FIEDLER, P B General Public Utilities - GPU Service Corp 82/12/07 
CRUTCHFIELD, D Operating Reactors Branch 5 3pp 16309 321 34X 

Fich o 50-219,82/12/07.8212130306 


0212170050 Advises that Revision 13 to physical security plarndtd 
02 1019, acceptable 

CRUTCHFIELD, D Operating Rsactors Branch 5 82/12/09 FIEDLER, P d 

General Public Utilities - GPU Service Corp lp 16480 363 24X 

Tiche 50-219, 02/12/09, 82 1 2170050 


8212210330 Releases public version of revised emergency pLan 
implementing procedures 

FELTON, J M Division of Rules and Records 02/12/13 Document 
Management Branch lp 16542 318 24X Tiche 50-219,82/13/13. 

B2 1 2210550 


— 8212210555 Forwards public version of revised emergency plan 
implementing pr oc edur es , i nc in d ing Procedures EPIP-IO re 
emergency radiological surveys onsite 5, EPIP-25 re nearsite 
emergency operations facility (NEDFJ Revised index end 
FIEDLER > P B General Public Utilities - GPU Service Corp 
B2/U/29 HAYNES,- R C Region 1, Office of Director 4pp 
16542 319 24 X Fiche 30-519,82/12/13,0212210550 


■0212210557 Public version of revised emergency plan implementing 
procedures, inc luding Procedures EPJP-10 re emergency 
radiological surveys onsite k EPIP-25 re nearsite emergency 
operations facility (NEC1F > 

* Oeneral Public Utilities - GPU Service Corp 82/09/23 39pp 
16542 323 24-X Fiche 30-519,82/12/13,0212210930 


□212210453 Ack receipt of 020930 fc 1129 1 trs informing NRC Of steps 
taken to correct- violations noted in IE Insp Rept 
50-219/62-18 Response to Item 0 of NRC 020030 1 tr reviewed 
I, violation rescinded Response withheld (ref 10CFR73 21 J 
8TAR0BTECK1, R Division of Project 6 Resident Programs 02/12/14 
FIEDLER, P Q General Public Utilities - GPU Service Corp 2pp 
16409 202 24X Fiche 50-219,82/12/14,0212210453 


— 0212210460 Forwards revised response to NRC 020B3O Ifcr re violations, 
noted in IE Insp Rept 50-219/02-10 Safeguard* markings 
revised to facilitate NRC handling 

LAGQART, M W General Public Utilities - GPU Service Corp 
02/11/29 STAROSTECKI, R Division of Project It Resident Programs 
Ip 16489 204 24X Fiche 50-217, 02/12/14,0212210453 


— G2T2210468 Forwards response to NRC 020830 1 tr re violations noted 
In IE Insp Rapt 50-219/82-18 Corrective actions instrument 
rack ends secured Equipment control procedure reviewed 
Safeguards info withheld (ref 10CFR2 790 |< 10CFR73 21) 

FIEDLER, P B General Public Utilities - GPU Service Cdrp 
02/09/30 STAROSTECKI, R Division of Project U Resident Programs 
4pp 16489 205 24X Fiche 50-219,05/12/14,8212210493 


8212290477 Forwards IE Safeguards Insp Rapt 50-219/82-26 on 021012-15 
No noncompliance noted 

MARTIN, T T Division of Engineering Ic Technical Programs 82/12/1S 
FIELDER, P 8 General Public Utilities - GPU Service Corp 2pp 
16503 258 24X Fiche 50-219,02/12/15,0212290477 
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--021229Q479 IE Safeguards Insp Rept 50-319/02-26 on 021013-15 No 
none ornpl tan ce noted Major areas inspected security plan, 
implementing pr o c adure s , organ 1 i at i on 1* program aud i t, record s 
L r ep-ts, tes ting & maint L locks, keys it combinations 

MADDEN, H / SMITH* G . GODY, A T Division of Engineering & Technical 
Programs 02/11/24 3gp 16303 260 24X Fi che 50-219. 02/12/15. 

0212290477 


0313220299 Notifies that insufficient info prevents determination of 
tolling schedule requirements per I0CFR50 4S«c> re 820630 
request for exemption from 10CFR5O App R r e quirecn* n ts 
Schedules computed from 020630 

E ISENHUT « D <3 Division of Licensing 02/12/(7 FIEDLER. P 0 

General Public Utilities - GPlf Service Corp 3pp 16500 283 24X 

Fiche 50-319. 02/12/17. 0212230299 


0212290409 Responds to 021124 ltr re delay in submitting responses to 
App < B H of IE Emergency Preparedness Appraisal Rept 
50-219/62-01 Submittal date of 021231 acceptable 

MARTIN. T T Division of Engineering t* Technical Programs 82/12/27 
FJEDLER.P D General Public Utilities - GPU Service Corp Ip 
16586 350 2 4X Fiche 30-219.82/12/27/8212290409 


— 8212290410 Informs of delay in submitting responses to App 5 D b C of IE 
Emergency Preparedness Appraisal Rept 50-219/03-01 until 
821231. due to elevated level of mgt attention needed to 
review revised emergency plan 

FIEDLER. P I? General Public Utilities - GPU Service Corp 
02/11/24 SMITH,© H Division of Emergency Preparedness & 
Operational Support Ip 16596 351 24X Fiche 50-219. 02/ 12/27. 

8212290408 


G Adjudicatory correspondence 


8P12300174 Forwards complaint filed in connection u/traumatic back 
injury suffered by J Bruschi at facility Complaint alleges 
injury resulted from unfit & unsafe working place it exposure 
to radioactive mails Investigation initiated 

HARVARD, J E American Nuclear insurer* 02/12/27 SALTZMAN, J 
Assistant Director for State *, Licensee Relations JOpp 16590 096 
24 X Fiche 50-21 9, 82/ 1 2/27. 821 23001 74 


J Insurance t indemnity information 


0213140362 Forwards Endorsement 65 to MABLU Policy MF-44 & Endorsement 
84 to NELIA Policy NF- 164 

NDREAU, U N General Publit Utilities - GPU Service Corp 02/12/10 
SALTZMAN.J Antitrust 6 Economic analysis Branch (Utility Finance} 
3pp 1 640 1 151 24X Fiche 50-219.82/12/10,8212140362 


0 Advisory Committee on Reactor Safeguards reports & correspondence 


0212100074 Responds to ACRS 021109 comments on leakage detection In 
SEP integrated assessment rept Visual insp of emergency 
condenser steam line piping acceptable unless not supported 
by Uniting leakage rats Draft NUREG-0822 will be revised 
DENTON, H R Office of Nuclear Reactor Regulation. Director 
02 / 12/02 SHeWHON/P 8 ACR& - Advisory Committee on Reactor 
Safeguards 7pp 16399 026 24X Fi Che 50-219, 02/12/02, 0212 100074 


F Operating license stage documents & correspondence 


8212060063 Informs that draft SEfl s re SEP Hydrology Topics 1 1-3 A, 

1J~3 B, 11-3 0 1,11-3 C & 1 1 1-3 C. transmitted by 020624 $, 

30 1 trs, cons J dared final Evaluation will be basic input to 
integrated as sos-tm e n t 

CRUTCHFIELD, D Operating Reactors Branch 5 02/00/27 FIEDLER, P g 

General Public Utilities - OPU Service Co-rp 2pp- J6314 020 24X 

Fiche 50-219, 02/00/27. 821 2060063 


0212140001 Add] response to FCJIA request for five categories of 
documents re SEP Forwards documents listed in App A No 
documents located subj to Item 3 of request Review of 
remaining documents continuing Documents available in FOR 
FELTON. J M Division of Rules and Records 02/11/03 GALLO, J 
Isham, Lincoln it Beale Spp 16433 354, 24X Fiche 50-000,82/11/03, 

02 LSI 40 001 


— 7908140784 Forwards "Tentative Plan for Seismic Reanalysls of Critical 
Structural Sys of Oyster Creek Unit 1 " 

HURRAY, R C Laurence LivermoT* Laboratory 79/00/02 LEVIN, H A 
Systematic Evaluation Program Branch (Pr* 79iO30> Ip 16435 093 
24X Fiche 5O-OOD.02/U/O3,B2i214OOO! 


7908140709 ’’Tentative Plan for Seismic Reanalysls of Critical 
Structural Sy 9 of Oyster Creek Unit " 

MA.S M E06G, Inc 79/00/02 I7j>p 16433 094 24X 

Fiche 30-000,02/11/03,8212140001 


■8002200995 Notifies that review S' performance of audit calculations to 
be continued per contract L preliminary review work to be 
completed at LaCrosse Code used for reanalysis of piping sys 
requires be -n chma r k t ng per code verification program 
SHAQ.L C Assistant Director for Engineering Programs 79/10/30 
EfSENHUT, D G Division of Operating Reactors lp 16435 Hi 
24/ Fiche 30-000. 82/11 /03, 0212140001 


— 8005200555 Forwards rapt, "Role of Radiation Damping in Impedance 
Function Approach to Bo l 1-Struc ture Interaction Analysis-" 
prepared by NCT Eng ins 0 r i rig , I nc 

MURRAY, R C Lawrence Livermore Laboratory 80/05/19 ALL ISON, □ 

Systematic Evaluation Program Branch ip 16435 112 24X 

Fiche 50-000, 02/11/03, 6212140001 


— 0005280561 "Role of Radiation Damping in Impedance Function Approach to 
Soil-Structure Interaction Analysis “ Prepared for LLL 
TSAI.T NCT Engineering, Inc FIN A-0233 80/05/31 NR C - No 

Detailed Affiliation Given 30pp 16435 113 24X 

Fiche 50-000, 82/11/03. 0212140001 


— 0105110513 Forwards tuo consultant repts * list of open items re SEP 
Topics riI -6 re seismic design consideration it HI-ll re 
component integrity l4/o consultant repts 
CRUTCHFIELD, D Operating Reactors Branch 5 81/03/20 

FfNFRCCK, I R Public Service Electric 8 < Gas Co of New Jersey 
3pp 16434 261 24X Fiche 50-000,02/11/03.0212140001 


8211230066 Generic Ltr 82-27 to all DWR licensees of operating reactors 
except LACDWR.Big Rock Po 1 n t, Dr esden 1, Humboldt Day, 
applicants for OL 8 « holders of CP re transmittal of 
NUREO-0763 U NUREQ-0703 Svc list end W/o stated end 
fcISENHUTiDO Division of Licensing 02/11/15 General Public 

Utilities - OPU Service Corp 22pp 16307 004 24X 

Fiche 50-000, 82/ 1 1/ 15, 821 1230066 


8212060247 Forwards schedules & resolutions for SEP Topics 11-3 8« V-5, 
VI 1 1-3 B, V-12 A, XV-J6, XV-18, III-4 A, VI-7 A 3, VI-10 A, 

I 1-3 0,11-3 S 1, II-a C, III-I, II 1-2. 1 1 1-3 A, HI-3 C, 
i rr-4 a 1 1 1 1-4 b, i r 1-4 d, 1 1 r-s a, mi- 5 a tt i n-6 

CLARK, P R General Public Utilities - GPU Service Corp 02/11/29 
CRUTCHF I ELD, D Operating Reactors Branch 5 1 7 p p 16313 150 24/ 

riche 50-219,02/11/29,8212060247 


82J2070097 Forwards SER it proprietary & nonp r opr 1 0 tar y technical 
evaluation repta re environ qualification of safety-related 
electric equipment Justification for continued operation 
must be reaffirmed it add! info submitted 

CRUTCHF IEL0, D Operating Reactors Branch 5 02/11/30 FIEDLER, P J} 

General Pwblu Utilities - GPU Service Corp 3pp 16320 001 24< 

Tiche 50-219, 02/11/30, 0212070097 


— ■8207150169 ’'Review of Licensee Resolution of Outstanding Issues Prom 
NR-C Equipment Environ Oua 1 1 f i cation Safety Evaluation 
Repts," final technical evaluation rapt 
CRANE, C J Franfclin In sti tute/Fran k I in Research Center 
NRC-03-79-1 18 TER-C3257-453 02/07/09 LE, N D NRC - No 

Detailed Affiliation Given 5i6pp 16320 010 24X 

Fiche 50 - 219 . 82 / 11 / 30,0212070097 


02 1 2000206 Forwards SER re radiological field operations training 
program Qualification criteria, per 021008 tel con, acc eptab le 
CRUTCHFIELD* D Operating Reactors Branch 5 02/12/03 FIELDEN.P 0 

General Public Utilities - GPU Service Corp 2pp 16354 00 1 24X 

Fiche 50-219. 83/12/03, &2 120802 06 


— 8212080211 SER supporting proposed Tech Spec Section 6 3 2 re 
ratf id og i cm 1 field operations training program 

* Office of Nuclear Reactor Regulation, Director 82/12/03 2pp 
16354 003 24 X Fiche 50-219, 02/12/03, 8212000206 


DPJ2210019 Tech Spec Change Request 100 for amend to License DPR-16, 
changing App A re Jnaervice insp surveillance requirements 
for snubbers 

FfEDLERrP B General Public Utilities - GPU Service Corp 82/12/10 
Office of Nuclear Reactor Regulation, Director 5pp 16490 164 
L’4X Fiche 50-219,82/12/10.8212210019 


— -B2I2210020 Proposed Tech Specs re lnservica insp surveillance 
requirement % for snubbers 

• General Public Utilities - GPU Service Corp 82/12/10 22pp 
16490 169 24 X Fiche 50-219,82/12/10.0212210019 


8UI2280313 Application to amend License DPR-1 6, cons i s t i ng of Tech Spec 
change limiting oxygen content to 4% Class III exemption fee 
enc I 

FlEDLEfliP B Oeneral Public Utilities - GPU Service Corp 02/12/15 
Office of Nuclear Reactor Regulation, Director 7pp 16562 05B 
C4X Fiche SO-21 4 ?, 82/12/ I 5, 8212280313 
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m 1 1 233031 0 Forwards request for addl info re NUREG-0737, I tern II D 1 j 
"S af e*y /Rel i e f Valve Testing “ Info should be submitted 
within 70 days of ltr receipt 

CRUTCHFIELD. D Operating Reactors Dranch 3 92/12/17 FIEDLERj P B 

General Public Utilities - GPU Service Corp 3p p 16907 316 24x 

Fiche 30-259,02/12/17.0212230310 


Q Inspection reports, IE Bulletins V correspondence 


8«'O0t9O24O IE Bulletin 02-03, Re vi s i on 1, "Stress Cracking in Thick- 
Wall , Large-Di ameter, Sto ini ess Stee 1, Rec it cu lati on Sys Piping 
a t BLR Plants " Svc list end 

DEYQUNQ , R C Director's Office. Office of Inspection and 

fcnf orcement 02/10/20 Consolidated Edison Co of New York, Inc 

1 12p p 16462 163 24X Ficho 50-000,02/10/20,0200190240 


B20B190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 4 Model 002 Thermoluminescent Dosimeters M Svc list 
rnc 1 

tOBBiL I Division of Fuel Facilities, Materials 6 Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc llOpp 
16372 142 24 X Fiche 50-000,02/11/05,0200190245 


G209190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc 109pp 1641J 197 24X 

f- i c h e 50-000, 92/ 11/19, 0200 1 9023 1 


GP12030030 Forwards IE Insp Rept 30-219/02-23 on 020914-17 b notice 
uf violation 

MARTIN, T T Division of Engineering b Technical Programs 02/11/18 
r I EDL ER, P B General Public Utilities - OPU Service Corp 2pp 

1 6305 061 24X Fiche 50-219,02/11/18,8212030030 


— 8212030033 Notice of violation from insp on 820914-17 

* Division of Engineering 6 Technical Programs 02/11/10 2pp 
16305 063 24 X Fiche 50-219,02/11/10,9212030030 


--82 1 2030037 IE Irsp Rept 50-219/B2-23 on 020914-17 Noncompliance noted 
failure to follow air particulate sampling schedule & 
failure to calibr entire thermal monitoring sys 
JANO.J C , JACKSON, T J , CORES, R J Division of Engineering b 
Technical Programs 02/11/10 1 1 p p 16305 065 24X 

Fiche 50-21 9. B2/ 11/ 18, 8212030030 


Br'i 2 1 00073 Forwards IE Safeguards Insp Rept 50-219/92-27 on 821020-22 
No none omp 1 i a nc e noted 

MARTIN, T T Division of Engineering 6 Technical Programs 82/11/24 
FIEDLER, P B General Public Utilities - OPU Service Corp 2pp 
56379 090 24X Fiche 50-219,82/11/24,0212100073 


— B212100081 IE Safeguards Insp Rept 50-219/82-27 an 021020-22 No 
noncompliance noted Major areas inspected measurement & 
contro ] s, sh i pp i ng b r ec e wing , storage & internal control, 
physical i nventory • records & repts 6 mgt b matl control sy* 

DELLA RATTA, A , GODY, A T Region 1, Office of Director 02/ll/lB 
6pp 16379 092 24X Fiche 50-219,82/11/24,0212100073 


B:'OB190256 IE Info Notice 82-46, "Defective b Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

iLnforcement 02/11/26 Consolidated Edison Co of New York, Inc 

!27pp 16411 065 24X Fiche 50-000, 82/1 J /26, 9200 1 90256 


8212060332 Informs of revision to routine insp interval for visual insp 
of sparger surfaces U ultrasonic test b dye penetrant exam 
of feedwater nozzles Future imps will be conducted per 
schedule outlined in Table 2 of NUREG-0619 

FIEDLER, P B General Public Utilities - GPU Service Corp 02/11/29 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 16312 079 24X 

Tiche 50-219,92/11/29,9212060332 


G Pi 22 10094 Forwards IE Insp Rept 50-219/82-25 on 021007-ill 1 (date 
differences throughout package noted) & notice of violation 
STARQSTECKI, R Division of Project & Resident Programs 02/11/29 
TIEDLERiP D General Public Utilities - GPU Service Corp 2pp 
16493 020 24X Fiche 50-219,82/11/29,0212210084. 


— (3212210087 Notice of violation from insp on 021007-1109 

* Division of Project b Resident Programs 02/11/29 lp 
16493 022 24X Fiche 50-219,02/11/29,0212210004 


— 8212210089 IE Insp Rept 50-219/82-25 on 021007-1109 Noncompliance 
noted on 02 1 028, v i s i tor left protected area unescorted 
Page 9 containing safeguards info deleted (ref 10CFR73 21) 
CQUGILLiC i THOMAS, J , LAZARUS, W Division of Project & Resident 
Programs 02/11/19 I3pp 16493 023 24X Fiche 90-219,82/11/29, 

021 22 10084 


8208190257 IE Info Notice 02-47. "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
COBB, L 1 Division of Fuel Facilities, Materials b Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 3S6pp 
16307 020 24X Fiche 50-000,82/11/30.0200190257 


0212070014 Discusses IE insp on 011103-620317 & forwards notice of 
violation b notice of proposed imposition of civil penalty 
HA/NE8, R C Region 1, Office of Director 02/11/30 FIEDLER, P B 
General Public Utilities - GPU Service Corp 5pp 16356 201 24X 

Fiche 50-219,02/11/30,0212070014 


— 0212070021 Notice of violation t notice of proposed imposition of civil 
penalty in amount of $40,000 Noncompliance noted 
surveillance testing of A isolation condenser motor driven 
valve V-14-30 inadequate to demonstrate operability 
HAYNES, R C Region 1, Office of Director 62/11/30 4pp 
16356 206 24X Fiche 50-219,62/11/30,0212070014 


0212080956 Responds to Questions l U 4 of IE Bulletin 82-03, Rev i e i on 1 
re ultrasonic test methods detecting i n terg ranu lar stress 
corrosion cracking in thick walled piping Response subj to 
change Related info end 

riEOLER.PU General Public Utilities - GPU Service Corp 82/12/01 
HAYNES, ft C Region 1, Office of Director 24pp 16352 013 24X 

Fiche 50-219,03/12/01,8212000556 


0POS19O2S9 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

1 1 3p p 1641 1 317 24X Fiche 50-000,02/12/03,0200190259 


0208190261 IE Info Notice 82-49, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 50-000,02/12/03,620019026 1 


8212O0O347 Ack receipt of 021025 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Ropt 50-219/02-20 
STARQSTECKI, R Division of Project b Resident Programs 02/12/03 
FIEDLER, P B General Public Utilities - GPU Service Corp Ip 
16353 325 24X Fiche SQ-219, 82/12/03, 0212090347 


—0212000354 Responds to NRC 020922 ltr re violations noted in IE In B p 
Rept 50-219/02-20 Corrective actions Diesel Generator 1 
lube oil heater pump control switch returned to on position 
b revision to general drywell clearance issued 
FIEDLER, P B General Public Utilities - OPU Service Corp 
02/10/25 STARQSTECKI, R Division of Project it Resident Programs 
3pp 16353 326 24X Fiche 30-319.08/12/03.0212080347 


8212220466 Forwards IE Insp Rept 90-219/82-22 on 020900-1006 b notice 
of violation 

STARQSTECKI, R Division of Project b Resident Programs 02/13/07 
FIEDLER, P B General Public Utilities - GPU Service Corp 3pp 
16504 021 24X Fiche 50-219,02/12/07,0212220466 


—0212220460 Notice of violation from insp on 820700-1006 

* Division of Projeet & Resident Programs 92/12/07 Ip 
16304 023 24X Fiche 50-219,82/12/07,0212220466 


—0212220473 IE Insp Rept 30-219/82-22 on 020909-1006 None ofop 1 i an c e 
noted failure to maintain fully operable Isolation trip sys 
for isolation condensers during maint on isolation valvos 
CdNGILL.C , THOMAS, J , TRIPP. L E Division of Project & Resident 
Programs 02/10/22 11 pp 16504 024 24X Fiche 50-219,82/12/07, 

0212220466 


0212210019 Tech Spec Change Request 100 for amend to License DPR-16, 
changing App A re inservice insp surveillance requirement* 
for snubbers 

FIEDLER, P B General Public Utilities - GPU Service Corp, 82/12/10 
Office of Nuclear Reactor Regulation, Director 3pp 16490 164 
24 X Fiche 50-219,02/12/10,0212210019 


— 8212210020 Proposed Tech Specs re Insorylce Insp surveillance 
requirements for snubbers 

* General Public Utilities - GPU Service Corp 02/12/iO 22pp 
16490 169 24X Fiche 50-219,82/12/10,0212210019 


0212210453 Ack receipt of 820930 6 1129 ltr? informing NRC of step* 
taken to correct violations noted in IE Insp Rept 
50-219/02-16 Response to Item 1] of NRC 020030 ltr reviewed 
b violation rescinded Response withheld (ref 10CFR73 2I>. 
STARQSTECKI, R Division of Project & Resident Programs, 02/12/14 
FIEDLER, P B General Public Utilities - GPU Service Corp Spp 
16409 202 24X Fiche 50-219.83/13/14,0212210453 
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--0212210460 Forward* revised response to NRC 020930 ltr re ziolatiorn 
noted in IE I*isp Rept 50-219/02-10 Safeguard* marking* 
revised to facilitate NEC handling 

t_AG3ART.fi W General Public Utilities - GPU Service Corp 
82/11/2? 3TAR03TECKI, fi Division of Project i Resident Programs 
ip 164B? 204 24X Fiche 50-219,82/12/14,0212210453 


— 0212210468 Forwards response to NRC 020830 ltr re Violations noted 
in IF Insp Rept 50-219/82-10 Corrective actions instrument 
rad end* secured Equipment control procedure reviewed 
Safeguards info withheld (ref 10CFR2 79-0 & ICCFR73 21) 

FIEDLER, P fl General Public Utilities - GPU tfurvice -Corp 
02/09/30 STA&OSTECKI ■ H Division of Project it Resident Programs 
4 pp 16489 205 24X Fiche 30-219,02/12/14,02122104 53 


0212290477 Forwards TE Safeguards Insp Rapt 50-219/82-26 on 021012-15 
No nonconp 1 lance noted 

MARTIN, T T Division nf Engineering it Technical Programs 82/12/1& 
FIELDERpP 0 General Public Utilities - GPU Service Corp 2pp 
16383 250 24X Fiche 50-219.02/12/15,0212290477 


— 0212290479 IE Safeguards Insp Rapt 50-219/82-26 on 821012-15 No 
none omp lienee noted Major areas inspected security plan, 
implementing pro< edures, nrgani iat ion & program audi t, record 9 
& repts, testing ft mslnt 6 locks, kegs ft combinations 
MADDEN, W , SMITH, 0 , GODY.A T Division of Engineering ft Technical 
Programs 82/11/24 3pp 16503 260 24X Fi Ch* 50-219, S2 /J 2/JS, 

8212290477 


BPI2Q0O5-11 Forwards LEf? 82-053/03L-0 Detailed event analysis end 

flEDLER.P C General Public Utilities - GPU Service Corp 82/11/^2 
HAYNES, R C Region 1- Office of Director 3pp 16352 001 24X 

Ffche 5G-2i9, 02/1 1/32, 8212080S1 1 


— 0212O9O&25 LEfl 82-053/03L-0 on 021022, during brush change on 
recirculation pump D motor generator se t , rec l r c u 1 a 1 1 on pump 
E tripped Caused by current overload on recirculation pump 
E Pu«*p E restarted Worn brushes on motor generator replaced 
HJTKO, K General Public Utilities - GPU Service Corp Q2/11/22 

Region 1, Office of Director lp 16352 004 24X 

Fiche 50-219,82/11/22,8212000511 


8P12O1O130 EM-02-036 notice of violation ft proposed imposition of civil 
penalties ui I 1 be Issued to utl) approx 021130 Action 
based on i nad eq.ua te surveillance testing to establish valve 
operabl lity 

WARDER , G , AXEUfiAD.J Director's Office, Office of Inspection and 
Enforcement 02/11/23 Ip J62S0 081 24X Fiche 50-21 9. 02/t 1 /23, 

0212010150 


B<' 1 2060 1 4 0 LER 82-056/01P a n 021 120, dur ing insp of 24-volt dc battery 
charger A2, breaker found in tripped position Caused by 
setposnt drjtt for overvoltage relay on battery charger 
output breaker Output breaker reset 4c closed 

MEDLER.P 0 General Public Utilities - GPU Service Corp 02/J1/23 
HAYNES, fl C Reg j on 1, Office of Director 3pp 16313 149 24X 

Fiche 50-219. 82/11/23, 8212060148 


820&I90267 IE Info Notice 92-49. "Correction for Sample Conditions for 
Air 6 Gas Monitoring " Svc list and 

DEYOUNG. R C Director J -s Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

I37pp 16623 191 24* Fiche SO-OGO. 82/12/ 16, 02OSJ 90267 


0212080240 Forwards LED 82-051/03L-0 Detailed event analysis end 

MEOLER.P D General Public Utilities - GPU Service Corp 02/JI/23 

HAYNES, R C Region 1, Office of Director 4pp 16394 174 24X 

fiche 50-219, 62/11/23, 0212080240 


020019026a IE Info Notice 82-50. "Mod of Solid State AC Underva 1 tag e 
Relays Type I TE-27 “ Svc list end 

JORDAN. E L Division of Engineering it Quality Assurance 82/12/20 
Consolidated Edison Co of New York. Inc 103pp 16620 293 24X 

Fiche 50-000. 82/ 1 2/20, 02O0I9O26B 


02 1 2290400 Responds to 021124 ltr re delay in submitting responses to 
App* B ft C of IE Emergency Preparedness Appraisal Rapt 
50-219/82-01 Submittal date of 021231 acceptable 

MARTIN. T T Division of Engineering ft Technical Programs B2/12/2? 

FIEDLER, P B General Public Utilities - CPU Service Corp ip 
16506,350 24X Fiche S0-2I9, 82/12/27 , 021 2290400 


--8312000263 LER 02-05 1 /03L-0 on 020930, urmon i tored release of 
radioactive liquid to sell around waste surge tank, pump 6 
attached dram piping occurred Caused by severe pitting in 
bottom ED ft of sidewall I, bottom of tank 

MACAR, C General Public Utilities - GPU Service Corp 02/11/23 

Region 1, Office of Director Ip 16354 170 24X 

Ficho 50-219, 82/11/23, 8212080240 


BPl 2060349 Forwards LER 02-0S5/OIP-O 

T IE.DLER, P U General Public Utilities - GPU Service Corp 02/11/24 

HAYNES, R C Region I. Office of Director Ip 16352 005 24X 

Tiche 50-219, 02/ i 1/24, 021.7080349 


— 0212290410 Informs of delay in submitting responses to Apps B & C of IE 
Emergency Preparedness Appraisal Re.pt 5D-219/B2-0I until 
821231, due to elevated level of mgt attention needed to 
review revised emergency plan 

FIEDLER, P fl General Public Utilities - GPU Service Corp 
82/11/24 SMITH, 0 H Division of Emergency Preparedness ft 
Operational Support Ip 16586 391, 24X Fiche 50-219,02/12/27, 

SSI 2290408 


R Periodic operating reports ft related correspondence 


0212290127 Forwards monthly operating rept for Oct 1982 

FIEDLER, P B General Public Utilities - GPU Service Corp 02/11/11 
Office of Resource Management, Director 3pp 165Q3 210 24X 

Fiche 50-219, 02/11/11.0212290127 


— B212290134 Monthly operating rept far Qct 19&2 

BAR AN, R General Public Utilities - GPU Service Corp 82/11/03 
7ji p 16583 213 24X Fiche 50-219.62/11/11,8213290127 


— B2120E0359 LER 82-055/01P-0 on S2U 15, stack gas not monitored 
continuously due to breaker trip on stack gas sample pump B 
Cause under investigation Stack gas sample pump A put into 
svc Condition under review 

* General Public Utilities - GPU Service Cdrp 82/11/24 
Region 1. Office of Director ip 16332 006 24X 

Fiche 50-219,02/11/24,621208034? 


8212000300 Forwards LER B2-054/03L-0 Detailed event analysis end 

FIEDLER, p B General Public Utilities - GPU Service Corp 02/11/24 

HAYNES, R C Region 1. Office of Director 3pp 16352 200 24X 

fiche 50-219, 62/11/24, B21 2000380 


— 0212000395 LER 82-054/O3L-O on 821105, after completing TIP trace, 
bail valve an TIP machine 3 failed to close Caused by 
moisture buildup around in-shield limit switch operating 
arm Arm cleaned it switch aligned 

MURDOCK, P J General Public Utilities - GPU Service Corp 
82/11/24 Region l, Office of Director lp 16352 203 24X 

Fiche 50-219,02/11/24,8212060388 


6212210040 Forwards thirtieth quarterly rept, "Study of Roadborer 
Populations re Oyster Creek Generating Efcat Ion, &2DS21-1 120 * 

FIEDLER, P B, General Public Utilities - GPU Service Carp 02/12/10 
HAYNES, H C Region 1, Office of Director Ip 16491 009 24X 

Fiche 50-219, 02/12/10, 831! 5210040 


— B2 1 2210044 >l 8tudy of Woodborer Populations re Oyster Creek Generating 
Station, 820821-1 ISO, 41 thirtieth quarterly rept 

HILLMAN, R E. , Er ELMORE , C J Bat to He New England Marine Research 
Laboratory. 82/11/30 25pp, 16491 009 24X 

Fiche SO— 21 9, 82/ 1 2/ 1 0. 8 21 22 1 00 40 


Qr'l 21 40169 Forwards LER 82-052/Q1T-0 Detailed event analysis end 

FIEDLER, P 0 General Public Utilities - GPU Service Corp 02/12/02 

HAYNES. R C Region 1. Office of Director 3pp 16409 357 24X 

Fiche 50-219. 02/12/03, 8212140169 


--0212140177 LER 02-O52/O1T-O on 020020, envir on release occured w/ 
ratfuraste discharge monitor out of eve w/o performing second 
sample analysis Caused by personnel error Procedure change 
initiated requiring signed liquid release permit 

HCHMAN.B General Public Utilities -GPU Service Corp 82/12/02 
Region 1, Office of Director Ip 16409 360 24X 

Fiche 50-21 9, 82/12/02. B2t 21 401 69 


6 Reportable occurrences. LER* ft related correspondence 


0001140342 RO 50/2 1 9/-0O '1- Ip on 800105, while performing e 1 ec tr onset i c 
relief valve operability test, electromatic relief valve D 
failed to open Cause undetermined Corrective action to be 
deterini ned. 

CARROLL, J T. Jersey Central Power & Light Co 00/01/07 3pp 
90017.245 24X Fiche 50-219,80/01/07,0001140342 


0213210372 Forwards LER 82-056/01 T-0 Detailed event analysis encl 

F IEDLER, P B General Public Utilities - GPU Service Corp 82/12/OB 

HAYNES, R C Region 1, Office of Director 4pp 16494 305 24X 

Tich» 50-219. 82/12/08, 821 22EQ372 


—0212210377 LER 82-056/01 T-0 on 021 120, outpu t breaker for A2 24-volt dc 
battery charger tripped Caused by setpoint drift of 
overvoltage relay flrealer checked 6 closed ft relay setpoint 
ad justed 

CUSTODIO, D B General Public Utilities - GPU Service Carp 

62/ ( 2/0B Region i. Office of Director ip 16494 309 24X 

Fiche 50-21 9.8 2/ 12/OB. 8212210372 
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0^12140168 PNG'- 1-82-079 on 821209, reac tor shutdown scheduled to correct 
increasing unidentified drywell leakage Possibly caused by 
reactor recirculation pump seal degradation Shutdown 
scheduled tor 3 days 

THOMAS, J , LAZARUS. W « KEIMIQ.R Region 1. Office of Director 
32/ 12/09 lp 16410 210 24X Fiche 30-21 9. 02/12/09. B212140 168 


DOCKET 50-220 NINE HI LE POINT NUCLEAR STATION. UNIT l 


F Security, medical, emergency 6 fire protection plans 


Gp 1 2030034 Ack receipt of 820903 1 tr transmitting action plan progress 
iept tor Apr-June 1982. in response to Health Physics 
Appraisal Rep t 30-220/80- J 1 

MARTIN. T T Division of Engineering 1 Technical Programs 02/li/OO 
RHODE. G K Niagara Mohawk Power Corp 2p p 16304 U3 24X 
Fiche 50-220,02/11/08.0212030034 


'- 82 1203 D050 Sub mi ts action plan progress rqpt for Apr-June 1982. in 
response to Health Physics Appraisal Rept 50-220/00-it 
Improvements made to radiation protection program 
MAN GAN. C V Niagara Mohawk Power Carp 82/09/03 HAYNES, R C 
Region 1. Office of Director 7pp 16304 113 24X 

Fiche S0-220. 82/ lt/Oa, 8212030034 


0212030018 Forwards IE Insp Rept 50-220/82-20 on 821126-29 No 
noncompliance noted 

MARTIN. T T Division of Engineering 1 Technical Programs 82/11/17 
RHODE, C K Niagara Mohawk Power Corp 2p p 16304 201 24X 

Fiche 50-220, 82/11/17, 0212030010 


'-0212030023 IE Jnsp Rept 50-220/02-20 on 021026-29 No none omp 1 i anc o 
noted Major areas inspected implementation of corrective 
actions for health physics ap prai sa 1, sign if leant appraisal 
findings ** licensee action on previous insp findings 
N1M1TZ.R L , SHANBAKY.M M Region 1. Office of Director 
82/11/16 I3pp 16304 303 24X Fiche 50-220.02/11/17.8212030010 


0212020302 Forwards TMl action item implementation schedule per 820416. 
0607,0820.0930 it 1001 Itrs Items will be completed prior to 
startup from current recirculation piping replacement 
outage 

MANGAN.C V Niagara Mohawk Power Corp 82/11/29 E ISENHUT , D G 

Division of Licensing 3pp 16277 336 24X Fiche 90-220,02/11/29. 

82 1 2020302 


br'12060204 Forwards response to 021103 request for addl infn re 
alternate shutdown capability for postulated control room 
f ire 

MANGAN.C V Niagara Mohawk Power Corp 82/12/03 VASSALLO, D B 
Operating Reactors Branch 3 36pp 16313 011 24X 

Fiche 50-220,92/12/03.0212060204 


B212Q9O106 Responds to request re emergency operations facilities per 
Generic Ltr 01-10 Info requested previously transmitted 
MANGAN.C V Niagara Mohawk Power Corp 02/12/06 EISENHUT, D G 
Division of Licensing lp 16357 282 24X Fiche 50-220.82/12/06, 

ft 2 120901 06 


0212210131 Forwards addl info to prepare shift crews operating nuclear 
plants for type of questions NRC duty officers may ask 
via NRC emergency notification sys 

STAROSTECKI, R Division of Project fc Resident Programs 02/12/16 
RHODE. 0 K . SEIDERT, C R Niagara Mohawk Rower Corp 6pp 
] 6485 1 03 24X Fiche 50-220,02/12/16,0212210131 


ft Operating license stage documents tt correspondence 


8211230066 Generic Ltr 82-27 to all BWR licensees of operating reactors 
except LACBWR , Q i g Rock Po in t. Dr es den 1, Humboldt Bay, 
applicants for OL 6 holders of CP re transmittal of 
NURE0-0763 6 NUREG-0703 Svc list end W/o stated end 
E? ISENHUT . D 0 Division of Licensing 02/11/13 General Public 
Utilities - QPU Service Corp 22pp 16307 004 24X 

Fiche 50-000,02/11/15,8211230066 


B? J 12020102 Advises that response to 020621 technical evaluation rept 
re comparison of effluent Tech Specs & offsite dose 
ca 1 culati ana 1 manual will be submitted by 030301, not 821130 
as stated in 821025 ltr Tech Specs & manual being revised 
MANGAN.C V Niagara Mohawk Power Corp 02/11/24 VASSALLO, D B 
Operating Reactors Branch 2 Ip 16272 020 24 X 

fiche 50-220,02/11/24.8212020102 


6218020302 Forwards TMI action item implementation schedule per 820416, 
0607,0820,0930 F 1001 Itrs Items will be completed prior to 
startup from current recirculation piping replacement 
outage 

MANOAN.C V Niagara Mohawk Power Corp 02/11/29 EISENHUT, D G 
Division of Licensing 3pp 16277' 336 24X Fiche 50-220,02/11/29, 

0212020302 


0P12OBO199 Forwards design info re Class IE protection sys being 
installed on motor generator sets Three oversiie figures 
illustrating revised control, instrument on-line power It 
protective package end Aperture cards are available in PDR 
MANGAN, C V Niagara Mohawk Power Corp 02/12/01 VASSALLO, D 0 
Operating Reactors Branch 2 3pp 16354 241 24X 

Fiche 50-220,02/12/01.9212080159 


0^12130204 Forwards safety evaluation of response to NUREG-0737 , I tern 
M K 3 25. "Effect or Loss of AC Power on Pump Seals ,J 
Present facility design acceptable Demonstration of pump 
seal performance during loss of cooling water unnecessary 
VASSALLO. D B Operating Reactors Branch 2 82/12/01 DISE, D P 

Niagara Mohawk Power Corp 7pp 16418 244 24X 

Fiche 50-220.02/12/01,0212130204 


GPJ2090154 Forwards results of automatic depr e a sur i i a t l on sys logic 
studies & description of proposed mods Studies included BWR 
small break LGCA accident outside primary c on ta i nment. saf e 
shutdown analysis it Mark I containment load mitigation 
MANGAN.C V Niagara Mohawk Power Corp 02/12/03 EISENHUT, D G 
Office of Nuclear Reactor Regulation, Director 4p p 16359 113 
24X Fiche 30-220,02/13/03,0212090154 


0M217O266 Advises that upon completion of current outage for 
replacement of safe-ends F recirculation piping, Cycle 7 
operation uill continue for approx i yr prior to refueling 
Mod schedule end 

MANGAN.C V Niagara Mohawk Power Corp 82/12/15 VASSALLO, D D 
Operating Reactors Branch 2 2pp 16457 175 24X 

Fiche 50-220. 02/ 12/15. 021 2 1 70266 


0212270265 Responds to NRC 021108 request for info re implementation of 
NUREQ-0313, Revision 1 Info will be provided by B30101 
MANGAN.C V Niagara Mohawk Power Corp 82/12/20 VASSALLO, D B 
Operating Reactors Branch 2 lp 16530 326 24X 

Fiche 50-220,02/12/20,0212270265 


0P1227O353 Informs that schedule for providing info re NUREG-0737 . Item 
1 1 El 3 on post-accident sampling capability will not be 
provided until 021220 , per 020726 request 

MANGAN.C V Niagara Mohawk Power Corp 02/12/20 EI8PNHUT.D G 
Division of Licensing lp 16530 015 24X Fiche 50-220,82/12/20. 

0212270353 


G Inspection reports, IE Bulletins tt c or re sp ondenc e 


BP08 1 90240 IE Bulletin 82-03, Revi s ion l, "Stress Cracking in Th ick- 
Wa 1 1, Larg e-Di ame ter , Sta i n I ess Stee 1 , Rec ireu lation Sys Piping 
at BWR Plants 11 Svc list end 

DEYOUNG . R C Director's Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York, Inc 

1 12pp 16462 163 24X Fiche 30-000,02/10/20,8208190240 


0208190245 IE Info Notice B2-42, "Defects Observed in Panasonic Model 
001 & Model 002 Thermoluminescent Dosimeters " Svc list 
end 

COBB, L I Division of Fuel Facilities, Materials & Safeguards- 
D2/U/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Fiche 50- 000,02/11/05,0208190243 


8P1203Q034 Ack receipt of 820903 ltr transmitting action plan progress 
rept for Apr-June 19Q2, in response to Health Physics 
Appraisal Rept 50-220/00-11 

MARTIN.! T Division of Engineering tt Technica-J Programs 82/11/08 
RHODE. G K Niagara Mohawk Power CoTp 2pp 16304 Ii3 24 X 
Tiche 50-220, 02/ 1 1 /Q8, 02 1 2030034 


—0212030050 Submits action plan progress rept for Apr-June 1902- in 
response to Health Physics Appraisal Rept 50-220 /BO- 1 1 
Improvements made to radiation protection program 
MANOAN.C V Niagara Mohawk Power Corp 02/09/03 HAYNES, R C 
Region 1, Office of Director 7pp 16304 115 24X 

Fiche 50-220,02/11/00,9212030034 


0212030018 Forwards IE Insp Rept 5D-220/B2-20 on 821126-29 No 
noncompliance noted 

MARTIN, T T Division of Engineering St Technical Program# 02/11/17 
RHODE, 0 H Niagara Mohawk Power Corp 2p p 16304 201 24X 

Tiche 50-220, 02/1 1/17, 021 203Q0i 8 


--B212030023 IE Insp Rept 50-220/02-20 an 821026-2? No noncompliance 
noted Major areas inspected implementation of corrective 
actions for health physics apprai sa 1, sign i f Scant appraisal 
findings 6 licensee action on previous insp findings 
NIMITZ, R L , SHANBAKY.M M Region 1, Office of Director 
82/11/16 13pp. 16304 303 24X Fiche 50-220.82/11/17,0212030010 


8200190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/11/10 
Conso 1 idated Edison Co of New York, Inc I09pp 16411 199 24X 

Tiche 50-000,02/11/18,8208190251 
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6206(90256 IE Info Notice 02-46. "Defective & Obsolete Combination 
Padlocks " &v c list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

L n fc p c ement 82/11/26 Consolidated Edison Co of New York* Inc 

J27pp 1*411 063 24X Fiche 50-000, 82/1 1/26, 620819025* 


0^’OQI9O257 IE Info Notice 62-47, "Transportation of Type A Quantities- 
of Non^Fissile Radio-active Matl " Svc list end 

COSQpL I Division of Fuel Facilities/- Materials i, Safeguards 
82/J1/30 Consolidated Edison Co of New York. Inc 356pp 
1 6337 028 24X Fiche 50-000,02/11/30.0200190257 


9300190259 IE Bulletin 82-04. "D-e f i Cienc 1 es in Primary Containment 
Electrical Penetration Assemblies " Svc list encl 
DEYOUNG, R C Director's Office. Office of Inspection and 

Lnforeeinent 02/12/03 Consolidated Edison Co of New York* Inc 

1 I3pp 16411 317 24X Ficha 30-000. 02/12/03. 8200190259 


6^00190261 IE Info Notice 02-40. "Failures of Agasfcat CR 0095 Relay 
Sockets " Svc list end 

JORDAN, £ L Division of Engineering L Quality Assurance 02/12/03 
Consolidated Edison Co of New York, inc IlOpp 164*2 064 24 X 

Fiche 50-000,32/12/03,8208190261 


G212140397 Ad receipt of B2S022 ( tr informing Nf?C of steps taken to 
correct violations noted in IE Insp Rept 50-220/82-14 
&TfiR05TECKi, -R Division of Project & .Resident programs 02/12/07 
RHODE. 0 K Niagara Mohawk Pouiot Carp 2pp 1*404 OlB 24X 
Fiche 50-220,02/12/07,6212140397 


- 02] 21 40406 Responds to NflC 620922 Itr re violations noted in IE Insp 
Kept 50-220/82-14 Corrective actions radiation work permit 
procedure r*vi«ecf to provide reasonable & enforceable 
documentation requirement 

LEI1PCES, T E Niagara Mohawk Power Corp 02/10/22 STAR05 TECKI, R 
Division of Project 6 Resident Programs 3pp 1*404 020 24 X 

Fiche 50-220, 62/1 2/07, 621 21 40397 


0212150207 Ack receipt of 821 IJ9 Itr informing WRC Df step* taken to 
correct violations noted in IE Iti sp Rept 50-220/02-17 
STAR03TECKI,ft Division of Project * Resident Programs 02/12/10 
RHODE. 0 K Niagara Mohawk Power Corp ?pp 1*430 264 24X 

Tiche 90-220.82/13/10.6212150207 


—9212150213 Responds tn N/IC 621019 Itr re violations noted Jo IE Insp 
Rep t 50-220/82-17 Corrective actions si? out nf seven 
outstanding items re IE circulars closed out & IE Circular 
60-22 will be closed by 830101 

LEMPGES, T £ Niagara Mohawk Power Corp 62/11/19 STAR0S7ECHI, R 
Division of Project * Resident Programs 2pp 1*430 266 24X 

Fiche 30-220. 82/1.3/10, B?1 21 50207 


9i J J 2220500 Requests written statement within 30 days of Itr re use or 
disposition of Raych-e-n-Flamtro I cables Generic qua! if Uafcion 
tests for cables no longer acceptable 

JORDAN, E L Division of Engineering L Quality Assurance Q2/J2/10 
RHODE, 0 -K Niagara Mohawk Power Corp 3pp 1*523 097 24X 

fiche 50-220. 82/12/10*6212220500 


G. '09 190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air ic Gas Monitoring " Svc list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York* Inc 

127pp 16628 191 24X Fiche SO- 000, 02/1 2/ 1 6, 62081 902*7 


D2132204J3 Advises of plans to conduct interviews u/uti 1 personnel re 
drug t alcohol abuse it rehabilitation programs, as result 
of IE Info Notice 82-05. "Increasing Frequency of 
Drug-Related Incidents " Topic areas end 

STAROSTEOKI, R Division of Project * Resident Programs 02/13/16 
RHODE, 0 K Niagara Mohawk Power Carp 2pp 16503 350 24X 

Fiche 50-220. 02/12/16, 8212320413 


021222047* Ack receipt of 821029 Jtr Informing NEC of steps taken to 
correct violations noted in IE Insp Rept 50-220/02-01 
8TAROS7ECKI, R Division of Project L Resident Program* 82/12/16 
RHODE, 0 ft Niagara Mohawk Power Corp Bpp 16504' OJB 24* 

Fich* 50-220. 62/12/16, 02122204 76 


— 8212220479 Responds to NftC 020913 Itr re violations noted In fE Insp 
Rept 02 “*220/02-01 Corrective actions two phase operating 
procedure review program will be completed by 840101 
LEHPGES. T £ Niagara Mohawk Power Corp 02/10/29 STAR0STECKI. ft 
Division of Project & Resident Programs Ip 1*504,020 24X 

F i c h e 50-22 0, 82/ 1 2/ 1 6, 02 1 2220476 


02001902*0 IE Info Notice 02-50, "Mod of Solid State AC Undervo 1 tags 
Relays Type 1TE-27 " Svc list ef»cl 

JORDAN. E L Division of Engineering k Quality Assurance B2/12/20 
Consolidated Edison Co of New Yorl, Inc. lOBpp 16629 293 24* 

P i ch 9 3D- OOG, 02/ 1 2/20. 8209 1 9026 0 


R Periodic operating reports 6 related correspondence 


0212140029 Forwards monthly operating rept for Nov 1902 

L6MPGES, T £ Niagara Mohawk Power Corp 82/12/07 Director's 

Office, Office of Inspection and Enforcement lp 1*409 20* 21X 

Fiche 50-320. 92/12/07. 0212140029 


—8212140031 Monthly operating rept for Nav 1902 

ROMAN, T IJ Niagara Mohawk Pawn Corp 02/12/03 4pp 16409 Jfl/ 
24/ Fsche 50-320,02/12/07,8212140029 


& Reportable occurrences, LERs L related correspondence 


07J 229041* Forwards LEft 02-O15/O3L-O 

LEMPGES. r E Niagara Mohawk Power Corp 82/12/16 HAYNES R f 
Region I, Office of OirectDr lp 16503 190 24X 

fiche 50-220.02/12/16,821229041* 


-Q21229043O LER 02-O19/O3L-O 0 n 821117 L 18, deluge valve* iOlN & 11MS, 
protecting reserve power transformer, intentionally made 
inoperable to replace pressure switches to upgrade fire 
protection sys Deluge sys returned to svc after mod 
RADY, J , NEII.D, R Niagara Mohawk Power Corp 82/12/16 Hegion 

I, Ot-fice of Director lp 16585 191 24X Fiche 50-220,02/12/16. 

8213290416 


DOCKET 50-235 RPt CRITICAL EXPERIMENT 


P Operating license stage documents 6 correspondence 


0312140103 Generic Ltr B2-28 to all licensees of operating 
Westing house K C~E PWRs (except Arkansas Nuclear One. Unit 2 
l< San Qnofre 2 4, 3) re Inadequate core cooling 
instrument* fc i on sys Svc list end 

L15ENHUT. D ■& Division of Licensing 82/12/10 Yankee Atomic 
Udctrlc Co 27p p 16690 035 24X Fiche 90-000, 82/ J 2/10, 

R212H0103 


& Inspection reports, IE Bulletins L correspondence 


8r'0B1902*B IE Info Notice 82-50, "Mod of Solid State AC Undervo 1 tagu 
Relays Type I TE-37 ' Svc list encl 

JORDAN, E L Division of Engineering * Quality Assurance 02/12/20 
Consol i dated Edison Co of New York, Inc 108pp 16620 293 24X 

fiche 50-000, 02/12/20, 82 00190268 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency & fire protection plan* 


0P12O3O203 Release* public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records B2/M/30 Document 

Management Branch £p 16316 253 24X Fiche 50-0 10> 02/ 1 1 /30, 

0212030283 


— 8212035286 Forwards public version of revised emergency plan 
implementing procedures, including Procedure EPIP 10 0-2 re 
shift turnover u/technical support ctr & environ teams 
activated Receipt forms i procedure histories encl 

SCOTT, D J Commonwealth Edison Co 82/1 1 / J 9 DENTON- H R Office 

of Nuclear Reactor Regulation, Director 7pp 16316 255 24X 

Fi c h e 50-0 JO, 83/ 1 1 /30, 02 1 2030283 


--0212030287 Public version of revised emergency plan implementing 
procedures, including Procedure EPIP 100-3 re shift turnover 
w/technical support Ctr environ team* activated 
* Commonwe al th Edison Co 02/11/17 14pp 16316 2*2 24X 

Fiche 50-01 0, 02/ 1 1 /30» 8212030283 


0212090363 Forwards info re emergency operations facilities per 
821122 6 1202 requests Info previously submitted by telcon 
Request for written response unnecessary burden on licensee 
DELQEORGE.L 0 Commonwealth Edison Co 82/12/03 EI8ENHUT, D G 
Division of Licensing 2pp 16365 051 24X Fiche 50-000,02/12/03, 

0212090383 


B1'J2J,30017 Releases public version of Revision 1 to Emergency Plan 
Implementing Procedure EG-2, M Pr e-Estab I i shed Onsite & 

Offsite Monitoring Locations (Maps) " 

FELTON. J M Division of Rules and Records 02/12/07 Document 
Management Branch lp 16417 062 24X Fiche 50-000,02/12/07, 

H2 12 1300 1 7 
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-8212130028 Forwards public version of Revision 1 to Emergency Plan 
Implementing procedure EG-2. “Pre-Established Onsite & 

Qtrsite Monitoring Locations (Maps) “ Revised table of 
content's end 

PAJJU&KI* J Commonwealth Edison Co 82/11/01 DENTON* H R NRC ~ 
No Detailed Affiliation Given 2pp 16417 063 24X 

Fiche 50-000.52/12/07,8212130017 


-3212130041 Public version of Revision 1 to Emergency Plan Implementing 
Procedure EG-2, "Pre-Established Onsite b Offsite Monitoring 
Locations (Maps) “ 

PA JO J5X I , J E * LITERSKI , L A Commonwealth Edison Co 82/11/29 
4pp 16417 065 2*<* Fiche 50-000. 82/12/07. 021213001 7 


Q<*12140243 Advises of distribution of revisions to “Generating Station 
Lmergency Plan “ Oraidwood annex not prepared 

1RAMM.T R Commonwealth Edison Co 82/12/07 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16409 302 24X 

fiche 50-000. 02/12/07, 0212140243 


8212210118 Forwards IE Emergency Preparedness SERs 50-237/82-27 & 

50 249/52-27 during Nov 1981 l June 1 982, r e spec 1 1 ve 1 y No 
none omp 1 lance noted 

HIND, J A Division of Emergency Preparedness 02/12/10 REED, C 
Commonwealth Edison Co 2pp 16485 008 24X Fiche 30-237,82/12/10, 

82122101 18 


- -02 1 22 10124 IE Emergency Preparedness SERs 50-237/02-27 & 50-249/02-27 
Ma ; or areas inspected emergency plan L site-specific annex 
dtd Nov 1901 & June 1982. resp ec tl ve ly Planning stds met 
PHILLIPS, If P . AXELSON, W L , PAPERIELLQ, C J Region 3, Office of 
Director 02/12/07 29pp 16405 091 24X Fiche 30-237,82/12/10. 

8212210118 


01' 1 2220 175 Releases public version of revised generating station 
emergency plan implementing procedures 

t ELTCN. J M Division of Rules and Records 02/12/10 Document 

Management Branch ip 16529 029 24X Fiche 30-000* 82/ 13/10* 

8213220175 


— &212220190 Forwards public version of revised generating station 
emergency plan implementing procedures, including Procedures 
ED-3 te demand polling of meteorological data & ED-20 re 
emergency forecast request 

PAJOWSKI.J E Commonwealth Edison Co 02/11/15 DENTON* H It 
Office of Nuclear Reactor Regulation, Director lp 16529 030 
24 < Fiche 50-000. 82/12/ 10* 821 2220J 75 


— G2I2220202 Public version of revised generating station emergency plan 
implementing procedural, including Procedures ED-3 re demand 
polling of meteor olog i cal data t< ED *20 re emergency 
forecast request 

L1TERSM.L A * PAJOWSKI.J E Commonwealth Edison Co 92/10/13 
40 p p 16529 031 24X fiche 50-000,82/12/10*8212220175 


8M2230019 Releases public version of revised emergency plan 
implementing procedure 

HELTON* J M Division of Rules and Records 82/I2/1S Document 
Management Branch lp 16545 350 24X Fiche 50-010*02/12/15, 

(1212230019 


* 8212230028 Forwards public version of Revision 1 to Emergency Plan 
Implementing Procedure EP1P 500-1. “Quarterly Inventory of 
First Aid Supplies " 

SCOTT, D J Commonwealth Edison Co 02/12/03 DENTON* H R Office 
of Nuclear Reactor Regulation. Director 3pp 16345 351 24X 

Fiche 50-010*82/12/15.0212230019 


3212230042 Public version of Revision 1 to Emergency Plan Implementing 
Procedure EPIP 500-1, “Quarterly Inventory of First Aid 
Supplies “ Revised index end 

* Commonwealth Edison Co 02/11/22 6p p 16545 354 24X 

Fiche 50-010*82/12/15,0212230019 


Q2I2220306 Discusses layout of communications equipment required in 
control room* onsite technical support ctr & near-site 
emergency operations facility 

KEFPLER, J 0 Region 3* Office of Director 02/12/16 

Commonwealth Edison Co 3pp 16503 351 24X Fiche 50-000, 02/12/16, 

02 12220306 


G1M2280214 Forwards IE Safeguards In*p Repfcs 50-010/82-20,90-237/02-28 
«, 50-249/02-29 on 821115-19 Details & notice of violation 
withheld (ref 10CFR73 21) 

MILLER, J R Division of Engineering & Technical Programs 02/12/20 
REED, C Commonwealth Edison Co 2p p 16562 120 24X 

f-iche 50-010, 02/12/20, 8212280214 


— 0212280220 IE Safeguards I-nsp Kept 50-010/82-20,50-237/82-28 & 
50-249/82-29 on 021115-19 Non c amp 1 1 anc b noted failure to 
adequately control security-related key as required by 
security plan Details withheld (ref 10CFR73 21) 

CHR I STAFFER, Q Division of Emergency Preparedness 8, Operational 
Support 82/12/13 2pp 16562 122 24X Fiche 50-010,82/12/20* 

0212280214 


8212300167 Releases public version of revised generating station 
emergency plan telephone directory 

FELTON* J M Division of Rules and Records 02/12/20 Document 

Management Branch lp 16612 215 24X Fiche 50-000,62/(2/2 O* 

8212300167 


- 82t 23001 79 Forwards public version of revised generating station 
emergency plan telephone directory 

MOORE* R D Commonwealth Edison Co 02/12/02 DENTON, H R Office 
of Nuclear Reactor Regulation, Director lp 16612 216 24X 

Fiche 50-000*02/12/20,8212300167 


— 3212300199 Public version of revised generating station emergency 
plan telephone directory 

GALLE, D P Commonwealth Edison Co 02/11/05 60pp 16612 21/ 
24X Fiche 50-000,92/12/20,0212300167 


G Adjudicatory correspondence 


0212070160 Memorandum & order granting licensee 820010 request to 
dismiss proceeding u/o prejudice Util received authority 
to increase spent fuel pool storage c apac i t y > ma k i ng 
shipment of spent fuel between plants unnecessary 
JDHN50N, E B , STADER* Q J , NlLHaLLlN, 0 L Atomic Safety and 
Licensing Board Panel 82/12/03 Commonwealth Edison Co 4pp 

16336 320 24X Fiche 50-000,02/12/03*8212070160 


H General correspondence 


B* 1 1 2200176 Notifies af change in mailing address for NRC licensing 
matl 

WRIGHT.O N Illinois, State of, Dept Nuc Safety (formerly Dopt 
Public Health) 02/12/20 FIBENHUT, D G Division of Licensing 
lp 16556 133 24X Fiche 50-0 00, 82/ J 2/20* B2122B0 1 76 


□ Advisory Committee on Reactor Safeguards reports it correspondence 


□ 212230277 Forman d s, f or info* ACRS 821213 ltr to NJ Falladlno, 
consisting of ACflS rept on SEP review of plant 

CRUTCHFIELD* D Operating Reactors Oranch 5 02/12/(6 DELQEGRGEiL 

Commonwealth Edison Co lp 16500 273 24X Fiche 50-237* B2/12/16, 

0212230277 


—0212220534 Summaries ACRS 272nd meeting on 021209-11 re SEP review of 
facility Review of full term OL will be deferred until 
actions completed on remaining SEP top les, unresolved safety 
issues b TMI action plan items 

SHENMON, P ACR6 - Advisory Committee on Reactor Safeguard's 
82/12/13 PALLADJNO. N J Cominiss i oners 3pp 16309 274 24X 

Fiche 50-237,82/12/16*8212230277 


f* Operating license stage documents b correspondence 


821 1 170509 Forwards SERs referenced in NUREG-0923* App A, "Integrated 
Plant Safety Assessment Rept for Dresden Nuclear Power 
litati on* Uni t 2," for review 

CRUTCHFIELD, D Operating Reactors Branch 5 82/10/27 BHEWMQN* P B 

ACRS - Advisory Committee on Reactor Safeguards ip J63B0 218 
24X Fiche 50-237,82/10/29,8211170509 


*-0211160015 Forwards* for r evieu, draft integrated plant safety assessment 
rept (NJREG-0823) Rept will be one basis in considering 
issuance of full-term DL to replace provisional 0L 
MIRAGLIA, F Assistant Director for Safety Assessment 92/10/29 
BHEWMQN , P S ACRS - Advisory Committee on Reactor Safeguards Ip 
16300 219 24X Fiche SO-237, 82/10/29, 021 1 170509 


0P1214OOQ1 Add 1 response to FOIA request for five categories of 
documents re SEP Forwards documents listed in App A No 
documents located subj to I tern 3 of request Review of 
remaining documents continuing Documents available in PDR 
FELTON, J N Division of Rules and Records 82/11/03 GALLO, J 
I sham, Lincoln U Deale app 16433 354 24X Fiche 30-000,02/11/03, 

0212140001 


—7906040220 Recommends EG4cO perform analyses of recirculation sys.LPCl 
suction t seismic tost example problem l in support of 
seismic evaluation rept 

STEVENSON, J D WoodwaT d-Cl y if e Consultants, Inc 79/05/25 
JABBDUR.K N Division of Operating Reactors iOpp 16435 163 
24X Fiche 50-000,82/11/03,8212140001 
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--79071OO66? Forwards proposed insertion to s y s t emat 3 c evaluation pragiarn 
rept Section 2 2 re geo 1 ogy, s e i sent c I t y & site conditions 
HALL-W J N M Newark ■Consulting Engineering Services 
NRC"03-7a-| 50 79/07/05 LEVIN, H A . HOFMAYEH, C Division of 

Operating Reactors 3pp 16434 270 24X Fiche 50-000, 92/ l l/OJ, 

$212140001 


- 7907240319 Forwards re p la c ement pages to SEP seismic review evaluation 
HALL, U J N M Newnark Consulting Engineering Services 
NRC-03-7S-1 30 79/07/20 LEVIN, H A Systematic Evaluation 

Program Branch (Pro 791030) 3pp 16435 173 24X 

Fiche SO-OOO. 02/1 C/Q3, 0212 MOOOl 


--/90808Q624 Forwards Section A to be added to Chapter 1 of SEP 
seismic review evaluation 

FALL, W J N M NeumJTlt Consulting Engineering Services 
KRC-O3-70-! 50 79/00/02 LEVIN. H A Systematic Evaluation 

Program Dranch <Pre 791030) 3pp 1*435 179 24X 

Fiche 50-000,02/11/03.0212140001 


— / 909290*56 Summary af 790BQ2 telcon w/MM Neumark t «J Hall re seismic 
evaluation rept 

CHEN, P V Systematic Evaluation Program Drancli (Pre 791030) 
79/0B/2I KVQ« P T Sy sterna t 1 c Evaluation Program Branch IPre 
79 J 0 30 > 2pp 1*435 176 24X Fiche 30-000,02/11/03,9212140001 


- 7911150252 Discusses issuance of 5SRT rept Revised -c omputa 1 1 o n of 
turbine design parameters submitted by consultant renders 
rept Inaccurate NRC should make final decision re issuance 
NEWMAJJK, M H N M Mewmark Consulting Engineering Services 
79/11/12 ElsENHCJr.D G Division of Operating Reactors 2pp 
16435 101 24K Fiche 50-000,02/11/03,0212140001 


-'0002200995 Notifies that review & performance of audit calculations to 
be continued per contract 4 preliminary review tuarl to be 
completed at LaCrosse Code used for reana 1 ysi s of piping sy s 
requires benchmarking per code verification program 
SKAO, L C Assistant Director for Engineering Programs 79/10/30 
EISENHUT, D Q Division of Operating Reactors lp 16435 ill 
24 < Fiche 30-000,82/11/03,8212140001 


*•-00040 1 03IB Comments on "Seisnie Analysis of Reactor Internals,” Mafcl 
supplied in. rept useful in defining mass U stiffness 
characteristics of vessel internals it supports but does not 
ansuer design question in NURE0/CR-G091 

STEVENSON. T D WooduaTtf-Clyde Consultants, Inc 00/03/25 
JABBDUR.K tl Systematic Evaluation Program Branch Ip 
1*434 273 24* Fiche 50-000-92/11/03,6212140001 


--□005070770 Forward* input to SEP Topics HI-6 U IJI-11, consisting of 
NUREG/CR-0991, "Seismic Review for SEP” {< ECG-EA-5065, 
c '8un-mary of Piping Calculations Performed far SEP ” Ffopts 
should be transmitted to licensee NUREQ only eric 1 
CRUTCHFIELD, D Systematic Evaluation Program Branch 80/04/14 
ZIEMANN, 0 L Systematic Evaluation Program Branch 2pp 
16435 183 24 X Fiche 50-000, 02/1 1/03, G2£ 21 40001 


•6005070798 “Seismic Review for SEP '• 

NEWMARK, N H , HALL. W J , KENNEDY, R P Lawrence Livermore 
Laboratory mJREG/Cfl-009! 79/07/31 I 93pp Available at NT IS 
16435 105 24X Fiche 50-000, 02/ U /03. 021 2140001 


— 9009110797 Forwards excerpt from utils 600801, "Rept to- Stockholders, 
re effect of 600315 tornadoes on util 345 kV sys 
DENTON, H R Atomic Energy Commission *0/08/14 TEDE0CO, R i. 
Atomic Energy Commission 2pp 16434 254 24 X 

Fiche 50-000,62/11/03,0212140001 


3FI1230066 Generic Lfcr 02-27 to all BWR licensees of operating reactors 
except LACBMR.Big Rock Po i n t, Dr e sden 1, Humboldt Day, 
applicants far OL U holders of CP re transmittal of 
NURE0-Q763 t* NUREG -0703 Svc list end W/o stated end 
fcISENHUT, D <3 Div i s ton o f LI c« n * i ng 32/11/15 General Public 

Utilities - GPU Service Corp 22pp J63S7 004 24X 

fiche 50-000.02/11/15,0211230066 


0212060267 Submit* info re SEP Topic IIl-l, "Quality Group 
Clesti ficatlun Components & Sys, M in response to NRC 020309 
) tr Operating temp ranges h thickness of mat! illustrate 
brittle fracture is of no concern 

RAUSCH. T J Commonwealth Edison Co 02/11/22 O'CONNOR.P 
Operating Reactors Branch 5 8p p 1&312 310 24X 

Fiche 50-237, 02/11/22,3212060267 


Gl’l 2090301 Advises that capacity discharge test demonstrates ability of 
battery ays to deliver FSAR required loads 6 to meet 
manufacturer rating, per SEP Topic VIII-3A, 'Station Battery 
Capacity Test Requirements '* 

RAUSCH, T J Commonwealth Edison Co 82/12/03 O'CONNOR.P 
Operating Reactors Branch 5 2pp 16364 361 24X 

riche 50-237,02/12/03,8212090302 


0213140172 Provide* outline re position on 34 open topic* summarized 
in Chapter 4 of integrated assessment 

RAUSCH, T J Commonwealth Edison Co 02/12/06 0 'CONNER , P 

Operating Reactors Branch 5 Bpp 16410 197 24X 

Mche 50-237,02/12/06,8212140172 


B2J2160326 Forwards Revision l to "Second 10-Yr Inseivice Insp & 
testing Program, Dresden Units 2 6 3" Response to NRC 
questions L comments *c procedures for reactor vessel J , 000 
psi if ASHE hydrostatic tests, & quarterly valve timing end 
RAUSCH. T U Commonwealth Edison Co 02/12/10 EISENHUT, D G 
Division of Licensing 44pp 16441 008 24X Fiche SO-237, 02/12/10, 

0212160326 


—0212160334 Revision 1 to "Second 10-Yr Inservice Insp 6 Testing 
Program, Dresd en Unit* 2d" 

* Commonwealth Edison Co 82/12/31 26Spp 16441 132 24X 

Fiche 50-237,02/12/10,0212160326 


□Pi 2210036 Responds to NRC concerns re SEP Topic IX-5, "Ventilation 
by s " ESF ventilation sys adequate following loss of offsite 
power e\ent 

RAUSCH, T U Commonwealth Edison Co 02/12/13 O'CONNOR.P 
Operating Reactors Branch 5 7pp 16409 349 24X 

Fiche 50-237 , 05/12/13, 8212210036 


0FI222O212 Forwards Revision 22 to CE-i-A, "GA Program for Nuclear 
Generating Stations 

SWARTZ, E D Commonwealth Edison Co 92/12/14 HAASS, W P Quality 
Assurance Branch ip 16513 007 24X Fiche 50-000,82/12/14, 

3212220212 


-3212220231 ”QA Program for Nuclear Generating Stations," Revision 22 
* Commonwealth Edison Co C£-1 _ A R22 02/11/01 17pp 

16519 009 24X Fiche 50-000,02/12/14.0212220212 


B2 12230277 Forwards, for info.ACRS 821213 Itr to NJ Palladino, 
consisting of ACRS Tept on SEP review of plant 

CRUTCHFIELD, D Operating Reactors Branch 5 02/12/16 DELGEORGF, L 

Commonweal th Edison Go ip 1 650B 273 24X Fiche 50-237,02/13/16, 

0212230277 


—0212220534 Eumminiei ACRS 272nd meeting on B2J209-11 re SEP review of 
facility Review of full term OL will be deferred until 
actions completed on, remaining SEP topics < unresolved safety 
issues & 7MI action plan items 

EHEITM0N, P ACRS - Advisory Committee on Reactor Safeguards 
02/12/13 PA1.LAO2N0. N J Commiss i oners 3pp 16SO0 274 2AX 
Fiche 50-237,02/12/16,0212230277 


Q21 22601 1 7 Forwards addl info re NUREO-0737, I tem II F 1, "Addl Accident 
Monitoring In % fcr umenta 1 1 on, " per NRC 82U09 request 
Pressure /rani taring sys provided tu/separate loop for narrow 
vanfle monitor ing 

SWARTZ, E D Commonwealth Edison Co 02/12/20 EISENHUT, D Q 
Division of Licensing 9pp 16564 062 24X Fiche 50-000,02/12/20, 

0212280117 


6212260343 Forwards addl info re NUR£G-D737, Items II F 1 4, 5 fi< 6 
“Containment Preisyre, Water Level L Hydrogen Monitoring," 

?P1 2030043 Forwards c lar if ica felon of util position In areas per Crutchfield 021109 Itr 

identified by NRC as not meeting current criteria, per SEP SWARTZ, E D Commonwealth Edison Co 82/12/20 EISENHUT, D G 

Topic Vl-4, "Containment Isolation 5y » " Division of Licensing 9pp 16561 053 24X Fiche 50-000,02/12/20. 

RAUSCH, T J Commonueal fch Edison Co 02/11/10 0 'CONNOR - P S212280343 

Operating Rea c ton Branch 5 4pp 16304 106 24X 

Fiche' 50-237. B2/1 1/ IB, 8212030043 

0^12290190 Application to amend License DPR-25, revi s ing Tech Specs to 
allow use of fuel assemblies designed & mfg by Exxon Nuclear 

JU2060207 Submits add! info re SEP Topics IH-2. "Wind & Tornado Co for ensuing Cycle 9 reload 5c future reloads 

Loadings" it Jll-7 0» "Design Loads, Design Criteria & Loading RAUSCH, T J Commonwealth Edison Co 02/12/21 DENTON, H R Office 

Conb ina fci an*. " of Nuclear Reactor Regulation, Director 10pp 16501 223 24X 

RAUSCH. T J Commonwealth Edison Co 02/11/22 O'CONNQR/P Fiche 50-237, 02/12/21, 0212290190 

Operating Reactors Branch 5 Spp 16312 259 24X 

Fiche 50-237. 82/1 1/22,8212060207 

— 0212290193 Proposed Tech Specs allowing for use of Exxon Nuclear Co 
fuel assemblies for ensuing Cycle 9 reload & future reloads 
* Commonwealth Edison Co 02/12/21 58pp 16SB1 241 24X 

Fiche 50-237.02/12/21,8212290190 
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0212290199 Revision 1 to "Dresden Unit 2 LCICA Analysis Using EXEM/DWR 
Evaluation Model MAPLHGR Results M 

GRAUM, D J > JENSEN, S E , KAVER. W V Exxon Nuclear Co , Int (subs 
of Exxon Corp ) XN-NF-82-00 R01 32/12/02 20pp 16301 300 

24 X Fiche 50-237.02/12/21,3212290190 


--9312290206 No np r op t i e t ar y version of Revision 1 to "Plant Transient 
Analysis For Dresden Unit 2, Cycle 9 " 

KELLEY, R H , COOKE. G C STOUT, R 0 Exxon Nuclear Co , Inc (subs 
of Exxon Corp > XN-NF-02-34 < NP > ROl 02/12/07 42pp 

1-6501 321 24X Fiche 50-237.82/12/21,0212290190 


' — (3212290215 Nonproprietary version of Revision 1 to "Dresden Unit «■ 
Cycle 9 Reload Analysis " 

CHANDLER. J C i STOUT, R 0 « WILLIAMSON, H E Exxon Nuclear Co , lnt 
(subs of E i x on Corp ) XN-NF-02-7 /(NP ) ROl 02/12/06 33pp 

16502 001 24 X Fiche 50-237,92/12/21.0212290190 


(31*12200212 Forwards updated schedule for ongoing environ qualification 
testing programs, per 810526 commitment 

SWARTZ. E D Commonwealth Edison Co 82/12/22 EISENHUT, D G 
Division of Licensing I3pp 16S56 161 24X Fiche 50-000,02/12/22, 

0212280212 


01*12260263 Clarifies position on r 1 a ss i f i ca 1 1 on of major mods to BWR 
Mark 1 Containment per 021216 Itr 

RAUSCH, T J Commonweal th Edison Co 82/12/22 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16561 307 24X 

fiche 50-000, 02/12/22, 82U260263 


9 Inspection reports, IE Dulletihs & correspondence 


BF'08 1 90240 IE Bulletin 82-03, Revi s l on 1, "Stress Cracking in Thick- 
Wall, Large-Di aneter. Stain less Steel < Rec ircu lati on Sys Piping 
at BUR Plants " Svc list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Ca of New York, Inc 

I 12pp 16462 163 24X F JC he 50-000,02/10/28,0208190240 


8208190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 & Model 802 Thermoluminescent Dosimeters " Svc list 
rncl 

COB0,L I Division of Fuel Facilities, Materials l> Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc ilOpp 
J637i» 142 24X Fiche 50-000,82/11/05,0208190245 


8PO019O251 IE Info Notice 62-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance 02/11/18 
Consolidated Edison Co of New 'rork, Inc 109pp 1641 1 199 24X 

riche 50-000,02/11/18,8208190251 


0200190256 IE Info Notice 82-46, "Defective Sc Obsolete Combination 
Pad 1 oc l s " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Cd of Now York, Inc 

I27pp 16411 065 24X Fiche 50-000,02/11/26,8208190256 


QPI2060036 Ack receipt of 021020 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/92-13, 

■.0-237/B2-17 V 50-249/02-10 

STREETER, J F Regton 3, Office of Director 02/11/26 REEDiC 
C, cm -ion wealth Edison Co Ip 16313 284 24X Fiche 50-010-82/11/26, 

8212060036 


— Q212060045 Responds to NRC B20928 Itr re violations noted in IE Insp 
Repts 50-010/02-13, 50-237/82-17 U 50-249/82-10 Corrective 
actions inservice leak test performed on water leg portion 
of torus level mod Training session scheduled 

DEI GEORGE, L 0 Commonwea lth Edison Co 82/10/28 KEPPLER , J 0 
Region 3, Office of Director 3pp 16313 285 24X 

. Fiche 50-010,82/11/26,8212060036 


02J217O3OO Forwards IE Insp Repts 50-010/82-1 9, 50-237/82-26 U 
50-249/82-26 on 021104-05 No noncompliance noted 

LITTLE, M 8 Division of Engineering & Technical Programs 02/11/29 
REED, C Commonwealth Edison Co 2pp 16453 206 24X 

I iche 50-010,82/11/29,0212170300 


—0212170306 IE Insp Repts 50-010/82-19,50-237/82-26 & 50-249/82-26 on 
831104-05 No noncomp 1 lane e noted Major areas inspected 
licensee actions on previously Identified items 
RE I MANN, F W , JACKIW, I N Division of Engineering & Technical 
Programs 02/U/24 4pp 16453 200 24X Fiche 50-010,82/11/29, 

8312170300 


8, *08190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl M 8vc list entl 
C0BB,L I Division of Fuel Facilities, Materials U Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 
16387 020 24X Fiche 50-000,02/11/30,0208190237 


8312030178 Forwards final SALP Repts 50-010/8 2-10, 50-237/82-14 & 
50-249/82-15 for assessment period Ju 1 J9B0~Dec 1981, 
discussed at IE mgt meeting on 820602 Util 020610 comments 
on SALP rept addressed 

KEPPLER, J 0 Region 3. Office of Director 02/12/01 REED, C 
Commonwealth Edison Co 3pp 16303 220 24X Fiche 50-010,02/12/01, 

0212030178 


—8212030185 SALP Repts 50-010/82-10.50-237/02-14 & 50-249/02-15 fur 
assessment period Jul 19B0-Dec 1981 Mgt attention warranted 
in areas of plant operat ions, radio 1 og ical controls U review 
committee activities 

4 Region 3, Office of Director 82/05/31 47pp 16303 233 £4X 

Fiche 50-010,82/12/01,8212030178 


9212-060029 Forwards response to IE Bulletin 82-03 re stress corrosion 
cracking in thick wall, large diameter stainless steel 
recirculation *y* piping at BWR s Dresden response only 
addresses Item 4 Other info will be provided by startup 
RAUSCH, T J Commonwealth Edison Co 82/12/01 KEPPLER, J 0 Region 
3, Office of Director 10pp 16313 288 24X Fiche 50-000,02/12/01, 

8212060029 


02 12000537 Forwards response to Revision 1 to It Bulletin 02-03 re 
stress corrosion cracking in th i c k-wa 1 1 , large diameter 
stainless steel recirculation sys piping Addl info for 
Dresden 2 due prior to startup from Spring 1963 outage 
RAUSCH, T J Commonwealth Edison Co 82/12/01 KEPPLER, J 0 Region 
3, Office of Director lQpp 16352 056 24* Fiche 50-000,82/12/01, 

8212000537 


0209190359 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies u Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Lnf or t ement 02/12/03 Consolidated Edison Co of New York, Inc 

1 1 3pp 16411 317 24X Fiche 50-00D, 82/12/03, B2GBI90239 


0200190261 IE Info Notice 02-40, "Failures of Agastat CR 0095 Relay 
Buckets " Svc list end 

JORDAN, E L Division or Engineering L Quality Assurance 03/12/03 
Consolidated Edison Co of New York, Inc IlOpp 16462 064 IMX 
Fiche 50-000,82/12/03,0200190261 


0212170196 Forwards IE Insp Repts 50-010/02-10,50-237/82-25 & 
50-249/02-25 on 821002-29 No non* omp 1 i anc o noted 

STREETER, JF Division of Project & Resident Program* 02/12/03 
REED. C Commonwealth Edison Co 2pp 16450 153 24X 

fiche 50-010,02/12/03,82121/0196 


02121 70201 IE Insp Repts 50-010 / 82- 18, 50-237/92-25 & 50-249/02-25 cn 
821002-29 No noncamp l iance noted Major areas inspected 
headquarters & Tegional requo $ ts> op erat i. d na 1 safety 
ver i M cat io n , month 1 y maint observation it LERs 

TONGUE, T M , 8TASEK.8 , WALKER, R D Division of Project U Fiosident 
Programs &2/12/01 8pp 16430 155 24X Fiche 50-010,82/12/03, 

B212170196 


8212160326 Forwards Revision 1 to "Second iQ-Yr Inservice Insp *< 
Testing Program, Dr esd en Units 2 & 3 " Response to NRC 
questions 6 comments ^ procedures for reactor vessel 1,000 
psi U ASHE hydrostatic testa it quarterly valve timing end 
RAUSCH, T J Commonwealth Edison Co 82/12/10 EISENHUT, D 0 
Dtvi-s 1 on of Licensing 44pp £6441 OB0 24X Fiche 50-237,0 2/12/10, 
0212160326 


— 0212160334 Revision 1 to "Second iO-Yr Inservice Insp it Testing 
Pr o gram, Dre sden Units 2 U 3 " 

* Commonwealth Edison Co B2/12/31 260pp 16441 132 24X 

Fiche 50-237,82/12/10,0212160326 


0212210118 Forwards IE Emergency Preparedness QERs 50-237/02-27 it 
50-249/82-27 during Nov 1981 U June 1982, respectively No 
n one oaip 1 iance noted 

HIND, J A Division of Emergency Preparedness 82/12/10 REED, C 
Commonwealth Edison Co 2pp 16409 009 24X Fiche 50-237,82/13/10, 

0812210118 


—0212210124 IE Emergency Preparedness 8ERe 50-237/82-27 6 S0-249/B2-37 
Major areas Inspected emergency plan U site-specific annex 
dtd Nov 190 1 L June 1902, reap ectlve ly Planning std* met 
PHILLIPS, M P , AXELSDN, N L, , PAPER IELLCJ, C J Region 3, Office of 
Director 02/12/07 29pj> 16405 091 24X Fiche 50-237, B2/13/ 10, 

02122101 10 


0800190267 IE Info Notice 82-49, “Correction for Sample Conditions for 
Air & Gas Monitoring u Syc list end 

DEYOUNG, R 0 Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

I27pp 16620 191 24X Fiche 50-000, 02/12/ 16, 0200190267 
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8212270295 Ack receipt of 921124 Itr informing NflC af steps taken to 
correct violations noted in IE Insp R e p t 50-237/82-21, 

50-249/82-22, 50-254/82-17 4 50-265/82-19 

NORELIUS,C E Division of Engineering & Technical Programs 
B2/12/16 REEDiC Commonwealth Edison Co 2pp 16530 035 24X 

Fiche 50-000,82/12/16,8212270295 


— B2 1 2270303 Respond* to NRC 821026 Itr re violations noted in IE Insp 
Rfrpti 50-237/82-21.50-249/82-22.50-254/82-17 * 50-263/B2-J9 
Corrective actions annual audits of all active AE firms 
performing safety-related work required 

DELOEGR'OE, L C Commonweal th Edison Co 02/11/24 KEPPLER , J G 
Region 3. Office of Director 4pp 16530 087 24X 

Fiche 50-000. 82/12/16, 9212270295 


—0212270307 "EDS-NIPTECH Interface Control Instruction*,-' Revision 0 
TBCMUDI.W F NUTECH (Nuclear Technology, Inc ) 82/09/30 22pp 

16530 091 24X Fiche 30-000,82/12/16,8212270295 


- 8212270313 "IE Bulletin 79-14 t TAP Piping Eval ua 1 1 on, Quad Cities Units 
1 & 2 & Dresden Units 2 U 3," Revision O 

* MU TECH (Nuclear Technology, Inc > 82/10/01 9pp 16530 113 

24X Fiche 50-000, 82/ 12/16* 821 227029 5 


82122801 10 Provides final statu* rept of IE Bulletin 79-14, "Seismic 
Analysis for As-Built Safety-Related Piping Sys " Complete 
t, final listings of portions of *ys failing to meet FSAR 
requirements under NUTECH responsibility end 

RAUSCH. T J Commonwealth Edison Co 82/12/17 KEPPLER, J Q Region 
3. Office Of Director 3pp 16564 191 24X Fiche 50-000.82/12/17, 

Q2122BD1 10 


8208190268 IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN. E L Division of Engineering 8, Ovality Assurance 02/12/20 
Consolidated Edison Co of New York. Inc lOBpp I662Q 293 24 X 

Fiche SO -000. 82/ 1 2/20, 8208 1 90268 


B2 1229021 4 Forwards IE Safeguards Itisp Repts 50-010/02-20, 50-237/82-20 
St 50-249/02-29 on 021113-19 Details & notice of violation 
withheld (ref J0CFR73 21) 

MILLER, J R Division af Engineering & Technical Programs 82/12/20 
REED, C Comma nutsa 1th Edison Co 2pp 16562 120 24X 

Fiche 50-010, 82/ I 2/20, 82£ 220021 4 


— 8212280220 IE Safeguards Insp Repts 50-010/02-20,50-237/82-28 k 
30-249/82-29 on 821 1 1 5- 19 Noncomp l i ance noted failure to 
adequately control security-related key as required by 
security plan- Details withheld <ref 10CFR73 21) 

C HR I STOPFER, 0 , KNICELEY.JR , CREED, J R Division of Emergency 
Preparedness & Operational Support 02/12/15 2pp 16562 122 
24X Fiche 50-010,92/12/20,0212280214 


3P12280Q7O Requests addition of RE FarTell to unescorted access list 
to vital fc protected areas Individual possesses Q clearance 
KEPPLER, J 0 Region 3. Dfflce of Director 82/12/22 REED, C 
Commonwealth Edison, Co Ip 16963 136 24X Fiche 50-010,02/12/85, 

82 I 2230070 


R Periodic operating reports *. related correspondence 


8212140077 M982 Eva 1 uati on , Ores d « n Nuclear Power Station, Comm Ed Co “ 
* In* tl fcute of Nuclear Power Operations 82/11/30 39pp 
16403 171 24X Fiche 50-010,02/11/30,8212140077 


8212140112 Forwards monthly operating repts for Nov 1982 

8C0TT, D J Commonwealth Edison Co 02/12/01. Director's Office, 
Office of Inspection and Enforcement Ip 16400 204 24X 

Fiche 50-010, 02/12/01,8212148112 


— 3212140120 Monthly operating repts for Nov 1982 

SCHROEDERc B A Commonwealth Edison Co 82/12/01 20pp 
16400 20S 24X Fiche 50-010,82/12/01,8212140112 


8 Reportable occurrences. LER* U related correspondence 


8212290344 Far wards updated LEF 82-036 /03X-1 

SCOTT, D J Commonwealth Edison Co 02/11/16 KEPPLER, J 0 Region 
3, Office of Director. Ip 16506 217 24 X Fiche 50-237,82/11/16. 

8212290344 


-8212290345 Updated LER 82-036/03X-I or » 020723, during normal startup, 
gain adjustment factor for average power range monitors 2 & 

3 exceeded 1 o? Caused by procedural deficiencies Average 
power range monitor gain adjusted 

8CHR0EDER, D A Common wealth Edison Co 82/JI/I6 Region 3, 

Office of Director 2 pp 16506 218 24X Fiche 50-237,82/11/16, 

0212290344 


02 1 2290390 Forwards updated LER 02-O37/O3X-1 

SCOTT, D J Commonwealth Edison Co 02/11/22 KEPPLER, J 0 Region 
3 , Office of Director lp 16506 347 24 X Fiche 50-237,82/11/22, 

8212290390 


-— 8212290409 Updated LER 82-037/03X-I on 020734 , dur i ng final hours of 
12-h xenon soak per i od, a vara g q power range monitor (APRM) 
gain adjustment Factor for APRM 4 fe 6 exceeded I 02 Caused 
by procedural deficiency Procedures will be modified 
SCHRDEDER, D A Commonwealth Edison Co 02/11/22 Region 3, 

Office of Director 2p p 16596 340 24X Fiche 50-237, 82/ 11 /2J, 

8212290398 


Q2J2020275 Forwards updated LER 82-042/01 X-l 

SCOTT, D J Commonwealth Edison Co 92/11/24 KEPPLER, J 0 Region 
3, Office of Director lp 16280 350 24X Fiche 50-237,82/11/24, 

9212020273 


— 02)2020280 Updated LER 82-Q42/01X-1 on 82 1 0 02, d ur i ng normal operation, 
following torus hs/Jta level a 1 arm, s i g h tg 1 a ss isolation It 
vent valves reported open u/ no indication of excess makeup 
Caused by operator error Valves locked closed 

HOLLAND, P Commonwealth Edison Co 02/11/24 Region 3, Office 

of Director 2pp 16288 351 24X Fiche 50-237,02/11/24, 

8212020275 


OPI 2 1 00215 Foruards LER 82-046/03L-0 

SCOTT, D J Commonwealth Edison Co 82/11/24 KEPPLER, J 0 flegjan 
3. Office of Director lp 16376 074 24X Fiche 50-237,92/11/24, 

8212100215 


— 82121002)6 LER B2-046/03L-0 on 051)09, during normal op era 1 1 on , h i g h 
range boron test for standby liquid control, DCP 1100-4, 
revealed boron concentration brlow Tech Specs Caused by 
inadequate procedure for sys leakage Procedure revised 
COYLE, L Commonwealth Edison Co 92/11/24 Region 3, Office of 

Director Ip 16376 075 24% Fiche 50-237, 02/ 1 1 /?4 , 021 2 1 00? 1 5 


Dpi 21003 ] 3 Foruards LER B2-04S/03L-0 

SCOTT, D J Commonwealth Edison Co 02/12/01 KEPPLER,JG Region 
3, Office of Director lp 16376274 24X Fiche 50-237,02/12/01. 

0212100312 


- 8212100319 LER B2-045/O3L-O on 02i 106, d ur i n g load reduction, all AOAF 
found greater than 1 02 Caused by substantial fraction of 
rate-d power change associated w/rapid change* in feedwater 
flow Gain adjustments made to average power range monitors 
aEVERLY, K Commonwealth Edison Co 02/12/02 Region 3, Office 
of Director lp 16376 275 24X Fiche 50-237,92/12/01, 

9212100312 


0212170122 Forwards LER 82--044/03L-0 

SCOTT, D J Commonwealth Edison Co 82/12/03 KEPPLEP, J 0 Region 
3, Office of Director lp 16453 001 24X Fiche 50-237,02/12/03, 

□212170122 


'-B212S70130 LER 02-O44/O3L— O an 021107.2/3 diesel generator trouble 
alarm annunciated in control room due to lubricating oil 
pump being off & tripped breaker Caused by bad bearing in 
lubricating oil pump motor Deviation rept end 

RH£E,8 J C ommonwea I th Edison Co 82/12/03 Region 3, Of fire 
of Director 2pp 16453 002 24X Fiche 50-237,02/12/03, 

92J2170123 


8212090415 P NO- U 1-02-132 on 02 1 203, 1 i c en see declared alert when level 
of flood-swollen IL River threatened svc water pumps & 
diesel fire pumps inside crib house Shutdown initiated Alert 
canceled on 021204 Units returned to power on 021205 
WALKER, R t TONGUE, T . SPESSARD, R Region 3, Office of Director 
82/12/06 lp 16365 032. 24X Fiche 50-237,82/12/06,8212090415 


B?1 2210157 Forwards LER G2-047/03L-0 

SCOTT, D J Commonwealth Edison Co 82/12/06 KEPPLER, J Q Region 
3, Office of Director Ip 16484 313 24X Fiche 50-237,82/12/06, 

0212210157 


—0212210160 LER B2-047/03L-0 on 8211 17, while performing DI8 5003, reactor 
vessel Jou water level ECCS i ni tiat ion, LIS 263-72A found set 
at 111,6 inches delta P Caused 6y defective procedure LIS 
263-72A reset & setpoints revised 

COYLE, L M Commonwealth Edison Co 82/12/06 Region 3, Office 
of Director Ip 164B4 314 24X Fiche 50-237,02/12/06, 

02 12210157 


□2)2280472 Forward* LER 82 - 050/01 T-0 

SCDTT, D J Commonwealth Edison Co 92/12/13 KEPPLER, J G Region 
3, Office of Director lp 16556 023 24X Fiche 50-237,92/12/13, 

0212280472 
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— 92 1 228047? LER 02-O5O/O1T-O on 02 1 203, d or in g cribhouso i nap i d i sc evened 
intake water level at 50? ft 2 inches Caused by rising river 
level from heavy rainfall Water level rose to 50? ft 
■6 inches before receding 

CHRISTEL, B Commonwealth Edison Co 82/12/13 Region 3, Office 

of Director 2pp 165 56 024 24* Fiche 50-237, 02/12/13. 

821 2280472 


B212220207 PNO- 1 1 1 -'02- 1 36 on 021216. male employee found dead an fourth 
level of reactor bldg No radioactive contamination detected 
Radiation levels measured less than 5 m/h Investigation 
underway 

TONGUE, T , WALKER. R , STREETER. J Region 3, Office of Director 
92/13/16 Ip 16518331 24X Fiche 50-237,02/12/16.8212220207 


1 Hearing transcripts on non-ant i trust matters 


B21202Q258 Transcript of ACRS Subcommittee on SEP 821130 meeting in 
Wa s h 1 ng ton. DC Pp 1-257 Supporting documentation encl 
* ACRS - Advisory Committee on Reactor Safeguards 02/11/30 
35?pp 16276 266 24X Fiche 50-000.02/11/30,0212020250 


DOCKET 50-243 OREGON QTATE UNIY RESEARCH REACTOR 


F Security, medical, emergency & fire protection plans 


8M2150248 Releases public version of corrected pages to emergency 
response plan 

FELTQN, J M Division of Rules and Records 02/12/07 Document 

Management Branch lp i6446 292 24X Fithe 30-243,82/12/07, 

0212150248 


- 'BP 121 50252 Forwards public version of corrected pages to 621103 
emergency response plan 

WANO.C H Ohio Stata Umv 02/11/2? Office of Nuclear Reactor 
Regulation, Director lp 16446 295 24X Fiche 50-243,02/12/07, 

&2I 2 150240 


-'8212150257 Public version of corrected pages to 821103 emergency 
response plan 

* Ohio State Umv 82/11/2? 6pp 16446 296 24X 

Fiche 30-243,02/13/07,0212150248 


Q Inspection reports, IE Bulletins t< correspondence 


BP 1 2060173 Forwards IE Insp Rept 50-243/02-03 on 021019-21 No 
nonctjmp 1 lane e noted 

STERNBERG. D H Division of Resident, Reactor Project 6 Engineering 
Programs 02/ll/i2 WANG, C H Oregon State Univ 4pp 16313 070 
24 X Fiche 50-243,03/11/12.0212060173 


— 8212060170 IE Insp Rept 50-243/02-03 on 821019-21 No noncompliance 
noted Major areas inspected logs u record s, rov i n & audit 
procedures, re qua llfication training. surve i 1 lance, experiments 
t> miscellaneous independent insp effort 

WILLETT, D J , DODDS, R T Division of Resident, Reactor Project it 
Engineering Programs 82/11/10 9pp 16313 002 24X 

Fiche 50-243. 02/U/I2, 0212060173 


PDCKET 50-244 ROBERT EMMET GINN A NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency Sc fire protection plans 


8212020291 Requests that nett full-scale emergency exercise per 
10CFR50 App E be held no later than 830630 due to prior 
commitments of NRC, FEMA & State of NY to support exercises 
at other fac 1 1 i ties 

MAIER, J E Rochester Gas it Electric Corp 02/11/18 CRUTCHFIELD, D 
Operating Reactors Branch 3 lp 16208 230 24X 

Fiche 50-244,82/11/18,8212020291 


821 2030035 Forwards IE Safeguards Insp Rept 50-244/82-20 on 020927-30 
No noncompliance noted 

MARTIN,! T Division of Engineering L Technical Programs 82/11/18 
MAIER, J E Rochester Gas U Electric Corp 2pp 16304 122 24X 

Fiche 50-244,02/11/10,0212030035 


— 8212030038 IE Safeguards Insp Rept 50-244/02-20 on 820927-30 No 
noncompliance noted Major areas inspected security plan & 
procedure imp 1 ementati on, secur i ty organization it security 
ays power supply Security info deleted (ref 10CFR73 21) 

OUkLAP, J M i BAILEY, R J , GODY, A T Region 1, Office of Director 
82/11/15 4pp 16304 124 24X F i c h e 50-244, 82/ 1 1/ 10, 021 2030035 


0212070094 Forwards application for amend to License DPR-18 k proposed 
Tech Specs re audits of emergency plan & security plan 
MAIER, d E Rochester Gas 6 Electric Corp 02/12/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 16327 336 24X 

Fiche 50-244,02/12/01,8212070094 


--'8312070095 Application for amend tp License 0PR-1B to audits of 
emergency plan tc security plan 

MAIER, J E Rochester Gas 1 Electric Corp 82/12/01 3pp 
16327 357 24X Fiche 50-244, 02/ i 2/01, B21 2070094 


*-8212070098 Proposed Tech Spec Page 6 5-9 re audit of emergency & 
security plan audits Safety evaluation end 

a Rochester Gas b Electric Corp 82/12/01 2pp 16327 360 24X 

Fiche 50-244.82/12/01,0212070094 


0212140240 Notifies that emergency operations facility located 19 miles 
from site No backup facility required No interim facility 
used before establishing permanent facilities 

MAIER, J E Rochester Gas 6 Electric Corp 82/12/07 CRUTCHFIELD, D 
Operating Reactors Branch 5 Ip 16409 299 24X 

Fiche 50-244,82/12/07,0212140240 


B212290375 Forwards IE Safeguards Insp Rept 50-244/82-23 on 
021116-19 h notice of violation 

MARTIN, T T Division of Engineering 6 Technical Programs 02/12/13 
MAIER, J E Rochester Gas it Electric Corp 2pp 16386 352 24X 

Fiche 30-244,82/12/13,8212290375 


— 8212290379 Notice of violation from insp on 821116-19 

a Division of Engineering it Technical Programs B2/12/13 Ip 
14586 354 24X Fiche 30-244,02/12/13,8212290375 


—0212290383 IE Safeguards Insp Rept 50-244 /82-23 on G21 116-19 
Noncompliance noted failure to conduct physical inventories 
of SNM at less than 12-month intervals it failure to follow 
physical inventory instructions 

DELLA RATTA, A , GQDY, A T Region 1, Office of Director 32/13/00 
6pp 16536 355 34X Fiche 50-244,92/12/13,0212290375 


J Insurance It indemnity information 


0212200258 Forwards Endorsements t,2 1 3 to NEHA Certificate N-14 & 
MAELU Certificate M-14 

SJNISI,J M Marsh 4 McLennan, Inc , M 6 M- Nuclear Consultants, Inc 
D i v 02/12/21 SALTZMAN,*/ Assistant Director for State & Licensee 
Relations 19pp 16561 250 24X Fiche 50-244,82/12/21,0212200253 


D Advisory Committee on Reactor Safeguards reports U cor respond once 


8212010502 Summary of 265th ACRS meeting on 020506-08 in Wash i ng t on, DC 
re GInna restart safety e v-al uot i on. Wo If Creek OL review, 

Palisades SEP r evi ou, emcr g enc ij response capability of plants 
& safety-related equipment qualification program 
* ACR3 - Advisory Committee on Reactor Safeguards 82/11/26 
ACRS - Advisory Committee on Reactor Safeguards 60Bpp 16894 131 
24X Fiche 30-000,02/11/26,9212010302 


P Operating license stage documents if corrps pond * nee 


8212140001 Add 1 response to FOI A request for five categories of 
documents re SEP Forwards documents listed in App A No 
documents located subj to Item 3 of request Review of 
remaining documents continuing Documents available in PDR 
FELTON, JM Division of Rules and Records 82/11/03 GALLO, J 
Jsham, Lincoln «, Beale 2pp 16433 354 24x Fiche 50-000,82/11/03, 

02J2140001 


— 7909180332 Forward minutes of 790B30 meeting u/util in Reading-, PA re 
seismic analysis modeling 

NELSON# T A Lawrence Livermore Laboratory 79/09/12 LEVIN, H 
Systematic Evaluation Program Branch CPr* 791030) 4pp 
16436 016 24 X Fiche 50-000, 82/1 1 /03, B21 2140001 


8002200995 Notifies that review & performance of audit calculations to 
be continued per contract & preliminary review work to be 
completed at LaCrosse Code used for reanalysis of piping sy s 
requires benchmarking per code verification program, 

6HA0, L G Assistant Director for Engineering Programs 79/10/30 
EISENHUT,D © Division of Operating Reactors lp 16435 111 
24 X Fiche 50-000, 82/ 1 1/03, 82121 4000 1 


— 8E12270035 Summary of 010909 meeting u/util re SEP seismic review List 
of attendees encl 

CHENG, T M Systematic Evaluation Program Branch BI/12/14 
RUSSELL, W T Systematic Evaluation Program Branch 4pp 
1 6436 020 24 X Fiche 50-000,82/11/03.8212140001 


— 8205260070 Discusses integrated plant safety assessment rept for 
facility re 8£P Topic I 1 1-6, q e i snuc design considerations 
Suggests that rept be modified to remove ambiguity re 
operability qualification of safety-related equipment 
BAOCHIrG. Equipment Qualification Branch 82/05/14 
PAWLICKI, S S Assistant Director for Materials it Oua 1 if i ca ti ons 
Engineering Ip 16436 024 24X Fiche 50-000,02/11/03. 

8212140001 
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8212070094 Forwards application for amend to License DPR-J9 & proposed 
Tech Specs re audits of emergency plan & security plan 
MAIERi J E Rochester Gas t Electric Corp 82/ 12/01 DENTON , H R 

CJffice of Nuclear Reactor Regulation, Director Ip 1 6327 396 24X 

Fiche 30-244.32/12/01.6212070094 


— 3212070095 Application for afnend to License DPR-18 re audits ef 
emergency plan k security plan 

HAlER, J E Rochester Gas -8. Electric Cotp 92/12/01 3pp 
16327 357 2*X FUh« 50-24 4 , 02/ 12/01 , 02 1 2070094 


— 02120700 93 Proposed Tech Spec Page 6 5-9 re audit of emergency 
security plan audits Safety evaluation en c I 

* Rochester Gas L Electric Corp 82/12/01 2pp 16327 360 24 X 

Fichu 50-244. 62/ 12 / 01 . 3212070094 


G212O7O202 Notifies that response to 821026 Generic Ltr 82-22, 

“Gongres s iona I Request for Info re Steam Generator Tube 
Integrity," uill not he provided Tnfo necessary to respond 
to issue not readily available 

HAIER, JE Rochester Gas & Electric Corp 02/12/01 CRUTCHFIELD, □ 
Operating Reactors Branch 3 lp 16343 1 94 24X 

Fiche 50-244,92/12/0116212870202 


0212000304 Advises of expected completion dates Par THI Items II D 2 re 
radvieste remote control sy*,I| D 3 re p ost-acc ident sampling 
eys, 11 D 1 re safety 8c relief valve testing 6 III 0 3 4 re 
control rocifl HVAC mods 

HAIER, J £ Rochester Gas *< Electric Corp 82/ J 2/02 CRUTCHFIELD, D 
Operating Reactors branch 5 3pp 16392 206 24X 

Fiche 50-244. &2/I2/02, 3212000364 


6212140404 Forwards application to amend License DPR-IB. r e vis i n g App A 
Tech Specs to clarify requirements for heatup It cooldown per 
analysis of reactor vessel surveillance capsule T Amend fee 
end 

HAIER.J E Rochester Gas &> Electric Corp 82/12/00 DENTON, H f? 
Office of Nuclear Reactor Regulation, Director Ip 16403 214 24 X 

Fiche 50-244,62/12/08,8212140404 


— B212140400 Application to amend License DPR-18, clarifying It revising 
App A Tech Spec requirements for heatup ti cooldown per 
analysis of reactor vessel surveillance capsule T 
NAIER.J E Rochester Gas * Electric Corp 82/12/09 2pp 
16403 215 24 X Fiche 50-244,82/12/00,6212140404 


— 6212140413 Proposed App A Tech Spec changes to clarify r eqv i r ante nts for 
heatup it cooldown requirements replacing Pages 3 i-5, 0 1-6j 

3 1-7,3 I— 1 2, 3 1-13,3 1-14 it 4 3-1 

4 Rochester Gas 6; Electric Corp 82/12/06 9pp 16403 218 24X 

Fiche 50-24 4,82/12/08,8212140404 


— B2121 40420 "Analysis of Capsule T From Rochester Gas & Electric Corp# 
RE tfinna Nuclear P lant, Reac tot Vessel Radiation 
SuTVetl lane e program Jf 

VAN1CHK0, S E , ANDERSON. S L , SR 0 GAN, R p Westinghouse Electric 
COTp WCAP- 10006 92/04/30 83p 16403 226 24X 

Fiche 50-24 4,82/12/00.0212140404 


8209190263 Generic Ltr 92-32 to all PWR licensees -re potential steam 
g enera tor-re la ted generic requirements Forwards Science 
Applications, Int draft rept re- sutj requirements Comment* 
requested within 30 days of ltr Bvc list end 

ETSENHUr, 0 0 Division of Licensing B2/ 1 2/09 Consolidated 
Edison Co of New York, Inc 29pp 16629 247 24* 

Flch* 50-000,63/12/09,8208190263 


02J214OIG3 Generic Ltr 82-29 to all licensees of operating 
Wes ti nghoute & c-E PWRs (eacept Arkansas Nuclear One, Unit 2 
& San Oncfre 2 & 3> re inadequate core cooling 
Jtii trumen ta ti on sys Sve list ere I 

EISENHUT.D 0 Division of Licensing 82/12/10 Yankee Atonic 
Electric Co 27pp 16690 035 24X Fiche 50-000,92/12/10, 

9212140(03 


021220-0000 Foruards SER & proprietary it nonproprietary technical 
evaluation rept* r* environ qualification of safety-re 1 ated 
electrical equipment Plans for quel i t Icat i on or replacement 
of equipment in Categories I S, IJ A & II B requested 
CRUTCHFIELD, 0 Operating Reactors Branch 5 82/12/13 MAIER, J £ 

Rochester Gas it Electric Corp 3pp 24X Fiche 50-244,02/12/13, 

92 122 00 008 


- -92 1 22000 1 3 5ER re environ qualification of *af n t y -relat e d electrical 
equipment Addl info on quel 1 f i cati on or replacement of 
equipment ip Categories I.fl, II At, IIS required 

* Office of Nuclear ReactoT Regulation, Director 82/12/13 5pp 
16476 044 24X Fiche 50-244,82/12/13,921220000 3 


\ 


— 9207010149 "Review of Licensee Resolution of Outstanding Issues tram 
NRC Equipment Environ Qua 1 1 f i ca t i on SERs iF-11 4 B-60>, ’■ * 

technical evaluation rept 

CRANE* C J Franklin Institute/Frank 1 in Research Center 
NRC 03-79-1 IS TER— C 5257-4 54 02/05/39 LE,N II , BHEMANSKI. P 

NRC - No Detailed Affiliation Given 475pp 16476 049 24X 

Fiche 50-24 4,92/12/13*8212300008 


8212210392 Forwards SER supporting resolution of NUREG-0737, 1 1 emt 
TI E 4 2 6, "Operable Valves or if Closed Must be Sealed 
Closed" i. If E 4 2 7, '’Primary Containment High Radiation 
to Close Vent L purge Valves " 

CRUTCHFIELD, 0 Operating Reactors Branch 5 82/12/15 MAiER, J E 

Rochester Qas tt Electric Corp 6pp 16494 294 24X 

Fiche 50^244, 92/12/1 5. 8212210392 


0212210456 Forwards “Reactor Containment Bldg Integrated Leak Rate 
Test, Nay 1993 “ Facility within Tech Spec limits 

HATER, J E Rochester Gas ft Electric Corp 02/12/15 CRUTCHF I ELD, D 
Operating Reactors Branch 5 lp 16489 209 24X 

Fiche 50-244,62/12/15,8212210456 


— 9212210461 "Reactor Containment Bldg Integrated Leak Rate Test. May 
1963 " 

* Oi l Pert /Commonweal th Cos 92/12/15 75pp 16499 210 24 X 

Fiche 50-244*92/12/15. 9212210456 


821 2220243 Advises that Exxon Nuclear Co rept re upper plenum injection 
iii)!i be submitted by mid-Feb 1983 Only Exxon fuel will be in 
reactor until Spring 1904 outage Westinghruse fuel response 
will be answered as part of 19Q4 fuel reload 

MATER# J £ Rochester Gas ft Electric Corp 92/13/15 CRUTCHFIELD, D 
Operating Reactors Branch 5 ip 16518 330 24X 

rich® 50-244,02/12/15,0212220243 


8212290308 Forwards Revision 3 to QA manual describing lhservice pump lc 
valve testing program for Jan 1961-Dec 1990 Revision 
provide* clarification it changes re pump test frequency fc 
performance parameters 

MAIER, JE Rochester Gas (.Electric Corp 02/12/21 CRUTCHF IELD, U 
Operating Reactors Branch 5 2 pp 16559 04! 24X 

Fiche 50-244,02/12/21,8212290388 


— 9212230391 Revision 3 to QA manual re inservice pump L valve testing 
program fur Jan 1991-Dec 1990 

ANi>ERGDN-C R Rochester Gas 6 Electric Corp B2/I2/21 35pp 
16559 043 24X Fiche 50-244, 82/1 2/21 , 821 22SO30B 


G Inspection reports* IE Bulletins A correspondence 


B2O0J9G24O IE Bulletin 02-03, Revi s i on 1, "Stress Cracking in Th i c k - 
Wall. Large-Ui ameter. Stainless 9 te e 1 > Rec irq u 1 a ti on By* Piping 
at BUR Plants " Svc list end 

DEYOUNG, R C Director's Office, Ofnce of Inspection and 

Enforcement G2/I0/29 Consolidated Edison Co of New York, Inc 

U2pp 16462 163 24X Fiche 90-000,92/10/20,9300190240 


0209190245 IE Info Notice 82-42, '‘Defects Observed in Panasonic Model 
901 A Model 802 Thermoluminescent Dosimeters " Svc list 
enc 1 

COBB. L i Division of Fuel Facilities, Materials & Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Fiche 50-000,62/11/05,9208190245 


8208190251 IE Info Notice 82-44, “Clarification of Emergency Plan 
Exercise .Requirements " Svc list end 

JORDAN, E L Division -of Engineering it Duality Assurance 82/ll/Jtt 
Consolidated Edison Co of New York, rnc I0«?pp 16411 199 24X 

Fiche 50-000, 92/11 /la, 8209190251 


82 12030 03 5 Forwards TE Safeguard* Insp Rept 50-244/02-20 on 920927-30 
No noncompliance noted 

MARTIN, T T Division of Engineering it Technical Program*, 82/11/10 

HAIEfl. J E Rochester Gas A Electric Corp 2pp 16304 122 24X 

Fiche 50-244,82/11/19,021203003 5 


— 92I203003B rE Safeguards Insp Rept 50-244/02-20 on 020927-30 No 
noncompl ian ce noted Major area* inspected security plan & 
procedure i mp I emen fcafcion, secun ty organnation & security 
*y* Power supply Security info deleted (r*f I0CFR73 21) 

DUNLAP, J M , BATLEY, R %/ , GQDY, A T Region 1, Office of Director 
92/11/15 4pp 16304 124 24X Fiche 50-244,92/11/18, 8212030035 


9200190256 IE I nf O Notice 03-46, “Defective tc Obsolete Combination 
Padlocks n Bvc list encl 

DEYOUNG# R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 045 24 X Fiche 50-000, 82/1 1/26, 8208190256 
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9208190257 IE Info Notice 02-47# "Transportat i dh of Type A Quantities 
of Non-Fissile Radioactive Mafel ” Svc list end 
CODQ. L t Division of Fuel Facilities# Materials it Safeguards 
82/11/30 Consolidated Edison Co of Neui York# Inc 356pp 
16387 020 24/ Fiche 5Q-OQ0. 02 / 1 1 /30. B2081 90257 


8200190259 IE Bulletin 82-04. "Deficiencies in Primary Containment 
Llecfcrical Penetration Assemblies " Svc list end 
DE YOUNG. R C Director's Office. Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York# Inc 

1 1 3pp 16411 317 24 X Fiche 50-000.82/12/03.6208190259 


8200 1 9026 1 IE Info Notice 82-48# "Failures of Agastat CR 0095 Relay 
Sockets M Svc list encl 

JORDAN# E U Division of Engineering it Quality Assurance 82/12/03 
Consolidated Edison Co of Neu York. Inc llOpp 16462 064 24 X 

Fiche 50-000, 02/12/03# 820819026 1 


□212220350 Forwards IE Insp Rept 50-244/82-19 on 020927-iOGl it nofcicB 
of violation 

MARTIN. T T Division of Engineering 4# Technical Programs 82/12/07 
MAIER.J E Rochester Qas U Electric Corp 2pp 16517 153 24X 

r i c he 50-244,02/12/07.82122203 50 


--G212220354 Notice of violation from Insp on 020927-1001 

* Division or Engineering It Technical Programs 02/12/07 lp 
16317 155 24 X Fiche 50-244# 02/t2/O7, 821 2220350 


-’8212220359 IE Insp Rept 50-244/82-19 on 820927-1001 None omp 1 i anc b 
noted failure to provide for egress from high radiation 
areas per 10CFR20 203(c)(5) 

COLLINS# D J , 5HANBAKY# M Region 1# Office of Director 82/12/06 
8pp 16517 136 24X Fiche 50-244.82/12/07,8212220350 


Qe' 1 2290375 Forwards IE Safeguards Insp Rept 50-244/82-23 on 
821116-19 5c notice of violation 

MARTIN# T T Division of Engineering It Technical Programs 82/12/13 
MAIER.J E Rochester Gas it Electric Corp 2pp I65B6 352 24X 

Fiche 50-244,02/12/13,8212290375 


—8212290379 Notice of violation from insp on 821116-19 

a Division of Engineering it Technical Programs 82/13/13 Ip 
16586 354 24X Fiche 50-244,82/12/13.0212290375 


—0212290383 IE Safeguards Insp Rept 30-244/82-23 on 021116-19 
Noncompliance noted failure to conduct physical Inventories 
of SNM at less than 12-month intervals ?, failure to follow 
physical Inventory instructions 

DELLA RATTA.A # GODY# A T Region 1# Office of Director 82/12/08 
6pp 16586 355 24X Fiche 30-244.02/12/13,8212290375 


82081 90 267 IE Info Notice 92-49, "Correction for Sample Conditions for 
Air & Oas Monitoring " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York# Inc 

1 27pp 16620 191 24X Fiche 50-000# 02/12/ 16, B20B1 90267 


B2J 2220451 Forwards listing of topic areas for discussion at Region 1/ 
licensee meeting on drug & alcohol abuse programs per IE 
Info Notice 02-05 it NUREQ-0903 W/o NUREG 

3TARG3TECKI , R Division of Project 4< Resident Programs 02/12/16 
MAIER.J E Rochester Oas it Electric Corp 3pp 16904 277 24X 

Fiche 50-244 , 02/12/16,82122204 51 


8206190260 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 * Svc list encl 

JORDAN# E L Division of Engineering it Quality Assurance 02/12/20 
Consolidated Edison Co of New York# Inc lOBpp 16620 293 24X 

Fiche 50-000# 02/12/20# 02OB 1 90269 


R Periodic operating reports it related correspondence 


0^12290163 Forwards monthly operating rept for Oct 1902 

3NQW# B A Rochester Gas it Electric Corp 82/11/03 Office of 
Resource Management# Director Ip 16502 197 24X 

Tithe 50-244.82/11/05,8212290163 


*"0212290166 Monthly operating rept for Oct 1902 

MCNAMARA# A E Rochester Gas it Electric Corp 82/11/05 3pp 
16S02 190 24X Fiche 50-244,02/11/03,0212290163 


3 Reportable occurrences# LERs U related correspondence 


9? 1 2270066 FOI A request for 8ECY-92-5B, "Media Attention to 
Preliminary Evaluation of Operator Actions During Ginna 
Event 1902 " 

K ING, A P United Kingdom 62/10/20 Office of Administration 
ip 16533 160 24 X Fiche 50-244, 92/ 10/20 , 06 12270066 


S212290055 FOIA request for seven categories of info Documents will be 
Used in P5C Case 23166 on behalf of Rochester Oas ?< Electric 
Corp ratepayers re 020125 accident at facility Waiver of 
fees requested 

SCHL ISSELi D A Nbu York, State of 02/11/01 FELTON, J Division 
Of Rules and Records 4p p 16607 235 24X Fiche 50-244,02/11/01# 

02 12290055 


0212060169 Forwards LER 92-O26/O3L-0 

MAIER.J E Rochester Gas i. Electric Corp 92/11/24 HAYNES , R C 
Region 1, Office of Director ip 16313 08B 24X 

Fiche 50-244.02/11/24.0212060169 


— 8212060175 LER 02-O26/O3L-O on 02 1026, during performance af PT-3. 
containment spray sys periodic test, check valve 0620 failed 
to close promptly Cause not stated Malnt performed on 
valve It retest indicated acceptable performance 

BQDINE# J C Rochester Oas 6 Electric Corp 02/11/24 Region 1, 

Office of Director lp 16313 009 24X Fiche 30-244,02/11/24, 

8212060169 


8P 1 2270062 Responds to FOIA request for 8ECY-B2-5B, "Media Attention to 
Preliminary Evaluation of Operator Actions During Ginna 
Event 1992 " Documents available m PDR 

FELTON, J M Division of Rules and Records 82/11/26 JUNG, A P 
United Kingdom lp 16553 J 59 24X Fiche 50-244,82/11/26. 

Q212270062 


8212290060 Partial response to FOIA request for seven categories of 
info Forwards documents listed in App A Documents i tc 2 
already in PDR App B documents available in PDR LPDR 
profiles for Ginna it Indian Point 3 end 
FELTON# J M Division of Rules and Records 82/11/30 
SCHLISSEL# D A New York, State of 7pp 16607 239 24X 

Fiche 50-000, B2/1 1/30, B21 2290060 


0212290065 Forwards 5-ER input (Task 02-05) re steam generator matl 
accountab 1 1 i ty control* at facility Mafcl acc ountabi 1 1 ty 
controls used during 1902 steam generator mods included 
major improvements over controls used in 1975 

STAROSTECKI , R Division of Project it Resident Programs 02/03/19 

EI5ENHUT, D Q Division of Licensing 5pp 16607 237 24X 

Fiche 50-000,02/11/30,8212290060 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION- UNIT I 


F Security, medical, emergency it fire protection plans 


0212070124 Forwards proposal for revision to modified amended security 
plan Proposal withheld (ref J0CFR73 21) 

CGUNSIL, W 0 # WERNER, R P Northeast Nuclear Energy Co (subs of 
Northeast Utilities! COUN01L, U 0 Northeast Utilities 02/11/10 
CLARK, R A Operating Reactors Branch 3 CRUTCHFIELD, D Operating 
Reactors Branch 5 2pp 16329 34i 24X Fiche 50-245,02/11/10, 

9212070124 


0212090114 Responds to Generic Ltr 82-20 rB BNL request for assistance 
in field testing n«u measurement equipment It inventory 
techniques developed to aid in strengthening IAEA 
safeguards Ad d l info available should be sent expeditiously 
COUNSIL, W 0 Connecticut Yankee Atomic Power Co CDUNSIL, W G 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

02/11/30 EISENHUT. D G Division of Licensing lp 16357 272 
24X Fichu 50-000- 82/1 1/30, 0212090114 


8212210576 Releases public version of revision to emergency plan 
FELTON# J M Division of Rules and Records 92/12/10 Document 
Management Branch lp 16543 014 24X riche 50-245,02/12/10. 

0212210576 


■0212210579 Forwards public version of Revision 10 to emergency plan 
ST PIERRE, M Northeast Nuclear Energy Co Csubs of Northeast 
Utilities) 02/12/15 EISENHUT, D Q Division of Licensing Ip 
16543 015 24X Fiche 50-245, 82/12/ 10# 0212210576 


■-8212210591 Public version of Revision 10 to emergency plan 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) 
02/11/24 200pp 16543 016 24X Fiche 50-245,02/12/10# 

8212210376 


J Insurance U indemnity information 


8212200063 Forwards Endorsement S3 to NELIA Policy NF-173 It 
Endorsement 75 to MAELU Policy MF-52 

8INISI.J M Marsh it McLennan, Inc , M it M Nuclear Consul tarts # Inc 
Div 82/12/21 SALTZMANrJ D Assistant Director for State it 
Licensee Relations 3pp 16564 276 24X Fiche 50-245.02/12/21# 

021 2200063 
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O Advisory Committee on Reactor Safeguards report* correspondence 


0212230207 Forward! P Shewruon 021213 ltr re ACRS repfc on SEP Pha&e II 
review 

CRUTCHFf ELD, D Operating .Reactor* Branch 5 02/12/16 COUNSIL* W O 

Northeast Nuclear Energy Co (sub* cf Northeast Utilities) lp 
16511 120 24X Fic he 50-245.02/12/1**6212230237 


— 0212220544 SujiKnari *4 > ACRS 272nd meeting on 621309-11 re SEP review of 
facility 

SHEWftOM, P ACRS - Advisory Committee an Reactor Safeguard* 

02/32/13 PALLADINP, N J Commissioners 3pp 1*511 121 24X 

Fiche 30-24 5 . 02/ 12/16*021 223026 7 


p Operating license stage documents fe correspondence 


GPJ10B0257 Forward* #out overitie drawing* & info re reactor protection 
*yt power monitoring syi design mod Proposed changes to 
Tech Spec* will be submitted v/Cycle 9 reload package on 
020701. Aperture card# are available in PDR 

COUNSIL, W 0 * MEANER. F P Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL, W 0 Northeast Utilities 82/00/10 
CRUTCHFIELD. D Operating Reactors Branch 5 Bpp 1*002 217 24)t 

Fiche 50-245, 02/08/ 10,6211060257 


0212140001 Add! response to FOIA request for five categories cf 
documents ft SEP Forwards documents listed in Aj>p A No 
documents located *Ul»J to Item 3 of request Review of 
remaining document* continuing Documents available in P DR 
FELTON, J M Division of Rule* and Records 02/11/03 GALLO, J 
isham, Lincoln & Beale 2pp 16433 354 24X Fiche 50-000,02/11/03, 

0212140003 


— 0002200795 Notifies that review L performance of audit calculations to 
be co-nfcinued per contract & preliminary Ttvieui work to be 
completed at LaCrasse Code used far reanalysis of piping sy » 
requires benchmarking per cods verification program 
SHAG, L C Assistant Director far Engineering Programs 79/10/30 
EISENHUTi E 0 Division of Operating Reactors lp 1*435 111 
24/ Fiche 50-000,02/81/03.0212140001 


— Q010220355 Forwards SEP info re slides for end-pf-yr review of FYBO 
effort, info summarising renaming SEP effort 6 preliminary 
instruetuce spectra far facility 

NELECM. T A Lawrence Livermore Laboratory BO/10/20 CHENG, T M 
Systematic Evaluation Program Branch 20pp 1*43* 039 24X 

Fiche 50-000.02/11/03,0212140001 


021 217032 1 Application to amend Licenses WR-21 i, DPR-65 by 
incorporating radiological effluent Tech Specs into 
safety Tech Specs 

CQUNSIL.W Q Northeast Nuclear Energy Co (sub* of Northeast 
Utilities) COUNBIL, W 0 Northeast Ut 11 i ties 02/11/22 
CLARK, R A Operating Reactor* Branch 3 3pp 1*453 2BO 24X 
Ft Che* 50-245, 62/11/22, 828 2170321 


-*-0212170322 Proposed radiological effluent Tech Specs for incorporation 
into safety Tech Specs 

* Northeast NucleaT Energy Co (sub* of Northeast Utilities) 
02/11/30 1 1 4pp 1 6433' 263 24X Fiche 50-245.02/11/22. 

0212170321 


— 8212170323 Radiological effluent m-onitoring S» offsite dose calculation 
manua 1 

* Norfeheait Utilities B2/11/30 117pp 1*454 037, 24* 

Fiche 50-245,62/11/22,0212170321 


BP1207Q2Q* Suffunar 1 1 e * relative elevations of equipment In Intake 
structure, in response to 6EP Topic 11-3 C, ''Baf e ty-Re I a te d 
Mats'* Supply <UHB) u Sufficient redundancy would not 
preclude plant from achieving fc maintaining safe shutdown 
COUNSIL, U 0 Northeast Nuclear Energy Co (subs □ f Northeast 
Utilities) COUNSILrH 0 Northeast Utilities 62/11/29 
CRUTCHFIELD, D Operating Reactors Branch 5 3pp 16339 010 24X 

Fiche 90-245, 82/ 1 1 /29<- 82 1 2070266 


□212010100 INTEGRATED PLANT SAFETY - ASSESSMENT SYSTEMATIC EVALUATION 
PROGRAM Millstone Nuclear Power Station. Unit 1 Docket No 
50-243 (Northeast Nuclear Energy Company) 

* Office of Nuclear Reactor Regulation, Director NUREO-0&24 DflFT 
62/11/30 470pp 16292 001 24X Fiche 50-245.02/11/30,0212010100 


8212100277 Provides info to resolve concerns re ventilation stack 
Pa i lure to fleet design basis criteria of SEP Topic JII-2. 

"Wind 6 Tornado Loadings 11 Consequences of failure 
accep table 

COUNSfLr W 0 , CAQNETTA. J P, Northeast Nuclear Energy Co (subs of 
Northeast Utilities), COUNSIL, W C Northeast Utili li i* 02/12/03 
CRUTCHFIELD,. D Operating Reactors Branch 9 4pp. 1*377 077 34X 

Flcht 30-245,02/12/03.0212100277 


B2T2I70279 Forwards info re SEP Topics VI-7 A 3. "ECCS Actuation Sys 1 ’ 
b IX-5, "Ventilation Sys " Supporting documentation of test 
procedures U results ent 1 

COUNSIL, W 0 , CAGNETTA* J P Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL, W C Northeast Utilities 02/12/03 
CRUTCHFIELD, D Operating Reactors Branch 5 24pp 1*4*1 150 J4X 
Fiche 50-245,02/12/03,0212170277 


6212170117 Discusses current status of segmented test rod bundle in 
light of QE rept of reconstitution activities at EDC-8, 
supplementing util 610520 L 02L1O2 1 trs 

COUWSILiW Q Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 02/12/06 CRUTCHFIELD, D Operating Reactor* Branch 5 
3pp 16452 352 24X Fiche SO-245, B2/12/0*. 0212 1701 17 


0212150126 Forward s application for amend of Licenses DPR-21 *< DPF1-65, 
reflecting merger af CT Light £• Power Co & Hartford 
Electric Co Claes I t II free end 

COUNSIL, W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CdUNSIL,U Q Northeast Utilities B2/12/0B 
CLARK. R A Operating Reactors Branch 3 C RUTCHF 1 ELD, D Operating 
Reactors Branch 5 2pp 1*425 229 24X Fiche 50-245.02/12/06, 

02 12150129 


--0212T 50142 Application for amend of Licenses DPR-21 i, DPR-65, reflecting 
merger of CT Light * Power Co & Hartford Electric Co 
•* Northeast Nuclear Energy Co (subs of Northeast Utilities-) 
B2/12/0B 7pp 16425 ?3t 24X Fiche 50-245, 02/ 12/08, 021 2 I 50 1 2fl 


B2I2J70I99 Application to amend Licenses DPR-21 b DPR-65, re f 1 e c 1 1 ng 
merger of Hartford Electrical Light Co w/CT Light b Power 
Co 

COUNSfL, W G Northeast Nuclear Energy Co (subs of Northeast 

Utilities) COUNSIL, WG Nor t h eas t Ut 1 1 1 1 1 e 5 82/12/08 

CLARK, R A Operating Reactors Branch 3 CRUTCHFIELD, D Operating 

Reactor* Branch 5 9pp 16450 144 24X Fiche 50-24 5.02/12/08, 

0212170199 


82 1 2200100 Forward* SER & nonproprietary & proprietary ''Review of 
Licensees Resolution of Outstanding Issues From NBC 
Equipment Environ Qualification SERs <F-i 1 > D-60) , " Vo ) * I 8, 

II, technical evaluation rept Proprietary rept withhold 
CRUTCHFIELD. & Operating Reactors Branch 5 82/12/13 COUNSIL, W G 

Northeast Nuclear Energy Co (subs of Northeast Utilities) llpp 
16470 337 24X Fiche 50- 245, 02/ 12/ 13, B21 2200100 


— 0207010376 "Review of Licensee Resolution of Outstanding Issues From 
NRC Equipment Environ Qualification Safety Evaluation Fic-pts 
(F~U , G-601 , " Vol* I & 1 technical evaluation rept 
CRANE. C J Franklin Institute/Franklin Research Center 
NRC** 03-79- 1 J0 TER -C 52 57-4 59 V01-02 B2/O5/20 LE, N & NHC - No 

Detailed Affiliation Given 779pp 16470 359 24X 

Fiche 50-24 5, 02/12/13, 0212200 ICO 


0212230267 Forwards P Ehawmcm 821213 Itr re ACRS rept on SEP Phase II 
review 

CRUTCHFIELD*!) Operating Reactors Branch 5 02/12/16 COUNSIL, U G 

Northeast Nuclear Energy Cp (sub* of Northeast Utilities) lp 
l*5£i 120 24X Fiche 50-245, G2/J2/1*- B2I 2230287 


— B2 1 2220544 Surrmarites ACRS 272nd meeting on 821209-11 re SEP review of 
f «c U J ty 

SHEWttONi P ACRS - Advisory Committee on Reactor Safeguards 
02/12/13 FALLADIND, N \f Commissioners 3pp 1*511 121 24X 

Fiche 50-24 5, 02/12/16, B2122302B7 


8212230305 Requests response to request for add 1 info re NUREG-0737* 
Item II D 1, "Safety Relief Valve Testing," within 90 days 
CRUTCHFIELD, D Operating Reactors Branch 5 02/12/17 COUNCIL, W G 

Northeast Nuclear Energy Co (sub* of Northeast Utilities) 3pp 
16507 060 24X Fiche 50-245,82/12/17,8212230305 


8212270152 Notifies that mechanistic evaluation of discrete pipe break 
locations, in order to demons-tra te Safety Factor 4 for normal 
■operating load, will be completed in late 1783 w/mods 
implemented during 19B4 outage 

CQUNSlLrWG Northeast Nuclear Energy Ca (subs of Northeast 
Utilities) COUNSIL, U G Nort h ea s t Ut i i i t i e * 02/12/17 

CRUTCHFIELD, D Operating Reactor* Branch 5 lp 16530 342 24X 

Fiche. 50-245, 02/12/17, B212270I52 


0212270447 Forward* Teladyne Engineering Svcs "Mart J Containment 
Program Plant-Unique Analysis Rept of Torus Suppression 
Chamber for Millstone Point Unit h" consisting of analysis 
summary s, results & description of mods, par NUREG~066l 
COUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities). COUNSIL, W G Nor tlieast Utilities 02/12/23 
CRUTCHFIELD, D Operating React-ora Branch 5 lp 16584 328 24X 

Fiche 80-245,02/12/23,8212290447 



DOCKETED ITEMS 


41 


--021229Q4S2 "Mark I Containment Program Plant-Unique Analysis Rep t of 
Torus Suppression Chamber for Millstone Point Unit I, " 
technical rept 

* Teiedyne Engineering Services TR-3318-1 ROO 92/12/02 
{ 30 pp ! 6584 330 24X Fiche 90-34 5, 92/ 1 2/23. 821 2290447 


3 Inspection reports. IE Bulletins 4. correspondence 


8P061 90240 IE Bulletin 82-03, Revi a i on 1. "Stress Cracking in Thick- 
Wall, Large-Di ame ter, Sta i n 1 ess Stee 1 , Rec ireu lati on Sys Piping 
at BWR Plants " Svc list end 

DEYDUNC, R C Director's Office. Office of Inspection and 

Enforcement 02/10/28 Consol idated Edison Cn of New York, Inc 

I !2pf> 16462 163 24X Fiche 50-000,02/10/28,8200190240 


Q, '08190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 U Model 802 Thermoluminescent Dosimeters M Svc list 
rnc 1 

COEB.L I Division of Fuel Facilities, Materials & Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc llOpp 
16372 142 24/ Fiche 50-000,82/11/05,0208190245 


8208190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
bxerctse Requirements " Svc list end 

UORDAN'E L Division of Engineering & Quality Assurance 02/ll/IB 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche 50-000. 02/1 1/18, 0208190251 


0208 1 90256 IE Info Notice 82-46, "Defective & Obsolete Combination 
Padlocks 4f Svc list end 

UEYGUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

127pp 16411 065 24X Fiche 50-000, 02/11/26, 02OB19O256 


BjOfi 190257 IE Info Notice 82-47, "Transportation of Type A Quantities 
ot Nan-Fissile Radioactive Matl " Svc list end 
COBB, L I Division of Fuel Facilities, Materials b Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 
163&7 028 24X Fiche 50-000,82/11/30,8208190257 


EJJ'l 2 10007 1 Responds to 821028 IE Bulletin 02-03, Revision I re insp of 
large-d lamete r, stainless s tee 1 , c ec i rc u 1 at i o n sya piping 
Action Item 4 re ultrasonic testing procedures addressed 
Responses to Items 1-3 Included w/821109 ltr Figures end 
CGUNSJL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL.WO Northeast Utilities 02/11/30 
HAYNES. R C Region 1, Office of Director I3pp 16379 077 24X 

Fiche 50-245,82/11/30,0212100071 


8?O019O259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
UEYOUN0.R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

I 13p p 16411 317 24X Fiche 50-000,82/12/03,8200190259 


3, '08190261 IE Info Notice 02-48. "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN* E L Division of Engineering b Quality Assurance 82/12/03 
Consolidated Edison Co of New York. Inc JlOpp 16462 064 24X 

Fiche 50-000,02/12/03,6200190261 


Q; 1 I2J4G208 Ac V receipt of 821119 ltr informing NRC of steps taken to 
re-examine nondestructive welds due to m«p by unqualified 
tec hntc i an 

MARTIN. T T Division of Engineering b Technical Programs 02/12/09 
COUNSIL, W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) lp 16409 332 24X Fi c h e 50-245, 02/ 12/09, 82121 40200 


— 02 1 21 40221 Responds to NRC 021102 ltr re resolution of nondestructive 
exam of uelds All 13 welds re-examined w/no reportable 
1 nd ications 

COUNSEL, U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSILiWO Northeas t Ut 1 ) i t i e s 82/11/19 

HAYNES, R C Region i. Office of Director ip 16409 333 24X 

Fiche 50-24 5,82/12/09,0212140208 


0208190267 IE Info Notice B2-49, "Correction for Sample Conditions for 
Air b Gas Monitoring “ Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Lnforcement 82/12/16 Consolidated Edison Co of New York, Inc 

I27pp 16620 191 24X Fiche 50-000, 82/12/16,8200170267 


8208190260 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering << Quality Assurance 02/12/20, 
Consolidated Edison Co of New York, Inc 108pp 16620 293 24X 

Fiche’ 50-000, 02 / 12 / 20 , 8200190268 


FI Periodic operating reports b related correspondence 


0212290224 Forwards monthly operating rept far Oct 1902 

MftOCZKAiE J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) KROCZKA, £ J Northeast Utilities 02/11/09 Office 

of Resource Management, Director ip 16570 057 24X 

fiche 50-24,5, 82/11/09,021229022 4 


—8212290229 Monthly operating rept for Dtt 1982 

HARRAN.G Northeast Nuclear Energy Co (subs of Northeast 
Utilities! 82/ 1 I /OB 5pp I637B 030 24X Fiche 50-245, 
02/11/09. 82 12290224 


S Reportable occurrence*. LERs 8. related correspondence 


QP1 2030 1 SO Forwards LER 02-Q23/Q3L-O Detailed event analysis end 
MROCZKAr £ J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MRQCZKA, E J Northeast Utilities 02/11/24 
HAYNES, R C Region 1. Office of Director 2pp 16303 200 24X 

Tiche 50-245. 82/11/24,0212030100 


— B21203018? LER 02-O25/O3L-O on 021026, pres » ur e switch 263-55C tripped 
above Tech Spec during reactor vessel high pressure 
functional b calibr test Caused by setpoint drift Switch 
reset & satisfactorily tested 

THULLrT 8 Northeast Nucl ear Energy Co (subs of Northeast 
Utilities) 02/ 1 1/24 Region J, Office of Director lfi 
16303 210 24X Fiche 50-245.32/11/24.0212030100 


0212080445 Forwards LER 82-026/D3L-0 Detailed event analysis oncl 
MRdCZKA.E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MRCCZKA, E J Northeast Utilities 02/12/03 
HAYNES, R C Region 1, Office of Director 2pp 16392 160 24X 

Fiche 50-245.82/12/03,021208044 5 


— B212080453 LER B2-026/03L-0 on 021104, steam tunnel temp switches 
261-16A, 1 63 , 16D, IBB, 18C b IBP tripped above setpoint Caused 
by setpoint drift Switches adjusted to required setpoint 
SCHWEIKERT- THUL Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 8CHWEIKERT-TMUL Nor t h east U t i 1 i ti os 82/12/03 
Region 1, Office of Director Ip 16352 170 24X 

Fiche 50-249,82/12/03,8212000445 


021 2160350 Forward* LER B2-027/03L-Q Detailed event analysis end 
MROCZKA, E J Northeast Nudoar Energy Co (subs of Northeast 
Utilities) J1R0CZKA, E J Northeast Utilities 02/12/10 
HAYNES, R C Region 1, Office of Director 3pp 16442 290 24 X 

Fiche 50-245, 02/ 12/iO, B21216O350 


— 021216037 1 LER B2-027/03L-0 on 821111, while performing automatic 
blowdown logic test, automatic pressure relief relay* timed 
out at 1 23- S It 123-B Caused by instrument setpoint dTift due 
to high control room temp Setpoint reset b tested 
THULL, T S Northeast Nuclear Energy Co (subs of Northeast 
Utilities! 02/12/10 Region I. Office of Director Ip 
16442 293 24X Fiche 50-245.02/12/10.8212160358 


T Hearing transcripts on non-ant i trus t matters 


0212020258 Transcript of ACRS Subcommittee on SEP EJ21130 meeting in 
Wa i h ( n g ton , DC P p 1-257 Supporting do c umenta t i on end 
* ACRS - Advisory Committee on Reactor Safeguards 82/11/30 
359pp 16276 266 24X Fiche 50-000 , 82/11/30,8212020259 


DOCKET 50-246 ADVANCED CRITICAL REACTOR EXPERIMENT 


F Operating license stage documents 4: correspondence 


8211230066 Generic Ltr 82-27 to all DWR licensees of operating reactors 
except LACDUR , Dig Rock Po in t, Dr e sden 1, Humboldt Day, 
applicants Pot CL b holders of CP re transmittal of 
NI/RE0-0763 b NURE0-O7B3 Svc list end U/o stated end 
EISENHUTjD Q Division of Licensing 82/11/15 Qeneral Public 
Utilities - GPU Service Corp 23pp 16307 004 24X 

Fiche 50-000,82/11/15,0211230066 


DOCKET 50-247 INDIAN P0TNT STATION, UNIT 2 


F Security,, medical, emergency 6 fire protection plan* 


0210190499 Present* probabilistic safety study risk frequency & 
consequence data for proposed addition of seismic bumpers 
for control bldg & transfer switches for alternate shutdown 
*ys 

D 'TOOLE, J D Consolidated Edison Co of New York, Inc 82/10/00 
VARGA. S A Operating Reactors Branch 1 i2pp 15740 054 24X 

Fiche 50-247, 82/10/00,8210190499 
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— 3210190510- "Indian Point Unit 2 Control Bldg S«nnuc Improver) ent 
Analysis * 

NARVER..R 8 , WESLEV.O A Structural Mechanics Associates SMA 
12901 03 02/09/31 BOpp 15740 067 24X Fiche 50-247.62/10/ 09, 

8210190499 


82 J 2 1 40353 Advises that util util conduct annual onsite drill o f 
nme-rganoj plan on 821208 Alternate drill dates are 621201 6 
J 5 

6 * TODLEj J D- Consolidated Edison Co of New Vot k . Inc 82/11/09 

HAINES. 0 C Region 1. Office of Director lp 16401 025 24X 

riche 50-003.02/11/09,8212140353 


Q2 1203014 1 Forward* IE Safeguards Insp Rept 50-247/82-16 on 820726-30 It 
notice ct violation Details It notice of violation withheld 
(ref IGCFP73 S! ) 

MARTIN, T T Division of Engineering t Technical Programs 82/11/19 
■Q '‘TODLEj J D Consolidated Edison Co of New York, Inc 2pp 
16306 021 24X Fiche 30-247.92/11/19,0212030141 


—8212030147 IE Safeguards Insp Rept 50-247/82-16 on 020726-30 
Noncnnp 1 s atice noted failure to meet testing requi rements for 
special purpose detectors 4, failure to meet security plan 
requirements Safeguards details withheld <ref 10CFR73 21 > 

BAILEY, R J , MADDEN j VI , GODY, A 7 Region 1, Office of Director 
83/11/1? 7pp 16306 023 24X Fiche 50-247.82/11/19,8212030141 


6212220006 Staff requirements medio re 821119 briefing by FEMA on status 
of emergency preparedness findings Conclusions re removal of 
deficiencies t overall adequacy of emergency plans will be 
submitted between B21203 S< t7 

CHILK, S J Oftice of the Secretary of the Commission 82/11/24 
Office ot the Secretary of the Commission lp 16529 151 24X 

Fiche 50-003,02/11/34.8212320006 


— B2122QOO07 Forwards "Update Rept on Status of Remedial Actions Cited in 
620730 Interim Findings on Adequacy of Radiological 
Emergency Response Preparation of State t> Local Govts at 
Indian Point Nuclear Power Station " 

THOMAS, L JM Federal Emergency Management Agency 62/12/17 
DIRCKS, W J Office of the Executive Director for Operations 3pp 
16557 194 24X Fiche 50-247,82/12/17,8212260064 


— 0213260092 "Update Rept on Status ot Remedial Actions Cited in 020730 
Interim Findings on Adequacy of Radiological Emergency 
Response Preparation or State V Local Govt* at Indian Point 
•Nuclear Power Station " 

PETRONE, F P Federal Emergency Management Agency 62/12/16 
52pp 1 655 7 197 24X Fiche 50-247,02/12/17,0212260084 


0212290295 Releases public version of page changes to emergency 
procedures document 

FELTON, J M Division of Rules and Records 82/12/20 Document 

Management Branch lp 16606 066 24X Fiche 50-003,82/12/20, 

6212290293 


— 9212290302 Forwards public version of page changes to emergency 
procedures document re determinati on of magnitude of 
release & effect on offsite personnel 

8 ' TOOLE, J D Consolidated Edison Co of New York, In c 02/12/08 
HAYNES, R C Region 1, Office of Director lp 16606 087 24X 

Fiche 50-003,83/12/20,8212390295 


— 821229030B Public version of page changes to emergency procedures 
document re determination of magnitude of release & effect 
on offsite personnel One oversize drawing end Aperture card 
is available in PDR 

SMITH, M Consolidated Edison Co of New York, Inc 02/11/00 
20pp 16606 009 24X Fiche 50-003,02/12/20,0212290295 


8212030124 Responds to 6209Q2 1 tr describing corrective actions re 
significant deficiencies identified in FEMA 820730 rapt, 

"Interim Findings on Adequacy of Radiological Emergency 
Response Preparation of State U. Local Govts " 

HAYNES, R C Region I. Office of Director 02/11/26 D 'TQOLE, J D 
Consol ida ted Edison Co of New York, Inc 2pp 16306 296 24X 

Fiche 50-003,02/11/26.8212030124 


—8212030249 Forwards description of activities planned or underway to 
correct deficiencies identified in FEMA interim findings on 
adequacy of radiological Emergency response preparedness of 
state lit local govts, per 02OGO3 request 

□ 'TOOLE, J 0 Consolidated Edison Co of New York. Inc B2/09/D2 
HAYNES. R C Region 1. Office of Director Upp 16306 29G 24X 

Fiche 50-003, 02/11/36, 6212030124 


8212230037 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J 14 Division of Rules and Records 82/32/13 Document 
Management Branch ip 16527 336 24X Fiche 50-003, 62/12/13, 

82 1 2220037 


--B212220042 Forwards public version of revised emergency plan 
i mp ( erne ntl h g p r oc edu r es , i nc 1 u d i ng Procedures IP-1001 re 
mobilization of onsite emergency crganiiation & IP-1039 re 
offsite contamination checks 

O'TOOLE, J D Consolidated Edison Co of New York, Inc 02/12/01 
HAYNES, R C Region 1. Office of Director Ip 16527337 24X 

Fiche 50-003, 02/12/13, 0212220037 


— B212220046 Public version of revised emergency plan implementing 
procedures, including Procedures IP-1001 re mobi 1 i z atlon 
of onsite emergency organization fc IP-1039 re offsite 
contain i nat t on checks 

FINCH. C L Consolidated Edison Co of New York, Inc 02/1 1/OB 
43pp 16527 338 24X Fiche 50-003,02/12/13,6212220037 


G2J2270I20 Forwards requested info re emergency operating facility 
(EOF) EOF located onsite in Buchanan sve ctr bldg approx 
2,000 ft from reactor bldg 

O'TOOLE. U 0 Consolidated Ediso-n Cn of New York. Inc 02/12/15 
VARGA, S A Operating Reactors Branch 1 3pp 16530 307 24X 

Fiche' 50- 247, 02/12/15,8212270120 


B2I22I0409 Forwards Event Notification Forms Part I & II to better 
prepare shift crews for questions NRC duty officer may ask 
during emergency notification 

STARQSTECKI, R„ Division of Project & Resident Programs 02/12/16 
0 * TOOLE, -J D Consolidated Edison Co of New York. Inc 6p p 

16493.000 24X Fiche 50-003,02/12/16.9212210409 


8«'J22702M Decision CLI -82-39, ru 1 ing that no shutdown or enforcement 
action required re state of emergency planning FEMA 
determined! that remedial action will he feasible Problems w/ 
local govts beyond licensee control 

CHILK, S J Office of the Secretary of the Commission 82/12/22 
27pp 16537 J2S 24X Fiche 50-247,02/12/22,8212270214 


G Adjudicatory Correspondence 


021207 0073 Forwards Director's Decision DD-82-12, deny ing 10CFR2 206 
petition to suspend operation immediately until FEMA 
identified deficiencies corrected 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 92/11/26 WEISS, E R Public Interest Research Group, 

New York SH01.LY, S C Union of Concerned Scientists WEISS, E R 
Harmon l Weiss lp 16354 353 34X Fiche 50-247, 02/ 1 1 /26, 

0212070073 


— B2120700B1 Director's Decision DD-02-12, denying UCS !< NY PIRO 820B04 
10CFR2 206 petition to suspend operation immediately until 
FEMA identified deficiencies corrected 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Bp p 16354 354 24X 

Fiche 50-24 7, 02/ 1 1/26, B2120T0073 


62 1 2020321 Order granting West Branch Conservation Assoc 821124 
request for permission to file replies to licensee 
interrogatories on Contention 2 2a late Good cause shown 
GLEASON, J P Atomic Safety antf Licensing Board Panel 02/11/30 
West Branch Conservation Association 2pp 16279 194 24X 

Fiche 50-247, 82/11/30,8212020321 


0212070189 Motion for orders compelling discovery of utils re 020621 
Interrogatories 1 - 11 fc compelling NRC to produce documents 
on routine h unscheduled releases of radiation Certificate 
of Svc enc 1 Related correspondence 

RODRIOUEZ.P Parents Concerned About Indian Point 02/11/30 
Atomic Safety and Licensing Board Panel 3pp 16335 126 24X 

Fiche 50-247, 3/ 1 1/30, 8212070109 


6212020318 Requests ASLfl issue order modifying schedule i n ASLB 021113 
memorandum V or d or , re sc h e d u 1 i n g Westchester County testimony 
from 8301 03 to 8301 10 Time between fi ling of testimony i< 
hearing commencement insufficient 

MORGAN, C Power Authority of the State of New York BRANDENBURG, B 

Consolidated Edison Co of Neu York, Inc MORGAN, C Morgan 

Associates 82/12/01, OLEASONr J P , SHQN, F J . PARIS, □ H Atomic 
Safety and Licensing Board Panel 2pp 16279 190 24X 

rich* 50-2.47, 02/ 1 S/01 1 821 202031 0 


8212200094 Forward* FEMA 821217 I tr transmitting "Update Rapt on Status 
of Remedial Actions Cited in 020730 Interim Findings on 
Adequacy of Radiological Emergency Response Preparation of 
State & Local Govts at Indian Point Nuci ear Power Station " 

HAYNES, R C Region 1, Office of Director 82/12/17 O'TOOLE. J D 
Consolidated Edison Co of New York, Inc Bpp 16557 192 24X 

Fiche 50-247,82/12/17,0212260004 


BP 1 2060 1 03 Motion to dismiss Contentions 2 Hal & (d> re filtered 
vented contai nmen t* separate containments respectively & 

2 2<b ) re specific pressurized thermal shock responses 
W/Cer t if ice te of Bvc 

BRANDENBURG, B Consolidated Edison Co of New York, Inc MORGAN, C 
Power Authority of the State of New York MORGAN, C Morgan 
Associates 82/12/01, Atomic Safety and Licensing Board Panel 
lOpp 16316 123 24X Fiche: 50-247, 02/12/01, 0212060103 
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8212060090 Response to interrogatories document requests re 
Co.TiTii s s. 1 on Questions 2 i* 5 Related correspondence 
WHOLLY. S C , GLUM, J M Union of Concerned Scientists BLUM, J M 
New York Umv 82/12/02 Consolidated Edison Co of New York* 

Inc 30pp 16316 133 24X F lC he 50-2-17* B2/ 12/02, 82 1 206009B 


81*13060241 Memorandum &■ order granting util 821201 request for 
postponement or hearing scheduled for wk of 830103 until wk 
of B30110 Parties presenting evidence concurring in request 
GLEASON.JP Atomic Safety and Licensing Board Panel 02/12/02 
Consolidated Edison Co of New York, In c 2pp 16312 265 24X 

Fiche 50-247. 82/ 12/02* 82 1 206034 l 


0512060077 Response to 020716 first set of interrogatories tc request 
For documents re Commission Questions l I* 2 

WHOLLY* S t * BLUM. J M Union of Concerned Scientists BLUM, J M 
New York Umv 02/12/03 Office of the Executive Legal Director 

i 4pp 16314 300 34/ Fiche 50-247*82/12/03,0212060077 


-'8212060089 Notice of JF Meyer 821207 deposition in Bethesda.MD re 
filtered vented containment sys Certificate of Svc oncl 
BLUM* J H Union of Concerned Scientists BLUM, J M New York 
Uni v 62/12/03 9pp 16314 313 24X Fiche 50-247*82/12/03* 

8212060077 


□ J'12070246 Motion for mod af hearing sc hedul e* delay ing hearings until 
820315 Hearing dates as scheduled conflict w/830308 
emergency premise Doth NY State & Suffolk County witnesses 
will be engaged in exercise Certificate of Svc end 
FEINBERGfU D New York, State of, Energy Office 82/12/03 
Atomic Safety and Licensing Board Panel 8pp 16329 204 24X 

Fiche 50-247,82/12/03,8212070246 


Q?I 20900B7 Forwards three ads published in listed newspapers sponsored 
by utils informing of safe plant operation Info provided per 
A5LD oral directive at 020123 public hearing 

BRANDENBURG, B Consolidated Edison Co of New York* Inc LEVIN* J J 
Power Authority of the State of New York LEVIN, J J Morgan 
Associate* 02/12/03 GLEASON, J P * SHON. F J . PARIS, 0 H Atomic 
Safety and Licensing Board Panel 5p p 16357 175 24X 

Fiche 50-247,82/12/03*0212090007 


Q 111 2230337 Urges that plants not return to svc until adequacy of 
emergency planning & preparedness guaranteed Worst case 
accident could result in many thousands of fatalities 
RYAN* A □ New York, NY 82/12/03 PALLADI NO* N U * AHEARNE* J * 

GILINSKY, V Commissioners 2p p 16S03 132 24X 

fiche 50-247,82/12/03,0212230337 


□£'12070209 Response in opposition to licensee 821201 motion to dismiss 
contentions Requirements arising under Contention 2 2<b> 
should be transferred to NRC 6 licensees Certificate of 
Dvc end 

FLEISHER* Z S West Branch Conservation Association 02/12/04 
Atomic Safety and Licensing Board Panei 3pp 16333 181 24X 

Tiche 30-247, 82/12/04,0212070209 


□M2070213 Motion to compel discovery of Con Ed re evaluation of hybrid 
closed cooling sys Matl requested for Contention 2 2(a) 

Certificate of Svc end Related correspondence 
FLEISHER * 1 S West Branch Conservation Association 82/12/04 
Atomic Safety and Licensing Board Panel 2pp 16329 360 24X 

Tiche 30-247*02/12/04,8212070213 


G212080310 Supplemental response to first set of interrogatories Si 
document requests Qn ASLB Questions 1*2 & 5 
COLARULLI.P F Power Authority of the State of New York 
( OLARULL J , P F Motgan Associates 82/12/06 Union of Concerned 
Scientists 35pp 16354 010 24X Fiche 50-247,02/12/06*8212080310 


B2 1 2090090 Ad>lse« of attempted contact re U Fleisher deposition Utils 
intend to take deposition next wk re Contention 2 2<a) 

BRANDENBURG. B Consolidated Edison Co of New York* Inc 

CGLARUlLI.P F Power Authority of the State of New York 02/12/06 

FLEISHER* Z S West Branch Conservation Association Ip 16337 174 
24 X Fiche 50-247,62/12/06,8212090090 


B*‘ i l2i40423 Responses opposing West Branch Con 
application for reinstatement of Contention 
021504 objection to ASLB restatement of Con 
Certificate of Svc end 

BRANDENBURG, B Consolidated Edison Co of 
Power Authority of the State of New York 
Associates 82/12/09 Atomic Safety and 
Qpp 16404 199 24\ Fiche 30-247, B2/ 12/09 


servatiun 

Assoc 

021104 

2 2(d) It 

Assoc 
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2(b) 


New York, 

I nc 

MORGAN* C 
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n 

Li censinj 
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, 8212140423 


0PJ215OO17 Answer objecting to State of NY motion for mod of hearing 
schedule Change in witness testimony schedule burdensome 
Certificate of Svc end 

PQSNER.P Parents Concerned About Indian Point 02/12/09 Atomic 

Safety and Licensing Board Panel lp 16421 iBO 24X 
Fiche 50-247* B2/12/09, 82121 50Q1 7 


0212150022 Notice of concurrence w/Parents Concerned About Indian Point 
objection to State of NY motion to modify hearing schedule 
Further postponent of witness testimony unwarranted It 
burdensome to UCS/PIRQ of NY witnesses 

HOLT, J Union of Concerned Scientists H0LT,J Public Interest 
Research Qrcup* New York 02/12/09 lp 16421 231 24X 

Tiche 30-247,02/12/09,0212150022 


E21 2130208 Order scheduling 830110 evidentiary hearing in White Plains, 
NY 

GLEASON, J P Atomic Safety and Licensing Board Panel 02/12/10 
Ip 16397 015 24X Fiche 50-247*02/12/10, 0212130200 


82M2130252 Forwards Westchester County 821205 ltr to Commi os ion er 
Kalladino re offsite emergency preparedness* to comply w/ex 
parte communications regulations 

STUCK Y, S W Docketing 6 Services Branch 82/12/10 Office of the 

Executive Legal Director lp 16396 230 24X Fiche 50-247, 

82/12/10* 82 12 130252 


--8212130254 Urges that facilities not be restarted until emergency 
response plans aT e fully workable 6 i mp 1 ementob 1 e State of 
emergency planning S, preparedness in Westchester County 
still inad equate 

DELBELLO, A B Westchester County, NY 82/12/05 PALLADINo,NJ 
Commissioners 12pp 16396 231 24X Fiche 50-247*82/12/10, 

3212130252 


02J214O242 Response in opposition to State of NY motion for mod of 
hearing schedule moving hearing commencement on Commission 
Questions 36 4 to 030315 Extension to 030314 for testimony 
on questions not opposed 

KAPLAN, C New York, NY 82/12/10 Atomic Safety and Licensing 
Board Panel 2pp 16409 304 24X Fiche 50-247* 02/ 1 2/ 10* B21 2140242 


8212140384 Notification of witnesses on Commission Question 2 
ULUM,J M Union of Concerned Scientists 82/12/10 2pp 
16404 320 24/ Fiche 50-247*82/12/10,0212140304 


— 8212140393 Notice of deposition of NRC witnesses NR Denton* BH Hanauer, 
RM, Blond 6 FH Rausome re testimony to be provided Denton & 

Hanauer will also be examined on decision criteria <« procsss 
t> CRAC & CR ACS accident consequence codes 
BLUM, J M Union of Concerned Scientists 02/12/10 2pp 
16404 322 24 X Tiche 50-247, 02/ 12/ 10, 821 214Q3B4 


— D2121404QO Notice of deposition of util witnesses PC BleyiBO Garrick* 
3 Kaplan h DC Richardson re probabilistic safety study 
Certificate of Svc end 

BLUM, J M Union of Concerned Scientists 82/12/10 6pp 
16404 323 24X Fiche 50-247* 82/1 2/ 10* B2i 21 40384 


0212140439 Motion for leave to file end reply to West Branch 
Conservation Assoc 821204 reply to licensee 021201 motion 
td dismiss certain contentions If Assoc had par ti c i pa te 6 In 
telcon* utils would have orally replied 

BRANDENBURG, B Consolidated Edison Co of New York, Inc. LEVIN, J J 
Power Authority of the State of New York LEVIN, J J Morgan 
Associates 82/12/10 Atomic Safety and Licensing Board Panel 
2pp 16405 249 24X Fiche 50-247*82/12/10*0212140439 


0212090101 Supplemental response to interrogatories on Commission 
Question* 1 l S Certificate of Svc end 

SHOLLY.S C * BLUM, J M Union of Concerned Scientists 82/12/07 
Office of the Executive Legal Director 17pp 16357 204 24X 

Fiche 30-247, 02/12/07*8212090101 


BP12100103 Memorandum & order memorializing rulings of 821203 tclcon 
Schedule for UCS, utils & NRC modified as listed Deadline for 
notice of depositions of UCS witnesses for Question 1 to be 
negotiated 

GLEASON* J P Atomic Safety and Licensing Board Panel 82/12/00 
8pp 16379 105 24 X Fiche 30-247, 82/ 12/00, 821 21 Q0103 


- 8212140446 Reply to West Dranch Conservation Assoc 021204 reply to 
licensee 021201 motion to dismiss certain contentions Assoc 
misconstrues Commission intent in establishing proceeding 
Contention 2 2(b) should be struck N/Cert If Icate of Svc 
BRANDENBURG , B Consolidated Edison Co of New York, Inc 
LEVIN, U J Power Authority of the State of New York LEVIN, J vl 
Morgan Associate* 82/12/10 Atomic Safety and Licensing Board 
panel 7pp 16405 251 24X Fiche 50-247,02/12/10,0212140439. 


0212140451 Forward* Rockland County resolution calling for closing of 
plants for failure to remedy emergency planning deficiencies 
by expiration of 120 -day clock 

THQRSEN, E 0 Roc k land County , NY 02/12/10 PALLADI NO, N J. 

Commissioner! 3pp 16404 355 24X Fiche 50-247, 82/12/10, 

821214045k 
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0212160209 Notice of T Levi . 0 Pnello A 9 Piccioni 021229 depositions 
in Nf. NY r<- testimony on Caovrussion Question, £ Certificate 
of 5vc end Related correspondence 

BRANDENBURG, B Cons a 1 id a ted Ed i son C o a# NeuYork. Inc MORGAN. C 
Power Authority of the State of New York NOROAN. C Morgan 
Associates 02/12/10 6?p 16446 068 2 4 >T Fiche 50-247* 82/12/10., 

02 1 2E6O209 


0212210235 Memorandum A order mpmor lain mg 021215 A 16 teicons t* 
dismissing Parents Concerned About Indian Point & West 
Branch Conservation Assoc 921130 6 1204 discovery motions 
PARIS* 0 H Atomic Safety and Licensing Board Panel 02/12/17 
Parents Concerned About Indian Point 2pp 164B4 234 24X 

Fiche 50-247*82/12/17,0212210235 


8212150116 Response to licensee S21201 motion to dismiss Contentions 
2 liaJ.2 HdJ & 2 2Cb) Supports dismissal of Contention 
2 2(b) West Branch Conservation Assoc filings shou that 
Assoc will Tio t pursue issue Certificate of Svc end 
MOORE, J E Hearing Branch l 02/12/13 Atomic Safety and 
Licensing Board Panel Gpp 16427 351 24X Tithe 50-247. 02/12/13, 

32121 50 £ 16 


0212200032 Qualifications statements for UCS/NY PIRQ witnesses on 
Cor>ra i s s i on Question 2 Prof qualifications & Certificate of 
Svc end 

BLUM, J M Union of Concerned Scientists 82/12/13 llpp 
16473 351 24X Fiehe S0-B47. 82/12/13. 8212200032 


6PJ217016.9 Advises that NRC does not intend to seek author iiati on to 
reply to West Branch Conservation Assoc 021 124 objections to 
restatement of Contention 2 2(W No new arguments raised 
MGORE. J E Hearing Branch i 02/12/14 GLEASON. J P . PARIS, □ H , 

SMON.F J Atomic Safety and Licensing Board Panel Ip 16450 221 

24X Fiche 50-247,82/12/14,0212170169 


□212160375 Order requesting ASLB provide recommendations called for m 
CL 1-81-23 no later khan 830729 

CHILK.S J Office of the Secretary of the ConvoissiDn 02/12/19 
Atomic Safety and Licensing Board Panel jp 16442 341 24X 

Fiehe 50-247,02/12/15,021216037 5 


02)2170174 Response ta Parents Concerned About Indian Point 321130 
motion to compel discovery against utils L response opposing 
Parents request to file neu document request on NRC 
Protective order requested Certificate of Svc end 
MCCUflREN, H -J Hearing Branch l B2/J2/15 Atomic Safety and 
Licensing Board Panel 5pp 16450 1 63 24X Fiche 50-247,82/12/15, 

02 1-21 70174 


82i22 i OOQ97 Memorandum S. order granting NRC motion for protective order 
re ansuer to UCS/WY PIRG Interr ogatory 5 NRC Is not 
required to compile list of MAC CTiticums of plant 
probabilistic safety study nor to formulate position 
GLEASDW, jp Atomic Safety and Licensing Board Panel 92/12/15 
Office of the Eiecutive Legal Director 2pp 16470 140 24X 

Fiche 50-247, &2/ 12/ 15. 821220009? 


8212220293 Reply opposing licensee B21210 motion for leave to file 
reply to West Branch Conservation Assoc response to licensee 
H212Q1 motion Licensee is harassing Assoc Certificate of Svc 
end 

FLEISHER.Z 5 West Branch Conservation Association 82/12/15 
Atomic Safety and Licensing Board Panel 3pp 16517 100- 24K 

Fiche 50-247, 02/12/15. 8212220293 


0P1222O22O Advises that M Kaminski madverten t 1 y omitted from amended 
witness lists Order of witnesses listed Related 
c arrespondenc e 

VEFEHE. L A Westchester County, WY 92/12/16 GLEASON, J P , 

PARIS. 0 H , SHON, F J Atomic Safety and Licensing Board panel ip 
24X Fiche 50-247,82/12/16,8212220-220 


J6503 001 


—0212220226 Response to State of NY motion to modify hearing schedule 
Unnecessary to delay testimony of all other available 
witnesses until County & State witnesses available 
■Certificate of Svt end. 

VETERE, L A Westchester County. NY 82/12/16 Atomic Safety and 
Licencing Board Panel 2pp 16503 002 24X Fuhe 90-247. 

02/12/16, 82122202 20 


8212230261 Urges plants not he reopened until emergency preparedness 
plans adequate 'try 

BIALIK, E | New York. State af B2/I2/U PALLADf NO. N 

Commissioners ip 16508 108 24X Fiche 50-547, 82/12/ 1 A, 

□212230261 


8212210238 Supplementation of interrogatory r e a pon se< rami ng Question 1 
witnesses Certificate of Svc end 

BLUM, J M Union of Concerned Scientists 02/12/17 5pp 
16404 236 24X Fiche 50-247, B2/12/1 7. 83122 10238 


8212210320 Forwards Congressman RL Dttinper 82)201 Itr lo util seeking 
testimony before Congress re investigation Util 821203 
response end 

LEVIN, / J Morgan Associates 02/12/17 PALLADINQ, N J , 

AHEARNE. J F , GILINSKY, V Commissioners 6pp 16496 246 24 X 

Fiche 30-247.82/12/17,8212210320 


8»'l 2220246 Supplemental response to first set of intei rogator i e s *. 
document requests under Commission Question 1 Prof 
qual if ications end Related correspondence 

HARTZMAH, R M Friends of the Earth HARTZ11AN, R M New York City 
Audubon Society 82/12/17 Consolidated Edison Co of New York, 
Inc 32pp 16518 280 24X Fi ch e 50-247, 92/ 12/ 1 7, 02 i 222024A 


8212220271 Responses to interrogatories 1 document requests re 
Commission Question 6 Certificate of Svc end 

BRANDENBURG, B Consolidated Edison Co of New York, Inc PRATT, C H 
Power Authority of the State of New York PRATT, C M Morgan 
Associates 02/12/17 Parents Concerned About Indian Point 
15pp 16517 2 BO 24X Fiche 50-247,02/12/17.0212220271 


8212230187 Response to motion to compel discovery re Commission 
Question 6 Certificate of Svc end Related correspondence 
BRANDENBURG, B Conso I i da t ed Ed 1 son C o of New York. Inc PR ATT, C M 
Power Authority of the State of New York PRATT, C M Morion 
Associates 02/12/17 Parents Concerned About Indian Point 
1 4pp 16511 007 24X Fiche 50-247,82/12/17,8212230107 


□,42230239 Urges that units not be returned to svc until emergt?nry 
planning concerns resolved 

BRODSKY, R L Westchester County, NY J)E MARCO. J W , HOCHDERG. A 0 
Coffmlssi oners 02/12/17 PALLADINO. N J , AHEARNE, J F , GIL I NE5KV, V 
Cam-si ssioners 3 PP 16511 060 24X Fiche 50-247,02/15/17, 

8212230235 


0212280014 Lists documents being withheld as privileged that were 
requested by SC Sholly <UC6> in UCS/NY PlRG first set of 
interrogatories 6 document requests on Commission Questions 
1,2 tr 5 NUREG /CR-2666 forthcoming 

MCGURREW, H J Hearing Branch 1 82/12/17 BLL/M. J H New York 

Univ 2pp 16364 290 24X Fiche 50-247,02/12/17,0212200014 


8212280205 Response in opposition to State of NY motion for mod of 
hearing schedule Since motion relate* to scheduling of 
testimony within allotted time frarne.no further hearing 
delay necessary Certificate of Svc end 

MORGAN, C Power Authority of the State of New York MORGAN, C 
Morgan Associates 02/12/17 Atomic Safety and Licensing Hoard 
Panel 7pp 16561 327 24X Fiche 50-247,02/12/17,02122802011 


0212210267 Response in support of State of NY 021203 motion for mod of 
schedule for hearing testimony on Commission Questions 3 & 

4 Ei tens l on needed in order for witnesses to participate in 
emergency planning excercises Certificate of Svc end 
MOORE. JE Hearing Branch 1 92/12/20 Atomic Safety and 

oa^S^5iT fl ° ard PanBl 5pp 16409 170 34X Fiche SO-247. 82 / I 2/,20> 


82 i 2210332 Response opposing Con Ed 021215 
grant previously filed motion to dismiss 
l< 2 1(d) Prejudice caused by UCS/NY PIRQ 
equal to requested sanctions Certificate 
MODRE.JE Hearing Branch 1 B2/12/20 

Licensing Board Panel 7pp 16497 013 
0212210332 


mailgram requesting AfeLP to 
Contentions 2 Hi) 
tardiness not 
of Svc end 

Atomic Safety and 
24X Fiche 50-247.82/12/20, 


8212230331 Forwards 821213 ltr inadvertently tent to J HeMdt 
Attendance at 830110 evidentiary hearing requested 
MANTELL, A N Affiliation Unknown 02/12/16 PALLADINO N 
MUMMJl"*' 16505 157 Fict,.. 50-247.82/, 2 / 14 , 


—821S230334 Ack rit.tpk o, S2ISI0 InviUtion .k t , nd ,y,n f nti aru 

hearing in WMt« Plaln*,NY Attendance certain unless * 

accident paskgonee hearing 

MANTELL.AN Affiliation Unknown 02/12/13 HENJ>RIE. J Atomi 
Safety and LUeAilng Board Panel ip 16505 £50 24 y 

Fiche 50—247, 82/ 12/16.621 223033 1 


8212220390 Memorandum supporting Con Ed 821215 renewed motion to 
diemlss UCS/NY PIRG Contentions 2 1(a) U a Ktj) yes 
continue* to act immune from orders of ASLB, notwithstanding 
Judge Paris admonition Certificate of Svc end 9 

MORGAN, C Power Authority of the State of New York MORGAN', C 
Morgan Aeioqiates 82/12/20 Atomic Safety and Licensino Do 
anel 9pp 16503 223 24X Fiche 50-247,82/12/20,8212220390 


0212230241 Strongly urges that units not be returned to svc until 
emergency planning concerns resolved * VC unt<l 

S7/55VS. 11 * 8T ^ R N.H J , GREIT2ER, C New York, NV 02 / 12/20 
PALLADINO, N J , A HE ARNE, J F , QILINSKV u N ' 92/12/20 

14508 145 34X Fla., SO-247. 8a/lS/20^BS122a024! , * 1 ° nSrS ,lpP 
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8J’I2230270 Urges plants not be restarted until workable emergency plan 
i mp l emen ted 

Flfm.S New York, NY 62/12/20 PALLADINO, N J Commissioners 
2pp 16907 350 24X F iche 50-247,82/12/20,6212230270 


8212280273 Response in opposition to State of NY motion for mod of 
hsaring schedule State did not meet heavy burden of 
persuasion required to extend hearings Certificate of Svc 
unci 

HRANDENDINO, D Consolidated Edison Co of Now York, Inc 82/12/20 
Atonic Safety and Licensing Board Panel 6pp 16562 067 24X 

F- ich e 50-247. 82/ 1 2/20, 02 1 2280273 


8M22301B1 Memorandum & order granting licensee 021210 motion to reply 
to West Branch Conservation Assoc CUOCA) reply to util 
821201 motion to dismiss contentions Util 021201 motion to 
dismiss also granted WBCA motion for reinstatement denied 
GLEASON , J P i SHDN. F J Atomic Safety and Licensing Board Panel 
82/12/21 Consolidated Edison Co of New York, Inc 7pp 

16510 230 24X Fiche 50-247,02/12/21,8212230181 


Gf'12230108 Memorandum 8- order granting Parents Concerned About Indian 
Paint B21 130 request to place specified documents issued by 
NRC prior to 1979 into LPBR 

GLEASON, J P Atomic Safety and Licensing Board Panel 02/12/21 
Parents Concerned About Indian Point 6pp 16511 106 24X 

F- 1 che 50-247,02/12/21,8212230188 


01“ 1 2230350 Order extending time, until 021229, for Commission to decide 
whether to review IE Director 021126 denial of UCS request 
for action filed under I0CFR2 206 

CHfLK.S J Office of the Secretary of the Commission 02/12/21 
ip 16511 161 24X Fiche 50-247,82/12/21.0212230350 


Q21223022B Urges FEMA update rcpt be given consideration in decision to 
reopen facilities Large number of emergency deficiencies 
still remain 

WENZEL, J S Affiliation Unknown 02/12/22 PALLADINO, N J , 

AHEARNE, J F , ASSELSTINE, J K Commissioners iSpp 16511 032 24X 

Fiche 50-247, 82/12/22, 0212230220 


0212270214 Decision CL1-B2-38, rul ing that no shutdown or enforcement 
action required re state of emergency planning FEMA 
determined that remedial action will be feasible Problems u/ 
local govts beyond licensee control 

tHlLK.6 J Office of the Secretary of the Commission 02/12/22 
27pp 16537 120 24X Fiche 50-247,82/12/32,8212270214 


DF'12280000 Foruards FEMA 821217 1 tr to Ofc of Executive Director for 
Operations re current status of offsite emergency planning 
transmitting update rept W/o enci 

HASSELL, D F Hearing Branch I 82/12/22 GLEASON, J P , SHON, F J , 
PARIS, O H Atomic Safety and Licensing Board Panel Ip 16564 209 
24X Fiche 90-247,02/12/22,8212200000 


BM22B0011 Advises that invoice for copying documents requested by 
SC Shelly on 021214 forthcoming 

MOORE, -J E Hearing Branch 1 82/12/22 WEISS, E R Harmon !, Weiss 

Ip 16565 144 24 X Fiche 50-247,02/12/22,8212280011 


8M2270249 Order CLI-S2-41 , grant l ng in part & denying in part, UCS 
821006 motion to direct NRC to reschedule meeting All 
parties must be informed of scheduling of meetings 
CHILKifl J Office of the Secretary of the Commission 02/12/23 

Union of Concerned Scientists 3pp 16530 357 24X 

Tiche 50-247, 82/13/23, 8212270249 


8212300012 Memorandum t, order dismissing West Branch Conservation Assoc 
021215 motion to deny licensee motion for leave to reply 
Licensee motion granted, r enderi ng instant motion moot 
©L EASON, J P Atomic Safety and Licensing Appeal Panel 02/12/23 
West Branch Conservation Association 2pp 16598 227 24X 

Fiche 50-247,02/12/23,0212300012 


BP 123000 1 4 Memorandum 5< order denying licensee 821201 motion & 821215 
renewed motion to dismiss Contentions 2 l<a) & 2 l<d) UCS 
failure to meet 021210 deadline minor since delay did not 
prejudice parties 

GLEASON, J P Atomic Safety and Licensing Board Panel 82/12/23 
Consolidated Edison Co of New York, Inc 6pp 16590 216 24X 

Fiche 50-247,82/12/23,8212300014 


B212280326 Foruards revised Page 3 to NRC Order CLI-02-41 & separate 
view of Commissioner Roberts 

STUCKYtS W Docketing * Services Branch 02/12/27 Power 
Authority of the State of New York Ip 16562 084 24X 

riche 50-247,82/12/27,0212280326 


— *8212280332 Corrected Page 3 to NRC Order CLI-62-41 L< separate view of 
Cofniissioner Roberts 

CHILK.S J Office of the Secretary of the Commission 02/12/23 
Union of Concerned Scientists 2pp 16562 085 24X 

Fiche 50-24 7,02/12/27,621 2280326 


8212300191 Ac k receipt of summary of Steam Oe nera tor Owners Group 
020729 meeting Request being filed for delay in delivering 
testimony on Question 2 2 1 in order to obtain previously 
inaccessible info 

FLE ISHER , I S West Branch Conservation Association 82/12/27 

MOORE, J Hearing Dranch 1 lp 16998 023 24X 

Fiche 50-247,82/12/27,0212300191 


0212300197 Notice of continuation of Contentions 3 & 4 

FLEISHER, Z S West Branch Conservation Association 02/12/27 lp 
1 6990 024 24X Fichu 50-247,82/12/27,8212300197 


— 0212300201 Request for delay in filing testimony on Question 2 I 1 
until 030112 in order to obtain add! info Certificate of Svc 
enc 1 

FLEISHER. Z S West Branch Conservation Association 82/12/27 
Atomic Safety and Licensing Board Panel 2pp 16590 025 24X 

Fiche 50-247,02/12/27,0212300197 


02 1 2300230 Motion for expedited order compelling continuation of 
GR Thompson it SC Sholly depositions as witnesses on 
Contentions 2 1(a) & 2 J<d) Witness testimony incomplete 
Certificate of Svc and 

BRANDENBURG, D Consolidated Edison Co of New York, Inc 
MORGAN, C M Power Authority of the State of New York MORGAN, C M 
Morgan Associates 62/12/28 Atomic Safety and Licensing Board 
Panel 14pp 16598 004 24X Fiche 50-247,02/12/20,0212300230 


H General correspondence 


8212230323 Forwards Rockland County Resolution 796 calling for closing 
of plants for failure to remedy emergency planning 
def ic i enc i as 

SEIGERMAN.VK Rockland County, NY 02/12/13 PALLADINO, N 
Commissioners 2pp 16505 134 24X Fiche 30-247, B2/ 12/ 13, 

0212230323 


82J227042B Responds to 021130 Itr forwarding constituent concern re 
temporary suspension of hearings Approi 10 wks of hearings 
beginning 830110 scheduled 

D IRCKS, W J Office of the Executive Director for Operations 
02/12/20 BRADLEY, □ Senate 2pp 1656B 339 24X 

Tiche 50-003.82/12/20,0212270428 


— B2t227043l Forwards DK It FL Cinquemani 020730 ltr requesting resumption 
of hearings on safety of plants 

BRADLEY, R Senate 02/11/30 Office of Congressional Affaire 
5pp 16560 341 24X Fiche 50-003,82/12/20,0512270428 


0 Advisory Committee on Reactor Safeguards reports & correspondence 


0D12O7OO77 Forwards "Review of Indian Point Probabilistic Safety 
titudy " 

AVERY, R Argonne National Laboratory 02/10/20 OKRENT, D ACRS - 
Advisory Committee on Reactor Safeguards OKRENT, D California, 
Univ of, Los Angeles lp 16354 320 24X Fiche 50-247,82/10/20. 

0212070077 


— 02120700B3 "Review of Indian Point Probabilistic Safety Study " 
AVERY, R i CHQi D H , DEITRJCH, L W Argonne National Laboratory 
82/09/30 ACRE - Advisory Committee on Reactor Safeguards 

30pp 16354 321 24X Fiche 50-247,82/10/20,0212070077 


P Operating license stage documents it correspondence 


0212030257 Forwards request for addl info to complete post- 
i rrplementat i on review of NUREG-0737, I terns 11 F 1 4,11 F 1 5 
it II F 1 6 re containment monitors Response within 30 days 
requested 

VARGA, S A Operating Reactors Branch 1 82/11/10 O'TOOLE. J I> 

Consolidated Edison Co of New York, Inc lOpp 16317 314 24X 

Fiche* 50-247, 82/1 1/10, 0212030257 


0212090205 Forwards response to 021027 ltr re draft BNWL analysis of 
liquid pathway consequences due to basement penetration as 
presented in Indian Point probabilistic safety study 
BAYNE, J P Power Authority of the State of New York O'TOOLE. J D 
Consolidated Edison Co of New York. Inc 02/11/29 VARGA, S A 
Operating Reactors Branch 1 I4pp 16362 346 24X 

Fiche 50-247,62/11/29,0212090205 


0212070265 Notifies that radiological effluent Tech Specs 8t offsite 
dose calculation manual will be submitted by 630201 it 0401, 
respec ti ve 1 y 

□ 'TOOLE, J D Consolidated Edison Co of New York, Inc. B2/12/01 
VARGA, S A Operating Reactors Branch 1 lp 16339 113, 24X 

Fiche 50-003, 82/12/01, 0212070205 
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02 i 20 00549 Advises that review of util evaluation of design 
differences per 90050? fc 020527 ltr* complete Design 
acceptable per S00211 c anf lrm-at or y order Updated evaluation 
of differences between Units 2 fc 3 end 

VARGA, S A Operating Reactors Branch i 92/12/01 O'TOOLE, T D 
Consolidated Edison Co of New York. Inc E3pp 16366 337 24X 

Ft Che 50-247, 82 /I 2/01 „ 82 1 20E0 36 9 


8212130030 Request* review of Unit 3 technical evaluation rept re 
seismic qualification of auxiliary feedtuater sys Apparent 
discrepancies between Units 2 fc 3 should be addressed 
VARCAp S A Operating Reactors Branch I S2/I2/02 D 'TO0LE, J D 
Consolidated Edison Co of New York, Inc 2pp 16417 €51 24X 

Fiche 50-247, 82/12/02, 9212130030 


0212130232 Forwards analyses of control Tcrom ceilings u/fragility of 
ceiling structures 6 effects of failure on core melt 
frequency due to Beisnic events, In fulfillment of 921013 
c onrni tment re probabilistic safety study 

1/AYNE, J P Power Authority of the State of New York 0 'TOOLE. J D 
■Consolidated Edison Co of Meu York, l«c 82/12/06 Operating 

Reactors Branch I 7pp 16390 136 24X Fiche 50-247,82/12/06, 

62] 2130232 


8212130286 Forwards further details re gas turbine operation Continued 
satisfactory gas turbine operation in future will confirm 
usefulness of gas turbine reliability Improvements 
0 'TOOLE, J J> Consolidated Edison Co of New York, Inc 82/12/06 
VARGA, S A Operating Reactors Branch 1 3pp 16389 316 24X 

FI che 30-2 4 7, 82/ 1 2/06, BZ 1 2 1 30238 


8209190263 Generic Ltr 82-32 to ell PUR licensees re potential steam 
gene ra fcor-re 1 ated generic requirements Forwards Science 
App 1 1 cations, Inc draft rept re subj requirements Comments 
requested within 30 days of ltr Svc list end 

E1SENH9T, D G Division of Licensing 92/12/0? Consolidated 
Edison Co of New York, Inc 29pp 16629 247 24X 

Fiche 50-000, 82/12/09,8208190263 


BM2140103 Generic Ltr 92-28 to all licensees of operating 
Westing house fc C-E PWRs ieicept Arkansas Nuclear One, Unit 2 
fc San Onofre 2 fc 31 re Inadequate core cooling 
instrumentation sys Svc list enci 

L I SENNCJT i D Q Division of Licensing 02/12/10 Yankee Atomic 
1 lectrjc Co 27pp 16690 035 24X Fiche 50-000,82/12/10* 

Q2l2t40l03 


B21227OIO0 Forward 5 Amends 31 fc &2 to Licenses DPR-& fc DPR-26, 
respective 1 y* safety evaluation fc notice of Issuance & 
availability Amends modify facility organiiation structure fc 
testing requirements an containment isolation valves 
H ANNUM, J N Operating Reactors Branch 1 02/12/11 O'TOOLE, JD 

Consolidated Edison Co of New York, 1-nc 4pp 16533 200 24X 

Fiche 50-003, 82/12/11,8212270108 


— B2I22701I1 Amends 31 fc 82 to Licenses PPR-5 fc DPR-26. rasp ec t i ve 1 y. 
modifying facility orgamiation structure for Units I l< 2 & 
testing requirements on containment isolation valves fc 
snubber Tech Specs for Unit 2 

VARCA, S A Operating Reactors Branch 1 82/12/1J 3?pp 

16353 204 24X Fiche 50-903, 92/12/ 1 1, B21 22701 08 


-B2I227Q113 Safety evaluation supporting Amends 31 fc 02 to Licences 
0PR-5 fc DPR-26, respectively 

♦ Office of Nuclear Reactor Regulation, Director B2/I2/1 I 4pp 
16553 243 24K Fiche 90-003, 82/ 12/11, 8212270108 


— 8212270117 Notice of issuance & availability of Amends 31 & B2 to 
License* DPR-5 fc DPR-26, respe c tlve 1 y 

VARGA, S A Operating Reactor* Branch I B2/I2/J1 2pp 
16553 247 24X Fiche 50-003. &2/I2/J 1 , 82i 227O10B 


9212280364 Forwards current statu* of actions taken on probabilistic 
safety study Results of evaluation of * o i 1/bac k f il J 
containment bldg interaction expected in Spring 1983 
O'TOOLE, J D„ Consolidated Edison Co of New Yard, Inc 02/12/14 
VARGA, S A Operating Reactors Branch 1 Spp 16560 €72 24X 

Fiche 50-247. 02/ 1 2/ 1 4 , 02 1 2280364 


B212Z0OS37 Forwards application for amend to LUen*» DPR-26, add ing 
Tech Specs 3 14 fc 4 17 to establish limiting condition* for 
operation fc surveillance requirements for severe hurricane 
condition Affidavit of Svc {(Class ill fee end 

O'TOOLE, J D Consolidated Edison Cc of New York, Inc 02/12/17 
VARGA. 8 A Operating Reactors Dranch 1 2pp 16561 207 24X 

Fiche 50-247,02/12/17,6212280237 


— 0212280243 Appll cation for amend to License DPR-26, add ing Tech Specs 
3 14 6 4 17 to utablJih limiting condition* for operation 
& lurvelllancs requirement* for severe hurricane condition 
€ ' TOOLE, J D Consolidated Edison Co of New York, Inc B2/12/17 1 
2pp 16561 209. 24X Fiche 50-247, 82/12/17, 0212280237 




-—0212230248 Proposed Tech Spec-s 3 14 6 4 17, establishing limiting 
conditions for operation fc surveillance requirements for 
severe hurricane condition Safety assessment enc 1 
a Consolidated Edison Co of New York, Inc 82/12/3 1 6pp 

16561 211 24X Fiche 50-247.82/12/17,8212280237 


9212300273 Forwards status of plant mods w/estimafced date of 
t omp 1 efcion, per NUREQ-0737. I terns II B 3, II f 1, 1 1 1 A 1 26 
III D 3 4 Adminl strati ve procedures revised per Generic Ltr 
03-12 

O'TOOLE, J D Consolidated Edison Co of New York, Inc 82/12/23 
VARGA. 0 A Operating Reactors Branch 1 3pp 16595 247 24X 

Fiche 50-247# 62/12/23, 8212300373 


0212300352 Respond* to NRC 82H10 ltr requesting add! info re 
NUREG-0737. Items It F 1 4,5 & 6 re containment pressure, 
water level 6 hydrogen ma n i tors , re* pe c 1 1 ve 1 y Info to be 
submitted on or before B30501 

0 'TOOLE, J D Consolidated Edison Co of New York, Inc 82/12/23 
VARGA, S A Operating Reactors Branch 1 lp 16594 222 24X 

Fiche 50-247, 02/12/23 , 82 1 2300352 


G Inspection reports, IE Bulletins 6 corresp ondenc e 


0.-08190240 IE Bulletin 82-03, Rev i * l on 1, "Stress Cracking in Thick- 
Wall , Large-Dl ameter , Sta i n less Steel . Re< ireu lation Sys Piping 
at DNR Plant* ° Svc list enci 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York# Inc 

1 12pp 16462 163 24X Fiche 50-000, 82/10/28, B20B1 90240 


0209190245 IE Info Notice B2-42, "Defects Observed in Panasonic Model 
80L fc Model 802 Thermoluminescent Dosimeters " Svc list 
unci 

COBB, L 1 Division of Fuel Facilities, Materials fc Safeguards 
62/11/05 Consolidated Edison Co of New York, Inc 1 lOpp 

16372 142 24X Fiche 50-000,82/11/05,8200190245 


8208190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
biercisa Requirements " Svc list end 

JORDAN, E L Division of Engineering fc Quality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24X 

Fiche 50-000, 82/1 1/10, 0200 1 9025 1 


0212030141 Forwards IE Safeguards Insp Rept 50-247/82-16 on 020726-30 fc 
notice of violation Details 6 notice of violation withheld 
(ref IOCFR73 21 J 

MARTIN, T T Division of Engineering & Technical Programs S2/J1/I9 
0 'TOOLE, J D Consolidated Edison Co of New York, Inc 2pp 
16306 021 24X Fiche 50-247, 0£/l 1/19, 8212030141 


—8212030147 IE Safeguards Insp Rept 50-247/82-16 on B20726-30 
Noncompl lance noted failure to meet testing requirements for 
special purpose detectors & failure to meet security plan 
requirements Safeguards details withheld (ref iOCFR/3 2i> 

BAILEY, R J , MADDEN, W - GODY, A T Region t, Office of Director 
82/ 11/19 7pp 16306 023 24X Fl e h e 30-247, 82/ 1 1 / 1 9, 02120301 4 1 


82J206&235 Forwards IE Insp Rept 50-247/02-22 on 821019-22 No 
noncompliance noted 

MARTIN, T T Division of Engineering fc Technical Programs 82/11/22 
O'TCDLE, J D Consolidated Edison Co of New York, Inc 2pp 
16312 ISO 24X Fiche 50-247,82/11/22,8212060235 


— 8212060237 IE Insp Rept 9CM247/82-22 on 021019-22 No none omp 1 i anc □ 
noted Major areas inspected inservice testing surveillance 
program for pumps fc valv<s 

REKITO, W A , BETTENHAUSEN,L Division of Engineering fc Technical 
Program* 02/11/17 0pp 16312 182 24X Fiche 30-247,02/11/22, 

B21 2060235 


B2O8I90256 IE Info Notice 82-46, “Defective fc Obsolete Combination 
Padlocks “ Svc list end 

DEYOUNG,#! C Director''* Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

C27pp 16411 r 06S 24X Fiche 50-000, 82/11/26, 0200190256 


BP12070296 Forwards response to 821004 request for addl info re IE 
Pul 1 e fc i n 80-04, *'PWR Main Steam Line Break W/Continued 
Feedwater Addition " No single failure will preclude main 
feedwater Isolation under design basis steam line break 
(f 'TOOLE, J D Consolidated Edison Co of New York, Inc 02/11/29 
VARGA, S A Operating Reactors Branch I 5pp 16339 066 24X 

Fiche 50-247, 82/1 1/29, 8212070296 


821 21 40 137 Forward* IE In*P Rept 50-247/02-20 on 821001-31 No 
noncomp 1 i ancs noted 

BTAR08TECK1 , R Division of Project fc Resident Programs 02/11/29 
O'TOOLE, J 0 Consolidated Edison Co of New York, Inc 2pp 
1640B' 181 24X Fiche 50-247,02/11/29,8212140137 
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—8212140140 IE lhsp Rept 50-247/82-20 on 821001-31 No none amp 1 lane e 
noted Major areas inspected licensee actions on previous 
i tfing. opera 1 1 onal safety ver l f i c a t i on, p 1 a nt tour s, f ac i 1 i ty 
ma int. surve 1 1 lane e observations £ prefueling activities 
FOLEY. T . KOLTAY. P , REBCLOWSKIjT Division of Project & Resident 
Programs 82/11/24 I 6 pp 16408 103 24X Fiche 50-247. 02/ 1 1 /29, 

8312140137 


8.-08190257 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Non— F l s 9 l 1 e Radioactive Natl 11 Svc list end 
LOOS, L I Division of Fuel Facilities, Materials & Safeguards 
02/11/30 Consolidated Etfisan Co of New York, Inc 356pp 

16387 028 24X Fiche 50-000.02/11/30,8208190237 


0,-'OB19O259 IE Bulletin 82-04, “Deficiencies in Primary Containment 
fcje<tr»cal Penetration Assemblies “ Svc list enc 1 
DEYOUNQ. ft C Director's Office, Oftice of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of Neui York, I>,c 

1 1 3 p p 16411 317 24X Fiche 50-000,02/12/03.8208190259 


8^08190261 IE Info Notice 02-48, “Failures of Agastat Cft 0095 Relay 
Lockets 1 Svc list end 

JORDAN, E L Division of Engineering £ Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 50-000, 82/12/03.8208190261 


B?£2170170 EN-82-039 on 821216. no li ce of violation £ notice of proposed 
imposition of civil penalties to be issued Action based on 
alleged noncomp 1 jance re radiological survoys, degradation of 
security £ operability of boron tank 

flOSANO, R , Flack. E , AXELRAD, J Director's Office, Office Of 
Inspection and Enforcement 82/12/13 ip 16450 140 24X 

riche 50-247,02/12/13,0212170170 


0^09190267 IE Info Notice 82-49. “Correction for Sample Conditions for 
Air £ Oa 3 Monitoring " Svc list enc 1 

DEYOUNG*#! C Director's Office, Of + ice of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

I27*»p 16623 191 24X Fiche 50-000,82/12/16,0200190267 


G2122203fc>6 Forwards list of topic areas for discussion at upcoming 
meeting on drug £ alcohol abuse programs instituted per 
IE Info Notice 82-05 One util representative should be 
available to participate in entire meeting 

5TAR0STECK I , R Division of Project £ Resident Programs 02/12/16 
tJ 'TOOLE, J D Consolidated Edison Co of New York, Inc 3pp 
16517 173 24X Fiche 50-003,02/12/16,8212220366 


B JOB 190268 IE info Notice 82-50, “Mod of Solid State AC Undervoltagn 
Relays Type I TE-27 " Svc list end 

JORDAN, C L Division of Engineering £ Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc J08pp 16620 293 24X 

Fiche 30-000, 82/12/20,8200190268 


01*1 2270358 AcV receipt of 821010 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-247/82-10 
bTAROSTECKI, R Division of Project £ Rosident Programs 02/12/20 
Cj'TDOLEj J D Consolidated Edison Co of Now York, Inc 2pp 
16530 049 24X Fiche 50-247,02/12/20,021227035 0 


- 0212270361 Responds to NRC 820917 Itr re violations notBd in It Insp 
Rept 50-247/82-19 Corrective actions Temporary Procedure 
Change TPC-02-101 issued to resolve discrepancy between 
Procedure A-26 £ Tech Spec Section 3 6 A 

0 ' TOQLE, J D Consolidated Edison Co of New York, Inc 02/10/18 
STAROSTECK I , R Division of Project £ Resident Programs 4pp 
16530 051 24X Fiche 50-247,82/12/20,8212270358 


R Periodic operating reports £ related correspondence 


BJ122802I9 Forwards monthly operating rept for Nov 1982 U update on 
lafueling Info per Hartfield 700110 request 

□ 'TOOLE, J D Consolidated Edison Co of New York, Inc 82/12/15 
MCDONALD, W 0 Office of Resource Management, Director Ip 
16562 126 24X Fiche 50-247,82/12/15,0212280219 


--82122B0221 Monthly operating rept for Nov 1982 Refueling info oncl 
EfCH, E Consolidated Edison Co of New York, Inc 02 / 12/02 Qpp 
16562 127 24 X Fiche 50-247,82/12/15,0212200219 


© Reportable occurrences, LERs £ related correspondence 


©2k 20601 4 6 Forwards LER 62-045/01T-Q 

O'TOOLE, J D Consolidated Edison Co of New York, Inc 02/11/22 
HAYNES. ft C Region 1, Office of Director lp 16313 152 24X 

Fiche 50-247, 82/11/22, 8212060146 


—8212060152 LER B2-045/01T-0 on 021 tOQ, upper end plug from one Fuel rod 
within assembly F-44 separated from fuel tub* Cause pending 
investigation Affected fuel assembly will be replaced 
LIMD9ES, C Consolidated Edison Co of New York, Inc 82/11/22 

Region I. Office of Director 2 pp 16313 133 24X 

Fiche 50-24 7,82/11/22.8212060146 


8 P 1 2000297 Forwards LER B2-044/03L-0 

□ 'TOOLE, J D Consolidated Edison Co of New York, Inc 82/11/20 
HAYNES, R C Region 1, Office of Director lp 16353 358 34 X 

Fiche 50-247,82/11/28,8212080297 


—8212090311 LER B2-044/03L-0 on 021029, three of first VO snubbers tested 
did not meet acceptance criteria For lock-up rate £ bleed 
Cause will be submitted following test completion Defective 
snubbers re placed 

HIHRICHS.O Consolidated Edison Co of New York, Inc 02/11/20 
Region 1, Office of Director lp 16353 359 24X 

Fiche 50-247,02/1 1/20,8212000297 


0212150023 Forwards LER B2-046/03L-0 

a 'TOOLE, J D Consolidated Edison Co of New York, Inc 82/11/29 
HAYNES, R C Region 1, Office of Director lp 16421 232 24X 

Fiche 50-247,82/11/29,0212130023 


--□212150027 LER 82-Q46/03L-0 on 021030, during transfer of blended make- 
up, 15 gallon spill occurred through valve N336 Caused by 
defective diaphragm on closed valve 370 Valv* bonnet for 
valve 336 £ bonnet £ diaphragm for valve 370 replaced 
HINRICHS.G Consolidated Edison Co of New York, Inc 02/1 1/29 

Region (, Office of Director 2pp 16421 233 24X 

Fiche 50-24 7, B2/1 1/29, 8212150023 


02121 50030 Forwards LER 02-045/01 T-0 

□ 'TCIDLE, J 0 Consolidated Edison Co of New York, Inc 82/12/01 
HAYNES. R C Region 1, Office of Director Ip 16430 162 24X 

Tiche 30-247, 02/12/01, 02 12150080 


-8212150004 LER B2-045/01T-0 on 821100, video tape insp revealed that 
upper end plug from fuel rod within assembly separated From 
fuel tube Cause not stated Assembly replaced 

LIMOGES, C Consolidated Edison Co of New York, Inc 82/11/22 
Region 1, Office of Director 2pp 16430 163 24X 

Fiche 50-247,82/12/01,0212150000 


8212210119 Forwards LER 02-O47/O3L-O 

O'TOOLE, J D Consolidated Edison Co of New York, Inc 82/12/04 
HAYNES, ft C Region 1, Office of Director lp 16405 141 34X 

Tiche 50-247,62/12/04,8212210119 


—0212210140 LER 02-Q47/O3L-O on B2i 104, during ref uel ing/mai nt outage, 
pressurixer safety valves discovered outside tolerance 
Cause not stated Valves rofurb 1 shed, read jus ted £ tested 
HINRICHS.G Consolidated Edison Co of New York, Inc 82/13/04 
Region 1 , Office of Director 2pp 16485 142 24X 

Fiche 50-24 7, 82/ 12/04 , 8212210 119 


□212210130 Forwards LER B2-048/03L-0 

O'TOOLE, J D Consolidated Edison Co of New York, Inc 82/12/05 
HAYNES, R C Region 1, Office of Director Ip 16485 194 24X 

TiCho 30-247,62/12/05,8212210128 


—821 22101 33 LER B2-04B/03L-Q on 021105, air flow through reactor 
containment fan cooler unit 24 charcoal filter found 77. less 
than required by Tech Specs Cause under investigation Fresh 
charcoal placed in trays £ sys retested 

HI NR I CHS, 0 Consolidated Edi ion Co of New York, Inc 82/12/05 

Region 1, Office of Director ip 16405 195 24X 

Fiche 30-24 7,03/12/05,0212210128 


T Hearing transcripts on non-ant i trust mattors 


B2I2070049 Transcript of £21203 telephone conference in Hashing ton, DC 
[ J p 4 r B56-4, 008 

# Atomic Safety and Licensing Board Panel 82/12/03 33pp 
16327 295 24X Fiche 30-247,62/12/03,8212070049 


□212150000 Forwards RL Ooldferb testimony £ lists order of witnesses to 
testify Related correspondence 

VETERE, L A Westchester County , NY 82/12/09 GLEASON, J P , 

PARIS, □ H • SHONi F J Atomic Safety and Licensing Board Panel lp 
16421 130 24X Fiche 50-247,62/12/09,0212150000 


- 8212150013 Teitimony of RA Ooldfarb re law enforcement concerns w / 
emergency plan ASLB should consider effectiveness of 
emergency plan w/o adequate police communications sys 
Certificate of Svc end 

GOLDFARD.R A Westchester County, NY OOLDFARB, R A Ossining, NY 
82/12/09 5p p 16421 131 24X Fiche 50-247,02/12/09,8218150000 
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823 230023 5 Transcript of Cotnmi *st on 821221 meeting m Wash i ng to n, DC re 
possible action concerning emergency pr epar ed n e 9 s at 
Fa-cilitie* Support mg documentation & vlewgraphs one 1 
* ConftmlonfP* B2/12/21 I2lpp J6624 037 24X 

Fiche 50-003, 82/12/21. 8212300235 


U Congre i«iona l /Execufc i v« Corr espondence 


E3« J 1 223034 1 Requests NRC statement of Comnuiii on basis for d eta r manat i dji 
that reasonable assurgnea ensti that public health & safety 
will he adequately protected in event of large nuclear 
accident 

UOALLjM K House of Rep . Interior *< Insular Affairs B2/I2/1S 

PALLAD IMJ, N J Comrnigg 1 oners 2pp id>511 126 24X 

Fich* 50-247,02/12/15.8212230341! 


0212230276 Urges consideration of all Info re adequacy of emergency 
plans & current state of emergency preparedness All steps 
must be taken to ensure adequacy of emergency planning 
FISH.H , OILKAN.B , BINGHAM, J House of Rep 02/12/20 
Cenmissioners 3pp 16508 277 24X Fiche 50-247,02/12/20. 

8212230276 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F Security. medical, emergency & fire protection plans 


BP 1 2030293 Releases public version of revised emergency plan 
implementing procedures 

h ELTON, J N Division af Ryles and Record* 02/11/30 Document 
Management Branch lp 16316 253 24X Fiche 50-010,82/11/30. 

H 2 12030203 


--B2I2030286 Forwards public version af revised emergency plan 
implementing procedures, including Procedure EPJP 100-2 re 
shift turnover w/t-echnica 1 support ctr A environ teams 
activated Receipt forms i procedure histones encl 

SCOTT, a J Commonwealth Edison Co 62/11/19 DENTtfN, H H Office 
of Nuclear Reactor Regulation, Director 7pp 16316 255 24X 

Fiche 50-0 10. 02/11/30, 82! 203 0203 


—3212030287 Public version of revised emergency plan implementing 
procedures, inc luding Procedure EP IP 100-2 re shift turnover 
ui/technical support ctr & environ teams activated 
s Commonwealth Edison Cd 02/11/17 I4pp 16316 262 24X 

Ft che 53-010, 02/1 L/30.82I20302B3 


8212090353 Forwards info re emergency operation! facilities per 
821122 & 1202 requests Infa previously submitted by fcelcon 
Request for written response unnecessary burden on licensee 
DEL GEORGE, L 0 Commonwealth Edison Co 02/12/03 ElSENHUT. D Q 
Division of Licensing 2pp 16365 051 24X Fiche 50-000,83/12/03, 

8212090383 


QP 1 2 1 30 0 1 7 Releases public version af Revision 1 to Emergency Plan 
Implementing Procedure EG-2, "pre-Estab I i shed Onsite U 
Offsite Monitoring Locations fHaps) " 

F ELTON, J M Division Of Rules and Records 82/12/07 Document 

Management Draiuh Ip I64I7 062 24X Fiche 50-000,82/12/07. 

B2I213O017 


--0212130028 Forwards public version of Revision J to Emergency Plan 
Implementing Procedure 00- 2, "Pre-E* tab 1 i shad Onsite $« 

Offsite Monitoring Locations (Maps) " Revised table of 
contents end 

PAJOWSKI.J CoffimonwoaUb Edison Co 02/Jt/OJ DENTON, H R NflC - 
No Da tailed Af filiation Given 2pj> 16417 063 24X 

FI che 50-000. 62/12/07,8212130017 


-0212130041 Public version of Revision l to Emergency Plan Implementing 
Procedure EG-S?, "Pre-Established Onsite & Offsite Monitoring 
Locations (Map*! " 

FAJ0WSKI.7 E , LITERSKi,L A Commonwealth Edison Co 82/11/29 
4pp 16417 065 24X Fiche 50-000.82/12/07,0212130017 


Sr‘12140243 Advises of distribution of revisions to ’'Generating Station 
Emergency Plan 14 flraiduaod annex not prepared 

TRAKlf, T R Commonwealth Edison Co 82/12/07 DENTON, H R Office 
of Nuclear Reactor Regulation-, Director 2pp 16409 302 24X 

Fiche 30-000, 02/12/07,8212140243 


8212210118 Forward* IE Emergency Preparedness BERe 50-237/02-27 4< 
50-249/02-27 during Nav 1901 tt dune J 982, re spet lively Wo 
noncomp 1 lance noted 

HIND.J A Division of Emergency Preparedness 82/12/10 REED. C 
Commonwealth Edison Co 3 pp 16483 000, 24X Fiche 50-237,82/12/10, 

8212210118 


— B212210IP4 IE Emergency Preparedness SERs 50-237/02-2 7 tt 50-249/02-27 
Major area* inspected emergency plan tt s 1 te-sp ec i f i c anno* 
dtd Nov 1981 A June 1902. reap ec ti ve ly Planning side met 
PHILLIPS, M P Region 3, Office of Director 82/12/07 29pp 
16405 091 24 X Fiche 50-237,82/12/10,8212210110 


8212220175 Releases public version of revised generating station 
emergency plan implementing procedures 

FELTON, J M Division of Rules and Records B2/I2/I0 Document 
Management Branch lp 16529 029 24X Fiche 50-000,82/12/10. 

B2 12220 175 


—8212220190 Forwards public version of revised generating station 
emergency plan implementing procedures, including Procedures 
ED-3 re demand polling of meteorological data 8, ED-20 re 
emergency forecast request 

PAJOWSKI , J E Commonweal th Edison Co 02/11/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 16529 030 
24X Fiche 50-000, 82/12/ 10, 8212220175 


— 0212220202 Public version of revised generating station emergency plan 
implementing procedures, inc lud ing Procedures ED-3 re demand 
polling of m« teoro 1 og ical data £ ED-20 re emergency 
forecast request 

L1TER5KI.L A , FAJQW5KI , J E Commonwealth Edison Co 02/10/13 
40pp 16529 031 24 X Fiche 50-000, 02/ 1 2 / 10, 82 1 2220 1 73 


Br'1223C0i9 Release* public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records 02/12/15 Document 
Management Branch lp I6S45 350 24X Fiche 50-010,02/12/(5, 

0212230019 


— 021223OO2B Forward* public version of Revision I to Emergency Plan 
Implementing Procedure EPIP 500-1, "Quarterly Inventory of 
First Aid Supplies " 

SCQTT, D J Commonwealth Edison Co 02/12/03 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 3pp 16545 331 24X 

Fiche 50-010,02/12/15,8212230019 


— 0212230042 Public version of Revision 1 to Emergency Plan Implementing 
Procedure EPIP 500-1, "Quarterly Inventory of First Aid 
Supplies " Revised index end 

* Commonwealth Edison Co B2/U/22 6pp 16545 354 24 X 

Fiche 50-010.02/12/15.8212230019 


B21 2220306 Discusses layout of communications equipment required in 
control room, onsite technical support ctr Si near-site 
emergency operations facility f 

KEPPLER, J 0 Region 3, Office of Director 82/12/16 
Commonwealth Edison Co 3pp 16503 351 24X Fiche 50-000, 02/1 2/ 16, 

021 2220306 


0P122BO214 Forward* IE Safeguards Insp Repts 50-010/02-20,50-237/82-28 
50-249/82-29 or 021115-19 Details & notice of violation 
withheld (ruf I0CFR73 211 

MILLER, J R Division or Engineering tt Technical Programs 83/12/20 
REED. C Commonwealth Edison CO 2pp 16562 120 24X 

Tiche 50-010, 02/12/20, 821320021 4 


>0212230220 IE Safeguards Insp Repts 50-010/82-20,50-237/82-28 V 
50-249/B2-29 on 821 i 15-19 Nancomp 1 lance noted failure to 
adequately control s«cur 1 ty-r e 1 ated key as required by 
security plan Pafcaijs withheld (ref 10CFR73 211 

CHR ISTQFFER , 0 Division of Emergency Preparedness & Operational 
Support 82/ 12/13 2pp 16562 122 24X Fiche 50-0 1 0. S2/ 12/20. 

62I22B0214 


B2123Q0167 Release* public version of revised generating station 
emergency plan telephone directory 

FELTGN, J M Division of Rule* and Records 82/12/20 Document 
Management Branch lp 16612 215 24X Fiche 50-000,02/12/20, 

□212300167 


*□2123001 79 Forward » public version of revised generating station 
emergency plan telephone directory 

MOORE, R D Commonwealth Edison Co 02/12/02 DENTON, H R Office 
of Nuclear Reactor Regulation, Director lp 16612 216 24 X 

Fiche 50-000, 82/ 12/20, 8312300 1 67 


-0212300199 Public version of revised generating station emergency 
plan telephone directory 

GALLE, D P Commonwealth Edison Co 82/11/05 60pp 16612 217 
24X Fiche 50-000, 82/12/20,0212300167 
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& Adjudicatory correspondence 


Qr*120701b0 Memo rand urn *, order granting licensee B2O01B request to 
dismiss proceeding w/o prejudice Util received authority 
to increase spent fuel pool storage c apac i ty, mak log 
shipment of spent fuel between plants unnecessary 
JOHNSON, E 0 , STOBER, Q J . MILHOLLIN, Q L Atomic Safety and 
licensing Board Panel 02/12/03 Commanujea 1 th Edison Co 4pp 

16336 320 2 4X Flche 50-000.02/12/03,6212070160 


H OeneraJ correspondence 


0, '12200176 Notifies of change in mailing address for NRC licensing 
mat 1 

WRIGMT.Q N Illinois. State of. Dept Nuc Safety (formerly Dept 
public Health) 02/12/20 EI8ENHUT, D 0 Division of Licensing 
Ip 16556 133 24 X Fiche 50-000.02/12/20.0212200176 


P Operating license stage documents & correspondence 


0212020110 "Analysis of Spectrum of Large-Break LOCA* in UWR/3 Usinq 
lRAC-BDl," Vnls 1 & 2, interim rept 

DAVI8.CIJ EQ&Qr Inc FJNA-6047 0212020110 02/10/31 ODAN, T 
Office or Nuclear Regulatory Research. Director 243pp 16310 033 
24X Fiche 50-249.02/10/31.0212020110 


0r‘12l4OOOl Addl response to FOIA request for five categories of 
documents re SEP Forwards documents listed in App A No 
documents located subj to Item 3 of request Review of 
temaimng documents continuing Documents available in PDR 
FELTON. J M Division of Rules and Records 82/11/03 OALLO. J 
I sham, Lincoln 8* Beale 2 pp 16433 354 24X Fiche 50-000,82/11/03, 

0212 140001 


--8Q0911Q797 Forwards excerpt from utils 680801. "Rept to Stockholders." 
re effect of 600515 tornadoes on util 345 kV sys 
DENTON, H R Atomic Energy Commission 60/00/14 TEDESCO . R L 
Atomic Energy Commission 2p p 16434 254 24X 

Fiche 50-00 0,02/11/03.0212140001 


0r , l 1530066 Genei ic Ltr 02-27 to all BUR licensees of operating reactors 
except LACBUR , D l g Rock Po j n t. Dr es den 1. Humboldt Bay. 
applicants for OL & holders of CP re transmittal of 
MURE0-0763 & NUREG-0783 Svc list end W/o stated end 
L CSEMH’JT , D 0 Division of Licensing 82/11/15 General Public 
Utilities - GPU Service Corp 22pp 163B7 004 24X 

Tiche 50-000, 02/11/15. 02 11230066 


OP 1 2160326 Forwards Revision 1 to "Second 10-Yr Inservice Insp I# 
resting Program. Dresden Units 2 E. 3 ” Response to NRC 
questions tr comments 8, procedures for reactor vessel 1.000 
psi 7< ASME hydrostatic tests U quarterly valve timing end 
RAUSCH. T J Commonwealth Edison Co 02/12/10 EISENHUT. D 0 
Division or Licensing 44 PP 16441 008 24X Fiche 50-237,02/12/10. 

(1212160326 


--6212 1 60334 Revision t tq "Second 10-Yr Inaervicp Insp & Testing 
Program, Dresden Units 2 tx 3 " 

* Commonwealth Edison Co 02/12/31 250pp 16441 132 24X 

Fiche 30-237,82/12/10,0212160326 


DJ'12220212 Forwards Revision 22 to CE-i-A. "GA Program for Nuclear 
Generating Stations " 

SWARTZ# E D Commonwealth Edison Co 02/12/14 HAAS5, W P Duality 
Assurance Branch Ip 16510 007 24X Fiche 30-000,02/12/14# 

6212220212 


0212220231 "QA Progran for Nuclear Generating Stations, 11 Revision 22 
a Commonwealth Edison Co CE-t-A R22 02/H/Ol 17pp 

16518 009 24X Fiche 50-000.82/12/14,8212220212 


G212280117 Forwards addl info re NUREG-0737, I tern II F 1# "Addl Accident 
Monitoring Instrumentation." per NRC 821109 request 
Pressure monitoring sys provided w/separate loop for narrow 
i ange monitor ing 

SWARTZ, E D Commonwealth Edison Co 82/12/20 EISENHUT, D G 
Division of Licensing 9pp 16564 062 24X Fiche 50-000,82/12/20, 

6212280117 


OIM 2280343 Forwards addl info re NUREG-0737. I terns II FI 4,98. 6 
"Containment Pressure, Water Level 8. Hydrogen Monitoring," 
per Crutchfield 821109 ltr 

SWARTZ, E D Commonwealth Edison Co 02/12/20 EISENHUT. D 0 
Division of Licensing ?pp 16561 053 24X Fiche 50r000# 02 /12/20. 

0212280343 


B2122S0212 Forwards updated schedule for ongoing environ qualification 
testing programs. per 010526 commitment 

EWART Z i E D Commonwealth Edison Co 02/12/22 EISENHUT. D 0 
Division of Licensing 10pp 16556,161 24X Fiche 50-000,02/12/22, 

8212280212 


021 2280263 Clarifies position an classification of major mods to BWR 
Hark 1 Containment per 821216 ltr 

RAUSCH. T J Commonwealth Edison Co 02/12/22 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16561 307 24X 

Fiche 50-000,82/12/22.8212280263 


G Inspection reports# IE Bulletins & correspondence 


0200190240 IE Bulletin 82-03, ftevt s l on 1, 'Stress Cracking in Thirk- 
Ua 1 1. Large-Di ameter. Stam less S tee 1 ■ R ec ircu 1 atl on Sys Piping 
at BWR Plants " five list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Lnforcement 82/I0/2B Consolidated Edison Co of New York# Inr 

1 1 2p p 16462 163 24X Fiche 50-000, 02/1O/2B, 0200 i 90240 


0200190245 IE Info Notice 02-42. "Defects Observed in Panasonic Model 
SOI b Model 802 Thermo t umlnesc ent Dosimeters " Svc list 
enc 1 

COBB, L I Division of Fuel Facilities, Materials fc Safeguards 
02/11/05 Consolidated Edison Co of New York# Inc llOpp 

16372 142 24X Fiche 50 - 000,82/11/05,0200190245 


8208190251 IE Info Notice 82-44, "Clarification qf Emergency Plan 
(xercise Requirements " Svc ltst end 

JORDAN# E L Division of Engineering Z. Duality Assurance 02/11/iB 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche 50-000. 02/ 1 1/18. 02 08 19025 1 


BP0919Q256 IE Info Notice 82-46, "Defective S# Obsolete Combination 
Padlocks ° Svc list end 

DEYOUNGiR C Director's Office# Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York. Inc 

1 27pp 16411 065 24X Fiche 50-000, 02/1 1/26- 8208190256 


8212060036 Ad receipt of 821020 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/02-13, 

90-237/82-17 \ 50-249/02-10 

STREETER, J F Region 3, Office of Director 82/11/26 REED , C 
Commonwealth Edison Co Ip 16313 204 24X F i che 50-010, 02 / 1 i /26, 

8212060036 


— B212O6Q045 Responds to NRC 020920 ltr re violations noted in 16 In&p 
Rep ts 50-010/82-13, 30-237/02-17 & 50-249/82-10 Corrective 
actions inservice leak test performed on water leg portion 
of torus level mod Training session scheduled 

DELG£OflQE,L O Common we a 1th Edison Co 82/10/20 KEPPLER. J G 

Region 3# Office of Director 3pp 16313 205 24X 

Fiche 50-010,82/11/26,8212060036 


0212170300 Forwards IE Insp Reptft 50-010/02-19,50-237/02-26 & 
50-249/02-26 on 021104-05 No noncomp 1 lance noted 

LITTLE, W S Division of Engineering ?# Technical Programs 82/11/29 
REED, C Commonwealth Edison Co 2pp 16453 2 0 6 24X 

Fiche 30-010,02/11/29,8212170300 


—0212170306 IE Insp Repts SO-010/02-19,50-237/02-26 b 50-249/02-26 on 
021104-03 No noncomp 1 ianct noted Major areas inspected 
licensee actions an previously identified items 
REIMANN.F W . JACKIN, I N Division of Engineoring & Technical 
Programs 02/11/24 4pp 16453 200 24X Fiche 50-010# 82/1 1/29, 

0212170300 


0I’O019O257 JE Info Notice 02-47, "Transportat ion of Type A Quantities 
of Non-Fissile Radioactive Matl " Bvc list end 
COBB.L I Division of Fuel Facilities. Materials & Safeguards 
02/11/30 Consolidated Edison Co of New York# Inc 356pp 
16387 020 24 X Fiche 50-000,02/11/30,0200190257 


0212030178 Forwards final SALP Repts 30-010/02-10, 30-237/02-14 8# 
50-249/02-13 for assessment period Ju 1 1900-Dec 4901# 
discussed at IE mg t meeting on 020602 Util 030618 comments 
on SALP rapt addressed 

KEPPLER, J O, Region 3, Office of Director 82/12/01 REED, C 
Commonwealth Edison Co 3pp 16303 228 24X Fiche 50-010,02/12/01, 

8212030170 


--8212030103 SALP Repts 30-0 1 0/03-10.90-237/82-14 i< 50-249/82-15 for 
assessment period Ju 1 1980-Dee 1901 Mgt attention warranted 
in areas of plant op a ra t i ops < radiolog ical controls tc review 
committee activities 

* Region 3, Office of Director 02/03/31 47pp 16303 231 24X 

Fiche 50-010, B2/12/01, 0212030170 


0208190259 IE Bulletin B2-04, "Da f i c i enc i e* In Primary Containment 
Electrical Penetration Assemblies M Svc list and 
DEV0UNO.R C Director* - * Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

I 13pp 16411 317 24X Fiche 50-000, 82/12/03, 0208 1 90 359 
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0208J9C26-1 IE Info Notice 02-40, “Failures of Agastat CR 0095 Relay 
',oct«ts " Sve 11* t end 

JORDAN, E L Division af Engineering t Duality Assurance 02/12/03 
Cans o 1 t dated Edison Co of New York, I r>c ItQpp 16462 064 24X 

f l che 50-000, 82/12/03, 0200190261 


0212170176 Forward* IE Insp Rept* 50-010/02-10,30-237/02-29 ft 
50-247/02-25 an 021002-29 No nontonp 1 isnc e noted 

STREETER, J F Division af Project ft Resident Programs 02/12/03 
J(EEDj C Conmonuea 1 th Edison Co 2pp 16450 1 5J 24 X 
Hchr 50-010, 02/12/03, 621 21701^6 


— 0212170201 IE Insp Rept* 50-010/02- 18, 50-23 7/02-25 J. 50-249/02-25 on 
821002-27 No none ompl lane e noted Major areas Inspected 
headquarter* ft regional reque st*> op erati ona 1 safety 
V*T1 fi cation, month 1 y mainfc observation ft LERs 

TGN3JE, T M , STASIS , WALKER, R D Division of Project ft Resident 
Program* 02/12/01 Bpp 16450 155 24X Fiche 50-010,82/12/03, 

S2 12 170176 


£**-'12160326 Forwards Revision 1 to “Secon-d 10-Yt Inservice Insp- ft 
lasting Program, Dresden Units B ft 3 " Response to NRC 
questions ft comments ft procedures for reactor vessel 1,000 
pei ft ASifE hydrostatic tests A. quarterly valve timing end 
RAUSCH, T J Co-nunonwea 1 tfi Edison Co 82/12/10 EISENHUT. D Q 
Division of Licensing 4<Jpp 16441 000 24X Fiche SO-237, 02/ 1 2/10, 

0212160326 


— 0212160334 Revision 1 to "Second |0-Yr Inservice Insp ft Testing 
Program, Dr e sden Units 2 ft 3 " 

* Commonweal th Edison Co 82/12/31 268pp 16441 132 24X 

Fiche 50-23 7, 02/12/10, 821 2L60326 


0212210110 Forwards IE Emer-gencij Preparedness SERs 50-237/82-27 ft 
50-249/02-27 during Mow J9B1 ft June I9&2, re spective 1 y No 
n anconp 1 1 anc e noted 

HIND, J A Division of Emergency Preparedness 02/12/10 REED, C 
iomonuea i tf» Edison Co 2pp 16405 0B8 24X Fiche 50-237,02/12/10, 

02122101 18 


— 8212210124 IE Emergency Preparedness SERs 50-237/02-27 ft 50-249/02-27 
Major areas inspected emergency plan ft site-specific annex 
dtd Nov 1731 ft June l 702. res p ec t ive l y Planning stds met 
PHILLIPS, M P , AJfELSON, W L . PAPER I ELLO, C J Region 3, Office of 
Director 02/12/07 29pp 16405 071 24X Fiche 50-237, B2/12/1Q, 

021 2210110 


0200190267 IE Info Notice 02-49, “Correction for Sample Conditions far 
Air ft Cas Monitoring " Svc list end 

DE’iQUNC.R C Director's Office, Office af Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New Vork> Inc 

I27pp 16623 191 24X F 1 c h e 50-000, 82/1 2/ 1 6, 3200 1 70267 


0212270295 Act reteipt of Q2i 124 ItT informing NRC of steps taken to 
correct violations note-tf in IE Insp Rept 50-237/92-21, 

50-249/62-22, 50-254/02-17 ft 50-265/02-19 

NQRELIU5, C E Division of Engineering (< Technical Programs 
02/12/16 REED, C Commont/ea I th Edison Co 2pp 16530 005 24K 

riche 50-000, 02/12/16,8212270279 


— 0212270303 Responds to NflC 821026 3 tr re violations noted in IE Inr»p 
R«pt* 50-237/02-21, 50-249/82-22, 50-254/02-17 ft 50-263/02-17 
Corrective action* annua! audits of all active AE fir/ns 
performing safe ty-rela ted wor 1 required 

DELCEORCE, L 0 Commonwealth Edison Co 02/11/24 KEPPLER, J 0 
Region 3. Office of Director 4pp 16530 007 24X 

Fiche 50-00Q, 82/12/16,8212270293 


— 0212270307 “EDS-NUTECH Interface Control Instructions," Revision 0 
TSCHUDf, U F NUTECH CNuclear Tec hmo log y , Inc 1 02/09/30 ?2pii 

16530 09i 24 X Fiche 50-000,82/12/16,8212270295 


— 0212270313 "IE Bulletin 79-14 ft TAP Piping Ev-alua tion. Quad Cities Units 
1 ft 2 i Dresden Units 2 ft 3, ” Revision 0 

t NUTECH (Nuclear Technology, Inc > 82/10/01 9pp 16530 113 

24< Fiche 50-000,02/12/16,02122702 9 5 


0212280110 Provides final status rept Of IE Bulletin 79-14, "Seismic 
Analysis foT As-Bullfc Saf ety-Re 1 ated Piping Sys r> Complete 
ft final listings of portions of *ys failing to meet FSAR 
requirements under WJTECH responsibility end 

RAUSCH, T J Common wealth Edison Co 82/£2/17 KEPPLER; J 0 Region 

3, Office of Director 3pp 16564 191 34X Fiche 50-000,02/12/17, 

02122001 10 


9212290376 Forwards IE Insp Rept 50-249/62-20 on 821109,10 ft 12 ft 
notice of violation 

LITTLE.W 3 Division of Engineering ft Technical Programs 02/12/17 
REED, C Common wealth Edison Co 3pp 16506 270 24K 

lie he 50-249,92/12/17,0218290376 


— 8212290380 Notice of violation from insp on 821109,10 ft 12 
LITTLE,W S Division of Engineering ft Technical Programs 
02/12/17 Ip 16506 272 24X Fiche 50- 249, 82/ 1 2/1 7, 821 22 90376 


—0212290386 IE Insp Rept 50 -249/82-28 on B21I09. 10 1 12 Noncompi lance 
noted Revision 3 to I>T5 S237 on calculation of core thermal 
power - technical staff method reviewed ft approved u/o 
review ft approval of associated computer program 
R0BIN5GN, 0 L , JACKIN, f tt Region 3, Office of Director 
02/12/10 6pp 16386 273 24X Fiche 50-249,03/12/17,02122903/6 


8208190260 IE Info Notice 02-50, “Mod of Solid State AC Under voltaqe 
Relays Typo I TE-27 " Svc list: end 

JORDAN, E L Division of Engineering ft Quality Assurance 02/12/JO 

Consolidated Edison Co pf New York. Inc iOBpp 16620 293 24K 

riche 30-000,62/12/20,8208190268 


BfJ 330021 4 Forward* IE Safeguards Insp Rept* 50-010/02-20,50-237/62-28 
ft 50-249/02-29 or 021U5-19 Details 4 notice of violation 
withheld (ref 10CFR73 2U 

MILLER, J R Division af Engineering ft Technical Programs 82/12/20 
REED, C Commonwealth Edison Co 2pp 16562 120 24X 

[ iche 50-010,82/12/20,8212280214 


-Q2122&0220 IE Safeguard* Insp Repfcs 50-010/92-20, 50-237/82-28 ft 
30-249/82-29 on B2I115-19 None omp 1 1 ance noted failure to 
adequately control security-related key as required by 
security plan Details withheld <ref I0CFR73 211 

CHR ISTOFFE0 , © / KNTCELEY, J R , CREED, J R Division of Emergency 
Preparedness ft Operational Support 02/12/15 2pp 16562 122 
24X Fiche 50-010,62/12/20,8212280214 


0212290070 Requests addition of RE Farrell to unescorted access list 
to vita! ft protected area* Individual possesses 0 clearance 
KEFPLER.J 0 Region 3, Office of Director 82/12/22 REED, C 
Commonwealth Edison Co Ip 16565 136 24X Fiche 30-010,82/12/22, 

6212280070 


R Periodic operating report* i related correspondence 


0212140077 "'1932 Eva 1 uat i on « Dresd on Nuclear Power Station, Comm Ed Cn 
* Institute of Nuclear Power Operations 02/11/30 39pp 
16403 171 24/ Fiche 50-010,82/11/30,0212140077 


□212J40112 Forwards monthly operating repts for Nov 1982 

SCOTT, D J Coirmanuea 1th Edison Co 82/12/01 Director's Office, 

Office of Inspection and Enforcement Ip 16408 204 24X 

Fiche 50-010,82/12/01,8212140112 


—821 21 40 1 20 Monthly operating repts for Nov 1982 

5CHR0EDER, D A Commonwea 1 th Edison Co 02/12/01 20pp 

16403 205 24X Ficho 50-010, 02/ 1 2/01 , 821 21 401 1 2 


S Reportable occurrence*, LER* ft related correspondence 


0212080375 Forwards updated LEfl B2-008/03X-1 

SCOTT, D J Commonwealth Edi*on Co O2/J1/04 KEPPLER, J Q Reqion 
3, Office af Director lp 16353 310 24X Fiche 30-249, 02/ 1 1 /04 , 

8212000375 


— H212OB03BI Updated LEp 02-OD0/D3X-1 on 820126, while performing refuel 
surveillance DfS 2300-7- c a 1 ibr testing discovered HPCI temp 
switches 237IA, 3372A, 2370C ft 2370D above Tech Spec limit 
Caused by vibration loosening set screws 

AWAMDAPPA.A Commonwealth Edison Co 82/11/04 Region 3, 

Office of Director Spp 16353 311 24X Fiche 50-249,82/11/04* 

8212080375 


Grl'12290472 Forward* updated LER 82-02B/03X-1 

SCOTT, D J Commonwealth Edison Co 02/11/08 KEPPLER, J 0 Ragi-on 
3, Office of Director lp I65S3 255 24X Fiche 50-249.82/11/08* 

8232290472 


--82I2290478 Updated LER 02-O20/O3X-1 on 820708, sui tc h PS 1554 F tripped 
above Tech Spec limit Cau*e<f by poor mamt on HX 
during bottom head removal allowing water to fall onto 
instrument rack Rack covered ft linkage tested 

CDVLE, L C mpdoniiieai t h Edison Co 02/11/08 Region 3, Office of 

Director 2p p 16583 256 24X Fiche 50-249,82/11/08,8212290472 


0P1 2020337 Forward s LEft 82-044/03L-0 

SCOTT, D J Commonudnilth Edison Co 02/11/19 KEPPLER, J 0 Region 
3. Office of Director Ip 16370 179 24X Fiche 50-249,82/11/15, 

0212020337 
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- 0212020357 LER 82-044/03L-0 on 921 102, dur ing routine surveillance/ 
DIS-700-3. h lgh trip (rod block) on source range monitor 
24 found to trip above allowable limits Caused by setpoint 
drift on hi alarm potentiometer Setpoint reset 

BEVEKLY, K Commonwealth Edison Co 82/11/15 Region 3/ Office 

of Director Ip 16270 176 24X Fiche 30-249/92/11/15, 

9212020337 


0P12I7O134 Forwards updated LER 02-O30/O3X-1 

SCOTT, D J Commonwealth Edison Co 02/11/15 KEPPLER , J Q Region 
3i Qrrice of Director ip 16459 166 24X Fiche 30 - 249i 92/ 1 1/13, 

0212170134 


- -0212 1701 39 Updated LER 02-O30/O3X-1 on 821001 . dur ing main steam line 
high radiation scram b isolation survei 11 ance, rad iation 
monitor I705-2A tripped at 1 1 600 m/h Caused by instrument 
drift Setpoint adjusted to 1,460 m/h 

RHEE. S Commonwealth Edison Co 02/11/15 Region 3 . Office of 

Director Ip 16459 167 24X Fiche 50-249, 02/1 1/I3i 0212170134 


Gr'l 2020239 Forwards LER Q2-043/03L-0 

£*C0TT. D J C ommonweal th Edison Co 02/11/16 KEPPLER, J 0 Region 
3 , Gfrice of Director ip 16274 153 24X Fiche 50-249,82/11/16, 

0212020239 


8212020248 LER 82-043/03L-0 on 821020, magne fcrol level switches B2D & 
92F did not trip when tested Cause unknown Upper switch 
contact mechanisms installed on all failed switches 
KHALEN.R J Commonwealth Edison Co 82/11/16 Region 3i Office 
of Director Ip 16274 154 24X Tiche 50-249,82/11/16, 

8212020239 


021 2170210 Forward s LER 02-O46/O3L-O 

EjCOTT, D J Commonwealth Edison Co 82/12/03 KEPPLER , J 0 Region 
3, Office or Director ip 16459 354 24X Fiche 50-249,02/12/03, 

8212170210 


0213170225 LER 02-O46/O3L-O on 021112, water discovered spraying from 
1-inch drain line off bottom of feedwater regulator 
isolation valve 3A Caused by cracked weld at 1-inch chain 
lire due to stresses from thermal effects 

CHRiSTEL. R Commonwealth Edison Co 82/12/03 Regiun 3, Office 
of Director Ip 16459 355 24X Fiche 50-249,62/12/03. 

9212170210 


GP 1 209041 5 PNQ- 1 11-82-132 on 02 1203, 1 i c ensee declared alert when level 
of flood-swollen IL River threatened svc water pumps !< 
diesel fire pumps inside crib house Shutdown initiated Alert 
canceled on 021204 Units returned to power on 021205 
WALKER, R , TONGUE, T , SPESSAnD, R Region 3, Office of Director 
02/12/06 lp 16365 032 P4X Fiche 50-237, 02/ 12/06, 0212090415 


0212170097 Forwards LER 02-O47/O3L-O 

SCOTT, D J Commonwealth Edison Co 02/12/06 KEPPLER, J G Region 
3, Office of Director Ip 16450 319 24X Fiche 50-249.02/12/06, 

11212170097 


DPI 5 170102 LER 02-O47/O3L-O on 02 1 1 17. dur in g normal op era 1 1 on , w/roac tor 
vessel 1 ou water level ECCS initiation In progress, LIS 
263-72-C found set at til 0 Inches delta P Caused by 
defective procedure US 263-72-C reset 

COYLE, L Commonwealth Edison Co 82/12/06 Region 3. Office of 

Director lp 16450 320 24X Fiche 50-249,02/12/06,0212170097 


0**1 2290369 Forwards updated LER 02-O37/O3X-1 

SCOTT, D J Commonwealth Edison Co 02/12/10 KEPPLER i J G Region 
3, Office of Director lp 16506 361 24X Fiche 50-249, B2/ 12/ 10, 

0212290369 


— 0212290385 Updated LER 02-O37/O3X-I on 020922, dur 1 ng normal operation. 
TIP ball valve 3E would not automatically reclose using 
control switch Caused by possible hardened lubrication 
causing \<alve to drag Spring retensioned to overcome drag 
MORGAN, W E Commonwealth Edison Co 02/12/10 Region 3. Office 
of Director 2pp 16586 362 24X Fiche ’ 50-249, 02/12/10, 

02 i 2290369 


021 2290329 Forwards LER 92-048/03L-0 

SCOTT, D J Commonwealth Edison Co 02/12/20 KEPPLER , J 0 Region 
3, Office of Director lp 16586 231 24X Fiche 50-249,02/12/20. 

0212290329 


— B212290333 LER 82-048/03L-0 on 821 126, dur ing normal operation . oxygen 
analyzer failed u/hlgh oxygen alarm up in control room 
Caused by failure of light bulb for light unit that 
activates photoelectric cell of analyzer Bulb replaced 
ATA. H Commonwealth Edison Cq 02/12/20 Region 3, Office of 
Director 2pp 16506 232 24X Fiche 50-249,02/12/20,0212290329 


DOCKET 50-250 TURKEY POINT PLANT . UNIT 3 


F Security, medical, emergency fc fire protection plans 


St! 1 2090529 Forwards IE Insp Repts 50-250/02-11 i> 50-251/82-11 on 
021004-10 No noncompliance noted 

DANCE, H C Division of Project it Resident Programs 02/10/29 

UNRIG, R E Florida Power b Light Co 2pp 16366 100 24X 

Fiche 50-230, 02/10/29, 9212090329 


— 0212090540 IE Insp Repts 50-250/92-11 be 50-251/02-11 on 021004-00 No 
noncompliance noted Major areas inspected followup on 
previous emergency preparedness findings It experience data 
on installation T* operation of public notification sys 
HUFFMAN, G N , JENKINS, G R Division of Emergency Preparedness & 
Operational Support 02/10/29 I9pp 16366 110 24X 

Fiche 50-250,02/10/29,0212090529 


Br'12290060 Partial response to FOIA request for seven categories of 
info Forwards documents listed in Ap p A Documents 1 6 2 
already in PDR App 8 documents available in PDft LPOR 
profiles for Gtnna b Indian Point 3 end 
FELTON, JM Division of Rules and Records 02/11/30 
SCHLIS3EL, D A New York, State of 7pp 16607 239 24X 

Tiche 30-000,02/11/30, 8212290060 


-0212290094 Responds to NffC 750529 Itr re deviation noted in IE Insp 
Repts 50-250/75-07 V 50-251/75-07 Corrective actions fire 
stops installed in cable trays in Unit 4 control rod drive 
room *< entrance to auxiliary bldg above main corridor doors 
UHR1G.R C Florida Power L Light Co 75/06/20 MOSELEY, N C 

Region 2, Atlanta, Office of the Director 2pp 16607 355 24X 

Fiche 50-000,02/1 1/30,8212290060 


—0212290114 IE Insp Repts 50-290/75-07 8, 50-251/75-07 on 750512-14 
Deviation observed one tray of control cables in Unit 3 
control rod drive roam h cable trays exiting auxiliary 
bldg did not have fire stops installed 

HARDIN, A K Region 2, Atlanta, Office of this Director 75/05/27 
9pp 16607 360 24X Fiche 5 0-000, 82/11/30, B212290060 


J Insurance 6 indemnity information 


GP12020335 Forwards Endorsements 60 6 61 to NELIA Policy NF-1B5 t< 
Fndorsements SO 6 51 to MAELU Policy MF-55 

FIELDER, J Marsh 6 McLc nnan, In c , M it M Nuclear Consultants, lilt 

111 v 82/11/10 8ALTZNAN.J Assistant Director for State 8c Licensee 

Relations 5pp 16279 ISJ 24X Fiche 50-250,02/11/10,0212020333 


81*12300202 Forwards Endorsements 1 , 2 & 3 to NELIA Certificates N-25 & 
N-26 it Endorsements 1,2 k 3 to MAELU Certificates M-25 t 
M-26 

DUCK. J R Marsh 5, HcLftnnan.fnc , M Sr M Nuclear Consul tanfcs, I nc Div 
02/12/27 SALTZMAN, J Assistant Director for State 6 Licensee 

Relations 37pp 16590 030 24X Fiche 50-250,82/12/27.9212300202 


0212300243 Forwards Endorsement 62 to NELIA Policy HF-195 6 Endorsement 
52 to MAELU Policy MF-55 

DUCK, J R Marsh U McLennan, Inc , M tc M Nuclear Consultants, Inc Div 
02/12/27 SALTZMAW, J Assistant Director for State & Licensee 
Relations 3pp 16593 373 24X Fiche 30-250,02/12/27,0212300243 


0 Advisory Committee on Reactor Safeguards reports S* correspondence 


0212070435 Discusses summary of ACR8 Reactor Operations Subcommittee 
020929 meeting re Turkey Point cold overpressure incident 
Tech Specs do not properly address situations in which 
availability of certain sys more vital to safe operation 
& INF0RD, F T Oak Ridge National Laboratory 02/10/19 MAJOR, R 
ACR8 - Advisory Committee on Reactor Safeguard# Ip 16355 336 
24X Fiche 50-250,02/10/19,8212070435 


P Operating license stage documents tc correspondence 


0212170273 Forwards "Turkey Point Unit 3 Containment Structure Post- 
Tensioning 0yi Tenth-Yr Surveillance" it "Turkey Point Unit 
4 Containment Structure Post-Tensioning Sys Tenth-Yr 
Surveillance " U/o rept for Unit 4 

UHRJO.R E Florida Power b Light Co 82/12/03 EISENHUT, D 0 
Division of Licensing 2pp 16461 103 24X Fiche 50-290,82/12/03, 

0212170273 


— 0212170276 "Turkey Point Unit □ Containment Structure Post-Tension ing 
Sys Tenth-Yr Surveillance r ' 

GREEN, K , LEErK Y Bechtel Corp 02/07/31 107pp 16461 J05 

24X Fiche 50-230,02/12/03.0212170273 
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&209J90263 Generic Ltr 62-32 to ail PUR licensees re potential steam 
y enera tor-r e l a t ed generic requirements Forwards Science 
Applications* Inc draft rept re subj requirements Comments 
requested within 30 days of ltr Svc list encl 

EISENHJT. 0 G Division of Licensing 82/12/07 Conso U da ted 

Edison Co or New York. Inc £9pp 16629 247 24X 

Fiche 30-000* 82/12/09, 0208190263 


0212140103 Generic Ltr 82-28 to all licensees af operating 
Westing h ouse ft C-E RWRa (eicept Arkansas Nuclear One, Unit 2 
ft San Cnofre 3 b 3) re inadequate core cooling 
instrumentation sys Svc list encl 

EISENHUT, D O Division of Licensing 93/12/10 Yankee Atomic 

Electric Co 27pp 16690 035 24X Fiche 50-000*82/12/10, 

8212140103 


0222210190 Informs that util will utilue Ues 1 1 ng h ouse optimised fool 
assemblies during Fall 1983 refueling 

UHRJG, R E Florida Power ft Light Co 62/12/12 EISENHUT, D Q 
Division Of Licensing lp 16404 353 24X Fiche 50-250, 62/ 12/ i 3, 

0212210190 


0P12290534 Forwards safety ft technical evaluations for environ 
qualification of safety-related electrical equipment 
Weaf f lrnat i on of justification for continued operation ft 
info re Categories I 8# I 1 A S< if B requested 

VARCA, S A Operating Reactors Branch 1 02/32/13 UHRIG, R E 

Florida Power ft Light Co 3pp 16606 061 24X 

Fiche 50-250,82/32/13.821229053 4 


— 8212290535 SER re environ qualification of safety-related electrical 
equipment 

* Operating Reactors Branch l 82/12/13 5pp 166QB 064 24X 

Fiche 50-250102/12/13,6212290534 


- -82 1 0070227 "Review of Licensees Resolution of Outstanding Issues From 
NRC Equipment Environ Qualification SERs fF-l l ft D-601, 

Turkey Point Unit 4, " VoJs 1 ft 2* technical evaluation rept 
PANDEVj S Frank 1 in I ns t 1 tufcp/Fr ank 1 1 n Research Center 
NHC-03-79-1 30 TER -C 3257 "480 82/09/30 LE. N D NRC - No 

Detailed Affiliation Given 770pp 1*600 069 24X 

Ft the 50-250, 82/12/13, B212290534 


■8212290536 "Review of Licensee Resolution of Outstanding issues From 
NRC Equipment Environ Qualification SERs 1F-JJ ft D-60), " 

Vols 1 ft 2, technical evaluation rept 

PANDEV, S Franklin Ins fci tuto /Frank 1 in Research Center 
TER-C3257-4 79 02/09/30 LE, N B , SHEMANSKI, f MRC - No Detailed 

Affiliation Divan 807 PP 16610 328 24X Fiche 50-250*82/12/13, 

G2 J 2290534 


0212300068 Forwards safety evaluation & technical evaluation rept 
supporting station electric distribution ays voltages 
VARGA, 5 A Operating Reactors Branch 1 82/12/17 UHRIG, R E 

rionda Power ft Light Co 2pp 16624 213 24X 

Tiche 50-250,82/12/17,6212300060 


— 8215300071 SER supporting station electric distribution sys voltages 
* Operating Reactors Branch 1 82/12/27 9pp 16624 515 24X 

Fiche 50-550,02/12/17,02153000*8 


--8209230424 "Adequacy of Station Electrit Distribution Sys Voltaqes for 
Turkey Point Ndclear Generating Plant Units 3 ft 4, Hl 
technical evaluation rept 

SELAN* -J C Lawrence Livermore Laboratory FIN A-0230 

i/C t D- 19 i 49 65/00/08 NRC - No Detailed Affiliation Given 

I3pp 16624 220 24XFiChc 50-550, 02/1 2/17, B2I230006B 


Q Inspection reports, l£ Bulletins t correspondence 


0200190240 IE Bulletin 85-03, Rev is i on 1, "Stress Cracking in Thirk- 
Wa U , Large-Di am* ter, Sta i n 1 ess Steel, Recircu 1 ation Sys Piping 
at Bl/R Plantt " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

J!2pp 16462 163 24X Fiche 50-000. 82/10/28, 0200190240 


B212090529 Foruardi JE m*p Repts 50- 250/82-11 ft 50-251/85-11 on 
021004-10 Nd noncomp 1 iance noted 

DANCE, H C Division of Project & Resident Programs 92/10/29 

UHRIOjR E Florida Power & Light Co 2p p 16366 100 24X 

Tiche 50-250, 02/ 1 D/2 9 , 021 2090529 


—8212090540 IE Insp Rept* 50-250/82-11 ft 50-251/62-11 on 821004-00 No 
noncomp Ilance noted Major areas Inspected followup on 
previout emergency preparedness findings ft experience data 
on installation ft operation of public notification sqs 
HUFFMAN,© N * JENKINS, G f? Division of Emergency Preparedness & 
Operational Support 82/10/29 I9pp 16366 HO S?<jX 
Fiche 50-250.82/10/29,0212090529 


0^08190345 IE fnro Notice 82-42, "Defects Observed in Panasonic Model 
001 ft Model 802 Thermoluminescent Dosimeters " Svc list 
encl 

COBBpL I Division of Fuel Facilities, Materials 6 Safeguards 
32/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Fi ch b 50-000,62/11/05,6203190245 


0212090490 Forwards IE Insp Rept* 50-250/82-31 ft 50-251/02-31 on 
021018-22 No noncomp 1 iance noted 

DANCE, H C Region 2, Office of Director 02/11/32 UHRIG, R C 
T lorida Power ft Light Co 2pp 16365 344 24* 

Tiche 50-230. 62/11/12, 623 2090490 


-6212090500 JE Insp Repts 50-250 '82-31 ft 50-251/62-31 on 621018-23 Nu 
vi encamp 1 1 an c e noted Major areas inspected radiation 
protection program including qual l f I cation of staff, training 
ft radiological protection procedures 

H05EY, C M , DECS, 3 T , BARR, K P Division of Engineering ft 
Technical Programs 32/11/12 10pp 16365 J46 24X 

Fichd 50-250, B2/1 1/12, 6212090490 


GP1 2090407 Ac k receipt of 021029 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/82-29 
ft 50-251/62-29 

DANCE, H C Division of Project ft Resident Programs 82/11/16 
UHRIO.R E Florida Power ft Light Co Ip 16366 001 24X 

Ficbe 50-250,32/11/16,6212090487 


— 0212090503 Responds to NRC 020929 ltr re violations noted in IE Insp 
Repts 50-250/82-29 ft 50-251/62-29 Corrective actions 
procedure revised to clarify policy for tagging motor 
opera ted va ] ves 

DHRIG.R E Florida Power ft Light Co 02/10/29 O'REILLY, J P 
Region 2, Office of Director 2pp 16366 002 24X 

Fiche 50-29 0, 82/1 1/16, 8212090407 


—0212090510 Forwards IE Insp Repts 50-250/82-29 ft 50-251/82-27 on 
620726-0626 ft notice of violation 

DANCE. H C Division of Pioject ft Resident Programs 02/09/29 

UHRiC.R E Florida Power ft Light Co 2p p 16366 004 24 X 

Fiche 50-290, 82/1 1/J6- 821 20904B7 


-B212090518 Nd t i c e of violation from insp on 020726-0026 

« Division of Pro jhc t ft Resident Programs 02/09/29 lp 

16366 006 24X Fiche 50-250,02/11/16,0212090407 


—8212090524 IE Jnsp Repts 50-250/82-29 ft 50-251/82-29 on 620726-0026 
Noncompl lance noted failure to follow equipment clearance 
procedure for motor operated valve in safety injection sys 
VO QT- LOWELL, R , JULIAN, C Division of Project ft Resident Progruns 
62/09/24 App 16366 007 24X Fiche 50-250,62/11/16,8212090407 


8206190251 IE Info Notice 82-44, 4l Clar i f teat l on of Emergency Plan 
Irercis* Requirements " Svc list end 

JORDAN, C L Division of Engineering ?, Quality Assurance 02/11/16 
Consolidated Edison Co of New York, Inc I09pp 16411 199 l'4X 
Tiche 50-000, 62/1 1/IS, 02OB17O251 


□20 B 1 90256 IE Info Notice 62-46, '■Defective ft Obsolete Combination 
Padlocks H Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Pfif arc ement 92/11/26 Consolidated Edison Co of New York, Inr 

1 27p p 1641 1 065 24 X Fiche 50-000,02/11/36,0208190256 


G208J9O257 IE Info Notice 82-47, '‘Transportat ion of Type A Quantities 
of Non-Fissile Radioactive Mat! “ Svc list end 
CQUB.L I Division □# Fuel Facilities, Materials ft Safeguards 
02/11/30 C'Onflo 1 1 dat ed Edison Co of New York, Inc 356pp 

16367 028 24X Fiche 50-000,02/11/30,6208190257 


0212290060 Partial response to FOIA request for seven categories of 
info Forwards documents listed in App A Documents I ft 2 
already in PDR App B documents available in PDR LPDR 
profiles for Gintia ft Indian Point 3 encl 
FELTON, J M Division of Rules and Records 02/11/30 
&CHLISSEL-0 A New York, State of 7pp 16607 239 24X 

Tiche 50-000, 02/11/30,0212290060 


— 8212290064 Ac 1c receipt of 750714 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 30-250/75-08 ft 
50-251/75-00 

MOSELEY, N C Region 5* Atlanta, Office of the Director 75/08/01 

LTNRIQ.R E Florida Power ft Light Co ip 16607 332 24 X 

Fiche 30-000* 02/ 1 1/30, 6SM 2290060 


-9212290066 Responds to NRC 750625 ltr n violation noted in IE Innp 
Repts 50-250/75-00 ft 50-251/75-00 Corrective actions 
superseded procedures for surveillante testing removed ft 
latest revision placed in control room on 730526 
UHRIG, R E Florida Power ft Light Co 75/07/14 MOBELEY, N C 

Region 2* Atlanta, Office of the Director 3pp 16607 333 24 X 

Fiche 50-000, 82/ 1 1 /30, @2 1 2290060 
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—8212590073 Forwards IE Ins? Repts 50-250/75-08 b 50-251/75-00 on 
750527-30 Noncamp 1 lance noted 

MOSELEY, N C Region 2* Atlanta* Office of the Director 75/06/2^ 

UHRIO.R E Florida Power L tight Co 2pp 16607 336 24X 

FI che 30-000, 82/11/30, B212290060 


--B21229007B IE Insp Repts 50-250/75-00 * 30-251/75-00 on 750527-30 
Noncompliance noted failure to use latest approved procedure 
in performance of surveillance test 

HARD! ft A K , LONG. F J - WILDER, H A Region 2, Atlanta, Office of 
the Director 75/06/24 1 5p p 1660/ 330 24X 

Fiche 50-000,82/11/30,0212290060 


•-3212290082 Forwards listed documents re IE Insp Repts 50-250/75-07 & 
50-251/75-07 Documents filed in LPDR 

MOSELEY, N C Region 2, Atlanta, Office of the Director 75/07/?l 
SUDERiF T Homestead, FL Ip 16607 353 24X 

Fiche 50-00 0,02/11/30,8212290060 


--B2122900Q7 Forwards listed documents re IE Insp Repts 50-250/75-16 b 
50-251/75-16 Documents filed in LPDR 

h05ELEY,N C Region 2, Atlanta, Office of the Director 76/01/03 
PEELER, E Florida International Umv lp 16607 201 24X 

Fiche 50-000,02/11/30,8212290060 


—8212290090 Ac k receipt of 730620 ltr informing NRC of steps taken to 
correct des iation noted in IE Insp Repts 30-250/73-07 b 
50-251/75-07 

MOSELEY, N C Region 2, Atlanta, Office of the Director 75/07/21 

•UHRIG, R E Florida Power 6 Light Co lp 16607 354 24X 

Fiche 50-000,82/11/30,0212290060 


—8212290092 Ac V receipt of 751229 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 30-250/75-16 b 
50-251/75-16 

LONG, F J Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 76/01/05 UHRIG, R E Florida Power b Light Co lp 
16607 202 24X Ficho 50-000,02/11/30,8212290060 


--G212290094 Responds to NRC 750529 ltr re deviation noted in IE Insp 
Repts 50-250/75-07 V 50-251/75-07 Corrective actions fire 
stops installed in cable trays in Unit 4 control rod drive 
room L entrance to auxiliary bldg above main corridor doors 
UHRIG, R E Florida Power h Light Co 73/06/20 MOSELEY, N C 

Region 2- Atlanta, Office of the Director 2pp 16607 333 24X 

Fiche 30-000,02/11/30,9212290060 


- GP 1 2290097 Responds to NRC 751209 ltr re violation noted in IC Insp 
Repts 50-290/73-16 b 50-291/73-16 Corrective actions overdue 
mservice insp rept transmitted to NRC pn 751120 & procedure 
written to describe scheduling t> preparation of repts 
UHRIG, R E Florida Power L Light Co 75/12/29 M0BELEY, N C 

Region 2, Atlanta, Office of the Director 2pp 16607 203 24X 

Fiche 50-000,82/11/30,0212590060 


-B21 2290100 Forwards IE Insp Repts 50-250/75-07 b 50-251/75-07 on 
750312-14 Deviation from FQAR commitment observed 

MOSELEY, N C Region 2, Atlanta, Office of the Director 75/05/29 

UHRIO, R E Florida Power 6 Light Co 2pp 16607 337 34X 

Fiche 30-000,02/11/30,0212290060 


•8212290101 Forwards IE Insp Repts 50-250/75-16 t 50-251/75-16 on 
751103-21 Noncompliance noted 

MOSELEY, N C Region 2, Atlanta, Office of the Director 75/12/09 

UHRIO.R E Florida Power K Light Co 2pp 16607 209 24X 

Fiche 50-000,02/11/30,0212290060 


— 321229010B Forwards IE Insp Repts 50-250/79-07 h 50-291/79-07 on 
750512-14 Deviation from F8AR commitment observed Licensee 
requested to inform NRC of plans for implementing FSAR 
coiT,Tsi fcment 

LONG, F J Region 2, Atlanta, Office of the Director 73/05/27 
SEYFRIT, K V Office of Inspection b Enforcement, Office of the 
Director lp 16607 339 24X fiche 30-000, 02 / li / 30 . 8212290060 


--021229OJO9 IE Insp Repts 50-250/75-16 b 50-251/75-16 an 751105-21 
Nuncomp 1 lance noted failure to submit Unit 4 mservice insp 
rept to NRC within 90 days 

HARDIN, A K , LEWIS, R C , HERDT, A R Region 2, Atlanta, Reactor 
Operations Nuclear Support Branch 75/12/05 17pp 16607 287 
24X Fiche 50-000,02/11/30,8212290060 


-B212290J13 Forwards listed documents re IE Insp Repts 50-250/75-1/ b 
50-251/75-17 Documents filed in LPDR 

MOSELEY, N C Region 2, Atlanta, Office of the Director 76/02/13 
PEELER, E Florida Internati ona 1 Univ lp 16607 304 24X 

Fiche 30-000,02/11/30,8212290060 


— 02122901 1 4 IE Insp Repts 50-250/75-07 b SO-251 /75-07 on 750512-14 
Deviation observed one tray of control cables in Unit 3 
control rod drive room b cable trays exiting auxiliary 
bldg did not have fire stops installed 

HARDIN, A K , LONG, F J Region 2, Atlanta, Office of the Director 
79/05/27 9pp 16607 360 24X Fiche 50-000,82/5 1/30,0212290060 


— 8212290110 Act receipt- of 760202 ltr informing NRC of steps taken to 
correct violations noted m IF Insp Repts 90-290/75-17 St 
50-251/75-1 7 

LONG. F j Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 76/02/13 UHR I tt, R E Florida Power b Light Co lp 
16607 305 24 X Fiche 30-000 . 02/ 1 ! /30> 021 2290060 


— 0212290124 Responds to NRC 7601 13 ltr re violations noted in IE Insp 
Repts 90-250/75-17 b 50-251/75-17 Corrective actions drums 
of radwaste properly barricaded b all licensed operators 
will be brought up to date w/ requa 1 1 f lea 1 1 on quiz schedule 
UHRIO.R E Florida Power b Light Co 76/02/02 MOSELEY, N C 

Region 2, Atlanta, Office of the Director 5pp 16607 306 24X 

Fiche 50-000,02/11/30,0212290060 


—8212290129 Forwards IE Insp Repts 30-250/75-17 b 50-201/75-17 nn 
731209-12 b 16-i? Noncomp 1 Jan c e noted 

LONQ*r J Region 2, Atlanta, Reactor Operations Nuclear Support 
□ ranch 76/01/13 UHRIO.R E Florida PowBr & Light Co 2pp 

16607 311 24 X Fiche 50 -000 , 02/ 1 1 /30, 821 2290060 


—0212290137 IE insp Repts 30-250/75-17 ?< 30-251/75-17 on 751209-12 b 
16-19 None o mp 1 i a nc e noted high radiation area improperly 
barricaded b licensed operator requal if ication program not 
fully performed per Administrative Procedure 0301 
HARDIN. A K , LEWIS, R C , ROGERS, R F Region 2, Atlanta, Reactor 
Operations Nuclear Support Branch 76/01/12 IBpp J6607 313 
24X Fiche 50-000,82/11/30,02 12290060 


8PO019O239 IE Bulletin 82-04, “De f i c i enc i os in Primary Containment 
Llectrical Penetration Assemblies ” 5vc list one 1 
UEYOUNQ.R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of Hew York, Inc 

I I3pp 16411 317 24X Fiche 50-000,02/12/03,0200190239 


0200190261 IE Info Notice 02-48, "Failures of Agastat OR 0095 Relay 
buckets " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc lJOpp 16462 064 24X 

Fiche 50-000, 02/12/03,8208190261 


0200190267 IE Info Notice B2-49, “Correction for Samp 1 e Conditions for 
Air b Gas Monitoring " five list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Cons o 1 i da t o d Edison Ca of New York. Inc 

1 27p p 16620 19 i 24X Fiche 50-000. 02/12/ 1 6. 02OB1 90267 


6208190260 IE Info Notice 82-50, “Mod of Solid State AC UndervoHage 
Relays Type TTE-27 " Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc I08pp 16628 293 24X 

Fiche 50-000, 02/12/20,8208190260 


R Poriodlc operating reports & related correspondence 


□2122901 53 Forwards monthly operating repts for Oct 1982 

WILLIAMS, J W Florida Power b Light Co 02/11/15 Office of 

Resource Managemant, Director lp 16502 226 24X 

riche 50-000,02/11/19,8212290153 


■0212290169 Monthly operating repts for Dct 1982 

PACE, P Florida Power b Light Co 82/11/15 I2pp 16582 227 
24X Fiche 50-000, 02/11/13,9212290153 


□212150100 Forwards "Groundwater Monitoring Program Summary Rept, 
Jul 1901-June 1982 " 

UHRIO.R E Florida Power 8, Light Co 02/12/03 □ 'REILLY,, J P 
Region Si Office of Director lp 16427 196 24X 
Fiche 30-230, 82/12/03, 8212130180 


- 8212150103 "Oroundwa ter Monitoring Program Summary Rept, Jul 1901-June 
1902 " 

* Dame % b Moore 82/07/27 126pp 16427 197 24X 

Fiche 30-250,82/12/03.0212150100 


8 Reportable occurrences, LERs related correspondence 


8212090356 Forwards updated LER 01-O13/O2X-2 

WILLIAMS, J N Florida Power b Light Co 02/12/02 □'REILLY, J P 
Region 2, Office of Director Ip 16365 135. 24X 

fiche 50-250, 82/1 2-/02, 0213090356 
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—0212090371 Up <fa ted LER B1-013/02X-2 on 3107 1 0, sna 1 ] voirf m concrete 
found immediately below equipment hatch barrel Cause not 
stated Similar void confirmed on Unit 4 Voids repaired 
BERRY. Z E Florida Power fc Light Co 02/12/02 Region 2, 

Office of Director 2p p 16365 136 24 X Fiche 50-250,02/12/02, 

0212070356 


—0212290114 IE Insp Repts 50-250/75-07 * 50-351/75-07 on 750512-14 
Deviation observed one tray of control cables in Unit 3 
control rod drive room i cable trays exiting auxiliary 
bldg did not have fire stops installed 

HARDIN, A K Region 2, Atlanta, Office of the Director 75/05/2 
9pp 16607 360 24X Fiche 50-000,62/11/30.3212290060 


G2 121 00219 Forwards LER 32-01 5/03L-0 

WILLIAMS, J U Florida Power 6 Light Co 32/12/03 O^RCILLY , J P 
Region 2, Office of Director Ip 16376 093 24Jf 
Piche 50-250, B2/1 2/03, Q212 10021 9 


—0212100220 LER 82-01 5/03L-0 on 02 1 1 Q4, d ur i ng normal operation, 3A high 
head safety injection pump failed to start from manga! 
operation Cause undo t ercni n erf Pump breaker racked out & 
back in Repairs made to breaker 

DERRY, Z E Florida Power fc Light Co 62/12/03 Region 3. 

Office of Director 2 pp 16376094 24X Fiche 50-250,02/12/03, 

E2 121 002 1 9 


DPI 2210202 Forwards LER S2-O10/O1T-O 

WILLIAMS, J (J Florida Power * Light Co 02/32/15 O'REILLY, J P 
Region 2, Office of Director lp 1 64B4 315 24X 

Fiche 50-250,32/12/15,8212210202 


— 6212210207 LER 02-OlB/OlT-O on 02120 1 , dur i n g full power operation, 3A 
load c tr de-energlied following trip Df 4-kV breaker 3AA03 
Cause undet srmlned Breaker protective relays will be tested 
during next outage 

BERRY, Z E Florida Power U Light Co 02/12/I& Region 2, 
Office of Director lp 16494 316 24X Ficbe 50-250, 02/12/15, 

8212210202 


□212230164 Forwards LER B2-0S7/03L-0 

WILLTAMS, J W Florida Power 6 Light Co Q2/12/20 O'REILLY , J P 
Region 2, Office of Director lp 16563 220 24X 

Fiche 50-250, 92/ 1 2/20, 621 2200164 


- -951 2200 L 67 LER B2-017/03L-0 on 021 1 19, dur iti 9 control room mods, two fire 
barrier penetrations disabled intentionally for longer than 
7 days Action taken to implement approved design mod* to 
control room 

ARIAS, J Florida PoweT fc Light Co 92/12/20 Regions, Office 
of Director Ip 16563 22! 24X Fiche 50-250,82/12/20, 

0212280164 


0212290170 Forwards LER 92-016/03L-0 

WILLIAMS, J U Florida Power fc Light Co 02/12/20 O'REILLY, J P 
Region 2, Office of Director Ip 16363 142 24X 

Firha 50-250,82/12/20,0212200170 


— B2 12200 173 LER 02-OI6/O3L-O on 02! 1 1 9, dur i ng insp of fire protection 
sy*> fire barrier penetration ilaundry room west doors) found 
nonfune ti onal Mew doors/parts ordered 6 will be installed 
upon receipt 

ARIAS, J Florida Power 6 Light Co 02/12/20 Region 2, Office 
of Director Ip 16563 143 24X Fiche 50-230,02/12/20. 

8212280170 
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F Security, medical, emergency fire protection plans 


8212070529 Forwards IE Insp Repts 30-2S0/82-1 1 L 50-251/82-11 on 
021004-10 No noncomp 1 lane e noted 

DANCE, H C D [vision of Project & Resident Program* 02/10/29 

UHRIO, R E Florida Power & Light Co ?p p 16366 100 24X 

riche 50-250, 02/10/29, 0212090529 


—8212070540 IE insp Repts 50-250/82-11 & 50-251/02-Jl on 021004-00 No 
noncomp lian.ee noted Major areas Inspected followup on 
previous emergency preparedness findings L etperJenee data 
on installation & operation of public notification eye 
HUFFMAN,!) N Division of Emergency Preparedness 8, Operational 
Support 02/10/29 I9pp 16366 UO 24X Fiche 50-250.82/10/29* 
0212090529 


G212290Q60 Partial response to FOIA request for seven categories of 
info Forward* documents listed in App A Documents 1 L 2 
already in PDR App B documents available in PDR. LPDR 
profiles for Qlnna b< Indian Point 3 end 
FELTON, J M Division o# Rules and Records 02/11/30 
SCHLISSEL, D, A Now York, State of 7pp 16607 239 24X 

Fiche 50-000 , 02/ 1 1 /30, 02 1 2290060 


--9212290074 Responds to NRC 750529 ltr re deviation noted in IE Insp 
Repts 50-250/75-07 L 50-251/75-07 Corrective actions fire 
stops installed in cable trays in Unit 4 control rod drive 
room L entrance to auxiliary bldg above main corridor door* 

UHRIG, R E Florida Power L Light Co 73/0 A/30 MOSELEY, N C 

Region 2. Atlanta, Office of the Director 2pp 16607 359 24X 

Fiche 30-000,02/11/30,8212290060 


J Insurance It indemnity information 


0212020335 Forwards Endorsements 60 L 61 to NCLIA Policy NF-185 fc 
Lndorsements 50 L 5i to MAELU Policy MF-55 

FIELDER, J Marsh & McLennan, Inc , M t M Nuclear Consultants, Inc 
Div 82/11/18 SALT ZNAN, J Assistant Director for State «. Licensee 
Relation* 5pp 16279 151 24X Fiche 50-230,82/11/10,8212020335 


0212300202 Forwards Endorsements 1,2 t< 3 to NELIA Certificates N-25 L 
N-26 k Endorsements 1, 2 & 3 to MAELU Certificates M-25 & 

M-26 

DUCK, J R Marsh 6 McLennan, Inc , M & M Nuclear Consultants, Inc Div 
82/12/27 SALTZMAN, U Assistant Director for State & Licensee 

Relations 37pp 16593 030 24X Fiche 50-250, 82/ 12/27, 821 2300202 


02 J 2300243 Forwards Endorsement 62 to NELIA Policy NF-1Q5 & Endorsement 
52 to MAELU Policy MF-55 

DUCK. J R Marsh & McLennan, Inc , M & M Nuc lear Consultants, l nt Div 
82/12/27 SALTZMAN, J Assistant Director for State & Licensee 
Relation* 3pp 16&9S 273 24X Fiche 50-250,02/12/27,8212300243 


G Advisory Committee on Reactor Safeguards reports it correspondence 


0212070435 Discusses summary of ACRB Reactor Operations Subcommittee 
820929 meeting re Turkey Point Cold overpressure incident 
Tech Specs do not properly address situations in which 
availability of certain sy* mar* vital to safe operation 
B INFORD, F T Oak Ridge National Laboratory 02/10/19 MAJOR- R 
ACR5 - Advisory Committee on Reactor Safeguards lp 16359 336 
24X Fiche 50-250.02/10/19,8212070435 


P Operating license stage documents & correspondence 


0208190263 Generic Ltr 82-32 to all PUR licensees re potential steam 
p enera tor-re 1 ated generic requirements Forwards Science 
Applications, r n c draft repfc re subj requirements Comments 
requested within 30 days of ltr Svc list end 

EISENHUT,D 0 Division of Licensing 02/12/09 Consolidated 
Edison Co of New York, Inc 29pp 16629 247 24X 

Fiche 30-000, 02/12/09,0208190263 


0F1214O1O3 Generic Ltr 02-20 to all licensees of operating 
Westinghouse * c-E PWRs {except Arkansas Nuclear One, Unit 2 
L Sen Onofre 2 J, 3k re inadequate core cooling 
i nstrumentati on ■sys Bvc list enc 1 

EISENKUT.DG Division of Licensing 82/J2/10 Yankee Atomic 

Electric Co 27pp 16670 033 24X Fiche 30-000,02/12/10, 

8212140103 


0212210190 Informs that util will utilise Westinghou&e optimized fuel 
■a sseflib I iei during Fall i 903 refueling 

UHRIO-R E Florida Power it Light Co B2/12/13 EISENKUT, D 0 
Diviiion of Licensing lp 16404 333 24X Fiche 50-250,82/12/13, 

0212210190 


0P1 2290934 Forwards safety L technical evaluations for environ 
qualification of saf e ty-relafced electrical equipment 
Heaff lrmatlon of jus 1 1 f icat ion for continued operation It 
info re Categories 1 0 , II A 6 II B requested 

VARGA, 5 A Operating Reactors Branch 1 02/12/13 UHRIG, R E 

Florida Pcuer L Light Co 3pp 1660B 061 24X 

Fiche 50-250, 02/12/13, 0212290534 


--B212290535 5ER re environ qualification of safety-related electrical 
equi pment 

* Operating Reactors Branch i 82/12/13 Spp 16608 064 24X 

Fiche 50-250,82/12/13,0212290534 


— 0210070227 “Review of Licensees Resolution of Outstanding Issues From 
NRC Equipment Environ Qua 1 i f t c a ti on SERs (F-ll L B-60), 

Turkey Point Unit 4, 11 Vo I s 1 & 2, technical evaluation rept 
PANDEYiS Franklin Insti tutc/Frank 1 in Research Center 
NRC- 03- 79- 110 TER-C52 57-480 82/09/30 LE, N B NRC - No 

Detailed Affiliation Given 770pp 16608 069 24X 

Fiche 30-250,02/12/13, 0212290534 


— 0212290536 “’Review of Licensee Resolution of Outstanding Issues From 
NRC Equipment Environ Qualification SERs (F-ll £ B-60),” 

Vol* 1 it 2, technical evaluation rept 

PANOEYiS Franklin In* ti tute/Franfc I in Research Center 
TER-C5257-479 02/09/30 LE.N B , SHEMANSKI, P NRC - No Detailed 

Affiliation Given B07pp 16610 120 24X Fiche 50-250,02/12/13, 

8212290534 
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02123GOO6B Forwards safety evaluation X, technical evaluation rapt 
supporting station electric distribution sys voltages 
VARGA. S A Operating Reactors Branch 1 82/12/17 UHRIG, R E 

riori-da Power 6 Light Co 2pp 16624 213 24X 

Fiche 50-250-82/12/17,0212300066 


-’8212300071 SER supporting station electric distribution sys voltages 
* Operating Reactors Branch 1 82/12/27 5pp 16624 215 24X 

Fiche 50-250. 02/ 12/17, 8212300060 


— B2Q9230424 "Adequacy of Station Electric Distribution Sys Voltages for 
Turkey Point Nuclear Generating Plant Units 3 & 4," 
technical evaluation rept 

SELAN, J C Lawrence Livermore Laboratory FIN A-0250 
UCID-1914B 02/OB/OB NRC - No Detailed Affiliation Given 

I3pp 16624 220 24X Fiche 50-230, 82/12/17, 9212300060 


0 Inspection reports- IE Bulletins & correspondence 


Bj'OGl 90240 IE Bulletin 82-03. Rev i s J on 1, "Stress Cracking in Thick- 
Wat 1* Large-Di ameter, Stain less Steel . Rec lrcu lati on Sys Piping 
at BWR Plants " Svc list encl 

U E YOUNG, R C Director's Office, Office of Inspection and 

Lnforcement 82/10/28 Consolidated Edison Co of New York, Inc 

H2pp 16462 163 24X Fiche 50-000,82/10/28,0200190240 


GP 1 2090529 Forwards IE Insp Repts 50-250/82-11 6 50-251/02-11 on 
021004-10 No noncompliance noted 

DANCE* H C Division of Project «< Resident Programs 82/10/29 

UHRI0*R E Florida Power *, Light Co 2pp 16366 100 24X 

r i che 50-230, 82/10/29, 021 2090529 


-8212090540 IE Insp Repts 30-250/02-11 {< 50-251/02-11 on 021004-00 No 
noncomp 1 1 an c e noted Major areas Inspected followup on 
previous emergency preparedness findings t* experience data 
on installation U operation of public notification sys 
HUFFMAN, G N , JENKINS, G R Division of Emergency Preparedness Sr 
Operational Support 82/10/29 19pp 16366 110 24X 

Fiche 50-250, 02/ 1 0/29, 82 1 2090 529 


□2O0J9O245 IE Info Notice 92-42, "Defects Observed in Panasonic Model 
001 b Model B02 Thermoluminescent Dosimeters " Gvc list 
v nc I 

tOBS-L I Division of Fuel Facilities, Materials & Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc llOpp 

J 6372 142 24X Fiche 50-000,82/11/05,8200190245 


Of 1 1 2090490 Forwards IE Insp Repts 30-250/02-31 U 50-251/02-31 on 
821010-22 No noncomp I lane e noted 

DANCE* H C Region 2, Office of Director 02/11/12 UHRIG, R E 
f l or 1 da Power t, Light Co 2pp 16363 344 24X 

fiche 50-250,82/11/12,8212090490 


—0212090500 IE Insp Repts 50-250/82-31 * 50-251/02-31 on 821010-22 No 
noncompllance noted Major areas inspected radiation 
protection program, inc 1 ud ing qual i f i cation of staff • training 
V radiological protection procedures 

HOSEY.C M , DEBS, D T , BARR, K P Division of Engineering & 
Technical Programs 82/11/12 lOpp 16369 346 24X 

Fiche 50-250,82/11/12,8212090490 


3212090407 Ac k receipt of 021029 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-250/82-29 
*< 50-251/82-29 

DANCE, H C Division of Project U Resident Programs 02/11/16 
UHRIO, R E Florida Power U Light Co lp 16366 001 24X 

Tiche 50-250,82/11/16,0212090487 


’ 0212090503 Responds to NRC 020929 ltr re violations noted in IE Insp 
Repts 50-250/02-29 & 50-251/02-29 Corrective actions 
procedure revised to clarify policy for tagging motor 
operated valves 

UHRIO, R E Florida Power & Light Co 02/10/29 O'REILLY, J P 
Region 2, Office of Director 2pp 16366 002 24X 

Fiche 50-250,02/11/16,8212090407 


—0212090510 Forwards IE Insp Repts 50-250/02-29 S< 50-251/02-29 on 
820726-0826 % notice of violation 

DANCE, H C Division of Project Jk Resident Programs 02/09/29 

UHRIG, R E Florida Power & Light Co 2p p 16366*004 24X 

Fiche 50-250,02/11/16,8212090487 


—8212090518 Notice of violation from insp on 020726-0826 

# Division of Project 1 Resident Programs 82/09/29 lp 
16366 006 24 X Fiche 50-250,02/11/16,0212090487 


*-8212090524 IE Insp Repts 50-250/02-29 & 50-251/82-29 on B20726-0B26 
Noncompliance noted failure to follow equipment clearance 
procedure for motor operated valve in safety injection sys 
VOOT-LOWELL , R , JULIAN, C Division of Project * Resident Programs 
02/09/24 6pp 16366 007 24X Fiche 50-250,82/11/16,0212090407 


0PO819O251 IE Info Notice 82-44. "Clar l f icati on of Emergency Plan 
Exercise Requirements " Svc list encl 

JORDAN, E L Division of Engineering t Quality Assurance 82/11/18 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche 50-000,02/11/18,8208190251 


8200190256 IE Info Notice 02-46, "Defective & Obsolete Combination 
Padlocks " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Tnc 

1 27pp 16411 063 24 X Fiche 50-000,02/11/26,6200190256 


0208190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
COBB, L l Division of Fuel Facilities, Materials !< Safeguards 
82/11/30 Consolidated Edison Co- of New York, Jnc 356pp 

16307 020 34X Fiche 50-000,02/11/30,0208190257 


8212290060 Partial response to FQIA request for seven categories of 
info Forwards documents listed in App A Documents i & 2 
already in PDR App B documents available in PDR LPDR 
profiles for Ginna t Indian Point 3 end 
FELTON, J M Division qf Rules and Records 02/11/30 
BCHLISSEL, D A New York, State of 7pp 16607 239 24X 

Tiche 50-000,02/11/30,0212290060 


—8212290064 Ac k receipt of 750714 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-250/75-00 & 
50-251/75-08 

MOSELEY, N C Region 2, Atlanta, Office of the Director 75/08/01 

UHRIG.R E Florida Power 6 Light Co lp 16607 332 24 X 

Fiche 50-000,82/11/30,0212290060 


*-0212290068 Responds to NRC 750625 ltr re violation noted in IE Insp 
Repts 50-250/75-00 V 30-251/75-08 Corrective actions 
superseded procedures for surveillance testing removed L 
latest revision placed in control room on 750526 
UHRIO, R E Florida Power L Light Co 75/07/14 MOSELEY, N C 

Region 2, Atlanta, Office of the Director 3pp 16607 333 24X 

Fiche 50-000, 02/1 3/30, 021 2290060 


—0212290073 Forward* IE Insp Repts 50-250/75-00 5, 50-251/75-00 on 
750527-30 Noncompliance noted 

MOSELEY, N C Region 2, Atlanta, Office of the Director 75/06/33 

UHRIG, R E Florida Power 6 Light Co 2pp 16607 336 24X 

Fiche 50-000,82/11/30,0212290060 


—8212290079 IE Insp Repts 50-250/75-08 lc 50-251/75-00 on 750527-30 
Noncomp 1 lance noted failure to use latest approved procedure 
in performance of surveillance test 

HARDIN, A K , LONG* F J , WILBER, H A Region 2, Atlanta, Office of 
the Director 79/06/24 15pp 16607 330 24X 

Fiche 50-000,82/11/30,0212290060 


’-B212290082 Forwards listed documents re IE Insp Repts 50-250/73-07 
50-251/73 -07 Documents filed in LPDR 

MOSELEY# N C Region 2, Atlanta, Office of the Director 75/07/21 
BUBER, F T Homestead, FL ip 16607 353 24X 

Fiche 50-000, B2/1 1/30, 0212290060 


—0212290007 Forwards listed documents re IE Insp Repts 50-250/73-16 k 
50-251/73-lfc Documents filed in LPDR 

MOSELEY, N C Region 2, Atlanta, Office of the Director 76/0J/05 
PEELER, E Florida Intornati onal Univ lp 16607 201 24X 

Fiche 50-000,62/11/30,0212290060 


— B212290090 Ac k receipt of 750620 Hr informing NRC of steps taken to 
correct deviation noted in IE Insp Repts 50-230/75-07 ?< 
50-231/75-07 

MOSELEY, N C Region 2, Atlanta, Office of the Director 75/07/21 

UHRIO, R E Florida Power U Light Co lp 16607 334 24X 

Fiche 90-000,82/11/30,8212290060 


—0212290092 Ac It receipt of 731229 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-250/73-16 l< 
30-291/73-16 

LONG, F J Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 76/01/03 UHRIG, R E Florida Power 6 Light Co lp 
16607 202 24X Fiche 50-000,92/11/30,0212290060 


—0212290094 Responds to NRC 730529 ltr re deviation noted In IE Insp 
Repts 50-250/75-07 h 50-251/73-07 Corrective actions fire 
stop* Installed In cable trays in Unit 4 control rod drive 
room 4r entrance to auxiliary bldg above main corridor doors 
UHRIO, R. E Florida Power & Light Co 75/06/20 MOSELEY. N C 

Region 2, Atlanta* Office of the Director 2pp 16607 355 24X 

Fiche 50-000,82/11/30,0212290060 
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— 8212290097 Respond* to NRC 751209 ltr re violation noted ir» IE Insp 
Refit* 50-250775-1* b 30-25J/75-16 Corrective action* overdue 
inservic* insp rept transmitted to NRC on 751120 A procedure 
■written to describe scheduling b preparation at r-epfcs 
UHRTG.R E Florida Power A Light Co 75712/29 MOSELEY# N C 

Revlon 2. Atlanta# Office of the Director 2pp 16607 283 24X 

Fiche 50-000# G3/L1/30. B2122900AO 


— B2J2290100 Forward* IE Insp ftept* 50-250/75-07 h 50-281/75-07 cn 
7SQ-5I2-14 Deviation fTO-m FSAR commitment observed 

MOSELEY, N C Region 2. Atlanta, Office of the Director 75705/29. 

VHRIG-R E Florida Power A Light Co 2pp 16607 057 24X 

Fichs SO-OOO, 02/11/30. B21229O0AO. 


--82*2290101 Forwards IE Jnsp Repts 50-250/75-16 A S0-2S 1 /75-J6 on 
751103-21 No-ncomp 1 lance noted 

MOSELEY# N C Region 2. Atlanta. Office of the Director 75/12/09 

UHRlOifl E Florida Power A Light Co 2pp 1460? 235 24X 

Fiche 50-000,32/11/30.82122900*0 


— B212290103 Forwards IE Insp Repts 50-250/75-07 A 50-251775-07 on 
750512-14 Deviation from FSAR commitment observed Licensee 
requested to inform NRC of plans for implementing FSAR 
c onmi tment 

L0NQ, F J Region 2. Atlanta, Office of the Director 75/05/27 
SEYFR1T#K V Office of Inspection A Enforcement. Office of the 
Director lp 14607359 24X Fiche 50-000# 02/1 I /3Q# 821 2290040 


—Q212290109 IE insp Repts 50-250/75-16 A 50-251/75-14 on 751105-21 
Norveomp I iance noted failure to submit Unit 4 inservice insp 
r*pt to NRC within 90 day* 

HARDIN# A K # LEWIS# fl C , HERDT# A R Region 2. Atlanta# Reactor 
Operations Nuclear Support Branch 757*2/05 17pp *6607 2B7 
24X Fiche 50-000# 82/1 1/30, 921 2290060 


— 92*22901 10 Fa rwards listed document* re IE Imp Rept* 50-250/75-17 A 
50-281/75-17 Documents filed in LPOR 

MOSELEY, N C Region 2, Atlanta, Office of the Director 76/02/13 
PEELER. E Florida International UniV Ip 16607 304 24X 

Fiche 30-000,32/11/30-8212290060 


—8212290114 IE Insp Rept* 50-250775-07 A 50-2S1/7S-07 an 750512-14 
Deviation observed one tray of control cable* in Unit 3 
control rod drive room A cable tray* exiting auxiliary 
bldg did not have fire stops installed 

HARDIN, A A , LONG. F J Region 2# Atlanta. Office of the Director 
79/05727 9pp 16*07 360 24X Fiche 50-000, 82/1 I /30, B2 1 229QO40 


--8213290118 Aclf receipt of 760202 Itr informing NRC of steps batten to 
correct violations noted in IE Insp Rep t s 50-250/73-17 A 
50-231775-1 7 

LONG# F J Region Sr Atlanta# Reactor Operations Nuclear Support 
Branch 76/02/13 UHRIO.R E Florida Power A Light Co ip 
16607 305 54 X Fiche 50-000, 32/1 * 730. B2 1 2570060 


—□212290124 Responds to NRC 760113 ltr re variation* noted in IE Insp 
Rept* 50-250/75-17 A 50-251/75—17 Corrective action* drums 
of radwaste properly barricaded A all licenced operator* 
will be brought up to date w/reitual i f icat ion quit schedule 
UHflIG.fl E Florida Power A Light Co 767-02/0 2 MOSELEY, N C 

Region 2. Atlanta* Office of the Director 5pp 16607 306 24X 

Fiche 50-000, 82/11/30. 82 J 2290060 


--821229013? Forward* IE Insp Rapt* 90-250/79- J7 A 50-251/75-17 <m 
7 51209-12 A 16-19 Noncomp 1 i anc e noted 

LDNQ.F J Region 2. Atlanta, Reactor Operation* Nuclear Support 
Branch 7 6701/13 I/HRIG.R E Florida PoweT A Light Co 2pp 

16607 211 24X Fiche 50-000, 8271 1/30.821 2290060 


—8212290137 IE Insp Rept* 50-250/75-17 A 50-251779-17 on 75*209-12 A 
16-1? None omp 1 i ante noted high radiation area improperly 
barricaded A licensed operator requa 1 1 f i c a t ion program- not 
fully performed per Admi ni*tr ative Procedure 0301 
HARDrN# A K , LEWIS# R C , ROGERS, R F Region 2, Atlanta, Reactor 
Operations Nuclear Support Branch 76/01712 lBpp 16607 313# 
24X Fiche 50-000,02/11/30,0212290060 


E20B19O259 IE Bulletin 82-04. "Def 1 c i enc i e* in Primary Containment 
Electrical Penetration Assemblies M five list end 
OEYOUNO# H C Director'* Office. Office of Inspection and 
Enforcement 32/12/03 Consol i dated Edison Co of New York.# Inc 
113pp. 16411 3£7 24X Fiche 50-000,82/12/03,8209190559 


BPO019O261 IE Infa Notice 82-48, "Failure* of Agastat CR 0095 Relay 
Sockets 11 Svc list end 

JORDAN. £ L Division of Engineering L Quality Assurance 82/12/03. 

Consolidated Edison Co of New York, Inc HOpp 16442.064 24X 

Fiche' 50-000, 62/12/03.8300190261 


8PO8I90267 IE Info Notice 82-49, “Correction for Sample Conditions for 
Air & Gas Monitoring " Svc list end 

UEYOt/NQ. R C Director's Office, Office of Inspection and 

Enforcement 02712/16 Consolidated Edison Co of New York, Inc 

127pp 16628 191 24X Fiche 50-000# 82/1 2/ ! 6. 82081 90267 


Bl'08190268 IE Info Notice 02-50, "Mod of Solid State AC Undorvoltagr 
Relays Type ITE-27 “ Svc list encl 

JORDAN# E L Division of Engineering i> Quality Assurance 02/12/20 
Consolidated Edison Co of New York# fnc tOBpp 16620 293 #.'4X 

Hche 50-000, 62/12/20,0203190268 


R Periodic operating reports 4 related correspondence 


8212290153 Forwards monthly operating repts for Oct 1982 

WILLIAMS, J U Florida Power b Light Co 82/11/15 Office of 

Resource Management, Director Ip 16582 226 24X 

Fiche 50-000,82/11/15,8212290153 


— Q2J 2290149 Month 1 y operating rept* for Oct 1982 

PACE, P Florida Power 6 Light Co 82/11/15 I2pp 16502 227 
24/ Fiche 50-000, 82/1 1/15# 821 2290153 


8^12150180 Forwards "Groundwater Monitoring Program Summary Rept, 
Jui 1 981 -June 1982 M 

JHRIO.R E Florid* Power b Light Co 82/12/03 O'REILLY# J P 
Region 2, Office of Director Ip 16427 196 24X 

Fiche 50-250, 82/12703, 8212150180 


— 0212150(83 “Groundwa ter Monitoring Program Summary Repfc,Jul 1901-June 
1 982 " 

* Dame* U Moore 82/07/27 126pp 16427 197 24X 

Fiche 50-230# 82/12/03, 0212150180 


DOCKET 30-254 QUAD-ClirES STATION, UNIT 1 


F Security, medical, emergency b fire protection plans 


02 J 2030053 Ack receipt ot 021108 ltr informing NRC of steps taken to 
resolve problems identified in IE Emergency Preparedness 
Appraisal Rept* 50-254 '82-14 6 30-265/02-16 C 1 ar i f i c a t i on re 
start b stop of 15-mnute dock provided 

KEPPLER.J 0 Region 3. Office of Director 02/11/30 REED, C 
Commonwealth Edison Co lp 16304 143 24X Fiche 50-254.02/11/30, 

0212030053 


'0212030056 Respond* te NRC 020930 ltr re problem* identified in 
Paragraph 5 of IE Emergency Preparedness Appraisal Repts 
50-254/02-14 b 50-245/02-16 Addl corporate emergency 
planning position* budgeted for 1903 

RAUSCH, T J Commonwealth Edison Co 02/11/08 KEPPLER# J G 
Region 3. Office of Director 3pp 16304 144 24X 

Fiche 50-254,82/11/30,0212030053 


B2J2O3O260 Release* public version of revised emergency plan 
implement! ng procedure* 

h ELTON, J M Division of Rules and Records 02/11/30 Document 

Management Branch lp 16316 276 24X Fiche 50-254,02/11/30, 

0212030268 


■8212030273 Forward* public version of revised emergency plan 
implementing procedures, includi ng Procedures GEP 330-6 re 
air sampling under accident condition* b QEP 330-T9 re 
air radiation monitoring *y* Receipt form enc I 
KOVACfc, T J , GERNER.L Commonwealth Edison Co 02/10/10 
DENTON# H R NRC - No Detailed Affiliation Given Ip 16316 2/8 
24/ Fiche 50-254# 02/ 1 1 /30, B2I 2030260 


■8212030279 Public version of revised emergency plan implementing 
proc edure s, i nc 1 uding Procedure* QEP 330-6 re air sampling 
under accident condition* b OEP 330-T? re air radiation 
monitoring sys 

* Commonwealth Edison Co 02/10/18 17pp 16316 279 24X 

Fiche 50-234, 02/1 1/30# 821 203026B 


02120601 72 Act receipt of B2J 116 Hr Informing NRC Df step* taken to 
correct violations noted in NRC 031012 ltr re timeliness of 
emergency planning exercise submittal* 

HIND# J A Division of Emergency Preparedness & Operational Support 
Q2/12/OJ REED#C Commonwealth Edison Co lp 16313 006 24X 

Fiche 50-254,82/12/01,8212060172 


■6212060101 Respond * to NRC 821012 ltr re timelines* of scenario 
submittal* to FEMA Region VII FEMA Region VII to be included 
in submittals 6 meetings associated u/future exercise* 

RAUSCH. T. J Commonwealth Edison Co 82/11/16 KEPPLER, J G 
Region 3, Office of Director ip 16313 087 24X 

Fich* 50-23 4.02/12/01,8212060172 
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0212090329 Ac k receipt of 921129 ltr Informing NRC of steps taken to 
correct violations noted in IE Safeguards Inap Rspts 
50-254/82-20 h 50-263/92-21 

MILLER* J R Division of Engineering k Technical Programs 82/12/03 
REED, C Commonwealth Edison Co Ip 16365 103 24X 

fichu 50-254,02/12/03.0212090325 


-0212090339 Responds to NRC 021029 Itr re violations noted in IE 
Safeguards Insp Rapts 50-254/02-20 t 30-265/82-21 Corrective 
actions withheld (ref 10CFR73 21) 

DELGEORGE, L 0 Commonwealth Edison Co 82/11/29 KEPPLER , J G 

Region 3, Office of Director lp 16365 104 24X 

Fiche 50-254,02/12/03,8212090325 


8212090303 Forwards infa re emergency operations facilities per 
021122 t- 1202 requests Info previously submitted by telcon 
Request for written response unnecessary burden on licensee 
DELQEOROE, L □ Commonwealth Edison Co 82/12/03 EI8ENNUT, D G 
Division of Licensing 2pp 16365 051 24X Fiche 50-000,02/12/03, 

82120903B3 


9212140179 Responds to items re fire protection safe shutdown analysis, 
discussed in S209I7 telephone conference Core can maintain 
water level above top of active fuel w/o initiation of RCIC 
flow for man of 14 minutes 

RAUSCH, T J Commonweal th Edison Co 92/12/06 ETSENHUT, D G 
Division of Licensing 3pp I64I0 205 24X Fiche 50-254, 82/12/06, 

021 21401 79 


8212160127 Ack receipt of 020621 Itr transmitting changes to security 
p Ian, Revi si on 11 Change consistent u/provislons of 
10CFR50 54 ( p > & does not decrease effectiveness of plan 
VASSALLO, D B Operating Reactors Rranch 2 82/12/06 

DELGEORGE, L 0 Commonwealth Edison Co 3p p 16447 206 24X 

Tiche 50-254,02/12/06,8212160127 


□P12L3Q017 Releases public version of Revision 1 to Emergency Plan 
Implementing Procedure EQ-2. "Pre-Established Onsite & 

Offsite Monitoring Locations (Maps) " 

fELTON.J M Division of Rules and Records 02/12/07 Document 
Management Branch Ip 16417 062 24X Fiche 50-000,02/12/07, 

0212130017 


■0212130028 Forwards public version of Revision 1 to Emergency Plan 
Implementing Procedure EQ-2, "Pre-Established Onsite & 

Offsite Monitoring Locations (Maps) M Revised table of 
contents end 

PAJ0W5KI , J Commonwealth Edison Co 02/11/01 DENTON, H R NRC - 
No Detailed Affiliation Given 2pp 16417 063 24X 

Fiche 50-000,82/12/07,0212130017 


—8212130041 Public version of Revision 1 to Emergency Plan Implementing 
Procedure EG-2, "Pre-Established Onsite 6 Offsite Monitoring 
Locations (Maps) " 

PAJOVJSKliJ E Commonwealth Edison Co 82/11/29 4pp 16417 065 
24X Fiche 50-000, 82/i 2/07, 8212130017 


02 12140243 Advises of distribution of revisions to "Generating Station 
emergency Plan 11 Braidwood annet not prepared 

TRAHMiTR Commonwealth Edison Co 02/12/07 DENTON, H R Office 
of Nudear Reactor Regulation, Director 2pp 16409 302 24X 

fiche 50-000,82/12/07,8212140243 


Bf- 1 1 2220 1 75 Releases public yorsion of revised generating station 
emergency plan implementing procedures 

FELTON, J M Division of Rules and Records 82/12/10 Document 
Management Branch lp 16329 029 24X Fiche 50-000,82/12/10, 

0212220175 


—0212220190 Forwards public version of revised generating station 
emergency plan implementing p rocedurcu, inc lud ing Procedures 
ED-3 re demand polling of meteorological data & ED-20 re 
emergency forecast request 

PAJOWSKI,J E Commonwealth Edison Co 02/11/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 16529 030 
24X Fiche 50-000,82/12/10,0212220175 


— G 2 1 2220202 Public version of revised generating station emergency plan 
implementing procedures, i nc I udi ng Procedures ED-3 re demand 
polling of meteorolog icat data & ED-20 re emergency 
forecast request 

L ITER87. 1 , L A Commonwealth Edison Co 02/10/13 40pp 
1652? 031 24X Fiche 50-000,02/12/10.0212220175 


8212220306 Discusses layout of communications equipment required in 
control roam, onsite technical support ctr & near-site 
emergency operations facility 

KEPPLER. J 0 Region 3, Office of Director 82/12/16 

Commonweal th Edison Co 3pp 16S03 351 24X Fiche 50-000, B2/12/16, 

0212220306 

I 


0212300167 Releases public version of revised generating station 
emergency plan telephone directory 

FELTON, J M Division of Rules and Records 92/12/20 Document 
Management Branch lp 16612 215 24X Fiche 50-000,02/12/20, 

0212300167 


— B212300179 Forwards public version of revised generating station 
emergency plan telephone directory 

MOORE, R D Commoniwea 1 1 h Edison Co 02/12/0 2 DENTDN, H R Office 

of Nuclear Reactor Regulation, Director lp 16612 216 24X 

Fiche 30-000,02/12 / 20, 8212300167 


- -8212300199 Public version of revised generating station emergency 
plan telephone directory 

GALLE, D P Commonwealth Edison Co 82/1 1/03 60pp 16612 217 
24 X Fiche 30-000,82/12/20,8212300167 


□212300400 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 62/12/22 Document 
Management Branch Ip 16613 203 24X Fiche 50-254,02/12/22, 

8212300400 


- 8212300405 Forwards public version of revised emergency plan 
implementing proc ed ur*» , me 1 ud ing Procedures QEP 310-T3 
re prioritized notification listing U QEP 360-3 re site 
evacuation Receipt form end 

« Commonwealth Edison Cn 82/12/08 DENTON, H R NRC - No 
Detailed Affiliation Given 2pp 16613 204 24X 

Fiche 50-254,02/12/22,8212300400 


— 0212300409 Public version of revised emergency plan implementing 
procedures, inc 1 ud ing Procedures QEP 310-T3 re prioritized 
notification listing & QEP 360-3 re site evacuation 
* Commonwealth Edison Co 82/12/0B I2pp 16613 206 24X 

Fiche 50-254,02/12 /22. 02123 0 0 400 


G Adjudicatory correspondence 


0212070160 Memorandum U order granting licensee B20B18 requeit to 
dismiss proceeding w/o prejudice Util received authority 
to increase spent fuel pool storage capac i ty, mak ing 
shipment of spent fuel between plants unnecessary 
JOHNSON, E 0 , STQBER, Q J , MILHOLLfN, Q L Atomic Safety and 
Licensing Board Panel 02/12/03 Commonwealth Edison Co 4pp 
J 6336 320 24X Fiche 50-000,02/12/03,8212070160 


It General correspondence 


□ Pi 22801 76 Notifies of change in mailing address for NRC licensing 
ma 1 1 

WRIGHT, G N Illinois, State of, Dept Nuc Safety (formerly Dept 
Public Health! 02/12/20 EI8ENHUT. D 0 Division of Licensing 
lp 16556 135 24 X Fiche 30-000,82/12/20,0212200176 


P Operating license stage documents & correspondence 


□PI 1230066 Generic Ltr 82-27 to ail DUR licensees of operating reactors 
except LAC0HR , Big Rock Po int, Drea dun I, Humboldt Day, 
applicants for OL 6 holders of CP re transmittal of 
NUREG-0763 & NUREQ-0783 3vc list end W/o stated end 
CIBENHUT. D G Division of Licensing 82/11/15 General Public 
Utilities - GPU Service Corp 22pp 16387 004 24X 

Tiche 50-000,02/11/13,021 1230066 


G?1 2130275 Forwards safety evaluation of OWR owners group Bi 0522. 0921 & 
020902 responses to NUREG-0737, Item II K 3 25, "Effect of 
Lost of AC Power on Pump Seals " Responses acceptable 
VAS6ALL0, D 0 Operating Reactors Branch 2 82/12/01 DELGEORGE, L 

Commonwealth Edison Co 7pp 164IB 213 24X Fiche 50-254,02/12/01, 

0212130275 


D212160013 Forwards ltr* Prom engineering firms supporting spent fuel 
rack mod at facilities Min gap of 2 3 inches between racks 
doet not invalidate previous seismic analyses if racks 
symmetrically loaded Restoration of 3-inch gap planned 
RAU8CH, T J Commonwealth Ediion Co 82/12/10 EISENHUT.D 0 
Division of Licensing. 3pp 16446 074 24X Fiche 50-254,82/12/10, 

0212160013 


8212280357 Informs of removal of two metal specimens from reactor 
vessel, per Tech Spec 6 6-1 requirements 

RAUSCH, T J Commonwealth Edison Co 02/12/13 KEPPLER, J 0 Region 
3, Office of Director Ip 16561 041. 24 X Fiche 50-254* 02/ 12/13, 

8212230357 


02J222O212 Forward* Revision 22 to CE-l-A* "OA Program for Nuclear 
Generating Station*, w 

SWARTZ, E D Commonwealth Edison Cn 02/12/14 HAASS. W P Quality 
Assurance Branch lp 16510' 007 24X Fiche 50-000.82/12/14. 

□212220212 
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— 3212230231 "QA Program for Nuclear Generating Stations," Revision 22 
* Co-rnmomue a 1 th Edison Co CE-I-A R22 62/1 J/Oi J7pp 

16518 009 24 X Fiche 50-000.32/12/14,6212220212 


G21220OU7 Forwards addl info re NUREG-0737. I ten II F W "Addl Accident 
Monitoring In s fcrumeo tat i a n, M per NRC -&2U09 request 
Pressure monitoring sys provided w/separate loop for narrow 
i ange monitor i ng 

SldARTZ, e D commonwealth Edison Co 32/12/20 EISENHUT, D 0 
Division of Licensing 9pp 16564 062 24X Fiche 50-000,62/12/20, 

0213280117 


0212230343 forward* addl info re NUREG-0727, Items II F 1 4, 5 4< 6 
"Containment Pressure, Water Level Sc Hydrogen Ko n l tor l ng, *' 
per Crutchfield @2 1109 i t r 

SWARTZ. E D Commonwealth Edison Co 62/12/20 EISENHUT. D Q 
Division of Licensing 9pp 16561 053 24X Fiche 50-000,32/12/20, 

0212230343 


B212290111 Application foT amend to License DPR-29, con* l s ti ng of change 
to Tech Specs allowing normal power operation for no more 
than one refueling cycle ui/one main steam drain line 
isolation valve e art 1 b £ t i n g excessive leakage W/o Tech Specs 
RAUSCH, T J Commonwealth Edison Co 32/12/20 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16382 241 24X 

rich* 30-254, 62/12/2D, Q21 22901 1 1 


62 1 2290407 Discusses activities S, itisps performed on feedwater l 
control rod driveline noriles during Fall 1902 refueling 
outage 

RAUSCH, T J Commonwealth Edison Co 02/12/20 KEPPLER, J 0 fteqitm 
3, Office Of Director 3pp 16586 344 24X Fiche 50-254,32/12/20, 

0212290407 


3212200212 Forward* updated schedule for ongoing environ qualification 
testing prog r ama . p e r 6I032B commitment 

SWARTZ. ED Commonwealth Edison Co 02/12/22 EISENHUT, D Q 
Division of Licensing lapp 16556 £61 24X Fiche 50-000,62/12/33, 

3212200212 


6212280263 Clarifies position an c 1 as s i f 1 ca t i on of major mads to EUR 
Mark 1 Containment per 821216 ltr 

RAUSCH. T J Commonwealth Edison Co 32/12/22 DENTON, H R. Office 
of Nuclear Reactor Regulation, Director 2pp 16561 307 24X 

Fiche SO-OOO. 62/12/22, 0212280263 


8213300138 Confirm* 821220 tele on author! laticn For change to Tech Spec 
as requested by 321220 ltr Amend revised Tech Spec allowing 
operation u/on« main steam drain isolation valve inoperable 
License ami nd» eva 1 uat ion & notice of issuance will -be sent 
LAIMAS, G C Assistant Director for Operating Reactors 82/12/23 
UELGEORCEj L Commonwealth Edison Ca 2pp 16624 191 24X 

Tiche 50-254.02/12/23,0212300130 


Q Inspection reports, IE Bulletins & correspondence 


02OBI9O24O IE Bulletin 82-03, Revi s ian 1, "Stress Cracking in Thick- 
Mall, Large-Pi ameter, Stai n 1 ess Steel, Recirculation Sgs Piping 
at BUfl Plants 11 Svc list end 

DEYOUNG,!? C Director's Office, Office of Inspection and 

Enforcement 82/10/38 Consolidated Edison Co of New York, Inc 

112pp 16462 163 24X Fiche 50-000,82/10/23,0200190240 


8209190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 & Model 8 02 Thermoluminescent Dosimeters " 0vc Hat 
end 

CODS, L t Division of Fuel Facilities, Materials 6 Safeguards 
02711/05 Consolidated Edison Co af New York, Inc IJOpp 
16372 142 24X Fiche 50-000,62/3 1/05,02031 90245 


8212020309 Forward* IE Insp Repts 50-254/82-15 & 50-365/02-17 on 
020030-0902 U notice of violation 

MILLER, R Division of Engineering fc Technical Programs 82/11/16 
REED, C Commonwealth Edison Co 2pp 16276 147 24X 

Fiche 50-254. 82/11/16. 021 202030B 


— 6212020310 Notice of violation from imp on 320830-0902 

MILLER, J R Division of Engineering U Technical Programs 
82/11/16 tp 16276 14? 24X Fiche 30-254,82/11/16,8212020300 


■3212020314 IE tnsp Repts 50-254/82-15 & 50-265/82-17 on 820930-0902 
None omp Kance noted failure to use strong, ti ght packages 
for transportation of low specific activity radwaste 
HUETER, L J , GRANT, W 0 , GREGER.L R Region 3, Office of Director 
82/10/12 9pp 16278 150 24X Fiche 50-254, 02/ 11 / 16, 021 202 D30G 


8200190251 IE Info Notice 92-44, "ClaTi 
Exercise Requirements 41 Svc list enc 1 
JORDAN. E L Division of Engineering 
Consolidated Edison Co of New York 
Fiche 50-000, 82/1 1/10, 8308190251 


ficatl 

& Qua 1 
i Inc 


on of Emergency 

i ty Aisurance 
I09pp 16411 


Plan 

82/11/19 
19 9 24X 


8212030197 Forwards IE Insp Rept* 50-254/B2-1S U 50-265/02-20 on 
620909-1022 No none amp 1 1 a nc e noted 

STREETER, J F Division of Project & Resident Programs 82/11/19 
REED* C Commonwealth Edison Co 2pp 16307 0G3 24 X 

Fiche 50-254,82/11/19,8212030187 


—8212030197 IE Insp Repts 50-254/82-18 8< 50-265/82-20 on 02O9OO-1OP2 Ho 
noncomp liance noted Major areas inspected ma i n t-re f ue 1 i ng , 
training, ve *se I internal insp*roactor scram, feedwater 
sparger mod fit followups on significant events fit LERs 
CHRISSDTIMOS. N , DUPONT, 5 G , WALKER, R D Region 3, Office of 
Director 82/11/19 lOpp 16307 085 24X Fiche 50-254.82/11/19, 

8212030107 


0212060191 Forwards IE Insp Repts 50-254/02-21 6 50-2*5/02-23 on 
021026-29 No noncomp! 1 arc e noted 

MILLER, JR Division of Engineering 8, Technical Programs 02/11/23 
REED, C Commonwealth Edison Co 2pp 16313 055 24X 

Tiche 30-254,02/11/23,8212060191 


— 8212060197 IE Insp Repts 30-254/02-21 L 50-265/82-23 on 021026-29 No 
none ump I lance noted Major areas inspected normal operational 
6 refueling radiation protection a c 1 1 vi 1 1 e s, * ta f f l ng . 
training 6 status of certain NUREG-0737 items 
HUETER.L J , MrLLER.O E . OREGER, L R Region 3, Office of 
Director 02/11/23 9pp 16313 057 24X Fiche 50-254.82/11/23, 

8212060191 


G20S190256 IE Info Notice 82-46, "Defective L Obsolete Combination 
Pad locks " Svc list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 03/11/26 Consolidated Edison Co of New York. Inc 

127pp 16411 063 24 X Fiche 50-000,82/11/26,6208190256 


0208190297 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Nan-Fissile Radioactive Matl ” Svc list end 
COBB, L I Division of Fuel Facilities, Materials & Safeguard* 
82/11/30 Consolidated Edison Co of New York, Inc 336pp 
16307 028 24X Fiche 50-000, 82/ J 1 /30, 02001 90257 


8212030053 Ac k receipt Df 82110B 1 fcr informing NRC of Steps taken to 
resolve problems identified in IE Emergency Preparedness 
Appraisal Repts 30-234/02-14 b 50-265/82-16 C lar i f i cat i on re 
start S* stop of 15-minute clock provided 

KEPPLER, J G Region 3, Office of Director 02/11/30 REED, C 
Commonwealth Edison Co lp 16304 143 24X Fiche 50-254.02/11/30, 

8212030053 


— 821 2030056 Responds to NRC 020930 ltr re problems identified in 
Paragraph 5 of IE Emergency Preparedness Appraisal Repts 
50-254/02-14 & 50-265/82-16 Addl corporate emergency 
planning positions budgeted for 1903 

RAUSCH, T J commonwealth Edison Co 02/11/08 KEPPLER, J 0 
Region 3, Office of Director 3pp 16304 144 24* 

Fiche 50-254,02/11/30,8212030053 


0212060029 Forward* raspome to IE Bulletin 02-03 re stress corrosion 
cracking in thick uiallrJarge diameter stainless steel 
recirculation 5 y« piping at QWfts Dresden response only 
addresses Item 4 Other info will be provided by startup 
RAUSCH, T J Commonweal tb Edison Cd 82/12/01 KEPPLER, J Q Reqion 
3, Office of Director lOpp 16313 200 24X Fiche 50-000,82/12/01, 

8212060029 


01' 1 2080537 Forwards response to Revision 1 to IE Bulletin 82-03 re 
stress corrosion cracking in th ic k-ua 1 J , lar ge diameter 
stainless steel recirculation sys piping Addl info for 
Dresden 2 due prior to startup from Spring 1983 outage 
RAUSCH. T J Commonwealth Edison Co 82/12/01 KEPPLER, J G Region 
3* Office of Director lOpp 16352 056 24X Fiche 50-000,82/12/01, 

G2J 2080537 


8PO019O259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penstra fcion Assemblies “ Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

J !3pp 16411 317 24 X Fiche 50-000,02/12/03,0208190259 


820819026 1 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Socket* " Svc list end 

JORDAN, E L Division of Engineering K Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 50-000,82/12/03,8208190261 


9212090325 Ack receipt of 921129 ltr informing NRC of steps 
correct violation* noted In IE Safeguards Insp Repts 
50-254/02-20 6 50-265/82-21 

MILLER, J R Division of Engineering & Technical Programs 
REED, C Commonwealth Edison Co Ip 16363 103 24X 

Fiche 50-254* 82/12/03, 821 2090325 


taken to 

82/12/03 
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— 8212090338 Responds to NRC 021029 1 tr re violations noted in IE 
Sateguatds Insp Repts 50-254/82-20 k 50-265/82-21 Corrective 
actions uithhcld iref 10CFR73 21) 

DELOEGRGE- L O Commonwealth Edison Co 02/11/29 KEPPLER , J G 
Region 3. Office of Director lp 16365 104 24X 

Fiche 50-254. 82/ 12/03, 8212090325 


8212100145 Discusses util 821001 response to IE Insp Repts 50-254/02-13 
& 50-265/82-15 re multiplet analysis capability in AA 1 5 
software Alternative m-depth review of AAIS acceptable, 
provided that NRC concerns addi essed in review 

PAPE8IELL0. C J Division of Emergency Preparedness & Operational 
bupport 82/ 12 <'06 RAUSCH. T J Commonwealth Edison Co lp 
16376 042 24 X Fiche 50-254,02/12/06,8212100145 


0208190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air & Oas Monitoring ° Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Inforcement Q2/12/I6 Consolidated Edison Co of New York, Inc 

J 27p p 16628 191 24X Fiche 50-000,02/12/16,0208190267 


8212270295 Ac k receipt of 821124 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-237/82-21, 

50-249/82-22. 50-254/32-17 k 50-265/92-19 

NDRELIUS.C E Division of Engineering 6 Technical Programs 
62/12/16 REED. C Commonwealth Edison Co 2pp t6530 085 24X 

f i che 50-000, 82/12/16. 8212270295 


'-0212270303 Responds to NRC B21026 Itr re violations noted in lb Insp 
Repts 50-237/02-21,50-249/82-22,50-254/82-17 k 50-265/02-19 
Cori active actions annual audits of all active AE firms 
performing sa f e ty -re 1 a t ed work required 

DELGEOROE. L 0 Commonwealth Edison Co 02/11/24 KEPPLER , J Q 
Region 3, Office of Director 4pp 16530 007 24X 

Fiche 50-000,92/12/16,8212270295 


—0212270307 "E DS-NUTECH Interface Control Instructions," Revision 0 
TSChUDI , W F NUTECH (Nuclear Technology, Tnc > 82/09/30 22pp 

16530 091 24 X Fiche 50-000,02/12/16,0212270295 


— 6212270313 "IE Bulletin 79-14 V TAP Piping Eva 1 ua 1 1 on, Quad Cities Units 
1 it 2 k Dresden Units 2 3, " Revision O 

a NUTECH (Nuclear Technology, Inc > B2/10/0I 9pp 16530 113 

24X Fiche 50-000,82/12/16,0212270295 


□212290346 Forwards IE Insp Repts 50-254/02-25 k 30-265/82-27 on 
021115-19 No noncomp 1 lane e noted 

LITTLE, W S Division of Engineering k Technical Programs 03/12/16 
JTEED, C Commonwealth Edison Co 2pp 16506 177 24X 

fiche 50-254, 82/12/16, 8212290346 


—0212290340 IE Insp Repts 50-254/82-25 k 50-265/82-27 on 821115-19 No 
noncomp lisnee noted Major areas inspected nonlicensed 
personnel & licensed operator requa 1 l f i ca l i on training 
procedures t records tr surveillance scheduling program 
FARRELL, R C , PESCHEL, U M , HAWKINS, F C Division of Engineering & 
Technical Programs 82/12/14 3pp 16586 179 24X 

Fiche 30-254,02/12/16,8212290346 


□012580110 Provides final status rept of IE Bulletin 79-14, "Seismic 
Analysis for As-Ouilfc Saf oty-Re lated Piping Sys 11 Complete 
k final listings of portions of sys failing to meet TSAR 
requirements under NUTECH responsibility end 

RAUSCH, T J Commonwealth Edison Co 02/12/17 KEPPLER, J 0 Region 
3, Office of Director 3pp 16564 191 24X Fiche 50-000,02/12/17, 

02122801 10 


GI'09190260 IE Info Notice 82-50, "Nod of Solid State AC Undervoltage 
Relays Type f TE-27 " Svc list end 

JORDAN, C L Division Of Engineering k Quality Assurance 82/12/20 
Consol idated Edison Co of New York, Inc lOBpp 16628 293 24X 

Fiche 50-000,82/12/20,8200190260 


8212290407 Discusses activities tr insps performed on feedwater & 
control rod driveline noides during Tall 1992 refueling 
outage 

RAUSCH, T U Commonwealth Edison Co 82/12/20 KEPPLER, J 0. Rogian 
3, Office of Director 3pp 16986 344 24X Fiche 50-254,82/12/20. 

0212290407 


H Periodic operating reports h related correspondence 


B212I40443 "Evaluation of Quad Cities Nuclear Power Station ** 
Commonweal th Edison Co, 1902 " 

* Institute of Nuclear Power Operations 02/11/08 39pp. 

16405 210 24X Fiche 50-254,82/11/08,0212140443 


8212J30196 Forwards monthly operating repts for Nov 1982 

KALIVIANAKI8, N Commonwealth Edison Go 02/12/01 Director's 

Office, Office of Inspection and Enforcement lp 16396 151 24X 

Fiche 50-254,82/12/01,8212130196 


— 0212130202 Monthly operating repts for Nov 1902 

PUSS, R D Commonwealth Edison Co 02/12/01 21pp 16396 152 
24X Fiche 30-254,82/12/01,8212130196 


DOCKET 50-255 PALISADES NUCLEAR PLANT 


F Security, medical, emergency k fire protection plans 


0212070300 Documents 021202 telcon re emergency operations facility 
Facilities for four plants completed Table end 

VANDEWALLE. D J Consumers Power Co 82/12/03 CRUTCHFIELD, D 
Operating Reactors Branch 5 2pp 16343 156 24X 

Fiche 50-000, 02/12/03,8212070300 


8212090409 Submits addl info in response to NRC 820701 questions re 
fire protection Exemption request re d i sc on fie c t/c onnec t 
procedure of Leads at penetration for auxiliary shutdown 
panel source range monitor onci 

JOHNSON. B D Consumers Power Co 82/12/06 CRUTCHFIELD. D 
Operating Reactors Branch 5 5pp 16365 003 24X 

FichB 50-253.82/12/06,8212090409 


02)2100210 Responds to 82110? Itr ro Revision 5 to security plan 
Modified screening program changes submitted as Revision 6 
in 021105 itr 

VANDEWALLE, 0 J Consumers Power Co 82/12/00 CRUTCHFIELD, D 
Operating Reactors Branch 5 lp 16376 073 24X 

fiche 30-000, 02/12/00,0212100210 


□ 142100285 Advises that changes to security l su i tab 1 1 i ty , ti a i n 1 ng f< 
qualification plans submitted 821105 do not decrease 
safeguards effectiveness NRC approval of changes in 
accordance U/J0CFR50 54(p> not required 

VANDEWALLE, D J Consumers Power Co 02/12/00 CRUTCHFIELD, D 
Operating Reactors Branch 5 Ip 16377 145 24X 

Mche 50-000.82/12/08,8212100205 


021 2130203 Forwards Safeguards Div regulatory effectiveness review 
conducted on 820913-17 Response requested within 30 days 
Lnc 1 withheld (ref 10CFR73 21 ) 

CRUTCHFIELD, D Operating Reactors Branch 9 02/12/09 

VANDEWALLE, D J Consumers Power Co 2pp 16396 179 24X 

Ticho 50-255,82/12/09,021213020 3 


0212230275 Forwards response ta IE Safeguards Insp Rept 50-255/02-25 
Response withheld (ref 1GCFR73 21 i 

VANDEWALLE, D J Consumers Power Co 82/12/15 CRUTCHFIELD, D 
Operating Reactors Branch 5 lp 16507 399 24X 

Fiche 50-255.02/12/15,021223027 5 


BJ12220306 Discusses layout of communications equipment required in 
control room, onsite technical support c fcr k near-site 
emergency operations facility 

KEPPLER, JG Region 3, Office of Director 82/12/16 

Commonwealth Edison Co 3pp 16503 391 24X Fiche 90-000,02/12/16, 

8212220306 


8212280302 Confirms 021221 telcon extending due date for response to 
NRC 621213 Itr on regulatory effectiveness review to 830201 
Security-related findings k observations will be addressed 
VANDEWALLE, D J Consumers Power Co 02/12/22 CRUTCHFIELD, D 
Operating Reactors Branch 5 lp 16959 362 24X 

Fiche 50-255,82/12/22,8212280382 


0 Advisory Committee on Reactor Safeguard* reports i correspondence 


0212010502 Summary of 2&5th ACR3 meeting on 020506-08 in Washington, DC 
re Glnna restart safety e value t ion, Wo 1 f Creel OL review, 

PalisadBS SEP r e vi bw, omer gen c y response capability of plants 
k safety-related equipment qualification program 
# ACR8 - Advisory Committee on Reactor Safeguards 02/11/26 
ACRS - Advisory Committee on Reactor Safeguards 603pp 16294 131 

E?4X Fiche 50-000,02/14/26,0212010502 


P Operating license stage documents k correspondence 


021214000 1 Addl response to FOIA request for five categories of 
documents re SEP Forwards documents listed in App A No 
documents located subj to^ Item 3 of request Review of 
remaining documents continuing Documents available in PDR 
FELTON, J M Division of Rules and Records 82/11/03 GALL0, J 
I sham, Lincoln 5c Deal® 2pp 16433 354 24X Fiche 50-000,02/11/03, 

8212140001 


—7907300565 Discusses pipe support mods made as result of seismic design 
analysis problems Agrees piping systems as modified conform 
to ANSI B 31 1 Related info end 

SILVER, R D Operating Reactors Branch 2 (Pre 790625) 79/00/10 

EISENHUF, D 0 Division of Operating Reactors i4pp 16436 025 
24X Fiche 50-000,82/11/03,9212140001 
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— 0002200995 Notifies thdfc review It performance of audit calculations to 
be continuad per contract & preliminary review work to bo 
completed at LaCrosse Code used for reanalysis of piping sy £ 
require* be nchmar k 1 ng per code verification program 
SHAD- L C Assistant Director for engineering Programs 79/10/30 
EISENHUT, D 0 Division of Operating Reactor* lp J -6435 Alt 
24X Fiche 50-000, 82/11 /03-, 0212140001 


--8 0 0553 OS 5-5 Forward* rept, "Role of Radiation Damping In Impedance 
Function Approach to Sol 1-Str uc tore Interaction Analysis/" 
prepared by NOT Eng meer ing , Inc 

MURRAY > 1? C Lawrence Livermore Laboratory 60/05/19 ALLISON- D 

Systematic Evaluation Program Drench lp 16433 112 24X 

Fiche 50*000.62/11/03-3212140001 


— 000523056 1 "Rale of Radiation Damping in fcipedanee Function Approach to 
Sol Instruct ure Interaction Analysis " Prepared for LLL 
T8AI.T NCT Eng ltieering, Inc FIN A-0233 BO/OS/31 NRC - No 
Detailed Affiliation Given 50pp 16435 113 24X 

Fiche 30-000,02/11/03.6212140001 


— 61010301 iQ Trip rept of 601117-19 site visit to observe s i te- s p ec i f i c 
feature* re SEP structural , el *c trie al Sr sy* topic review 
Related info end 

MICHAELS. T S Technical Support Branch 30/12/17 RUSSELL, W T 
Technical Support Branch £71pp 16436 120 24/ 

Fiche 50-000. 02/11/03, B2 121 40001 


— 8201100567 Forwards M«ehanical Engineering Branch review of SEP Topic 
Iir-S 0/ "High Energy Line Break Outside Containment " High 
energy line break analysis of auxiliary feedwater sys to be 
included in licensee response to Nl/REG-0737 Item II E 1 1 
KNIGHT, U P A** i stant Director for Component* & Structures 
Engineering Bl/12/24 LAIMAS. 0 C Assistant Director for Safety 
Assessment lOpp 16436 067 24X Fiche 50-000,62/11/03, 

8212140001 


—3202180460 Forwards Revision 1 to evaluation rept on SEP Topic VI-4, 
"Containment Isolation Sys, " for facility Rapt consider* 
util comments received In BIO 010 St E20104 lfcrs Conclusion* 
of original rept remain unchanged 

SPE15.T P Assistant Director for Reactor Safety 32/01/27 
LAINAS, 0 Assistant Director for Safety Assessment 43pp 
16436 070 24X Fiche 50-000-82/11/03,3212140001 


— 82-04270491 Submits comments on SEP Topic III-A. "Seismic Design 
Considers tions ” 

JOHNSTON, W V Assistant Director for Materials & Qualification* 
Engineering 82/03/30 VOLLMER.R H Division of Engineering 
lp 16436 077 24 X Fiche 50-000/02/11/03,8212140001 


BP1207OI92 Foiward* Amend 71 to License DPR-20 & notice of issuance 
Se ava i label i ty Amend revise* T«ch Specs to allow revised 
testing intervals for RHP *ys 

CRUTCH" TELD. D Operating Reactors Branch 5 02/12/01 

VANDEWALLE. E> J Consumers Power Co 3pp 16335 118 54X 

Fiche 5 0-255. 82/ 1 2/0 1 - 821 2070 1 92 


*8212070201 Amend 71 to License DPR-20. revis ing Tech Spec* to allow 
revised testing intervals for RHft sy* 

CRUTCHFIELD. D Operating Re-actor* Branch 5 82/12/01 5p p 

16335 121 24JC Fiche 50-255,02/12/01,8212070192 


--8212070210 Notice of issuance it availability of Amend 71 to License 
DPR-20 

CRUTCHFIELD, D Operating Reactors Branch S 02/12/01 2pp 
16335 126 24* Fichd 30-255,82/12/01.0212070192 


1212080340 Forwards BER sup porting util i mp 1 e menta 1 1 on of TMI Item* 
11 B 4, "Training for (litigating Core Damage" & I A 2 1, 
"Immediate Upgrading at Reactor Operator $< Senior Reactor 
Operator Training St Qualifications " 

CRUTCHFIELD, D Operating Reactor* Branch 5 82/13/02 

VANDEWALLE, D J Consumer* Power Co 4pp 16352 085 24X 

Fiche- 50-255, 02/12/02, 8212090340 


— 0212130229 “SEP, High Energy Line Breaks Inside Co n ta 1 nmen t. Pa 1 i * a do* 
Nuclear Sta 1 1 on. Phase IV Summary of Results *■ 

# EDS Nuclear, Inc 02-0540-1100 R00 02/11/30 3l7pp 

16397 019 24X Fiche 50-255,82/12/09,0212130224 


BP 1 2200070 Forwards application to amend License DPR-20, c hang i n g Teih 
Spec Section 3 3 1 tt Table 4 2 1 to reduce required boron 
concentration in safety injection tank T-02D for remainder 
of Cycle 5 

VANDEWALLE, D J Consumer* Power Co 82/12/15 CRUTCHFIELD, D 
Operating Reactors Branch 5 ip 16473 342 24X 

FI c he 50-253, 02/12/ 1 3 . 02 1 2200070 


— 0212200075 Application to amend License DPR-20, chang i ng Tech Spec 
Section 3 3 1 It Table 4 2 1 to reduce required boron 
concentration in safety injection tank T-B2B for remainder 
of Cycle 5 

DEMrTT.P B Consumers Power Co 02/12/15 2pp 16473 343 24y 

Fiche 50-235,82/12/15,0212200070 


j -Q2122OOO02 Proposed changes to Tech Spec Section 3316 Table 4 2 i 
to reduce required boron concentration in safety injection 
tank T-S2D for remainder of Cycle 5 

* Consumer* Power Co 02/12/15 3pp 16473 345 24X 

Fiche 50-255,02/12/15,0212200070 


Q2122I0459 Forwards safety evaluation S technical evaluation rept re 
TMI Action Item II E 1 2, "Auxiliary Feedwater Sys Automatic 
Initiation fc Flow Indication 11 Sys comply w/NRC long-term 
safety requirements 

CRUTCHFIELD, D Operating Reactors Branch 5 02/12/16 

VANDEWALLE, D J Consumers Power Cn 4pp 16409 149 24X 

Fiche 50-255, 02/12/16-0212210459 


- B20914O103 "Auxiliary Feedwater Sys Automatic Initiation 6 Flow 
Indication," technical evaluation rept 

KAOCHER, J E Franklin I ns t i tute/Fx ank 1 in Research Center 
NRC-03-79-1 18 TEft-C 5257-298 82/09/00 KENDALL, R NRC-No 

Detailed Affiliation Qivbh I5pp 16489 153 24X 

Fiche 30-255-02/12/16-8212210459 


0212200083 Forward* application for amend to License DPR-20, c ha ng i ng 
feeh Specs Section 6 re administrative controls- to include 
revised working hour guidelines per NRC Generic Ltr 02-J2 fe 
NURE0-O737. Item T A 1 3 

VANDEWALLE. D J Consumers Power Co 02/12/20 CRUTCHFIELD- D 
Operating Reactors Branch 5 2pp i 6565 096 24X 

fiche 50-255- S2/12/20, 8212280003 


— 8212280069 Application for amend of License DPR-20, c han g i ng Tech Specs 
Section 6 re administrative controls, to include revised 
working hour guidelines per NRC Generic Ltr 02-12 & 

NUREG-0737, Item I A 1 3 

DEWITT, R B Consumer* Power Co 82/12/20 6pp 16565 09B L'4X 
Fiche 50-255,02/12/20,8212280083 


— 0212290094 Proposed changes to Tech Spec* Section 6 re administrative 
controls 

* Consumers Power Co 02/12/20 23pp 16565 104 24X 

Fiche 30-255, B2/J2/20. 8212280083 


9212300031 Forwards Amend 72 to License DPR-20 & notice of issuance 
ft availability Amend changes Tech SpBCS re SEP Topics 
III -7 C,V-tO B $ V~1I A 

CRUTCHF I ELD- D Operating Reactors Branch 5 02/12/21 

VANDEWALLE, D J Consumer* Power Co 3pp I6S9B 164 £4X 

Mche 50-255, 02/12/21* 0212300031 


— 0212300030 Amend 72 to License DPR-20, c hang i ng Tech Specs re SEP Topic* 
ni-7 C, "Dome De i ami na 1 1 on, " V-IO D- r, RHR Sys Reliability' 1 
6 V-II A, "Requirement* for Isolation of High ft Low Pressure 
Sys " 

CRUTCHFIELD, D Operating Reactors Branch 5 02/12/21 7pp 

1659S 167 24X Fiche 50-255, 02/ 12/21 , 021 2300031 


— 8212300044 Notice of issuance ft availability of Amend 72 to 
-B 209030322 "Improvement* Jr Training St Requal i f 1 cat ion Programs As License DPR-20 

Required 1 By TMI Action Items f A 2 I & 1 1 04 for Palisades CRUTCHFIELD, D Operating Reactors Branch 5 82/12/21 2p p 

Nuclear Plant," technical evaluation rept 1659B 176 24X Fiche 50-253,02/12/21,8212300031 

* Science Applications, Inc NRC-03-82-096 SA I- J 86-029-20 
8*2/08/31 NRC - No Detailed Affiliation Given 16pp, 

16352 087 24)C Fiche 50-255,02/12/02,0212000340 O Inspection reports, IE Bulletins 4 correspondence 


y 12 130224 Forward », "SEP.Hlgh Energy Line Break* Inside Containment, 8200190240 IE Bulletin 02-03, Revi s i on l, "Stress Cracking in Thick- 

Palisade* Nuclear Station, Phase IV Summary of Results, Wall, Large-Diameter, Stain 1 ess Steel, Rec ircu lation Sys Piping 

Nevition 0 " Rept incorporates result* of fracture mechanics at BWR Plants “ Svc list end 

^"f 1 ^*** DEYOUNG, R C Director's Office. Office of Inspection and 

TONER. K A EDS Nuclear, Inc 62/12/09 CRUTCHFIELD, 0 Operating Enforcement 02/10/20 Consolidated Edison Co of New York, Inc 

Reactors Branch 3. 2pp 16397,017 24X Fiche 50-255,82/12/09, J I2pp 16462 J63 24X Fiche 50-000, 82/10/28, 8200190240 
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G2QB190245 IE Info Notice 02-42 1 "Defects Observed in Panasonic Model 
001 It Model 802 Thermol ufiunescetit Dosimeters 11 Svc list 
one 1 

CGBtirL I Division of Fuel Facilities* Materials & Safeguards 
02/11/05 Conao 1 ida ted Edison Co of New York, Inc llOpp 

16372 142 24X Fiehe 50-000,82/11/05,8208190243 


02 J 2030121 Forwards IE Insp Rept 50-255/82-26 on 821001-31 No 
none nmp 1 lance noted 

STREETER. J F Division of Project U Resident Programs 82/11/17 
DEWITT . R B Consumers Power Co 2pp 16303 291 24X 

Tiche 50-255,82/11/17.8212030121 


--8212030129 IE Insp ftept 50-255/82-26 on 821001-31 No noncompliance 
noted Major areas inspected operational safety vei i fi cation « 
plant trip r ev I ew, mon th 1 y ma i nt, mon fch ly s urve l 1 1 anc e , d e s i gn 
changes t< mods It Independent insp effort 

JORGENSEN, 0 L j HELLER, J K , BOYD, D C Division of Project & 
Resident Programs 82/11/16 6pp 16303 293 24X 

Fiehe 50-255,82/11/17,8212030121 


02 08190251 IE Info Notice 82-44, "C lar i f i cat i on of Emergency Plan 
Exercise Requirements 41 Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/11/18 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

f s c h e 50-000, 82/ 11/10, 8200 1 9023 1 


C; , 0QI90256 IE Info Notice 82-46, "Defective & Obsolete Combination 
Padlocks " 3vc list end 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Itic 

1 27 pp 16411 065 24 X Fiehe 50-000,82/11/26,6208190256 


32] 2020347 Forwards response to 021006 request to rescind Provisions 
A I 6 C of NRC 810309 order to upgrade regulatory 
performance Consideration based on NRR approval of 021112 
Tech Spec change request re safety mg t function 

KEPPLER, J 0 Region 3, Office of Director 82/11/26 DEWITT, R 0 
Consumers Power Co lp 16270 177 24X Fiehe 50-255,82/11/26, 

B2I 2020347 


— 6212020351 Requests recinding NRC 810309 order to upgrade regulatory 
performance duo to significant improvement over last 
t S-yrs Schedule for action discussed 

VANDEWALLE, D J Consumers Power Co 02/10/06 KEPPLER, J G 
Region 3, Office of Director 2pp 16278 170 24X 

Fiehe 90-259,02/11/26,8212020347 


□PO 01 90257 IE Info Notice 82-47. "Trans pot ta t i on of Type A Quantities 
of Non-FissJlo Radioactive Mat) " Svc list end 
LOHD.L I Division of Fuel Facilities, Materials 6 Safeguards 
82/IJ/30 Consolidated Edison Co of New York, Inc 356pp 
J 6337 020 2 4X Fiehe 30-000,82/11/30,8208190237 


0212170007 Forwards IE Insp Rept 50-255/82-27 on B21118 No 
ucnconp 1 lance noted 

LITTLE, W S Division of Engineering U Technical Programs 02/11/30 
DEWITT, R B Consumers Power Co 2p p 16451 001 24X 

riche 50-255,82/11/30,0212170087 


—8212170096 IE Insp Rept 50-255/82-27 on 82UI0 No none omp 1 i an c e noted 
Major areas inspected 10C fr R2l ac t i v i t le a , pr evi ous insp 
findings 6 IE Bulletin 78-14 6 82-02 activities 

WARD, K D , DANIELSON, D H Region 3, Office of Director 82/11/29 

3pp 16432 003 24X Fiehe 50-255,82/11/30,8212170007 


8212280330 Responds to request for plans for corrective action re 
621026 IC Insp Rept 50-255/02-22 concerning radiolagica) 
environ monitoring program Corrective actions instituted 
to eliminate weaknesses Completion dates listed 

JOHNSON, B 0 Consumers Power Co 82/12/02 KEPPLER. J 0 Region 3, 
Office or Director 3pp 16560 094 24X Fiehe 90-255, 02/ 12/02, 

621 2280330 


Bi'06190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
E-lectrieat Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

1 13pp 16411 317 24 X Fiehe 50-000,82/12/03,0200190259 


8206190261 IE Info Notice 02-48, "Failures of Agastat OR 0095 Relay 
Sockets " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

f ic he 50-000, 02/12/03, 0208190261 


8212230279 Forwards response to IE Safeguards Insp Rept 50-255/82-25 
Response withheld (ref 10CFR73 21) 

VANDEWALLE, D J Consumers Power Co 02/12/13 CRUTCHFIELD, D 
Operating Reactors Branch 5 lp 16507 359 24X 

Fiehe 50-235,02/12/19,8212230273 


8PO019O267 IE Info Notite B2-49, “Correction for Sample Conditions for 
Air it Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office* Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

127pp 16628 191 24X Fiehe 50-000,02/12/16,0200190267 


82O019O26B IE Info Notice 02-50, "Mod of Solid State AC Und ervo 1 tag e 
Relays Type I TE-27 " Svc list enc I 

JORDAN, E L Division or Engineering & Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc 108pp 16620 293 24X 

fiehe 50-000,32/12/20.8208190268 


R Periodic operating reports It related correspondence 


8212130247 Forwards monthly operating rBpt for Nov 1902 

KENNEDY, D M Consumers Power Co 82/12/06 NRC - No Detailed 
Affiliation Given lp 16396 216 24X Fiehe 50-255,82/12/06, 

8212130247 


—8212130250 Monthly operating rept for Nov 1902 

PETERSON, D A Consumers Power Co 02/12/06 3pp 16396 217 
24< Fiehe 30-255,82/12/06,0212130247 


5 Reportable occurrences, LERs & related correspondence 


0212020325 Forwards LER 02-O4O/O3L-O 

JOHNSON, R D Consumers Power Co 82/11/23 KEPPLER, J G Region 3, 
Office of Director lp 16277 160 24X Fiehe 50-255,02/11/23, 

0212020325 


— B212020331 LER B2-040/03L-0 from 821028-11 1 0, sa fety Injection tank D 
level reached Tech Spec limits 13 times Caused by minor 
leakage past loop check valve & tank check valve ot fill St 
drain valve Lose of level indication compounded problem 
# Consumers Power Co 02/11/23 Region 3, Office of Director 

3pp 16279 161 24X Fiehe 50-255,02/11/23,8212020323 


0212060357 Forwards nonradl o log i c a ] NPDES permit violation repts for 
May “0c t 1982 

JOHNSON, 0 D Consumers Power Co 02/11/24 KEPPLER, JG Region 3, 
Office of Director lp 16311 009 24X Fiehe 50-255,02/11/24, 

02 12060357 


— 821206037! NP DES none omp 1 lane e notification on 821004. max measured TRC 
value in mixing basin was O 75 ppm during chlorination of 
cooling tower A Caused by excessive chlorine feed for plant 
conditions Chlorination terminated 

FGBES, R L Consumers Power Co 02/10/13 lp 16311 010 24X 

Fiehe 50-25 5, 82/1 1/24, 0212060357 


— 8212060382 NPDES noncompliance notification on 820927, routine weekly 
sample for oil it grease collected measured 23 0 mg/1 
Caused by malfunction of emulsion breaker & oil removal sya 
Emulsion breaker ail filters changed 

FOOE3.R L Consumers Power Co 02/10/12 Ip 16311 011 24X 

Fiehe 30-25 5,02/11/24,0212060357 


—8212060392 NP DE0 n one omp 1 ianc e notification on 820920, rou ti no weekly 
oil & grease sample collected measured 123 mg/1 Caused by 
malfunction of emulsion breaker sys Emulsion breaker oil 
filters changed on 820921 

FDBESi R L Consumer* Power Co 02/10/01, lp 16311 012 24X 

Fiehe 30-255, 02/11/24, 0212060357 


— 0212060396 NPDES noheomp 1 iance notification on 020731, daily max limit 
of 20 mg/1 for oil It grease was exceeded 6 day s, ro sul t i ng in 
monthly average limit of 15 mg/1 being exceeded Cause 
unknown Oil absorbent pillows changed 

FOQES.R L Consumers Power Co 82/08/16 lp 16311 013 24X 

Fiehe 50-25 5,02/1 1/24,821206 0 357 


■B212060412 NPDES noncompliance notification on 020722 It 23, routine oil 
it grease samples measured 26 5 mg/1 & 31 8 mg/1, 
respectively Cause unknown Oil absorbent pillows changed & 
floating oi 1 removal devices emptied 

F0BE8, R L Consumers Power Co 02/09/06 lp 16311 014 24X 

Fiehe 50-25 9,02/11/24,8212060 357 


— Q212060421 NPDES noncompl lance notification on 820720, rou tine oil 
£ grease sample indicated 23 5 mg/l concentration Cause 
unknown Oil absorbent pillows in tank T-41 changed 
FORES, R L Consumers Power Co 02/07/30 lp 16311 013 24X 

Ftch# 90-255,82/1 1/24,8212060357 


— 0212060431 NPDES ntxhcomp 1 i anc* notification on 820712,13 4< 14, routine 
oil 4 grease samples indicated El 7 mg/1,29 9 mg/l It 
112 5 mg/l respectively Caused by clogged oil removal 
filters in emulsion breaking sys Oil filters changed 
FOBES.R C Consumers Power Co 02/07/22 Ip 16311 016 24X 

Fiehe 50-25 5,02/11/24,8212060357 
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--82 15060444 NPDES noncamp 1 s arc e notification on 020650,! 59 it 30. routine 
o i l it grease samples indicated 37 7 mg/S.,23 1 mg/1 & 20 B 
mg/ 1* respec t i vely Caused fry malfunction of oil treatment 
slid &■ associated equipment Oil removal filters changed 
ZINMERMAN, R L Consumers Pouer Co 65/07/07 3pp 16311 017 
54X Pi the 50-255, 0,2/1$ 724, 0212060337 


0212060067 Forward * LER 92-045/01 T-0 

JOHNSON, 0 D Consumers Power Co 03/11/59 KEPPLER, J 0 Region 3, 
Office of Director lp 16314 293 24X Fiche 50-355-02/11/29. 

8212060067 


— B2I2060073 LER 82-042/01T-0 on 02J 112, men fch ly sample of T-92D (D safofcy 
injection tank) showed boron concentration below Tech Spec 
limit Caused by minor leakage past loop check valve U tank 
check valve Primary coolant leak monitored 

* Consumers Power Co 82/31/29 Region 3, Office of Director 

2pp 16314 274 24X F i c ha 50-255.82/11/29.9212060067 


BP 1 2080261 Forwards LER 02-041/031,-0 

■JOHNSON, O' D Consumers Power Co 02/11/30 KEFPLER, J Q Region 3, 
Office of Director lp 16334 203 24X Fiche 50-255,02/11/30, 

0212000261 


— 82 1 208027 1 LER 62-04 J /03L-0 on 02 1 030, d ur i ng star tup , pr imary cooling. 
« y e sample indicated dase-equi va 1 ent I-J31 at 1 39 mCi 
eieeeding 1 OmCl limit Caused by iodine spiking after 
change in thermal power Purification flow increased 
* Consumers Power Co 02/11/30 Region 3, Office of Director 

4pp 16354 204 24X Fiche 50-255, Q2/J J /30, 821 2000261 


0212100313 Forwards LER B2-043/03L-0 

JOHNS OMj U D Consumer* Power Co 82/12/02 KEPPLER.J’ 0 Reqjon 3, 

Office of Director lp 16377 066 24X Fiche 50-235,02/12/02. 

0212100313 


--6212100317 LER 92-043/03L-0 on 621102, T-02D (D safety injection tank) 
level dropped below Tech Spec limit of 186 inches Level 
indicating sys It associated alarms failed to respond to 
level change Caused by leakage past fill & drain valve 
■* Consumers Power Co 62/12/02 Region 3, Office of Director 

lp 16377 067 24 X Fiche 90-255,02/12/02,6212100313 


0212100248 RO on 82 1 203. sa f c fcy Injection tank T-823 boron concentration, 
fell below Tech Specs A could not be restored within 
required i-h limit 

KRICHjR M Consumers Power Co 82/12/03 KEPPLER-J Region 3, 
Office of Director 3pp 16376 114 24X Fiche 50-235,02/12/03, 

0212100240 


821 227021 9 Forward* LER 82-044/01 T-o 

JOHNSON, B D Consumers Power Co 82/12/13 KEPPLER. J 0 Region 3. 
Office of Director lp 16536 203 24X Fichr 30-835, B2/12/ 1 □# 

8212270215 


--8212270220 LER 02-O44/OIT-O on 02 1 1 30- de te r min ed that feed breakers 6 
cable* to MCC ** 1 U MCC-2 might overload following LOCA Caused 
by original load study based on incorrect data Now 
requirement* to shed loads instituted 

a Consumers Power Co 82/12/13 Region 3, Office of Director 

2pp 16536 204 24X Fiche &D-255, B2/IS/ 13. 021227021 5 


621 2280460 Forward* LER 02-045/01 T-0 

JOHNSON, 0 D Consumer* Power Co 82/12/15 KEPPLEfl. J 0 Region 3, 
Office of Director lp 16556 013 24X Fiche 50-255. 02/12/ 13. 

8212260460 


— B212280464 LER 82-045/01T-0 on 021203,7-020 safety injection tank B 
level reached limit of 190 inches w/boron concentration 
below limit Cauied by minor leakage past loop check valve * 
tank check valve or fill & drain valve Leak rate monitored 
* Consumers power Co 82/12/15 Region 3, Office of Director 
2 p p 16356 016 24 X Fiche 50-253, 02/ 12/ 1 5. 8212200460 


DOCKET 50-259 0ROWN9 FERRY NUCLEAR POWER STATION, UNIT 1 


F Security# medical, emergency 8, fire protection plan* 


6212030212 Aci receipt of 621119 1 tr informing NRC of step* taken to 
correct violations noted In IE Safeguard* Insp Rept* 

50-259/02-30# 50-260/02-30 U 50-296/82-30 

LEWIS# R C, Division of Project & Resident Programs 62/11/30 
PARRIS. H 0 Tennessee Valley Authority lp 16307 067 24X 

Fiche 30-259# 02/1 1 /30 , 82 1 2030212 


— B212O3O220 Responds to NRC 021019 1 tr re violations noted in IE 
Safeguard* lntp Repts 50-259/82-30. 50-260/82-30 & 

50-296/82-30, Corrective actions withheld ObF 10CFR73 21) 

MILLS# L If Tennessee Valley Authority 82/11/19 O'REILLY# J P 
Region 2, Office of Director lp 16307 060 24X 

F 1 c h • - 50-259# 82/ 11 /30. 621 20302 1 2 


—02 12030226 Forwards IE Safeguards Insp Repts 50-259/62-30.50-260/02-30 
l 50-296/82-30 on B2Q920-24 & notice of violation Repfc 
details h notice of violation withhold <ref 10CTR73 21) 

LEWIS, R C Division of Project & Resident Programs 82/10/19 
PARRIS, H O Tennessee Valley Authority 2pp 16307 069 24X 

Fiche 50-259, 02/11/30. 0212030212 


—8212030232 IE Insp Repts 50-259/02-30,50-260/82-30 6 50-296/82-30 on 
020920-24 None ornplian.ee noted in areas of locks, keys 6 
combination », phy s ica 1 barriers - protected areas, l i gh t ing & 
access control Details withheld (ref 10CFR73 21) 

HALL. 0 L Division of Engineering 1 Technical Program* 82/10/14 
2pp 16307 071 24 X fiche 50-259, 02/ 1 1 /30, 021 203021 2 


0212080100 Releases public version of revised radiological emergency 
plan implementing procedures 

FELTON, J H Division or Rules and Records 82/12/02 Document 

Management Branch lp 16367 276 24X Fiche 50-259,02/12/02, 

0212080100 


- -Q2 12000 100 Forward* public version of revised radiological emergency 
plan implementing pr oc e dures, inc 1 ud ing Procedures IP-1 re 
emergency plan c lass if i cat ion logic i IP-4 re site area 
emergency Receipt form end 

MILLS, L H Tennessee Valley Authority 82/11/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16367 77/ 
24/ Fiche 50-259, B2/I2/02, B212O0O1OO 


— 82120801 12 Pub J ic version of revised radiological emergency plan 
implementing proc edures, inc lutfsng Procedures IP-1 re 
emergency plan c 1 as % i F i ca ti on logic, IP-4 re site area 
emergency V IP-21 re operations support c tr 

* Tennessee Valley Authority 02/11/01 76pp 16367 280 24X 

Fiche 30-259, B2/12/02. B212O801 00 


8712Q900EO Act receipt of 021124 1 tr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
50-239/02-36, 50-260/02-36 fc 50-296/B2-36 

LEWIS, R C Division of Project it Resident Programs 02/12/06 
PARRTS, H G Tennessee Valley Authority 2pp 16357 236 24X 

F* i c he 50-259. 02/12/06.82 1 2070000 


--3217090092 Responds to NRC 021022 Itr re violations noted in IE 
Safeguards Insp Repts 50-259/82-36, 50-260/02-36 6 
50-296/02-36 Corrective actions withheld (ref 10CFR73 31) 

MILLS, L H Tennessee Valley Authority 82/11/24 0 'REILLY, J P 

Region 2, Office of Director lp 16357 230 24X 

Fiche 50-259, 02/12/06, 8212090080 


—0212090103 Forwards IE Safeguards Insp Repts 50-259/82-36, 
50-260/82-36 * 50-296/82-36 on 020908-09 it notice of 
violation Rept details At notice of violation withheld 
(ref 10CFR73 21 > 

O'REILLY, J P Region 2, Office of Director 02/10/22 
PARRIS, H G Tennessee Valley Authority 2pp 16357 239 24X 

Fiche 50-259,02/12/06,8212090000 


— 0212090124 IE Safeguards Insp Repts 50-259/82-36,50-260/02-36 & 
50-296/02-36 on 820700-09 Non c omp 1 1 ance noted in area of 
access controls Details withheld (ref 10CFR73 21) 

TILLMAN, A Division of Engineering St Technical Programs 
02/10/20 lp 16357 2 4 1 24X Fiche 50-259,82/12/06,0212090080 


0P12I7O1O4 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 02/12/10 Document 
Management Branch lp 16478 104 24X Fiche 50-259, 02/12/1 0, 

8212170104 


— 8212170103 Forwards public version of revised emergency plan 
implementing proced ures , i nc Iud i ng Procedures IP-6, -7 & -23 
re emergency telephone listings 

MILLS, L H Tennessee Va Hey Authority 82/12/03 DENTON, H ft 
Office of Nuclear Reactor Regulation, Director 2pp 16478 105 
24 X Fiche 50-259,02/12/10,0212170104 


— 02121701 i2 Pub 1 ic version of re-vised emergency plan implementing 
procedures, including Procedures IP-6, -7 5, -23 re emergency 
telephone listings 

* Tennessee Valley Authority 82/11/30 7pp 16479 107 74X 

Fiche 50-259,02/12/30,8212170104 


S21217022? provides implementation schedule for generic security 
training 4 qua! if ication plan Public safety employees have 
completed initial training Training per 10CFR50 54(p) will 
he completed by Q30&QI 

NJLLS#L M Tennessee Valley Authority, 82/12/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16462 020 
P4X Fiche 50-000,02/12/13,8212170229 
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& Adjudicatory correspondence 


G 21 2200020 Forwards nonproprietary "RWR-l - Radwaste Vol Reduction Sys" 
fc NRC topical rept evaluation Matl should aid in settlement 
negotiations W/o end 

RAWSON. R J Nearing Branch 4 02/12/23 PYLE, R D Pyle, R 0 Ip 

16565 1 A3 24 X Fiche 50-259, 82/ 1 2/23, 0212 20OO2B 


H General correspondence 


0*'l 2140470 Forwards missing Pages 65 & 66 of EIA re low level radwaste 
storage for Drowns Ferry Nuclear Plant t SER 8< EIA on 
low level radwaste storage facility at Sequoyah Nuclear 
Plant U/o encl 

LOYSENi P Advanced Fuel it Spent Fuel Licensing Branch 02/11/23 

DREY, L A Affiliation Unknown Ip 16431 321 24X 

Tiche 50-000,02/11/23,8212140470 


--B21214Q406 Requests missing pages to £1A on low level radwaste storage 
at Drowns Ferry Nuclear Plant i> copies of SER S< EIA for 
Sequoyah Nuclear Plant 

DREY, L A Affiliation Unknown B2/11/0B Office of Nuclear 

Material Safety & Safeguards, Director lp 16431 322 24 X 

Fiche 50-000,82/11/23,0212140470 


J Insurance It indemnity information 


0**1202026? Submits info re const & warehouse values located offsite as 
result of revised site descriptions under ANI/MAELU nuclear 
liability insurance facility form policies 

DUCK, J R Marsh fc McLennan, Inc , M 4 M Nuclear Consul tants, Inc Div 
62/11/10 HAINES, H L American Nuclear Insurers Ip 1620B 356 
24 X Fiche 30-000,02/11/10,8212020269 


0212200261 Forwards Endorsement 63 to NELIA Policy NF-19B S < 

Indorsement 53 to MAEt_U Policy MF-66 

DUCK, J R Marsh & McLennan, Inc , M 4 M Nuclear Con sul tants, I nc LKv 
92/12/22 SALTZMAN.J Assistant Director for State £ Licensee 
Relations 3pp 16561 304 24X Fiche 50-259,02/12/22,8212200261 


G212290246 Forwards Certificates of Insurance N-30, N-39 & N-40 for 
Indorsements 1,2 it 3 to NELIA Policy NF-198 it Certificates 
of Insurance M-30, M-39 4 M-40 for Endorsements 1,2 4 3 to 
NAELU Policy MF-66 

DUCK, J R Karsh it McLennan, Inc , M 4 M Nuclear Consul tants, I nc Div 
32/12/23 SALTZMANiJ Assistant Director for State 4 Licensee 
Relations 55pp 16582 04 5 24X Fi che 50-259, 02/ 12/23, 0212290246 


K Utility Final Safety Analysis Report ( F6AR ) 4 amends 


B21 2140323 Forwards FSAR Figure 10 7-2, "Mechanical Control Diagram Raw 
Cooling Water Sys," Inadvertently omitted from 020012 
bubmitta 1 

KAMilER, D S Tennessee Valley Authority 02/12/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16402 054 
24X Fiche 50-259,02/12/07,0212140323 


P Operating license stage documents 4 correspondence 


BP 1 1230066 Generic Ltr 82-27 to all OWR licensees of operating reactors 
except LACQWR,0ig Rock Po int, Dresden 1, Humboldt Bay, 
applicants for OL 4 holders of CP re transmittal of 
NURE0-D763 4 NUREO-O703 Svc list end W/o stated encl 
L ISENHUT, D 0 Division of Licensing 02/11/19 General Public 
Utilities - GPU Service Corp 22pp 16307 004 24X 

fiche 50-000,02/11/15,8211230066 


8**1 21 40479 SOLOCA OUTSIDE CONTAINMENT AT DROWNS FERRY UNIT 1-ACCIDENT 
SEQUENCE ANAL VS IS 

CONDON, W A , HARRINGTON, R M , GREENE, 8 R Oak Ridge National 
Laboratory FIN B-0452 NUREQ/CR-2672 V01 02/11/30 Office of 

Nuclear Regulatory Research, Director 20Opp 16433 074 24X 

Fiche 30-239,02/11/30,8212140479 


0212090118 Confirms arrangements for 621215 meeting in Region 2 ofc 
re MS I V leakage at Unit 2 Proposed agenda encl 

O'REILLY, J P Region 2, Office of Director Q2/I2/01 PARRIS, H G 
Tennessee Valley Authority 2pp 16337 274 24X 

Tiche 50-259,82/12/01.8212090118 


GP12090346 Confirms 021102 telcon re 821202 enforcement conference 
in Atlanta, GA to discuss results of survey of waste oil 
facilities 4 plans for disposing of waste oil 

0 'REILLY, J P Region 2, Office of Director 02/12/01 PARR1S.H G 
lennessee Valley Authority 2pp 16363 137 24X 

Fiche 50-239,82/12/01,0212090346 


821 2070288 Advises that N JR EG -073 7. Item II K 3 27, "Common Ref Level," 
will be reviewed w/controi room design review as required by 
Item I D I Assessment team recommendations will be 
considered final resolution 

MILLS, L M Tennessee Valley Authority 02/12/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16339 013 
24X Fiche 50-259, 02/12/03, 0212070200 


0212090033 Application for amend to Licenses DPR-33, DPR-52 4 DPR-6B, 
changing duration of containment integrated leak rate test 
from 24-h to S-h 

MILLS. L M Tennessee Valley Authority 02/12/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 16357 192 
P4X Fiche 50- 239-82/12 / 03,6212090083 


— 0212O9OO0B Proposed Tech Spec revisions changing duration of 
containment integrated leak rate test from 24-h to 8-h 
Justification for proposed revisions encl 

* Tennessee Valley Authority 82/12/03 36pp 16357 195 24X 

Fiche 50-259,92/12/03,8212090083 


□*'12270192 Forwards item-by— item description of responses discussed 
during 021027 telcon u/F Clemenson re technical evaluation 
rept, "Control of Heavy Loads - NUREG-0694, " for facility 
MILLS, L M Tennessee Valley Authority 82/12/14 VAS9ALL0, D B 
Operating Reactors Dranch 2 44pp 1653? 303 24X 

Fiche 30-259, 02/12/14,8212270192 


0212200095 Application to amend Licenses DPR-33, DPR-52 4 DPR-60, 
changing Tech Specs re bypassing of main steam line tunnel 
temp switches for up to 4-h 

MILLS, L N Tennessee Valley Authority 02/12/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16364 238 
24X Fiche 50-259,82/12/17,0212200005 


— 821220OO0B Proposed Tech Spec changes re bypassing of main steam line 
tunnel temp switches for up to 4-h 

* Tennessee Valley Authority 82/12/17 16pp 16564 240 24X 

Fiche 50-259,02/12/17,8212200005 


0212280295 Forwards draft response to B251O0 request for addl info re 
implementation of Revision I to NVRE0-0313 on matl 
selection 1* processing for DUR coolant pressure boundary 
piping 

MILLS, L M Tennessee Valley Authority 02/12/20 DENTON, H R 
Office of Nuclear Reactor Regulation. Director lOpp 16562 007 
24X Fiche 50-259,82/12/20,8212280295 


-8212200296 Revision 4 to "Liquid Penetrant Exam Using Color Contrast 
Removable Method " 

* Tennessee Valley Authority 02/03/01 I4pp 16562 017 24X 

Fiche 50-259,02/12/20,6212200295 


-8212200297 Revision 1 to- "Ultrasonic Exam of Nuclear Powbt Plant 
Piping " 

BENTLEY, N R Tennessee Valley Authority 82/09/02 24pp 
16562 031 24X Fiche 50-259,82/12/20,8212280295 


G Inspection reports, IE Bulletins 4 correspondence 


0208190240 IE Bulletin 82-03. Ravi s ion 1, "Stress Cracking in Thick- 
Wall , Larg e-Di ame ter > Sta i n 1 e s s fiteel, Recirculation Sys Piping 
ut BWR Plants " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York, Inc 

1 12p p 16462 163 24X Fiche 50-000,02/10/20,0200190240 


8208190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 4 Model 802 Thermoluminescent Dosimeters w Svc list 
one i 

COBB, L I Division of Fuel Facilities, Materials 4 Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc 1 lOpp 

16372 142 24X Fiche 50-000,02/11/05,0200190245 


8212090456 Ac X receipt of 821022 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-259/82-24, 
50-260/02-SM t 30-296/B2-24, 

LEWIS, R C Division of Project 4 Resident Programs 82/11/12 
PARRIS# H 0 Tennessee Valley Authority lp 16364 009 24X 

Ficha 50-259,82/11/12,0212090456 


—0212090461 Responds to NRC 020921 ltr re violations noted in IE Insp 
Rep tt 50-259/02-24,30-260/82-24 l 50-296/82-24 Corrective 
actions evaluation concerning adequacy of review process 
will be provided by 830102 

MILLS, LM Tennessee Valley Authority 02/10/22 O'REILLY, JF 
Region 2 » Office of Director 5pp 16364 010 24X 

Fiche 50-259,02/11/12,0212090456 
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—021 20904 67 Forwards IE Insp Hepts 50-257/02-24,50-260/82-34 & 
50-296/82-24 on 020723-0025 b notice of violation 
LEWIS. R C Division of Project b Resident Programs 02/09/21 
PARRIS, H G Tennessee Valley Authority 2pp 16364 Ol5 24X 
Fl the 50'’239 # 02/1 I/I 2, 0212070436 


— 0212070471 Notice of violation from insp an 620726-0025 

-» Division of Project & Resident Programs 02/O?/2t 2pp 
14364 017 24 X Fiche 50-257, 02/11 /I2, 02f 2090456 


--82 1 2070479 IE Insp Ropts 50-257/82-24,50-260/82-24 «, 50-296/82-24 an 
020726-0825 Ntmcanpl i ance noted post-maint testing net 
conducted an scram pilot values & test criteria did not 
incorporate requirements S' acceptance limits 

CHASE, J W , PAULK, O L , CANTflELL.F S Division of Project & 
Resident Programs 02/09/09 10pp 16364 017 24X 

Fiche 50-257, 02/1 1/12, 6212090456 


8203190251 IE Info Notice 82-44, l, Clar 1 f 1 cat! on of Emergency Plan 
trercis* Requirements n Sve list end 

JORDAN, E L Division of Engineering i Quality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc 109pp 16*111 197 24X 

Fiche 50-000,32/81/18,0206190251 


0208190256 IE Info Notice 02-46, "Defective b Obsolete Combination 
Padlock* K Svc list end 

DEVOUNOiR C Director's Office. Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

127pp. 16411 065 24 X Fiche 50-000,02/11/26,8200190256 


3300190257 IE Info Notice 82-47. 'Trans porta t i on of Type A Quantities 
of Non-Fissile Radioactive Matl 11 Svc list enc 1 
CQflU, L I Division of Fuel Facilities. Material* b Safeguard* 

02/1 1/30 Consolidated Edison Co of New Vert, Inc 356pp 

16387 020 24X Fic be 50-000,82/11/30, B2O0 190257 


8212030212 AH receipt qf B21119 Hr informing NRC of steps taken ta 
correct violations noted in IE Safeguards Imp Repts 
DO-259/ 02-30. 50-260/82-30 b 50-276/02-30 

LEWIS.R C Division af Project b Resident Programs 02/11/30 
PARRIS. H 0 Tennessee Valley Authority ip 16307 067 24X 

Fiche 50-259, S2/1 1/30, 021 203021 2 


— 021 2030220 Respond* to NRC 026OJ9 Hr re violations noted in IE 
Safeguards Insp Rep t* 50-257/02-30,50-260/82-30 b 
30-296/82-30 Corrective actions withheld (ref IGCFR73 21> 

MILLS, L M Tsnnessea Valley Authority 92/11/19 O'REILLY, JP 
Region 2, Office of Director Ip 16307*040 24X 

Fiche 30-259, 82/ 1 1/30, 0212030212 


— 0212030226 Forwards IE Safeguards Insp Rep fc s 50-259/82-30, 50-260/02-30 
b 50- 296/82-30 on 020720-24 b notice of violation Rept 
details b notice af violation withheld (r*f 10CFR73 2l> 

LEWIS.R C Division of Project 4 Resident Programs 02/10/19 
PARRIS, H O Tennessee Valley Authority 2pp 16307 069 S4X 
Fiche 50-259,02/11/30,8212030212 


--Q2IE030232 IE Insp Rapt* 50-259/02-30,90-240/02-30 U 50-296/02-30 an 
020920-24 None offip 1 lance noted in areas t>f lacks, key* b 
comb inafcions, phys ical barrier* - protected areas, lighting 4< 
access control Detafls withheld fref IQCFfi732i) 

HALL, 0 L , GOODE, R W . MCGUIRE, D R Division of Engineering Sr 
Technical Programs 82/10/14. 2pp 16307 071 24X 

Fiche 50-257,02/11/30, 0212030212 


0200190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies “ Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Tnc 

Il3pp 16411 317 24X Fiche 50-000, 02/12/03. 820BI 90259 


0200190261 IE Info Notice 82-40, ''Failures of Agastafr CR 0095 RoJay 
Socket* " Svc list end 

JORDAN, £ L Division of Engineering b Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc JlOpp 16462-064 24X 

Fiche 50-000, 02/12/03, 0208190261 


0212070030 Ack receipt of 021124 Itr informing NRC of steps taken to 
correct violations noted in TE Safeguard* Imp Repts 
50-259/82-36, 50-260/82-36 «t 50-296/02-36 

LEWIS, R C Division of Project & Resident Program* 02/12/06 
PARRIS, H 0 Tennessee Valley Authority 2pp 16357 236. 24X 

Fiche 50-259, 02/ 1 2/06 , 62 1 2070000 


— 0212090072 Re spends to NflC 821022 Hr re violations noted in IE 
Safeguards Insp Ropts 50-257/02-36,50-260/82-36 & 

50-296/92-36 Corrective actions withheld (ref 10CFR73 211 
MILLS, L M Tennessee Valley Authority 02/11/24- O'REILLY.J P 
Region 2, Office of Director lp 16357 236 24X 

Fiche 50-25 9, 62/12/06 , 021 2090 000. 


— 8212070109 Forwards IE Safeguard* Insp Repfc* 50-237/82-36, 
50-260/82-36 b 50-296/02-36 on 820900-09 S< notice of 
violation Kept details b notice or violation withheld 
(ref 10CFR73 21) 

O j R£JLLY. J P Region 2, Office of Director 02/10/22 
PARRrS, H 0 Tennessee Valley Authority 2pp J6337 239 24X 

Fiche 50-259, 02/12/06, 8212090000 


—0212090124 IE Safeguard* Insp Repts 50-259/82-36,50-260/02-36 b 
50-276/82-36 ort 020700-07 Non c omp 1 i ante noted in area of 
access control* Details withheld (ref I0CFR73 21) 

TILLMAN, A < MCGUIRE, D R Division of Engineering L Technical 
Programs 02/JO/2O Ip 16357 241 24X Fiche 50-259.02/12/06. 

0212090000 


0P12J7O345 EN-82-041 on 02121 7, no t ice of violation b proposed 
imposition Of civil penalty in amount of *3,125 will be 
lisved to licensee for defective packaging in two shipment* 
of low-«pcc»f ic activity iadwa*te to Richland, WA 

DRQCKETT, T , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 82/12/M lp 16452362 24X Fiche 50-259,02/12/14, 

0212170345 


S2O0J9O267 IE Info Notice 02-47, "Correction for Sample Conditions for 
Air 4 Gas Monitoring " Svc list end 

DEYQUNQ, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

J27pp 16623 191 24X Fiche 50-000,02/12/16,8200190267 


Sr‘00190268 IE Info Notice 82-50, "Mod of Solid State AC Und ervo 1 tag p 
Relays Type I TE-07 11 Svc list encl 

JORDAN, E L Division of Engineering b Quality Assurance 02/12/20 
Consolidated Edison Co of New York. Inc JO0pp 16628 273 24X 

Fiche 50-000,02/12/20,0200190268 


h Periodic operating reports 6 related correspondence 


BJ i 2290201 Forwards monthly operating repts for Oct 1982 

JONES, <J T Tennessee Valley Authority 02/li/lO Office of 

.Resource Management, Director Ip I650I 074 24X 

Fiche 50-259,02/11/10,0212290201 


— 8212290207 Monthly operating repfc* for Oct 1902 

THOM, T Tennessee Valley Authority 02/11/01 39pp 16501 0/5 
24X Fiche 50-259,02/11/10,0212290201 


5212030071 Forwards central emergency control c tr meteorological data 
a va liability statistic* for Apr-Sept J 902 

MILLS, L M Tennessee Valley Authority 02/11/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp J6304 210 
24X Fiche 30-000,02/11/30,0212030071 


S Reportable occurrences, LERs i< related correspondence 


B? I 2020340 Forwards LER 02-OBS/O3L-O 

GREEN, H J Tennessee Valley Authority 02/11/23 0 'REILLY, J P 

Region 2, Office of Director Ip 16208 359 24X 

fiche 50-259,02/11/23,0212020348 


- -0212020354 LER 02-OB8/O3L-O on 021028, discovered momentary breach of 
secondary containment due to personnel access airlock door* 
between Unit 2 reactor 4 turbine bldgs being opened at same 
time Caused by misaligned solenoid Solenoid realigned 
CARTER, 8 Tennessee Valley Authority 82/11/23 Region 2, 
Office of Director 2pp 16288 360 24X Fiche 50-259,02/11/23, 

9212020340 


021 2030039 Forwards LER 82-094/03L-0 

GREEN, H J Tennessee Valley Authority 02/11/26 O'REILLY, J P 
Key ion 2, Office of Director lp 16304 120 24X 

Fiche 30-259,02/11/26,0212030039 


—0212030044 LER 02-O94/O3L-O on 821029, smoke detector X5-39-66XM 
a larmed, potentia 1 ly masking signals from other detectors 
Caused by water in detector Firewatch established l water 
removed 

# Tennessee Valley Authority 02/11/26 Region 2, Office of 
Director 2p p <6304 129 24X Fiche 50-239,02/11/26,0212030039 


021209010? Forwards LER 02-093/01 T-0 

GREEN, H J Tennessee Valley Authority 02/11/30 O'REILLY, J P 
He g ion 2, Office of Director Ip 16357 279 24X 

Fiche 50-259,02/11/30,8212090109 


--0212O9O116 LER B2-093/OIT-O on 021 1 10, safety injection valves 4 2 D-31* 
A 2 B-36 6 4 2 B-37 left in normally open position contrary 
to requirement that valves be admin i strat i ve] y controlled w/ 
power lifted Caused by procedural inadequacy 

KRAUSE, L L Tennessee Valley Authority 02/11/30 Region 2, 
Office of Director 2p P 16337 280 24X FichB 50-239,02/11/30, 

0212090109 
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□Pi 2090280 Forwards LER 02-O89/O3L-O 

GREEN. H J Tennessee Valley Authority 02/12/03 0 'REILLY, J P 

Region 2. Office of Director ip 16365 267 24X 

r sc he 50-239. 82/12/03. 0212090200 


— 0212090291 LER 02-O89/O3L-O on 821 103. during primary containment purge 
sys 1 1 Iter pressure drop test# primary purge sye failed to 
achieve required flow rate Caused by clogged HEPA filters 
Neu filters installed it satisfactorily tested 

MULLING K Tennessee Valley Authority 82/12/03 Region 2, 

Office of Director 2pp 16365 268 24X Fiche 50-239,82/12/03, 

8212090280 


0W 2090361 Forwards LER 82-090/03L-0 

GREEN# H J Tennessee Valley Authority B2/12/03 O'REILLY, JP 
Region 2 , Office of Director Ip 16364 190 24X 

Fiche 50-259.02/12/03,8212070361 


— Q212090369 LER 82-090/03L-0 on 82 1 104 , sec on dary containment breached 
jhen turbine to reactor bldg doors opened simultaneously 
during door interlock maint Caused by insufficient control 
while interlocks inoperable Door watch instructions written 
CARTER, S Tennessee Valley Authority 82/12/03 Region 2, 
Office of Director 2pp 16364 191 24X Fiche 50-259,82/12/03. 

8212090361 


0/12140440 Forwards LER 02-O91/O3L-O 

GREEN, H J Tennessee Valley Authority 82/12/00 O'REILLY, J P 
Region 2, Office of Director lp 16404 170 24X 

Fiche 50-257, 02/12/08, 0212140440 


--8212140444 LER Q2-091/03L-0 on 821 109, during diesel generator monthly 
test, control room operator unable to raise speed of diesel 
generator D Caused by failed Woodward Governor Co 
microsuitch Switch replaced 

CHRISTOPHER, W Tennessee Valley Authority 02/12/08 Region 2, 
Office ot Director 2pp 16404 179 24X Fiche 50-239,82/12/08, 

0212140440 


0,'J 21 50046 Forwards LER 82-092/03L-0 

GREEN, H J Tennessee Valley Authority 82/12/10 O'REILLY, JP 
Region 2, Office of Director lp 16430 191 24X 

fiche 50-259,02/12/10,8212150066 


-*•02121 50069 LER Q2-092/03L-0 on 02 1 1 1 6, r eac t or pressure switches 
PS-60-93 PS-60-64 found operating below Tech Spec 

requirements Caused by calibr drift Switches recallbr 
returned to svc 

IRflY, B J Tennessee Valley Authority 82/13/10 Region 3, 

Office of Director 3p p 16430 192 24X Fiche 50-259,02/12/10, 

8312190066 


□212250147 Forwards LER 02-096/01 T-0 

GREEN, H J Tennessee Valley Authority 82/12/20 O'REILLY, JP 
Region 2, Ofrice of Director lp 16563 119 24X 

Tiche 50-259,02/12/20,0212280147 


—8213280153 LER 02-O96/O1T-O on 821206, dur mg s tar tup , c on tro 1 rod IB-91 
double notched from 00 to 12, resulting in large reactivity 
insertion 6 causing reactor to scram Cause attributed to 
normal degradation of control rod drive seals 

WfNGO.M D Tennessee Valley Authority 02/12/20 Region P, 

Office of Director 2p p 16563 120 24X Fiche 50-259,02/12/20, 

8212200147 


DOCKET 50-260 DROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency S' fire protection plans 


OP 120303 12 Ack receipt of 821119 l tr informing NRC of steps taken to 
correct violations noted In IE Safeguards Insp Repte 
50-239/82-30, 50-260/02-30 U 30-296/82-30 

LEWIS, R C Division of Project & Resident Programs 02/11/30 
PARRIS, H 0 Tennessee Valley Authority lp 16307 067 24X 

Fiche 50-259, 82/11/30, 8212030212 


— 8212030220 Responds to NRC 821019 Itr re violations noted In IE 
Safeguards Insp Repts 50-259/02-30,50-260/82-30 & 

50-276/02-30 Corrective actions withheld (ref 10CFR73 2D 
MILLS, L ft Tennessee Valley Authority 82/11/17 0 'REILLY, J F 

Region 2, Office of Director lp 16307 060 24X 

Fiche 50-259,82/11/30,0212030212 


—8212030226 Forwards IE Safeguards Insp Repts 50-239/82-30,50-260/02-30 
* 30-276/82-30 on 820920-24 * notice of violation Rapt 
details L notice of violation withheld (ref 10CFR73 21) 

LEWIS, R C Division of Project & Resident Programs 82/10/17 
PARRIS, HO Tennessee Valley Authority 2pp 16307 067 24X 

Fiche 50-259,02/11/30.8212030212 


—0212030232 IE Insp Repts 50-259/82-30,50-260/82-30 S. 50-296/B2-30 on 
820920-24 Noncompliance noted in areas of locks, keys & 
combinations, physical barriers - protected areas, 1 ig h 1 1 ng & 
access control Details withheld (ref 10CFR73 21) 

HALL, 0 L Division of Engineering L Technical Programs 02/10/14 
2pp 16307 071 24 X Fiche 50-259.02/11/30,0212030212 


8P12080100 Releases public version of revised radiological emergency 
plan implementing procedures 

FELTON, J M Division of Rules and Records 82/12/02 Document 
Management Oranch lp 16367 276 24X Fiche 50-259,02/12/02, 

8212080100 


— 9212090100 Forwards public version of revised radiological emergency 
plan Implementing procedures, including Procedures IP-1 re 
emergency plan classification logic 8, IP-4 re site area 
emergency Receipt farm end 

KILLS, L K Tennessee Valley Authority 02/11/22 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 16367 277 
24 X Fiche 50-259,82/12/02,8212000100 


— 021 20B01 12 Public version of revised radiological emergency plan 
implementing proc edurea , 1 nc 1 ud 1 ng Procedures IP-1 re 
emergency plan classification logic, IP-4 re site area 
emergency & IP-21 ro operations support c tr 

* Tennessee Valley Authority 02/11/01 76pp 16367 200 24X 

Fiche 50-259,02/12/02,0212000100 


G21 2090000 Ack receipt of 021124 ItT informing NRC of steps taken to 
correct violations noted in IE Safeguard* Insp Repts 
30-259/02-36, 30-260/02-36 it 50-296/02-36 

LEWIS, R C Division of Project & Reddent Programs 02/12/06 
PARRIS, H Q Tennessee Valley Authority 2pp 16357 236 24X 

Fiche 50-259,82/12/06,0212090030 


— 821 2090092 Responds to NRC 021022 Itr re violations noted in IE 
Safeguards Insp Repts 50-239/82-36, 50-260/B2-36 t< 

50-296/82-36 Corrective action* withheld (ref I0CFR73 21) 

MILLS, L K Tennessee Valley Authority 82/11/24 O'REILLY.JP 
Region 2, Office of Director Ip 16337 238 24X 

Fiche 50-259,82/12/06,0212090000 


— G21209010B Forwards IE Safeguard* In*p Repts 50-239/02-36, 
30-260/02-36 «, 50-296/02-36 on 020700-09 k notice of 
violation Rept details L notice of violation withheld 
(ref 10CFR73 21 > 

□ 'REILLY, J P Region 2. Office of Director 0 2/10/22 
PARRIS, HG Tennessee Valley Authority 2pp 16357 239 24X 

Fiche 50-259,02/12/06,0212090000 


—0212090124 IE Safeguards Insp Repts 30-259/02-36,50-260/82-36 h 
50-296/82-36 on 020900-09 No nc omp 1 i ance noted in area of 
access controls Detail* withheld (ref 10CFR73 21) 

TILLMAN, A Division of Engineering it Technical Programs 
02/10/20 ip 16337 24J 24X Fiche 30-259, 02/12/06, B212090080 


0212170104 Release* public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 02/12/10 Document 
Management Branch lp 16478 104 24X Fiche 90-259,02/12/10, 

0212170104 


— B212170108 Forwards public version of revised emergency plan 
implementing pr o c sdures , 1 nc 1 u d i ng Procedure* IP-6, -7 St -23 
re emergency telephone listing* 

MILLS, L M Tennessee Valley Authority 82/12/03 DENTON» H R 
Office of Nuclear Reactor Regulation, Director 2pp 16470 103 
24X Fiche 30-299,02/12/10,0212170104 


—02121701 12 Public version of revised emergency plan implementing 
procedures* inc 1 uding Procedures IP-6, -7 6 -23 re emergency 
telephone 1 istings 

# Tennessee Valley Authority 02/11/30 7pp 16470 107. 24X 

Fiche 50-259,02/12/10,8212170104 


8212170229 Provides Implementation schedule for generic security 
training & qualification plan Public safety employees have 
completed initial training, Tra ining per 10CFR30 S4(p) will 
be completed by 830001 

MILLS, L M Tennessee Valley Authority 02/12/13, DENTON, H R 
Office of Nuclear Reactor Regulation* Director 2pp 16462 020 
24X Fiche 50-000, B2/ 12/13, 8212170229 


Q Adjudicatory correspondence 


8212200020 Forwards norprop r 1 etary "RWR-1 - Radweste Vol Reduction 8ys N 
St NRC topical rept evaluation Mat 1 should aid In settlement 
negotiations N/o end 

RAWSQN, R J Hearing Branch 4. 82/12/23 PYLE, R 0, Pyle* R, D lp 

16563 143 24X Fiche 30-259,82/12/23,0212280028 
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H Genera] correspondence 


0212140470 Forwards missing Pages 65 ft 66 of EIA re ) ou level radwaste 
storage foT Browns. Ferry Nuclear Plant & SEP ft EIA on 
1 l**el radwaste storage facility at Sequoyah Nuclear 
H !ar>t U/o enc 1 

LOYSEM, P Advanced Fuel & Spent Fuel Licensing Branch 02 / 1 1723 

UREY* L A Affiliation Unknown. Ip 16431 321 24 X 

riche 50 - 000 , 02 / 11 / 23 , 0212140470 


02121^0406 Requests missing pages to EIA on low level radwaste storage 
at Browns Ferry Nuclear Plant ft copies of EER ft EIA for 
Sequoyah Nuclear Plant 

DREYiL A Affiliation Unkn-aun 02/11/08 Office of Nuclear 

Material Safety ft Saf eg uard s , Direc tor lp 16431 322 24X 

Fiehe 50-000.02/11/23,0212140478 


J Insurance ft indemnity information 


0212020269 Submits info re const ft warehouse values located offsite as 
Tesult of revised i i te descriptions under ANI/MAELU nuclear 
liability insurance facility form policies 

RUCK, J It Marsh ft McLennan, Inc , M ft M Nuc tear Con*u 1 tant*, Inc Div 
G2/I1/1B HAINES, H L American Nuclear Insurers !p 16288 356 
24X Fiche 50-000^02/11/10,0212020269 


8212230261 Forwards Endorsement 63 to NELJA Policy NF-J98 ft 
t ndaraenent 33 to MAFLU Policy MF-66 

RUCK, J R Marsh ft McLennan., Inc , M ft M Nuclear Consultants, Inc lliv 
02/12/22 SALT2MAN. J Assistant Director for State ft Licensee 
Relations 3pp 1656L 304 24X Fiche 30-259.02/12/22,0212280261 


0r*l 2290246 Forwards Certificates of Insurance N-30,N-39 ft N-40 for 
bndorsements |,2 ft 3 to NELIA Policy NF-198 ft Certificates 
of Insurance M-38, M-39 ft M-40 for Endorsements 1,2 ft 3 to 
MAELU Policy MF-66 

DUCK, J R Mafih ft McLennan, Inc * M ft M Nuclear Consultants, Inc liiv 
02/12/53 SALTZMANiJ Assistant Director for State ft Licensee 

Relations 99pp 16502 045 24X Fiche 50-259, 82/12/23, 8212290246 


It Utility Final Safety Analysis Report IFSAR ) ft amends 


Gt*l 21 40323 Forwards FSAR Figure 10 7-2, "Mechanical Control Diagram Raw 
Cooling Uator 5ys," inadvertently omitted from 820BI2 
submittal 

HAMMER, D E Terms s see Galley Authority 02/12/07 DENTON, H R 

Office or NucleaT Reactor Regulation, Director 2pp 164D2 054 
24X Fiche 30-259, 02/12/07, 82121 40323 


V Operating license stage documents ft correspondence 


Bril230066 Generic Ltr 02-27 to all BUR licensees of operating reactors 
except LACDWR.Dlg Rock Fo i nt, Dr esden l.Humdoldt Bay, 
applicants for OL ft holders of CP re transmittal of 
MJRE0-O763 ft NUREO-O703 Svc list end W/o stated end 
L I SENHl/f, D 0 Division of Licensing 02/11/15 General Public 
Utilities - CPU Service Corp 22pp 16307 004 24X 

fiche 5 D-000, 82/1 1/15, 021 123006 6 


02)20901 IS Confirms arrangements for 8212L5 meeting in Region 2 ofc 
re MS IV leakage at Unit 2 Proposed agenda ©ncL 

0 'FIEILLY, J P Region 2, Office of Director 02/13/01 PARRIS, H G 
Tennessee Valley Authority 2pp 16357 274 24X 

Fiche 30-259, 03/12/01,8212090110 


0212090346 Confirms 82U02 tolcon re 021303 enforcement conference 
in Atlanta, GA to discuss result* of survey of waste oil 
facilities ft plans fur disposing of waste oil 

□ 'REILLY.JP Region 2, Office of Director 02/12/01 PAflR 18, H G 
Tennessee Valley Authority 2pp 16369 137 24X 

fiche 30-259, 82/1 2/0 (, 3212090346 


0212070200 Advises that NVREG-0737, J tem 11 K 3 27, "Common Ref Level," 
will be reviewed w/control room design review as required by 
Item I D 1 Assessment team recommendations will be 
considered final resolution 

MILLS. L M Tennessee Valley Authority 63/12/03 DENTON, H R 
Office of Nucjear Reactor Regulation, Director 2p p 16339 013 

24X Fiche 50-239,02/12/03,0212070280 


9212090093 Application foT amend to Licenses DPR-33, DPR-S2 ft DPR-60, 
changing duration of containment integrated leek rate test 
From 24-h to 0-h 

MILLS, L M Tennessee Valley Authority 02/12/03 DENTON, H R 
Office of Nuc tear Reactor Regulation, Director 3pp 16357 192 
24 X Fiche 30-239.02/12/03,8212090083 


--6212090088 Proposed Tech Spec revisions changing duration of 
containment integrated leak rate test from 24-h to 8-h 
Justification for proposed revisions end 

# Tennessee Valley Authority 02/12/03 36pp 16357 195 24X 

Fiche 50-259,82/12/03,8212090003 


0D1217O136 Appl Ication to amend License DPR-52, reques t i ng changes 
needed to reflect surveillance testing of electrical sys 
Info suppls 021013 ft 1117 applications 

MILLS, L M Tennessee Valley Authority 82/12/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16453 004 
24X Fiche 50-260,82/12/10,8212170136 


- -B212170140 Pr opos ed Tech Specs reflecting surveillance testing of 
electrical sys 

* Tennessee Valley Authority 82/12/10 3pp 16453 006 24X 

Fiche 50-260,82/12/10,0212170)36 


62J 22701 92 Forwards iten-by-item description of responses discuSBBd 
during 021027 telcon w/F Clemenson re technical evaluation 
rept, "Control of Heavy Loads - NUREG-Q654, " for facility 
MILLS, L K Tennessee* Va 1 1 ey Author l ty 82/12/14 VASBALLO, D B 
Operating ReacfcoT* Branch 2 44pp 16939 303 24X 

riche 50-259,82/12/14.0212270192 


B2J 2280085 Application to amend Licenses DPR -33, DPR-52 ft DPR-60, 
changing Tech Specs re bypassing of main steam line tunnel 
temp switches for up ta 4-h 

HILLS, L M Tennessee Valley Authority 02/12/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16564 230 
L>4X Fiche 50-259,02/12/17,0212280085 


’-Q2122BOOBB Proposed Tech Spec changes re bypassing of main steam line 
tunnel temp switches for up to 4-h 

* Tennessee Valley Authority 82/12/17 16pp 16564 240 24X 

Fiche 50-359,82/12/17,0212280085 


8212280275 Forwards draft response to 021 10B request for addl info re 
implementation of Revision 1 to NUREO-0313 on matl 
selection ft processing for BUR coolant pressure boundary 
piping 

HILLS, L M Tennessee Valley Authority 02/12/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 10pp 16562 00/ 
24X Fiche 50-259,02/12/20,8212260295 


l 1 Inspection reports, IE Bulletins ft correspondence 


02001 9024 D IE Bulletin 02-03, Revi * ion 1, “Stress Cracking in Thuk- 
Wei 1 , Lar g b-Di ame ter, Bta ini ea s S teel , Rec ircu lati on Sys Piping 
at 0WR Plants n Svc list enel 

DEYOVNO, R C Director'* Office- Office of Inspection and 

Enforcement 02/LO/28 Consolidated Edison Co of New York, Inc 

H2pp 16462 163 24X Fiche 50-000,02/10/20,0208170240 


G2O019‘O245 IE Info Notice 82-42, ''Defects Observed in Panasonic Model 
001 ft Model 002 Thermoluminescent Dosimeters " 3vc list 
encl 

COBBiL I Division of Fuel Facilities, Materials ft Safeguards 
82/1 1/03 Consolidated Edison Co of New York, Inc HOpp 
] 6372 142 24X Fiche 50-000,02/11/05.020019024 5 


□2 J 2090456 Ack receipt of B2J022 ltr informing NRC of steps taken to 
■correct violations noted in IE Insp Rept* 50-259/82-24. 

50-260/82-24 ft 30-296/02-24 

LEWIS, R C Division of Project ft Resident Programs 02/11/12 
PARRIB.H 0 Tennessee Valley Authority lp 16364 009 24 X 

fiche 50-259,82/11/12,8212090456 


— B21 2090461 Responds to NRC 820921 ltr re violation* noted in IE Ins p 
Rep t s 50-299/02-24,50-260/82-24 ft. 50-296/02-24 Corrective 
action* evaluation concerning adequacy of review process 
will he provided by 830102 

MILLS, L M Tennessee Valley Authority 02/10/22 O'REILLY, J P 
Region 2, Office of Director 5pp 16364 010 24X 

Fiche 50-259,92/11/12,0212090456 


— 0212090467 Forwards IE Insp Hepbs 50-259/02-24,50-260/82-24 ft 
90-296/02-24 on 820723-0825 ft notice of Violation 
LEWIS.R C Division of Project ft: Resident Programs 02/09/21 
PARRIS, HO Tennessee Valley Authority 2pp 16364 015 24X 

Fiche 90-259.82/11/12,8212090436 


— 8212090471 Notice of violation from insp on 820726-0025 

# Division of Project ft- Resident Program* 82/09/21 2pp 
16364 017 24X Fiche 90-259,02/11/12,0212090456 



DOCKETED ITEMS 


67 


-0212090479 IE Insp Repts 50-259/02-24.50-260/82-24 tt 50-296/B2-24 on 
02 0726-0825 Noncompliancf noted post-maint testing not 
conducted on scram pilot valves 6 teat criteria did not 
incorporate requirements U acceptance limits 

CHASE, J U . PAULK. G L , CANTRELL. F S Division of Project 6 
Resident Programs 02/09/09 lOpp 16364 019 24X 

Tiche 50-259,02/11/12,8212090456 


02OB19O251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 82/11/1 8 

Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche 50-000,82/11/18,8208190251 


BP0819Q256 IE Info Notice 82-46, "Defective t> Obsolete Combination 
Padlocks 11 Svc list enc 1 

UE YOUNG i R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

127pp 16411 065 24X Fiche 50-000,82/11/26,8208190256 


OL'OB 1 90297 IE Into Notice 82-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
COSH, L I Division af Fuel Facilities, Materials $< Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 
14367 028 24X Fiche 50-000,02/11/30.0208190257 


0t d l2O3O2l2 Ack receipt of 021119 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
50-259/02-30, 50-260/82-30 U 50-296/Q2-30 

LEWIS, R C Division of Project & Resident Programs 82/11/30 
PARRIS, H G Tennessee Valley Authority !p 16307 067 24X 

Fiche 50-259,82/11/30,8212030212 


--3212030220 Responds to NRC 021019 ltr re violations noted in IE 
Safeguards Insp Repts 50-259/82-30,50-260/02-30 i< 

50-296/82-30 Corrective actions withheld <ref 10CFR73 21) 

MILLS, L M Tennessee Valley Authority 82/11/19 O'REILLY, J P 
Region 2, Office of Director Ip 16307 068 24X 

Fiche 50-259,02/11/30,8212030212 


— Q212030226 Forwards IE Safeguards Insp Repts 50-259/02-30,50-260/82-30 
it 50-296/02-30 on 020920-24 It notice of violation Rept 
details f< notice of violation withheld <ref 10CFR73 21) 

LENIS/R C Division of Project it Resident Programs 02/10/19 
PARRIS, H C Tennessee Valley Authority 2pp 16307 069 24X 

Fiche 50-259,82/11/30,0212030212 


--8212030232 IE Insp Repts 50-259/82-30,50-260/02-30 & 50-296/82-30 on 
020920-24 Noncomp 1 lance noted in areas of locks, keys it 
comb inati ons, phy s ica 1 barriers - protected areas, 1 igh ting it 
access control Details withheld <ref 10CFR73 21) 

HALL, B L , CDQDE, fl W , MCGUIRE, D R Division of Engineering k 
Technical Programs 82/10/14 2pp 16307 071 24X 

Fiche 30-259, 82/11/30, 8212030212 


Q*'OBI90259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " 8vc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

1 13pp 16411 317 24X Fiche 50-000,02/12/03,8200190299 


8208190261 IE Info Notice 02-40, "Failures of Agastat CR 0095 Relay 
Sockets 1 Svc list end 

■JORDAN, E L Division of Engineering i Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Me he 90-000, 02/ 12/03, 020019026 I 


8212090090 Ack receipt of 821124 ltt informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
50-239/02-36, 50-260/82-36 b 50-296/82-36 

LEWISjR C Division of Project it Resident Programs 02/12/06, 
PARRIS, H 0 Tennessee Valley Authority 2pp 16357 236 24X 

Fiche 50-259,82/12/06,0212090080 


— 0212090092 Responds to NRC 821022 ltr re violations noted in IE 
Safeguards Insp Repts 50-259/02-36,50-260/82-36 U 
30-296/82-36 Corrective actions withheld (ref 10CFR73 21) 

MILLS, L M Tennessee Valley Authority 02/11/24 O'REILLY. J P 
Region 2, Office of Director lp 16357 230 24X 

Fiche 50-299,02/12/06,0212090000 


— 8212090109 Forwards IE Safeguards Insp Repts 50-259/02-36, 
50-260/02-36 it 50-296/02-36 on 820900-09 if notice of 
violation Rept details it notice of violation withheld 
(ref 10CFR73 21) 

O'REILLY, J P Region 2, Office of Director 02/10/22 
PARRIS, H G Tennessee Valley Authority 2pp 16337 239 24X 

Fiche 50-259,82/12/06,8212090000 


—0212090124 IE Safeguards Insp Repts 50-259/82-36,50-260/82-36 6 
50-296/82-36 on 020908-09 Non comp 1 lance noted in area of 
access controls Details withheld (ref 10CFR73 2 ( > 

TILLMAN, A , MCGUIRE, 0 R Division of Engineering It Technical 
Programs 02/10/20 Ip 16357 241 24X Fiche 50-259,02/13/06, 

6212090080 


QP12170345 EN-82-041 on 021 21 7. n d 1 1 c e of violation it proposed 
imposition of civil penalty in amount of $3,125 will be 
issued to licensee for defective packaging in two shipments 
of low-specific activity radwaste to Richland,WA 

D ROCKETT, T , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 62/12/14 Ip 16492 362 24X Fiche 50-259,83/12/14, 
82121 70345 


8808190267 IE Info Notice 82-49. "Correction for Sample Conditions for 
Air it Gas Monitoring " Svc list enc 1 

UEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

127pp 16628 191 24X Fiche 50-000,82/12/16,6208190367 


8200190260 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering 6 Duality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc J08pp 16620 293 24 X 

fiche 50-000, 02/12/20, 8200190260 


R Periodic operating reports & related correspondence 


8212290201 Forwards monthly operating repts for Oct 1982 

JONES, G T Tennessee Valley Authority B2/11/10 Office of 
Resource Management, Director lp 16591 074 24X 

Fiche 50-259,02/11/10,0212290201 


—0212290287 Monthly operating repts for Oct 1902 

THOM, T Tennessee Valley Authority 03/ti/Oi 39pp 16581 0/b 
24 < Fiche 50-259,82/11/10,0213290261 


8PI2030071 Forwards central emergency control ctr meteorological data 
availability statistics for Apr-Sept 1902 

MILLS, L M Tennessee Valley Authority 82/11/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16304 210 
24X Tiche 30-000,02/11/30,0212030071 


S Reportable occurrences, LERs t related correspondence 


□PJ 2020143 Forwards LER 02-O39/O3L-O 

GREEN, H J Tennessee Valley Authority 02/11/23 O'REILLY. J P 
Region 3, Office of Director lp 16274 167 24X 

fiche 50-260,82/11/23,0213020143 


— 8212020153 LER 82-035/Q3L-0 on 02 ! 101 , dur 1 n g refueling outage, upper 
mechanical snubber on main steam line D found inoperable 
Cause unknown Pacific Scientific snubber PQA-10 B/N 474 
replaced & functionally tested 

KERR , T Tennessee Valley Authority D2/11/23 Region 3, Office 
of Director 2pp 16274 163 24X Fiche 30-260,82/11/23, 

8212020143 


0212090 1 43 Forwards revised LER 02-O26/O3X-1 

GREEN, H J Tennessee Valley Authority 82/11/30 O'REILLY, J P 
Region 2, Office of Director Ip 16359 169 24X 

fiche 50-260,82/11/30,9212090143 


-0212090153 Revised LER B2-026/03X-1 on 0200 1 9, d ur ing refueling outage 
maint on rec irtul tafcion ays hydraulic snubbers, snubber B5IA 
found lou on fluid it declared inoperable Caused by fluid 
leakage at D rings in hydraulic oil tube fittings 

KERR, T Tennessee Valley Authority 02/11/30 Region 2, Office 
of Director 2pp 16359 170 24 X riche 50-260.02/11/30, 

8212090143 


0212150101 Forwards LER 82-O36/O3L-0 

GREEN, H J Tennessee Va i I ey Au thor i ty 02/12/10 O'REILLY, J P 
Region 2, Office of Director lp 16430 355 24X 

Fiche 50-260,02/12/10,8212150101 


—0212150104 LER 82-036/03L-0 on 021113, during refueling outag e . reactor 
bldg continuous air monitor 2-90-250 became Inoperable due 
to broken drive belt on sample pump Caused by normal wear 
9td v~belt for Switrer Model 325 svc air pump replaced 
THORPE, D Tennessee Valley Authority 02/12/10 Region 2, 
Office of Director 2p p 16430 356 24X Fiche 50-260,62/12/10, 

8212150101 


0212220463 Forwards LER 82-039/01 X-Q 

GREEN, H J Tennessee Valley Authority 82/12/17 O'REILLY, J P 
Region 2, Office of Director Ip 16504 254 24X 

Tiche 50-260, 02/ 12/17, 021 2220463 
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— 0213320472 LER 02-039/01 X-0 on 621204. during fuel outage-, 1 eve 1 switches 
LS-73-57A t* 573 found inoperable Caused by stuck Robert Shaw 
Model B2790-C3 level switch floats Floats freed fc level 
switches recalibr 

IRBY, B J Tennessee Valley Authority 03/12/17 Region 2, 

Office of Director 2pp 16504 255 24 X Fiche 50-260,32/12/17, 

62 12220463 


OP-12280099 Forwards LER 02-O37/O3L-O 

GREEN, M J T ennessBs Valley Authority S2/J2/20 O'REILLY, J P 
Region 2, Office of Director Ip 16564 221 24X 

Fiche 50-260, 02/12/20.8212260099 


— 6212280106 LER 82-037/03L-0 an 821 122, whl 1 e performing local leak rate 
bests during refueling outage, total as-fouhd leakage from 
primary containment found greater than a 1 lowah le. per Tech 
Spec 4 7 A 2 g Caused by dete rloratlon of valve seating 
MCPHERSON. H Tennessee Valley Authority 62/12/20 Region H< 
Office of Director 5pp 16564 222 24X Fiche 50-260.02/12/20, 

8212280099 


0212230453 PND- 11-92-133 cracks detected in two branch connection welds, 
of ring header during ultrasonic exam per I E Bui 1 etin 02-03 
& WUREG— 0313, Revision £ Confirmatory r adi og raph 1 c tests 
planned Util will contract w/GE for analysis 

BLAKE, J J > VERRELLI.D H Region 2, Office of Director 02/12/22 
2pp 16 556 004 24JC Ffche 50-260, 02/12/22, 0212200453 


DOCKET SO -26 1 H B ROBINSON PLANT. UNIT 2 


F Security, medical, emergency It fire protection plans 


0212090345 Forwards IE Insp Rapt 50-261/02-39 on 821012-15 No 
n onconp 1 lame s noted 

VERRELLI.DM Division of Project 4 Reiident Programs 02/11/03 

UTLEY, E E Carolina Power & Light Co Ip 16365 139 24X 

Fiche 50-261,02/11/03,021209034 5 


— 021 2090351 IE Insp Rept 50-261/02-39 on 821012-15 No noncompliance 
noted Major areas inspected emergency preparedness exercise 
CLINE, W E . JENKINS, Q R Region 2, Office of Director 02/11/02 
1 2pp 1636 5 140 24 X Fiche 50-261 . 82/ 1 1 /03. 02 12090345 


GpJ 2290060 Partial response to FGJA request for seven categories of 
info Forwards documents listed in App A Documents 1 6 2 
already in PDR App D documents available in PDR LPDR 
profiles for Olnna St Indian Point 3 encl 
FELTON, J M Division of Rules and Records 82/11/30 
SCHLISSEL.D A. New York, State of 7pp 16607 239 B4X 
Fiche 50-000, B2/1 1/30. 0212290060 


--B2I2270155 Responds to MRC 751211 1 tr re violations noted In lb In&p 
Rept 50-261/75-14 Corrective actions quarterly calibr of 
survey instrument* uill be performed per Health Physics 
Procedure HP-1 1 by 760131 & Procedure HP-1 will be revised 
UTLEY, E E Carolina Power 6 Light Co 76/01/05 MOSELEY, N C 
Region 2. Atlanta, Office of the Director 4pp 16608 O10 24X 

Fiche 90-000,02/11/30.8212290060 


— *8212290165 IE Insp Rapt 50-361/75-14 on 751104-19 Non c bmp 1 lap c a s noted 
failure to follow procedures for radiation surveys/maint of 
instrument records U surveillance testing procedures did not 
provide for recording "as-found" & “as-left" calibr data 
PARKER, R C , LEWIS, R C , (JHITENER. H L Region 2, Atlanta. Reactor 
Operations Nuclear Support Branch 75/12/16 I7pp | 6600 024 
24* Fiche 5 0-000. 02/ 1 1/30, 023 2290060 


8P12100015 Confirms & documents previous infD submitted in response t 0 
Generic Ltr 01-10, "Emergency Operations Facility (EOF) 11 
Original util response submitted 81021B EOF located onsite & 
constructed of concrete 

2IM!1EHMAN< 0 R Carolina Power 4 Light Co 02/12/06 VARGA, S A 
Operating Reactors Branch 1 3pp 16379 160 24X 

Fiche 50-261,02/12/06,6212100015 


0/12*20407 Forward* draft 9ER App R exemption request Exemption denied 
Licensee required to provide capability to achieve cold 
shutdown within 73-Ji 

VARGA, S A Operating Reactors branch 1 02/12/10 UTLEY, E C 

Carolina Power & Light Co 3Bpp 16523 206 24X 

F£ch* 50-261, 82/12/10,8212220467 


P Operating license stage documents & correspondence 


0212060)30 Forwards notice of proposed issuance of amend to License 
DPR-23 j in response to 020701 & 0916 Itri describing plans to 
replace steam generators during J983 refueling outage 
VARGA, 5 A Operating Reactors Branch 1 02/11/18 UTLEY, E E 

Carolina Power U Light Co 3 pp 16322 353 24X 

Fiche 30-261, 02/U/lfl, 0212060130 


— B212060137 Notice pr proposed issuance of amend to License DPR-23 
VARGA. S A Operating Reactors Branch 1 02/11/10 4pp 

J 6322 356 24X Fiche 50-26 1 . 02/ 1 1 / i 0. 021 2060 1 30 


3212060069 Responds to Generic Ltr 02-22 re steam generator tube maint 
Plant has experienced occasional minor tube leakage over 
last 4 yrs Replacement steam generators have been ordered it 
leplacement gill start in late 1983 

fcURY, L W Carolina Power & Light Co 02/11/29 EISENHUT, D G 
Division of Licensing 2pp 163i4 291 24X Fiche 50-261.82/11/29. 

0212060069 


02 121404 59 CONCENTRATIONS OF COPPER-BINDING PROTEINS IN LIVERS OF 
DLUEGILLS FROM THE COOLING LAKE AT THE H B ROBINSON NUCLEAR 
POHER STATION 

HARR I SON, F L , LAM, J R Lawrence Livermore Laboratory FIN A-0119 
NUREG/CR-2Q22 82/11/30 Office of Nuclear Regulatory Research, 

Director 4Dpp Available at NRC *4 30 16410 325 24* 

fiche 50-261,82/11/30,0212140459 


Ql'12060013 Forwards proprietary "HP Robinson Lobs of Feedwater 
Transient at 1,955 MWt Model Description *< Results ° Rept 
withheld (ref I0CFR2 790) 

2 I MM ER MAN, S R Carolina Power & Light Co 82/12/01 VARGA, S A 
Operating Reactors Branch 1 5pp 16313 279 24X 

fiche 50-261. 82/12/01, 0212060013 


8212100021 Advises that response to deficiencies noted in "Control Room 
Habitability Evaluation - HO Robinson Steam Electric 
Generating Plant," will not be submitted until 83060i>due to 
increased scope of evaluation 

ZIMMERMAN, S R Carolina Power A Light Co 02/12/07 VARGA, S A 
Operating Reactors Branch 1 Ip 16379 132 24X 

fiche 50-261,02/12/07,8212100021 


BPI2I0GQ7B Forwards project plan for resolving pressunied thermal 
shock issue Independent consultant ui 1 ] review 6 assess 
uve rail program 

UTLEY, E E Carolina Power 4 Light Co 02/12/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Directoi 14po 16379 163 
24X Fiche 50-26J, B2/12/07, 8212100078 


8212150004 Informs that NRC recommendation that util provide plan 
addressing pressuri led thermal shock issue unnecessary Util 
021207 commitment adequately addresses issue 

EUR Y, L W Carolina Power 8, Light Co 02/12/00 PALLADINO, N J 
Cormiss loners 2pp 16422 33 1 24X Fiche 50-26t , 82/ 1 2/03, 

8212150004 


D;*09190263 Generic Ltr 92-32 to all PWR licensees re potential steam 
generafcor-rel a ted generic requirements Forwards Science 
Applications, Inc draft rept re subj requirements Comments 
requested within 30 days of ltr Svc list encl 

EISENHUT. D G Division of Licensing B2/12/09 Consolidated 

Edison Co of New York, Inc 29pp 16629 247 24< 

Fiche 50-000. 02/12/09,8208190263 


Q«M 213031 3 Forwards revised "MB Robinson Unit 2 Inservice Insp 
Program," Interval 2, 010307-910307. inc orporating items 
discussed during 821010, 21 fc 26 telcons Revision supersedes 
010310 l 1231 submittals 

ZIMMERMAN, S R Carolina Power S, Light Cd 82/12/09 VARGA, S A 
Operating Reactors Branch 1 Ip J63B9 345 24X 

fiche 50-261. 02/12/09,0212130313 


01*12140103 Generic Ltr 02-20 to all licensees of operating 
Weitinghouse t* C-E PWR* (except Arkansas Nuclear One, Unit 2 
i, San Qnofre 2 L 3) re inadequate core cooling 
instrumentation. sys Svc list encl 

fcISENHUTrO G Division of Licensing 02/1 2/ iO Yankee Atomic 

Electric Co 27pp 16690 035 24X Fiche 50-000,82/12/10, 

8212140103 


0i-‘1222O465 Forwards Amend 73 to Licohse DPR-23, safety evaluation & 
notice of issuance A availability Amend removes 3 effective 
f ui 1-pouer month* during Cycle 9 operations 

HEQUA, G Operating Reactors Branch 1 02/12/10 UTLEY. E E 

Carolina Power 6 Light Co 2pp J6523 180 24X 

fiche 50 -261,02/12/10,021222046 5 


--8212220470 Amend 73 to License DPR-23, removi ng 3 effective Full-power 
months during Cycle 9 operations 

VARGA, S A Operating Reactors Branch 1 82/12/10 2pp 

16523 182 24X Fcche 50-261,02/12/10,8212220465 


— 8212220474 8afety evaluation supporting Amend 73 to License DPR-23 
* Office of Nuclear Reactor Regulation, Director 02/J2/1O App 
16523 184 24X Fiche SO-261 , 82/12/10, 02 12220465 


- Q2 12220477 Notice of issuance & availability of Amend 73 to 
License DPR-23 

VARGA, B A Operating Reactors Branch 1 82/12/10 2pp 

16523 190 24X Fiche 50-261, 02/12/10,8212220465 
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Q,’123000Q3 Forwards request for addl info re NUREG-0737, l tem H £ 1 2, 
’’Auxiliary Feedwater Sys Automatic Initiation & Flow 
Indication " Response to all open items requested within 60 
days 

VARGA i S A Operating Reactors Branch 1 02/12/10 UTLEY* E E 

Carolina Rower b Light Co 8pp 16624 266 24X 

Fiche 50-261,02/12/10-8212300093 


£*.*12210060 Forwards responses to draft technical evaluation rep t re 
util submittals in response to NUREG-0612. "Control of Heavy 
loads 11 Changes to insp of lifting devices, use of qualified 
operators 4 replacement of defective devices implemented 
7 IMMERMAN* S R Carolina Power b Light Co 02/12/15 VARGA, S A 
Operating Reactors Branch ] 51pp 16485 196 24X 

FI c he 50-261 - 02/12/15* 8212210060 


8^12210410 Responds to 820724 request for addl design info re 
NUREG-0737, Item II B 3- "Post-Accident Sampling Sys M Sys 
will be described in revision to updated FSAR by 030722 
ZIMMERMmN.S R Carolina Power b Light Co 92/12/15 VARGA. S A 
Iterating Reactors Branch 1 Ip 16493 094 24X 

Flche 50-261* 82/12/15*0212210410 


8212290200 Discusses 620415 response to Generic Ltr 02-05 re NUREG- 
0737. Item II 3 3* "Po s t-Ac c id en t Sampling" 6 commitment to 
have sys operational by 030101 Due to p rob 1 ems, opera 1 1 one 1 
date revised to 030211 

ri/RRi B J Carolina Power 6 Light Co 82/12/21 EISEMHUT, D G 
Division of Licensing 2pp 16578 199 24X Fiche 30-261*02/12/21* 

(1212290200 


0J‘ 1 2280078 Responds to Genei it Ltr 02-16 re NUREQ-0737 Tech Specs, 
discussing status of items applicable to plant 

2 IM HER HAN. S R Carolina Power b Light Co 02/12/23 EISENHUT, D 0 
Division of Licensing 6pp 16565 127 24X Fiche 50-261. 02/ 12/23* 
0212280070 


D*'i2290469 Staff requirements memo summarning 021209 discussion £< vote 
in Washing ton, DC re pressuiued thermal shock action* 

Development of proposed rule establishing radiographic test 
NDT screening criterion recommended 

CHILX. B J Office of the Secretary of the Commission 02/12/23 
D IRCKS. W J Office of the Executive Director for Operations 2pp 
16606 004 24X Fiche SO-261 , 02/ 12/23. 0212290469 


(I Inspection reports. IE Bulletins b correspondence 


8200190240 IF Bulletin 02-03, Rev i s i on 1> "Stress Cracking in Thiik- 
Wall , Large-Di ameter* Stai n 1 ess S to e 1 . R cc 1 r c u i a 1 1 on Sy* Piping 
at BUR Plants " Svc list end 

UE/OUNO* R C Director's Office* Office of Inspection and 

enforcement 82/10/23 Consolidated Edison Co of New York, tm 

ItSpp 16462 163 24X Fiche 50-000, 02/ 10/20, 02081 90240 


rj:*I?090345 Forwards IE Insp flept 50-261/02-39 on 821012-15 No 
rioncomp) lance noted 

VERRELLI.D M Division of Project b Resident Programs 82/J1/03 

UTLEY, E E Carolina Power b Light Co lp 16363 139 24X 

Flthe 50-261*02/11/03,021209034 5 


- 0212090351 IE Insp Rept 50-261/02-39 on 021012-15 No none omp 1 l anc □ 
noted Major areas inspected emergency preparedness exercise 
CLINE, w E , JENKINS, 0 R Region 2, Office of Director 02/11/02 
13pp 16365 140 24X fiche 50-261.82/11/03,0212090345 


B«.'08190245 IE Info Notice 02-42. "Defects Observed in Panasonic Modul 
001 t Model 802 Thermoluminescent Dosimeters " Svc list 
cnc 1 

CC3SB.L I Division of Futl Facilities, Materials b Safeguards 
02/11/03 Consolidated Edison Co of New York, Inc 1 1 Op p 
16372 142 24X Fiche 50-000,82/11/05*8208190243 


8P 12090201 Forwards IE Insp Kept 30-261/02-30 on 821103-05 No 
noncomp 1 lane e noted 

VERRELLI. D M Division of Project 5< Resident Programs 02/11/16 
UTLEY, E E Carolina Power L Light Co 2pp 16365 260 24X 

Fiche 90-261.02/11/16,0212090201 


-0212090280 IE Insp Rcpt 30-261/82-30 on 021103-05 No none omp 1 i anc e 
noted Major areas inspected iadiological environ monitoring, 
mgt b administrative controls, implementat ion of monitoring 
program, ana lyti cal OC l> inter lab comparison program 
CUNNINGHAM, A L , MONTGOMERY, D 11 Division of Emergency 
Preparedness & Operational Support 82/11/15 5pp 16365 262 
24 < Fiche 50-261.82/11/16,0212090201 


8208190251 IE Info Notice 82-44, "Clar i f icat i on of Emergency Plan 
Ixercise Requirements " Svc list end 

U ORGAN, E L Division of Engineering b Quality Assurance 02/11/18 
Consolidated Edison Co of New York. Inc 109pp 16411 199 ?4X 

Fiche 90-000,82/11/10.0200190251 


821 2090464 Confirms 821124 mgt meeting in Atlanta, GA to discuss 
enforcement significance re shipping of contaminated matl 
Proposed meeting agenda end 

O'REILLY, J P Region 2, Office of Director 82/11/18 UTLEY* E E 

Carolina Power & Light Co 2pp 16364 121 24X 

Fiche 50-261,02/11/18,8212090464 


8PO019O256 IE Info Notice 82-46, "Defective 5, Obsolete Combination 
Padlocks 41 Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

i 27pp 16411 065 24X Fiche 50-000,82/11/26.8200190256 


8, ‘00190257 IE Info Notice 02-47, "Transportat ion of Type A Quantities 
of Non-Fis s i 1 e Radioactive Matl " Svc list end 
CQBB< L I Division of Fuel Facilities, Materials b Safeguards 
02/11/30 Consolidated Edison Co of New York. Inc 356pp 
16387 028 24X Fiche 30-000.02/11/30,0208190257 


8212290060 Partial response to FQIA request for seven categories of 
info Forwards documents, listed in App A Documents 1 it 2 
already in PDR App □ documents available in PDR LPDR 
profiles for Oinna it Indian Point 3 enc 1 
FELTON, J Ml Division or Rules and Records 02/11/30 
&CHLISSEL, D A New York, State of 7pp 16607239 24X 

Fiche 50-000,82/11/30,8212390060 


- -021 32901 21 Forwards listed documents re IE Insp Rept 50-261/75-15 
Documents filed in LPDR 

MOSELEY, N C Region 2. Atlanta, Office of the Director 76/01/21 
Hartsville.SC lp S660B 006 24X Fiche 50-000, 02/1 1/30, 

8212290060 


-8212290125 Ac k receipt of IE Insp Rept 50-261/75-15 on 751124-25 No 
proprietary info 

UTLEY. E E Carolina Power * Light Co 76/01/14 MOSELEY. N C 
Region 2, Atlanta, Office of the Director lp 16608 007 34X 

Fiche 50-000, 82/11/30* B212290060 


—0212290133 Forwards IE Insp Rept 50-261/75-15 on 751124-25 No 
noncomp 1 lance noted 

MOSELEY, N C Region 2, Atlanta, Office of tho Director 75/12/24 
JONES, J A Carolina Power b Light Co 2pp 1660B 000 24X 

Fiche 50-000,02/11/30*0212290060 


— 0212290130 IE Insp Rept 50-261/75-15 on 751124-25 No noncomp 1 inner 
noted Major areas inspected inservice insp results b 
procedures t eddy current insp of steam generator tubes 
PARKER* R C , LEWIS* R C Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch HERD T, A R Region 2, Atlanta, Reactor 

Construction b Engineering Support Branch 75/12/19 6pp 
16608 010 24 X Fiche 30-000,02/11/30,8212290060 


- 0212290144 Forwards listed documents re IE Insp Rept 50-261/75-14 
Documents filed in LPDR 

M0SElEY*N C Region 2, Atlanta, Qffico of the Director 76/01/13 
Hartsvi 1 le* BC lp I660B 016 24X Fiche 50-000,82/11/30, 

0212290060 


-8218290140 Ack receipt of 760105 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-261/75~14 
LONG, F J Region 2, Atlanta* Reactor Operations Nuclear Support 
Branch 76/01/13 JONES, J A Carolina Power b Light Co lp 
16600 017 24 X Fiche 50-000,02/11/30,8212290060 


—0012290155 Responds to NRC 7512U ltr re violations noted in Ih Insp 
Rept 50-261/75-14 Corrective actions quarterly calibr of 
survey instruments will be performed per Health Physics 
Procedure J-JP— 1 1 by 760131 6 Procedure HP- 1 will be revised 
UTLEY* E E Carolina Power b Light Co 76/01/05 MOSELEY, N C 
Region 2, Atlanta, Office of the Director 4pp 16600 010 24X 

Fiche 50-00 0,02/11/30,8212290060 


--02 l 2290 150 Forwards IE Insp Ropt 50-261/75-14 on 751104-19 
Nonconpl iance noted 

MDSELEY*N C Region 2* Atlanta* Office of the Director 79/12/11 
JONES* J A Carolina Power t Light Co 2pp 16600 022 24X 

Fiche 50-000, 82/1 1 /30, 8212290060 


— 8212290165 IE Insp Rapt 50-261/75-14 on 751104-19 Noncomp lion cos noted 
failure to follow procedures for radiation survey s/maint of 
instrument records b surveillance testing procedures did not 
provide for recording "as-found" t< "as-left" calibr data 
PARKER, R C . LENTS, R C , (VHITENER, H L Region 2, Atlanta, Reactor 
Operations Nuclear Support Branch 75/12/16 1 7p p 1660B 024 

24/ Fiche 50-000,82/11/30,0212290060 


8208190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG* R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

1 13pp 1641 J 317 24X Fiche 50-000.82/12/03,8200190259 
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6208190261 IE Info Notice 82—58- "Failures of Agastat C R 0095 Relay 
backets " Svc list end 

JORDAN* E L Division of Engineering tc Ouality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc HOpp 16462 064 24X 

Fiche 50-000. B 2/ 12/03- 8206190261 


QL'12130313 Forwards revised "Hfl Robinsun Unit 2 Inservice Insp 
Program. " Interval 2. 91 0307-9 103O7I inc orp ora t ing items 
discussed during 821019.21 8t 26 telcons Revision supersedes 
810310 b 1231 submittals 

2IHMERMAN, 8 R Carolina Power it Light Co 32/12/09 VARGA, S A 
Operating Reactors Drench 1 ip 16387 345 24X 

Fiche 50-261. 82/ i 2/09. 0212130313 


--Q2121303I7 Revised "HB Robinson Unit 2 Inservice Insp Program." 
Interval 2. BI0307-910307 

* Carolina Power b Light Co 02/12/09 70pp 1 6389 346 24X 

Fiche 50-26 l, 82/ 12/09. 8212130313 


8708190267 IE Info Notice 82-49. "Correction for Sample Conditions for 
Air *« Gas Monitoring " Svc list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co -of New York. Inc 

12?pp 16626 191 24X Fiche 50-000. 82/12/16. 820BI90267 


8208 19026 8 !E Info Notice 82-50. "Mod of Solid State AC Undervoltage 
Re lags Type JTE-27 " Svc list end 

JORDAN. £ L Division of Engineering U Quality Assurance 82/12/20 
Consolidated Edison Co of New York. Inc J08pp 1662B 293 24X 

Tiche 50—000. 82/ 1 2/20. 8208 1 902&& 


R Periodic operating reports it related correspondence 


BP12060I99 Forwards monthly operating rept for Nov 1982 

BTARKEV.R E Carolina Power b Light Co 82/12/03 DEYOUNG, R C 
Director's Office. Office of Inspection and Enforcement Ip 
16313 047 24X Fiche 50-261. 82/12/03, 6212060199 


— 8212060201 -Monthly operating rapt for Nov 1962 

NORRIS. H B Carolina Power b Light Co 62/12/01 3pp 
16313 040 24 X Flch« 50-261,02/12/03,8212060199 


9 Reportable Occurrences. LER* & related correspondence 


B212030004 PNO J I I -92-1 31 on 821 1 20. 1 fa k i ng injection valve resulted in 
caustic contamination of condensate storage tank by 20 
gallons of 50'/. sodium hydroxide Secondary coolant also 
contaminated Sampling & evaluation underway 

HEHL.C W . BEftrSrP Region 2. Office of Director 02/11/30 lp 
J 6304 225 24X Fiche 50-261.62/11/30,8212030004 


8P 12090120 Foruards LER 02-01 6/03L-0 

STARKEY. 0 □ Carolina Power 6 Light Co B2/I1/30 0 'REILLY. J P 

Region 2. Office of Director lp 16357 231 24X 

Fie h« 50-26 1 , 62/(1 /30, 02 1 2090 120 


—0212090128 LER 02-01 6/03L-0 on 021103 . c onta \ nmen t fan cooler HVH-3 
failed to restart during periodic te*t performance Caused 
by defective time delay relay in motor breaker control 
.circuit Time delay relay replaced 

COK.H T Carolina Power it Light Co 82/11/30 Region 2, Office 
of Director 2pp 16357 232 24X Fiche 50-261,02/11/30. 

6212090120 


02J23OD272 Forwards LER 82-018/01 L-0 

BTARKEV.R EJ Carolina Power U Light Co 02/12/23 O'ftElLLY, J P- 
H eg 1 on 2. Office of Director Ip 16594 001 24X 

Fiche 50-26 1 , 82/ 1 2/23, B2 l 2300272 


—8213300296 LER 02-O10/O1L-O on 8^1213, at BIX power, low temp 
overpressure protection sys pressure transmitter* found 
cal 1 hr incorrectly Caused by cplcu lat iona I error on zero 
adjust correction on initial !978 calibr data sheet* 

COX, H T Carolina Power * Light Co 83/12/23 Region 2, Office 
of Director 3pp 16 594.00 2 24X Fiche 50-261,82/12/23, 

8212300272 


V, Operator Examinations 


8212090122 Inf cm that written & oral exams scheduled for 830221 List 
of end referenced natl required for operator licensing exam 
must be furnished by 021220 to meet schedule Requ irements 
far conducting exams also »nc| 

VERrELL 1 , 0 H Division of project & Resident Programs, 82/12/02 
FURR, B. J Carolina Power If Light Co 4pp 16357 264 24X 

Fichs. 30-261. 02/12/02, 8.21 20701 22 


DOCKET 50-262 BRIGHAM YOUNG UNIV RESEARCH REACTOR 


f Security, medical, emergency it fire protection plans 


01*12160731 Release* public version of revised reactor facility 
rmergency plan. 

FELTON, J H Division of Rules and Records 82/12/10 Document 

Management Branch lp 16464 177 24X Fiche 50-262, 82/ l2/ 1 O. 

0212160731 


— 0212160734 Forwards public version of revised reactor facility 
emergency p lan 

DIXON, 0 R Brigham Young Un i v 02/12/03 THOMAS, C 0 

Standard la t ion it Special Projects Branch lp 16464 17B 24X 

Flche 30-262,02/12/10.8212160731 


— 821 2160742 Public version of revised reactor facility emergency plan 
* Brigham Young Univ 82/12/03 9pp 16464 179 24X 

Fiche 50-262,82/12/10,8212160731 


DOCKET 50-263 MONTICELLO NUCLEAR GENERATING PLANT 


F Security, medical, emergency Q s fire protection plans 


0^12100016 Forwards IE Insp Rept 50-263/02-11 on 820927-30,1012-13 b 
i 022 A notice of violation 

NGRELIUS.C E Division of Engineeiing b Technical Program® 

02/11/24 01 BERTS. D E Northern States Power Co 2pp 16373 3J3 

24X Flche 50-263.82/11/24,8212100016 


- *0212100019 Notice of violation from insp on 820927-30, 1012-13 & 1022 
NORELIUS.C E Division of Engineering & Technical Programs 
82/11/24 2pp 16373 335 24X Fi Che 30-263, 82/ 11 /24, 0212 100016 


-0212100023 IE Insp Rept 50-263/02-11 on 020927-30.1012-13 b 1022 
Noncompliance noted failure to conduct airborne activity 
survey during operation of hoi compactor t, to conduct 
filtration sys air flow evaluation 

LOVENDALEi P C . GRANT, W 0 , GREGER, L R Division of Engineering tc 
Technical Programs 02/11/23 9pp 16375 337 24X 

Fiche 50-263,82/11/24.8212100016 


OP 1 2090343 Act receipt of 821122 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguard* Insp Rept 
!» 0-263/02-13 

MILLER, J R Division of Engineering b Technical Programs 82/12/03 
LARSON. C E Northern States Power Co lp 16365 006 24X 

Fiche 50-263, 02/12/03, 0212090343 


— 8215090352 Respond* to NRC 021029 ltr re violations noted in IE 
Safeguards Insp Rept 50-263/82-13 Corrective actions 
withheld 

LARSON, C E Northern States Power Co B2/I1/22 MILLER, J R 
Division of Engineering & Technical Programs Ip 16365 00/ iMY 
Fiche 50-263,82/12/03,8212090343 


BPl 2 1 40244 Forwards changes to security plan, to be incorporated in 
forthcoming revision Changes withheld <ref 10CFR2 790> 

MUSOLF, D Northern States Power Co 82/12/10 Office of Nuclear 
Reactor Regulation. Director 2pp 16409 306 24X 

Flche 50-263. 82/12/10,8212140244 


021 2220306 Discusses layout of communications equipment required in 
control room. onsite technical support c tr & near-sito 
emergency operations facility 

KEPPLER, J G Region 3, Office of Director 82/12/16 

Commonwealth Edison Co 3pp 16503 351 24X Fiche 50-000,82/12/16, 

0212220306 


P Operating license stage documents & correspondence 


QPi 1230066 Generic Ltr 62-27 to all BWR licensees of operating reactors 
except LACBHR.Big Rock Po j nt, Dr e sden 1, Humboldt Day, 
applicant* for OL & holders of CP re transmittal of 
NI/RE0-0763 tc NUREG-07B3 Svc U*t end W/P stated end 
EISENHUT, D G Division of licensing 02/11/15 General Public 
Utilities - GPU Service Corp 22pp 16387 004 24X 

fiche 50-000,82/11/15,8211230066 


8212070391 Forwards payment for 820930 license amend request re 
source range monitor count rate 

MUBOLF, D Northern States Power Co B2/U/17 DIGGS, R M License 
Fee Managenent Branch 2pp 16336 326 24X Fiche 30-263,02/11/17, 
0212070391 
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8212090008 Forward* Amend 12 to License DPR-22, safety evaluation, 
technical evaluation rept 4> notice of issuance & 
availability Amend incorporates surveillance requirements 
associated w/reactor protection monitoring ay* 

VASSALLQ, D D Operating Reactors Branch 2 82/11/30 MUSOLF, D M 

Northern States Power Co 2pp 16394 274 24X 

fiche 50^263. 02/11/30. 6212090008 

—8212090010 Amend 12 to License DPR-22, inc or porat ing limiting conditions 
for operation L surveillance requirements associated 
u/reactor protection monitoring sys 

VA5SALL0, D B Operating Reactors Branch 2 02/11/30 4pp 

16394 276 24X Fiche 50-263,92/11/30.0212090000 


—0212090012 Safety e\aluation supporting Amend 12 to License DPR-2P 
* Dmce of Nuclear Reactor Regulation. Director 02/11/30 2pp 
16304 290 24 X Fiche 50-263,02/11/30,0212090000 


0212090023 "Technical Evaluation Rept on Monitoring of Electric Power 

fco Reactor Protection Sys for Monticello Nuclear Generating 

Plant," supporting Amend 12 to License DPR-22 

SELAN, J C Lawrence Livermore Laboratory FIN A-Q250 

UC I D- 191 45 02/07/16 NRC - No Detailed Affiliation Given 

9 pp 16304 202 24 X Fiche 50-263.02/11/30,0212090000 


--02J2O9OO26 Notice of issuance t< availability of Amend 12 to License 
DPR-22 

VASSALLQ, D B Operating Reactors Branch 2 82/J1/30 2pp 

163B4 292 24X Fiche 50-263,82/11/30,8212090008 


0? i 2090009 Forwards safety evaluation re OUR owners group 010922,0921 it 
020902 responses to NUREG-0737, 1 1 em II K 3 29, "Effect of 
Loss of AC Power on Pump Seals " Response acceptable 
VASSALLQ, D 0 Operating Reactors Branch 2 02/12/01 MUSOLF, D M 

Northern States Power Co 2pp 16304 267 24X 

fiche 50-263, 02/12/01,8212090009 


— 0212090011 Safety evaluation of BUR owners group generic response to 
NUREC-0737, Item I I K 3 25, 'Effect of Loss of AC Power on 
Punp Seals " 

* Operating Reactors Braneh 2 02/12/01 Spp 16304 269 24X 

Fiche 50-263,02/12/01,8212090009 


821 2260002 Forwards Amend 13 to License DPR-22, safety evaluation it 
notice of issuance i availability Amend changes Tech Specs 
to incorporate revised safety i operating limit# associated 
ui/operation during Fuel Cycle 10 

VASSALLQ, D 0 Operating Reactors Branch 2 02/12/06 MUSOLF, D M 

Northern States Power Co 2pp 16593 000 24X 

Tiche 50 - 263 , 02 / 12 / 06,0212200002 


- 0212200003 Amend 13 to License DPR-22, c hang ing Tech Spec# to 
incorporate revised safely b operating limits associated 
w/operat ionai facility during Fuel Cycle 10 

VASSALLQ, D B Operating Reactor* Branch 2 02/12/06 9pp 

16593 090 24 X Fiche 50-263,02/12/06,8212200002 


—0212200004 Safety evaluation supporting Amend i3 to License DPR-22 
* Office of Nuclear Reactor Regulation, Director 02/12/06 0pp 
1&593 099 24 X Fiche 50-263,82/12/06,8212280002 


— 0212200006 Notice of issuance it availability of Amend 13 to Licence 
DPR-22 

VASSALLQ, D B Operating Reac tor* Branch 2 82/12/06 2pp 

16593 107 24 X Fiche 50-263,02/12/06,8212200002 


0212210544 Forwards Amend 14 ta Liconse DPR-22, sa Pe ty evaluation & 
notice of issuance & availability Amend approve# repair to 
recirculation *ys piping it authorizes resumption of power 
LISEMHUTiD 0 Division of Licensing 02/12/10 MUSOLF, D M 
Northern States Power Co 4pp 16502 239 24X 

Fiche 50-263,92/12/10,8212210544 


- 021 2210547 Amend 14 to License DPR-22, approving repairs to 
recirculation *y* piping authorizing resumption of power it 
changing Tech Specs limiting conditions for coolant leak 
detection sys 

VASSALLQ, D B Operating Reactor* Branch 2 82/12/10 6pp 

16902 243 24 X Fiche 50-263, 92/12/ 10, 8212210544 


— 0212210540 Safety evaluation supporting Amend 14 to License DPR-22 
-* Office of Nuclear Reactor Regulation, Director 82/12/10 
19pp, 16902 249 24X Fiche 50-263, 02/ 12/10, 8212210544 


— 0212210552 Notice of issuance it availability of Amend 14 to License 
DPR-22 

VASSALLQ, D B Operating Reactors Branch 2 02/12/10 2pp 

16502 269 24X Fiche 50-263,82/12/10,0212210344 


8212210325 Forward* plant-unique analysis rept* Vols 1-5 & App A Rept* 
describe analyses conducted for suppression chamber vent 
sy s, supp r es s l on chamber internals it safety relief valve 
discharge piping 

MUSOLF, D Northern States Power Co 82/12/15 Office of Nuclear 
Reactor Regulation, Director 2pp 16497 135 24X 

Fiche 50-263,82/12/15,9212210323 


—0212210327 Vo i 1, Revision l.to plant-unique analysis rept, "General 
Criteria & Load* Methodology " 

BONDRE, J R , M ASTER SON. R E . MULFORD, T J NUTECH (Nuclear 
Technology, Inc > N3P-74-101 ROl 82/11/30 2l7pp 16497 130 

24 X Fiche 50-263,82/12/13.8212210325 


- -02 122 10330 Vo 1 2, Revision l , to p Jant-ufuque analysis rept, "Suppression 
Chamber Analysis " 

BENT ING, K W , NCINNES, I D , MULFORD, T J NUTECH (Nuclear 
Technology, Inc > NSP-74-102 ROl 02/U/3O lfi4pp 16497 355 

24 X Fiche 50-263,82/12/15,0212210325 


-•8212210333 Vo 1 3, Revision l.to plant-unique analysis rept, "Vent 0ys 
Analysis " 

HSU, T I , MCINNE6, I D , MULFORD, T J NUTECH (Nucjear Technology, 
Inc ) NSP-74-103 ROl 02/11/30 209pp 16490 179 24X 

Fiche 50-263,82/12/15,0212210325 


— >0212210337 Vo 1 4, Revision l»to p 1 an t -unique analysis rept, "Internal 
Structure* Analysis " 

DENTING, K U . MCINNES, I D , MULFORD, T J NUTECH (Nuclear 
Technology, Inc J NSP-74-104 ROl 82/11/30 37pp 16499 020 
24X Fiche 90-263,92/12/15,9212210323 


- 0212210342 Vo I 5>Revisian 1 , to plant-unique analysis rept, "Safety 
Relief Valve Discharge Line Piping Analysis ” 

HERLEKAR, A S , AXL1NE, J U , MULFORD. 7 J NUTECH (Nuclear 
Technology, Inc ) NSP-74-103 ROl 82/11/30 J46pp 16499061 

24X Fichfr 50-263,02/12/15,0212210325 


— 0212210346 App A, Revision l.to plant-unique analysis rept, "Monticello 
Response* to Previous PJant-Unique Analysis Rept - Current 
Containment V Piping Licensing Issues " 

a NUTECH (Nuclear Technology, Inc > NSP-74-103A ROl 92/11/30 

90pp 16499 207 24X Fiche 50-263,02/12/15,0212210325 


BP 12220545 Request* adrfl fees re util B20924 application for Tech Spec 
changes re surveillance c 1 or if i ca t ion, reac t or protection sys 
monitoring requirement* It jet pump surveillance 

DIGGS, R M License Fee Management Branch 02/12/(5 MUSOLF,!) 
Northern State* Power Co lp 16523 351 24X Fiche 50-263, 

02/12/15, 02 1 222Q34S 


0 Inspection reports, IE Bulletins It Correspondence 


0208190240 IE Bulletin 02-03, Revi * i on 1, "Stress Cracking in T hick- 
WaJ 1# Large-Diameter, Stainless Steel , dec ircu lafcion Sy* Piping 
at OWR Plants " Svc list encl 

DEVOUNO* R C Director's Office, Office of Inspection and 

enforcement 02/10/20 Consolidated Edison Co of New Vorfc, Inc 

112pp 16462 163 24X Fiche 30-000, 02/10/28, 0200190240 


0208190243 IE Info Notice 02-42, "Defects Observed in Panasoni c Model 
(101 it Model 802 Thermoluml descent Dosimeter* “ Svc list 
end 

COBB, L I Division of Fuel Facilities, Materials Sc Safeguards 
02/11/05 Consolidated Edison Co of Now Vork, Inc HOpp 

16372 142 24X Fiche 50-000,92/11/05,0200190245 


8208190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Lxarc i « o Requ Irements " Svc list encl 

JORDAN, E L Division of Engineering it duality Assurance 02/11/10 
Consolidated Edison Co of New Vork, Inc I09pp 16411 199 24X 

Fiche 30-000,02/11/18,8208190251 


QPJ 210001 6 Forwards IE Insp Rept 50-263/02-11 on 020927-30,1012-13 It 
1022 i notice of violation 

fJGRELIUB, G E Division of Engineering & Technical Programs 
02/11/24 0 1 BERTS, D E Northern States Power Co 2pp 16375 333 

24X Fiche 50-263,02/11/24,8212100016 


>0212100019 Notice of violation from insp on 820927-30*1012-13 it 1022 
NGRELIUSiC £, Division pf Engineering & Technical Programs 
82/11/24 Rpp 16375 335 24X Fiche 50-263,02/11/84,8212100016 


—0212100023 IE Insp Rept 50-263/82-11 on 820927-30,1012-13 & 1022 
Noncamp 1 ianee noted failure to conduct airborne activity 
survey during operation of box compactor & to conduct 
filtration sys air Plow evaluation 

LGVENDALE# P C , GRANT, W D , QREGER, L fl Division of Engine or ing fc 
Technical Programs 82/11/22 9pp 16375 337 24X 

Fiche 50-263*02/11/24,8212100016 
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BPOB19025.6 IE Info Notice 02-46, " Defec fclve & Obsolete Combination 

Padlock* " Svc list end 

U EVOUNO i R C Director's Office. Office of Inspection and 

Enforcement 02/11/26 Consolidated Ediion Co of New York. Inc 

127pp 16411 065 24X Fiche 50-000, 02/1 1/26, G20BJ 90256 


0^08190257 IE Info Notice B2-47, "Transper tat i on of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
COBffrL I Division of Fuel Facilities, Materials L Safeguards 
82/11/30 Consolidated Edison Co of New Tap*, Inc 396pp 
16387 Q2B 24X Fiche 30-000.02/11/30,8208190257 


G?1 22 10007 Advises that concerns L re-qu iremervts re IE Bulletin 60-06. 
"ESF Asset Control!, ” satisfied SER & technical evaluation 
forwarded 

VASSAL LG, P B Operating Reactors Branch 2 B2/12/0I MUSQLF. D M 

Northern States Power Co 2pp 1652? 346 24X 

Ftch* 30-263.82/12/01,8212210007 


8212270276 PNQ- 1 1 1-82-130 on 021217, turb i ne generator developed hiqh 
vibration reading on bearing 5 due to worn bearing Unit to 
he taken to cold shutdown for repair of boaring 
DROWN. C . WALKER, R - STREETER. J Region 3, Office of Director 
02/12/17 Ip 16530 310 24X Fiche 50-263,02/12/17,0212270276 


DOCKET 50-265 OUAO-CfTIES STATION, UNIT 2 


F Security, medical, emergency A fire protection plans 


B2 12030053 Act receipt of 021108 ltr informing NRC of steps taken to 
resolve problems Identified in IE Emei gency Preparedness 
Appraisal Repts 50-254/82-14 & 30-269/02-16 C lar i f J ce t i on re 
start in stop of 13-minute clock provided 

KEPPLER, J O Region 3, Office of Director 02/11/30 REED, C 
Commonwealth Edison Co lp 16304 143 24X Fiche 50-254,02/11/30, 

0212030053 


— 8212210000 Safety evaluation supporting licensee actions in response to 
IE Bullet!* ao-Qfc. "EBP Beset Control* 11 

# Office of Nuclear Reactor Regulation, Director 62/12/01 ^pp 
16929 340 24X Fiche 50-263.02/12/01,0212210007 


— 0105210384 ’’Technical Evaluation of Licensee's Response to IE Bulletin 
80-06 re Engineered Safety Feature Reset Controls for 
M&nticello Nuclear Generating Plant “ 

HACKETT# D B EOMJ, Inc FIN A--0231 EDO- 1 103-421 0 81/03/30 

6pp 16529 350 24X Fiche 30-263, B2/1 2/01 . 021 22 1 0007 


8PO0I9-O259 IE Bulletin 02-04, *'De f i c i e nc 1 ** in Primary Containment 
Electrical Penetration Assemblies ” Svc list end 
DEVOUNO. R C Director's Office, Office of Inspection and 

Enf ore ement. 02/12/03 Consolidated Edison Co of New York, Trie 

U3pp 16411 317. 24X Fiche 30-000, 82/12/03.0209190259 


0200190261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Beckett " Svc lift end 

-JORDAN. E L Division of Engineering U Quality Assurance 02/12/03 
Consolidated Edison Co of New Yort, ln< llOpp 16462 064 24x 

Fiche. 50-000, 82/12/03, 02OB 190261 


0212090343 Ack receipt of 021122 ltr informing NRC of steps taken tu 
correct violations noted In IE Safeguard* Insp Rept 
50-263/02-13 

MILLER, 0. R Division of Engineering 6 Technical Programs 02/12/03 
L ARSON, C E Northern State* Power Co lp 16365 086 24 X 

Fiche 50-263, 82/ 1 2/03. B212090343 


— 8212090352 Responds to NRC 021029 ltr re Violation* noted in IE 
Safeguard* ln»P Rept 50-263/82-13 Corrective action* 
withheld. 

LARSON, C £ Northern State* Power Co 82/11/22 MLLER.J R 
Division of Engineering tc Technical Program* lp 16365- 087 24X 

Fiche 90-263,02/12/03.8212090343 


8200190267 IE Info Notice 02-49, "Correction for Sample Condition* for 
Air 8c Gas Monitoring " Svc list end 

DEYOVNO, R C, Director's Office, Office of Inspection and 

Enforc sment, 02/12/16 Consolidated - Edison Co of New York. Inc 

I 27pp. 1 662B 191. 24X Fiche 50-000. 82/12/ 16, 0208190267 


— 8212030056 Responds to NRC 020930 ltr re problems identified in 
Paragraph 5 of IE Emergency Preparedness Appraisal Repts 
50-254/82-14 6 50-265/82-16 Addl corporate emergency 
planning position* budgeted - for 1903 

RAUSCH, T J Commonwealth Edison Co 02/11/08 KEPPLER, J 0 
Region 3, Office of Director 3pp 16304 144 24X 

Fiche 50-25 4,02/13/30,0212030053 


0212030260 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rule* and Records 02/11/30 Document 
Management Branch Ip 16316 276 24X Fiche 50-254, 02/1 1 /30, 

8212030268 


--&212030273 Forward* public version of revised emergency plan 
implementing procedures, including Procedure* QEP 330-6 re 
air sampling under accident conditions 6 QEP 330-T9 re 
air radiation monitoring syu Receipt form enc 1 
KQVACKi T J , CERNER.L Commonweal th Edison Co 02/IO/1S 
DENTON, H R NRC - No Detailed Affiliation Given lp 16316 2/8 
24X Fiche 50-254,92/11/30,0212030269 


— 8212030279 Public version of revised emergency plan implementing 
procedures, including Procedures QEP 330-6 re air sampling 
under accident condition* L OEP 330-79 re air radiation 
mom tor i r»g s y * 

* Commonwealth Edison Co 82/lO/lS I7pp 16316 279 24X 

FUhfc 50-254, 92/1 1/30, 0212030260 


021 20601 72 Ack receipt of 021116 Hr informing NRC of *teps taken to 
correct violations noted »n NRC 021012 ltr re timeline** of 
emergency planning eiercise submittals 

HTND, J A Division of Emergency Preparedness S< Operational Support 
82/12/01 REED , C Commonwealth Edison Co Ip 16313 006 24X 

Fiche 50-254, 92/12/01,8212060172 


— B212O6O101 Respond* to NRC 021012 ltr re timeliness of scenario 
submittal* to FEMA Region VII FEfiA Region VII to be included 
in submittals 6 meetings associated w/fufcure eiercise* 
RAUSCH,! J Commonwealth Edison Co 02/11/16 KEPPLER, J 0 
Region 3, Office of Director lp 16313 087 24X 

Fiche 50-254, 02/12/01, B2J2060I72 


0208190260 IE Info Notice 02-50, "Mod of Solid State AC Undervottage 
Relays Type lTE-27. " Svc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance. 02/12/20 
Consolidated Edison Co of New York. Inc lOBpp 16628,293 G4X 
Fiche. 50-000, 02/12/20,3200190260 


Q Reportable occurrences, LERs U related -correspondence 


0212140344 Forward* updated LEK 82-013/017-3 

MUSQLF, 0. Northern Btate* Power Co 82/12/06 Region 3, Office 
of Director lp. 16401.350 24X Ficha 50-263. 82/12/06, 821 2 1 40344 


—0212140357 t/pdatad LER 02-013/01 T-3. on 820928,1020,31 6 1102, during 
preparation for repair of E»C !< F sa f e-en ds, thru wall leaks 
found on each safe-end Caused by Intergranular stress 
corrosion cracking Defects repaired 

HAMMER, s Northern States Power Co B2/i2/06. Region 3, Office 
of Director lp 16401 339 24X Fiche 50-263.02/12/06, 

8212140344- 


G212090325 Ack receipt of 821129 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguard* Insp Repts 
l'D-2M/82-20 6 50-265/02-21 

MILLER, J R Division of Engineering It Technical Programs 02/12/03 
REED, C Commonwealth Edison Co lp 16365 103 24X 

Fiche 50-254, 02/12/03, 0212090325 


•0212090338 Re *p end* to NRC 021029 ltr re violation* noted in IK 
Safeguards Insp Rept* 50-254/02-20 «. 50-265/02-21 Corrective 
actions withheld iraf 1 0CFR73 21) 

DELQEORGE, L 0 Commonwealth Edison Co 02/ 11/2? KEPPLER, J G 
Region 3, Office of Director Ip 16365 104 24X 

Fi che. 50-254, 82/12/03, ©2I207032S 


82J20903B3 Forwards Info re emergency operation* facilities per 
821122 t< 1202 request* Info previously submitted by telcon 
Request for written response unnecessary burden on licensee 
DELGEORGE.L D Commonwealth Edison Co 82/12/03 EJSENHUT, P G 
Division of Licensing 2pp 16365 031 24X Fiche 50-000,82/12/03, 

8212090303 


0212210847 PN 0 - 1 I I-B 2-133 an B 21213 , mai n t worker suffered second degree 
burns from contaminat'd - stean during replacement of 
packing on main steam tin* drain Isolation valve Worker 
treated & released State of MN will be notified 

WALKER. R i BARRETT, P j STREETER, J. Region 3, dfffce of Director 
02/12/14, lp. 16463 '316, 2-4X Fiche 50-263.82/12/14,82122 1 0247 


8?il 3140179 Respond* to items re fire protection safe shutdown analysis, 
discussed in 820917 telephone conference Core can maintain 
water level above t-op of active fuel w/o initiation of RCJC 
flow for max of 14 minutes 

RAUSCH, T. J Commonwealth Edison Co 82/12/06 EI8ENHUT. D G 
Oivnion of Licensing 3pp 16410 205 24X Fiche 50-254,02/12/06, 

0212140179 
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8, ’12160127 Ack receipt of 820621 ltr transmitting changes to security 
plan, Revision 11 Change consistent u/provmons of 
I0CFR50 94 ( p ) h does not decrease effectiveness of plan 
VAS8ALLQ, D □ Operating Reactors Branch 2 82/12/06 

DELGEORGE, L 0 Commonwealth Edison Co 3p p 16447 206 24 X 

riche 50-254. 82/12/06, 0212160127 


B212130017 Releases public version of Revision 1 to Emergency Plan 
Implementing Procedure EG- 2. Pre-Established Onsite 5, 

Offsite Monitoring Locations (Maps) ” 

FELTON. J M Division of Rules and Records 02/12/07 Document 
Management Branch lp 16417 062 24X Fiche 50-000,82/12/07. 

0212130017 


--021213OO23 Forwards public version of Revision 1 to Emergency Flan 
Implementing Procedure EG-2, "Pre -Estab 1 i shed Onsite k 
Offsite Monitoring Locations (Maps) " Revised table of 
contents end 

PAJDWSKI.J Commonwealth Edison Co S2/U/01 DENTON. H R NHC 
No Detailed Affiliation Given 2pp 16417 063 24X 

riche 50-000.92/12/07.0212130017 


—0212130041 Public version of Revision 1 to Emergency Plan Implementing 
Procedure EG-2, "Pre-Established Onsite & Offsite Monitoring 
Locations (Maps) " 

PAJOWSKl-J E Commonwealth Edison Co 02/11/29 4pp 16417 06b 
24/ Fiche 50-000.02/12/07,8212130017 


-0212300409 Public version of revised emergency plan implementing 
procedures, including Procedures GEP 310-T3 re prioritized 
notification listing £ GEP 360-3 re site evacuation 
* Commonwealth Edison Co 02/12/00 12pp 16613 206 24X 

Fiche 50-254.02/12/22.0212300400 


G Adjudicatory correspondence 


8212070160 Memorandum V order granting licensee 020010 request to 
dismiss proceeding w/o prejudice UfciJ received authority 
to increase spent fuel pool storage c opac i t y. maJt i ng 
shipment of spent fuel between plants unnecessary 
JOHNSON, E B Atomic Safety and Licensing Board Panel 02/12/03 
Commonwealth Edison Co 4pp 16336 320 24X Fiche 50-000.0 2/12/03. 

0212070160 


H General cott espondence 


0212200176 Notifies of change In matting address for NRC licensing 
mat! 

WRIGHT, G N Illinois, State of, Dept Nuc Safety (formerly Dept 
Public Health) 02/12/20 EfSENHUT, D Q Division of Licensing 
Ip 16556 13 5 24X Fiche 50-000,02/12/20.0212280176 


f* Operating license stage documents & correspondence 


3*’J2l4Q243 Advises of distribution of revisions to "Generating Station 
Emergency Plan " Draidwood annex not prepared 

TffAMM. T R Commonwealth Edison Co 02/12/07 DENTON, M H Office 
of Nuclear Reactor Regulation, Director 2pp 16409 302 B4X 
I lche SO-OOO, 02/ >2/07, 8212140243 


Cf?'J2220175 Releases public version of revised generating station 
emergency plan implementing procedures 

FELTON, J M Division of Rules and Records 82/12/10 Document 

Management Branch lp 16529 029 24X Fiche SO-OOO, 02/ 12/10, 

32)2220175 


— 0212220190 Forwards public version of revised generating station 
emergency plan implementing pr ocedm os, inc lud ing Procedures 
FD-3 re demand polling of meteorological data |« ED-20 re 
emergency forecast request 

PAJ0WSK1.J C Commonwealth Edison Co 02/11/13 DENTDN, H R 
Office of Nuclear Reactor Regulation, Director lp 16529 030 
24 X Fiche 50-000,82/12/10.0212220179 


-“•8212220302 pu b 1 ic version of revised generating station emergency plan 
implementing procedures, inc I ud i ng procedures ED-3 re demand 
polling of meteorological data t< ED-20 re emergency 
forecast request 

LlTEftSIW>L A Commonwealth Edison Cq 02/10/13 4Bpp 
16529 031 24 X Fiche 30-000,02/12/10,8212220179 


0212220306 Discusses layout of c ommunications equipment required in 
control room, onsite technical support ctr U near-site 
emergency operations facility 

KEPPLER, J G Region 3, Office of Director 82/12/16 

Commonwealth Edison Co 3pp 16503 351 24X Fiche 50-000,82/12/16, 

0212220306 


8212300167 Releases public version of rovlsed generating station 
emergency plan telephone directory 

FELTON, J M Division of Rules and Records 82/12/20 Document 
Management Branch Ip 16612 215 24X Fiche SO-OOO, 02/12/20, 

0212300167 


8211230066 Generic Ltr 82-27 to all BWR licensees of operating reactors 
except LACBWR , Big Rock Po int, Dr esden 1, Humboldt Bay, 
applicants for OL l< holders of CP ro transmittal of 
NUflEQ-0763 6 NUREC-0703 Bvc list end W/o stated end 
ElSENHUT.D 0 Division of Licensing 02/11/15 General Public 
Utilities - GPU Service Corp 22pp 16387 004 24X 

fiche SO-OOO, 02/11/19,0211230066 


0212130275 Forward* safety evaluation of BWR owners group B10322, 092i 
020902 responses to MUREG-0737, I ten II K 3 25, "Effect of 
Los* of AC Power on Pump Deal* " Response* acceptable 
VASBALL0, D D Operating Reactors Branch 2 02/12/01 DELOE0RGE, L 

Commonwealth Edison Co 7pp 16410 213 24X Fiche 30-254,02/12/01, 

0212130275 


0212160013 Forward* lfcrs from engineering firms supporting spent fuel 
rack mod at facilities Min gap of 2 5 inches between racks 
doe ■ not invalidate previous seismic analyses if racks 
symmetrically loaded Restoration of 3-inch gap planned 
RAU8CH, T J Commonwealth Edison Co 02/12/10 EISENHUT, D 0 
Diviiion of Licensing 3pp J6446 074 24X Fiche 50-254,02/12/10, 

0212160013 


8212220212 Forward* Revision 22 to CE-l-A, "GA Program for Nuclear 
Generating Stations " 

SWARTZ, E D Commonwealth Edison Co 02/12/14 HAASS, W P Quality 
Assurance Branch Ip 16510 007 24X Fiche 50-000,02/12/14, 

0212220212 


--0212220231 "OA program for Nuclear Generating Stations.’' Revision 22 
* Commonwealth Edison Co CE-l-A R22 82/11/01 J7pp 

16910 009 24 X Fiche 90-000, 02/12/14,0212220212 


DPI 22001 1 7 Forward* addl info re NUREG-0737, I tern I! F 1, "Addl Accident 
Monitoring Instrumentation," per NRC 021109 request 
Pressure monitoring sys provided w/separate loop for narrow 
range monitoring 

BWARTZiE D. Commonwealth Edison Co 02/12/20 EISENHUT, D 0 
Diviiion of Licensing 9 PP 16564 062 24X Fiche 50-000,02/12/20, 

0212280117 


--02 123 00 179 Forwards public version of rovised generating station 
emergency plan telephone directory 

MOORE, R D Commonwealth Edison Co 02/12/02 DENTON, H R Office 
of -Mug 1 ear Reactor Regulation, Director Ip 16612*216 34X 

Fiche 50-000,82/12/20,0212300167 


— 8212300199 Public version of revised generating station emergency 
plan telephone directory 

GALLE, D P Commonwealth Edison Co 02/11/05 60pp 16612 Hi/ 
24X Fiche 50-000,82/12/20,8212300167 


0212300400 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 82/12/22 Document 
Management Branch lp 16613 203 24X Fiche 50-254,82/12/22, 

0212300400 


- 0212300405 Forwards public version of revised emergency plan 
implementing procedures, inc 1 udiny Procedure# GEP 310-T3 
re pr i or 1 1 1 led notification listing U GEP 360-3 re site 
evacuation Receipt form enci 

* Commonwealth Edison Co 82/12/00 DENTON, H R NRC - No 
Detailed Affiliation Given gpp 16613.204 24X 

Fiche SO-29 4 , 82/ 1 2/22 , 02 1 2300400 


E32122B0343 Forwards addl info re NUREG-0737, I terns 1 1 F 1 4, 5 k 6 
"Containment P re s*«re, Wa ter Level 8t Hydrogen Monitoring," 
per Crutchfield 821109 ltr 

SWARTZ, E D Commonwealth Edison Co 82/12/20 EISENHUT, D 0 
Division of Licensing 9pp 16561 053 24X Fichu 00-000,82/12/20, 

0212280343 


0212290111 Application for amend to License DPR-29, consis ting of change 
to Tech Specs allowing normal power operation for no more 
than one refueling cycle w/one main steam drain line 
isolation valve exhibiting excessive leakage W/o Tech Specs, 

RAUSCH, T J, Commonwealth Edison Co 82/12/20 DENTON, HR Office 
of Nuclear Reactor Regulation, Director 2pp 16582 241 24X 

Fiche 50-254, 02/12/20, 8312290111 


8212200212 Forwards updated schedule for ongoing environ qualification 
testing programs, per 810520 commitment 

SWARTZ, E D Commonwealth Edison Co 82/12/22 EI0ENHUT, D G 
Division of Licensing !8pp 16556- 161 24X Fiche 50-000, 82/13/22, 

8212230212 
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82I2280263 Clarifies position on classification of major mods to DUN 
Mark i Containment per 021216 1 tr 

RAUSCH. T J Commonwealth Edison Co 82/12/22 DENTON* H R Office 
of Nuclear Reactor Regulation. Director 2pp 16561 307 24X 

Tiche 30-000, 82/ 12/22. 82 1 2280263 


Q Inspection reports. IE Bulletins & correspondence 


— 0212030056 Responds to NRC 820930 Itr re problems identified in 
Paragraph 5 of JE Emergency Preparedness Appraisal Repts 
50-254/02-14 t> 50-265/82-16 Addl corporate emergency 
planning positions budgeted for 1983 

RAUSCH. T J Commonwealth Edison Co 82/11/09 KEPPLER, J Q 
Region 3. Office of Director 3pp 16304 144 24X 

Fiche 50-254,82/11/30.8212030053 


0209190240 IE Bulletin 82-03, Revi * i on 1. “Stress Cracking in Thick- 
Wa 1 1. Larg«-Di ante ter. Stainl ess St e e 1 . Rec i rcu la 1 1 on Sys Piping 
at 8IVR Plants “ Svc list end 

DEYOUNG, R C Director's Office* Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

Il2pp 16462 163 24X Fiche 50-000. 82/1 0/28, 0200190240 


0200190245 IE Info Notice 82-42, "’Defects Observed in Panasonic Model 
BOI & Model 002 Thermoluminescent Dosimeters " Svc list 
end 

CODS i L I Division of Fuel Facilities, Materials & Safeguards 
62/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Fiche 50-000*82/11/05,8208190245 


621202-0300 Forwards IE Insp Repts 50-254/02-15 & 50-265/02-17 on 
020830-0902 tc notice of violation 

MILLER, R Division of Engineering & Technical Programs 02/11/16 
REED* C Commonwealth Edison Co 2p p 16270 147 24* 

Fiche 50-254, 82/ U / 1 6, 02 1 2020309 


— 0212020310 Notice of violation from insp on 820830-0902 

MILLER, J R Division of Engineering Technical Programs 
82/11/16 lp 16278 149 24X Fiche 50-254,02/11/16,6212020308 


BPO019O259 IE Bulletin ©2-04, “Deficiencies in Pr imar y * C on ta i nm ent 
Electrical Penetration Assemblies '■ Svc list enci 
DEYOUNG, R C Director's Office- Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

1 1 3p p 16411 317 24 X Fiche 50-000, 82/12/03, 02001 90259 


8200190261 IE Info Notice 82-40, "Failures of Agastat CR 0095 Relay 
Sockets “ Svc list enc 1 

JORDAN. E L Division of Engineering it Quality Assurance 62/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 50-000, 82/12/03, 6208190261 


0212090325 Ack receipt of 021129 ltr informing NRC of steps taken tn 
correct violations noted in IE Safeguards Insp Repts 
50-2S 4/02-20 i 50-265/62-21 

MlLLERrJR Division of Engineering & Technical Programs 02/12/03 
REED, C Commonwealth Edison Co lp 16365 103 24X 

Fiche 50-234, 82/12/03, B21 2090325 


- B212090336 Responds to NRC 021029 ltr re violations noted in IE 
Safeguards Insp Repts 50-254/82-20 t 50-265/02-21 Corrective 
actions withheld (ref 10CFR73 21) 

DELGEORCE, L 0 Commonwealth Edison Co 82/11/29 KEPPLER, J G 
Region 3, Office of Director lp 16365 104 24X 

Rich* 50-254,82/12/03,0212090325 


—021 202031 4 IE Insp Repts 50-254/82-15 6 50-265/02-17 on 820030-0902 
Noncomp 1 jane e noted failure to use strong. tight packages 
for transportation of low specific activity radwaste 
HUE TER, L J » GRANT. W fl * GftEGER.L R. Region 3. Office of Director 
82/10/12 ?pp 16278 150 24X Fie be 50-254,82/11/16,8212020308 

0203190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Eiercise Requirements " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance B2/H/IB 
Consolidated Edison Co of Mew York* Inc I09po 16411 199 24x 

Fiche 50-000,02/11/10,8208390251. 

8212030107 Forward* IE Insp Repts 50-254/82-18 t, 30-265/82-20 on 
B20 903- 1022 No none omp 1 lance noted 

F Division of Project & Resident Programs 82/11/19 
REED, C Commonwealth Edison Co 2pp J6307 0B3 24 X 

Fiche 50-254. 82/ i 1 /19, 821 2030 167 

— 0212030197 IE Insp Repts 5Q-254/B2-1B U 50-265/82-20 on 02O9OB-1O22 Nc 
noncomp] lance noted Major area* inspected maimt-ref ue 1 i ng, 
training, ve ssel internal lnsp,reactor scr am, feedwater 
sparger mod & followups on significant events & LERs 
CHRISSOTlMOg, N . DUPONT, S G * WALKER, R D Region 3 Office of 
B21 2030187 82/11/19 1 16307 ^4X ?,che 50-25^82^1/19, 


2^02 A ^2 forwards IE Insp Bcpt, 50-254/05-21 S. 30-205/02-23 Dn 
B2IQ26-29 No nancorap lianc e noted 

"SSV R c° iVi% "!!. 0 L En * in y rin9 h Technical Programs 82/11/23 

C Commonwealth Edison Co 2pp 16313 055 

Fiche 50-254* 62/11 /23, 0212060191 


24X 


—82 120601 97 IE Insp Repts 50-254/82-21 & 50-265/02-23 on 021026-39 Nd 
noncomp jianc e noted Major areas inspected normal operational 
traini Bli fc 8 "J 1 ***™ 1 Protection activiti is, staffing, 

& atatu * ot certain NUREG-0737 items 
HUETER, L J . MILLER, D E , OR EGER* L R Region 3, Office of 

82/11,23 ?PP 16312 037 24* F i c i Ao - 254 ^ 2 / 1 1 / 23 . 


□212100145 Discusses util 021001 response to IE Insp Repts 50-234/02-13 
* 50-265/02-1 5 re multiplet analysis capability in AAlB 
software Alternative in-depth review of AAI6 acceptable, 
provided that NRC concerns addressed in review 

PAPER IELLO, C J Division of Emergency Preparedness L Operational 
Support 82/12/06 RAUSCH, T J Commonwealth Edison Co lp 
16376 042 24/ Fiche 50-254,02/12/06,8212100145 


8200190267 IE Info Notice 02-49, “Correction for Sample Conditions for 
Air U Gas Monitoring ° Svc list end 

UEYOUNQ, R c Director's Office, Office of Inspection and 

,^ orceiT,ent 02/12/16 Consolidated Edison Co of Now York, luc 

137pp 16628 191 24X Fiche 50-000,02/12/16,0200190267 


B21 2270295 Ack receipt of 821124 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-237/02-21, 

50-249/82-22, 50-254/02-17 & 50-265/82-19 

L "i Vl "° n ° f en 9 inB<,rin 9 * Technical Programs 
02/12/16 REED, C Commonwealth Edison Co 2pp 16530 003 24X 

Fiche 50-000,02/12/16,8212270295 


B : nf ■■ * vr violations noted in lb In 

Repts 50-237/02-21,30-249/82-22,30-254/02-17 & 50-265/B2-19 
Corrective actions annual audits of all active AE firms 
performing saf ety-reUted work required 

Commonwealth Edison Co 82/11/24 KEPPLER, J G 
Region 3, Office of Director 4pp 16530 007 24Y 

Fiche 50-000,02/12/16*8212270295 


—0212270307 “EDS-NUTECH 
TSCHUDI.W F NUTECH 
16530 091 24X Fiche 


Interface Control Instruct! 
<Nuc lear Technology, Inc ) 
50-000, 82/12/16,0212270295 


ons, “ Revi sion 0 
02/09/30 22pp 


m/mK? iS^ryjS/II'SBiaySwi 82/10/01 14530 ,13 


“KlESt ^c'n^*:"! 83 ' 44, * Obsol.te Cob 

DEYOUNO.ft c Dir«c tor *§ affic*. 0f,4ce of Inspection and 

cf= n/ “* r.c^'ooS*^r a is B1 ;^r Vorl ' lnc 

82/11/30 r Materials fc Safeguards 

354 ” 



Ed^on n co °iT‘\2^ l r« tar a 4x i ?f i j' a 2„ =2 EED - C - 

6212030053 P * 143 24x Fiche 50-234.82/11/30, 


□21115-19 Mo noncomp I ianc e noted " ™ ~ 

L lll i Z E, r l W 8 . Division of Engineering L Technical Programs 
REED, C Commonwealth Edison Co 2pp 16506 177 pav 
Fiche 50-234,82/12/16,8212290346 4X 


02/12/16 


-821229034B IE Insp Repts 30-254/82-23 fc 50-265/82-27 on 821115-19 Nn 
none ompliance noted Major areas inspected nonlicensej 821115 19 No 
personnel 6 licensed operator requa 1 i f ica Won tralnina 
procedures i records it surveillance sch.ri ..u n ® 

FARRELL, R E . PEBCHEL, J M , HAWK INS, ^ * i on" ^^0 i n eer i no 

16384 «« 

0t An^is fpriJ^ufirLf^J-ReirtJd^iMnrsJr^^ 79 "! 4 ; ,,Sei8mic 

^ final listings of portion!! .? sys fa!?ln mlet°FsiR U 

RAUScJ 1 T 3 t nd9T NUT ??f ^‘P^sibiHty end R 

RAUSCH* r J Commonwealth Edison Co 82 / 12/17 uvna, , - „ 

3, Office of Director 3pp 16564 191 24 v c, 0 Roflion 

0212280110 P Z4X Fiche 50-000,02/12/17, 
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0;'O0l9O269 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 ' Svc 1 1 at end 

JORDAN. E L Division of Engineering & Quality Assurance 02/12/20 
Consolidated Edison Co of New York. Inc lOSpp 16628 273 54X 

Fiche 50-000, 02/12/20# 0208190268 


R Periodic operating reports & related correspondence 


8212140443 "Evaluation of Quad Cities Nuclear Power Station - 
Cormonuea 1th Edison Co. 1902 " 

* Institute of Nuclear Power Operations 82/11/00 39pp 
16405 210 24X Fiche 50-254,02/11/08.0212140443 


Qpl 2130196 Forwards monthly operating repts for Nov 1902 

KALI VI ANAKIS, N Commonwealth Edison Co 02/12/01 Director's 

Office# Office of Inspection and Enforcement Ip 16396 151 24X 

Fiche 50-254,82/12/01.8212130196 


— 0212130202 Monthly operating repts for Nov 1902 

BUSS, R 0 Commonwealth Edison Co 02/12/01 2lpp 16396 152 
24* Fiche 50-254,02/12/01,9212130196 


S Reportable occurrences, LERs & related correspondence 


3;»S 2080390 Forwards LER 82-023/03L-0 

KALIVIANAKIS. U Commonwealth Edison Co 92/11/30 KEPPLER, J 
Region 3, Office of Director Ip 16352 314 24X 

fiche 50-265, 02/ 1 1 /30, 02 1 2080390 


-Q2I20BQ404 LER 02-O23/O3L-O on 92 It 04 # fcurb l ne stop valve could not be 
reset during HPCI testing. preventing turbine operation 
Caused by corroded contacts on valve hydraulic oil pressure 
sujdch Switch replaced HPCI switches cleaned 

BUSS, R Commonwealth Edison Co 02/11/30 Region 3, Office of 
Director Ip 16352315 24X Fiche 50-265, 82/1 1/30, 8212080390 


8212100328 Forwards supplemental LER 82-018/03L-1 

KALIVIANAKIS, N Commonwealth Edison Co 02/12/01 KEPPLER. J 
Region 3. Office of Directoi Ip 16377 048 24X 

fiche 50-265.02/12/01,0212100320 


—0212100335 Supplemental LER 02-OIQ/O3L-1 on 021006, emergency diesel 
generator tiipped on high temp after loading Caused by 
fouling of diesel generator cooling water sys Doth HX 
rep laced 

KAEPPEL.F Commonwealth Edison Co 02/12/01 Region 3' Office 

of Director lp 16377 049 24 X Fiche 30-265, 82/12/01* 

02(2100328 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F- Security# medical# emergency 8« fire protection plans 


3P12070099 Forwards revised Page 10 3 to safeguards plan Pag? withheld 
(ref 10CFR2 790 h 73 21 ) 

BUflQTClN, S Wisconsin Electric Power Co 02/12/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
operating Reactors Branch 3 lp 16327 271 24X 

rich* 50-266, 02/12/02# 8212070099 


QP1220QOB2 Responds to Burstein 821110 fc 1202 ltrs re addition of 
Chapter 10 to physical security plan Changes acceptable Ltrs 
withheld (ref 10CFR73 21) 

CLARK, ft A Operating Reactors Branch 3 82/12/J3 FAY, C, W 

Wisconsin Electric Power Co Ip 16593 0B7 24X 

V i ch e 50-266. 02/12/13# 02 1 2280082 


621 2220306 Discusses layout of communications equipment required in 
control room, onsite technical support ctr & near-site 
emergency operations facility 

KEPPLEfLJ 0 Region 3. Office of Director 02/12/16 

Commonwealth Edison Co 3pp 16503 351 24X Fiche 50-000.82/12/16# 

0212220306 


0212290324 Confirm* plans for 030110 mg t meeting in Milwaukee. WI re 
Fire protection concerns Written responses to IE Inap Repts 
50-266/92-17 h $0-301/02 -17 deferred until 030125 
NORELlUS# C E Division of Engineering U Technical Program* 

82/12/23 BURSTEIN, S Wisconsin Electric Power Co lp 16509 157 
24X Fiche 50-266# 02/12/23# 0212290324 


0 Adjudicatory correspondence 


9212000251 Supports steam generator tube sleeving 

BLAHA. <3 . ENQELORECHT,L # 8CHMOOCK, D Two Rivers. WI 02/11/29 
BLOCH, P Atomic Safety and Licensing Board Panel Ip 16354,126 
24X Fiche 50-266. 82/ U/29, 0212000251 


0^12130191 Special prehearing conference order memorial i t Ing 62111B 
conference WI Environ Decade 820910 petition to intervene 
dismissed since Decade wilfully failed Id attend conference 
BLOCH# P 0 , KLINE, J R # PAXTON, H C Atomic Safety and Licensing 
Board Panel 02/12/10 Wisconsin's Environmental Decade l8pp 

16396 131 24X Fiche 50-266,82/12/10,0212130191 


0212230357 Forwards licensee proposed finding* of fact & conclusion* of 
law in form of proposed initial decision re repair of 
corroded steam generator tubes 

CHURCHILL, D W Shaw, Pittman# Potts S< Trowbridge CHURCHILL, 0 W 
Wisconsin Electric Power Co 02/12/20 BLOCH, P D , KLINE, J ft , 
PAXTON. H C Atomic Safety and Licensing Board Panel lp 
16511 207 24X Fiche 50-266,02/12/20,0212230357 


— Q2 12230359 Proposed findings of fact 6 conclusions of taw in form of 
proposed initial decision re repair of corroded steam 
generator tubes by inserting sleeves Certificate of Svc 
end 

CHURCHILL, B W Wisconsin Electric Power Co CHURCHILL, D W Shaw# 
Pittman, Potts * Trowbridge 62/12/20 3lpp J651J 200 24X 

Fiche 50-26 6,02/12/20,8212230337 


0212270316 Notice of appeal from 821210 special prehearing conference 
order dismissing Decade 920910 4# M05 petitions to 
intervene Affidavit of mailing end 

ANDERSON, P Wisconsin'* Environmental Becade 82/12/20 3p p 
16330 201 2 4 X Fiche 50-266, 02/ 12/20, 821227031 6 


0212270323 Brief supporting appeal from 021210 special prehearing 
conference order denying 020010 petition to intervene 8# 
request for extension of time to. complete brief Dismissal of 
petition on stated grounds contrary to law 

ANDERSON, P Wisconsin's Environmental Decade 02/12/20 Atomic 
Safety and Licensing Hoard Panel I5pp 16530 215 34X 

Tiche 50-266,82/12/20.0212270323 


P Operating license stage documents fc correspondence 


S3 J 2170040 Ack receipt of B21123 ltr transmitting Class I fee for 
020930 application Basis For not remitting additional 
requested fee acceptable 

[) IGC8, R M License Fee Management Branch 02/12/03 FAY# C W 
Wisconsin Electric Power Co lp 16400 362 24X 

fiche 50-266-92/12/03,0212170040 


0200190263 Generic Ltr 02-32 to a l 1 PWR licensees re potential steam 
generator-related genonc requirements Forwards Science 
Appl ications# Inc draft rept re subj requirements Comments 
requested within 30 days of ltr Svc list encl 

EI6ENHUT, D 0 Division of Licensing 02/12/09 Consolidated 
Edison Co of New York- Inc 29pp 16629 247 24X 

Fiche 50-000 , 82/12/09,820 0190263 


0212140103 Qeneric Ltr 02-29 to all licensees of operating 
Westinghouse 6 C-E PWR* (except Arkansas Nuclear One, Unit 2 
t. San Onofre 2 6 31 re inadequate core cooling 
instrumentation sys SvC list end 

EISENHUT, D 0 Division nf Licensing 02/12/10 Yankee Atomic 
Electric Co 27p p 16&90 035 24X Fiche 90-000,02/12/10# 

0212140103 


8212170326 Refs W« s t i ng h ou» e 791206 ltr in response to RA Clark 02UOB 
request for ECCS evaluation model addressing two loop upper 
plenum injection plant* Calculations for worst cate large 
break & sensitivity studios will bo submitted by 030225 
FAY.C W Wisconsin Electric Power Co 02/12/10 DENTON, H ft 
Office of Nucloar Roactor Regulation, Director CLARK# R A 
Operating Reactors Branch 3 2pp 16453 224 24X 

fiche 50-266. 82/12/10,0212170326 


BP12210056 Comments on technical evaluation rept re seismic 
qualification of auxiliary feedwater sytiper 021112 request 
Recommendation to acquire complete SBE level of seismic 
capacity conatitutes unnecessary & expensive backfit 
F AY# C W Wisconsin Electric Power Co 02/12/15 DENT0N.H ft, 
Office of Nuclear Reactor Regulation, Director CLARK# R A 
Operating Reactors Branch 3 5pp 16492-240 24X 

Fiche 50-266,02/12/15,0212210056 


8512220422 Application to amend Licenses DPR-24 t< DPR-27# cons i » ti ng df 
Tech Spec Change Request 06 to address WRE0-0737# Item 
II K, 3 3, "Reporting Safety !« Relief Valve Failures & 

Challenges#" in response to Generic Ltr 02-16 

FAYiC W Wisconsin Electric Power Co 02/12/15 DENTON, H R 

Office of Nuclear Reactor Regulation# Director CLARK. R A 

Operating Reactors Branch 3 3p p 16503 270 24X 

Fiche 50-266, 02/12/1 5# 821 2220422 
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6212320427 Proposed Tech Spec Change Request 86 addressing fpqinremflnts 

of NlUREO-0737* Item II K 3 3, "Reportinj Safety t* Relief 
Valve Failure-* U CM II enges , " in response to Generic Ltr 
83-16 

■# {Wisconsin Electric Power Co 02/12/15 lp 16303 201 24X 

Fiche 50-266,02/12/15, 0212220422 


8212270135 Disc us«eo installation of RCS gas vent sys during Fall 1902 
refueling outage Several minor mods to as-designed piping 6 
piping supports necessary to sc commodate interferences 
from other components 6 sys In containment 

FAV, C 10 Wisconsin Electric Power Co 82/12/17 DENTON, H H 
Office of Nuclear Reactor Regulation, Director CLARK* R A 
Operating Reactors Branch 3 2pp 16533 318 24X 

Fiche 50-366. 02/12/ 17< S2I2270I25 


3212290300 Confirms 021215 telcon w/NRC clarifying util 021037 ltr re 
rag guide k OA program copimi tment* per steam generator 
replacement project 

1-AY'iC M Wisconsin Electric Power Co 82/J2/22 DENTON, H R 
Office of Nuclear Reactor Regulation' Director CLARK, R A 
Operating Reactors Branch 3 2pp 16581 221 24X 

Fiche 50-266, 02/ 1 2/22/ &2 1 2290300 


0212290095 Forwards ‘'Evaluation of Pressurizer Safety & Relief Valve 
Sys f nr Point Beach Nuclear Plant,'" in further response to 
NUREO-0737, 1 1 em Jl D 1 re relief & safety valve testing 
FAV* C W Wisconsin Electric Power Co 02/12/23 DENTON, H ft 
Office of Nuclear Realtor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 2pp 1A5S9 169 24X 

Fiche 50-266* 82/12/23, 021229009 5 


— 8212290104 "Evaluation of Pressurize** Safety it Relief Valve Sya fur 
point Beach Nuclear Plant " W/two oversize drawings Aperture 
cards are available in FOR 

tfCKINNEY, T R , RAMSEY, B L , RAZLAFF.W J EOS Nuclear, Inc 
09-0070-001 ROO 82/12/21 64pp 16589 172 24 X 

Fiche 50-266,82/12/23.0212290095 


8212290143 Forwards response to B2U16 request for addl Info re steam 
generator repair* Appro* 900 personnel could receive 
radiation exposure during repairs 

FAV* C g Ml scons m Electric Power Co 82/12/23 DENTON* H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 9pp 165B3 199 24% 

Flcfl* 90-266, 82/12/23.821229014 3 


0 Inspection reports, IE Bulletins It t orresp ondejnc e 


0209190248 IE Bulletin 02-03. Revl s i on 1* "Stress Cracking in Thiele- 
Hal 1. Larg e-Dl ameter. Stain 1 ess Steel, Recirculation Sys Piping 
at 0WR Plants- M Svc 1 4 * t end 

BEY0UNO.R 0 Director's Office, Office of Inspection and 

Enf orcement 82/10/20 Consolidated Edison Co of New York* Inc 

1 I 2 p p 16462 163 24/ Fiche 30-008, 02/ 1 0/20, 0209190240 


0208 198245 IE Info Notice 82-42, “Defects Obterved in Panasonic Model 
0Oi It Model 802 Thermoluminescent Dosimeters " Svc list 
cnc 1 

COBBiL 1- Division of fuel Facilities, Materials t Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Fiche 58-000* 82/11/05 < 82001 90243 


8200190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements “ Svc list end 

JORDAN, E L Division of Engineering V Quality Assurance 82/11/10 
Consolidated Edison Co of Neu York* Inc I09pp I64IJ 199 24X 

Fiche 50-000, 82/ 11/18, 820819825 1 


B209190256 IE Info Notice 02-46, "Defective !< Obsolete Combination 
Padlocks * 8v« list end 

DEYOUNG i ft C Director' - # Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York* fnc 

1 2 7p p 1641 1 063 24/ Fiche 30-000,02/11/26*0200190256 


8200198257 IE Info Notice 02-47* "Tram porta t ion of Type A Quantities 
of Nan-Fissile Radioactive Matl " 8vc list end 
COBB, L. I. Division of Fuel Facilities, Materials U Safeguard* 
02/11/30- Consol idated Edison Co of New York* Fnd 396pp 
16307 028 24X Fiche 50-000, 02/1 1/30, 82001 90257. 


BPT 2170177 Forwards IE [nap Repts 50-266/02-17 fe 30-301/02-17 on 
820626-0701 tt OS 6 notice of violation, 

NORELM/S, C E Division of Engineering Technical program* 
&2/1I/30 BURSTEIN, 8 Wisconsin Electric Power Co 3pp 
16430 192 2 4X Fiche 50-266, 82/1 1/38, 82121 70177, 


— G21217D1B1 Notice of violation from imp on 02O62B-O7O1 * OB 
N0R£LIU3,C E Division of Engineering 6 Technical Programs' 
92/11/30 4pp 16430 195. 24X FI che- 50-266* 02/1 J/30, B212170I77 


—8212170189 IE inSP Repts 30-266/02-17 L 50-301/02-17 on 020620-0701 h 
08 Noncomp 2 lance noted inadequate surveillance testing, 
nonfunctional penetration fire barrier 6 incomplete 
development i implementation of adm inistrat i vc controls 
RAMSEY, C * UL l£, J . GROBE* J A Region 3. Office of Director 
82/09/20 2|pj> 16450 199 24X Fiche 50-266.02/11/30,0212170177 


0*iO8l9O259 IE Bulletin S2-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list encZ 
DEYOLTNO, R C Dnector's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

Jl3pp 16411 317 24/ Fiche 5(5-000, 82/1 2/03, 02081 90259 


Sl'00 190261 IE Info Notice 82-48, "Failures of Agastat CR 0095 Relay 
Sockets ‘ Svc list encl 

JORDAN, E L Division of Engineering i Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24JC 
Fiche 50-000, 02/ 12/03, 0200190261 


8212100221 Ack receipt of 821129 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-266/02-12 & 
50-301/02-12 

KEPPLER.J G Region 3, Office of Director 82/12/07 BUR8TEIN, S 
Wisconsin Electric Power Co 2pp 16377 101 24X 

riche 50-266. 02/12/07, 82I2I0022J 


- - 8212 1 00222 Responds to NRC 820915 ltr re violations noted in IE Insp 
Repts 50-266/02-126 50-301/02-12 Corrective actions review 
of containment entry control procedures it controls 6 
interchangeability of keys changed 

FAY* C U Wisconsin Electric Power Co 02/10/15 KEPPLER, J 0 
Region 3* Office of Director 4pp 16377 103 24X 

Fiche 50-266,82/12/07,8212100221 


-0212100223 Addl response to NRC 830915 ltr re violation noted in 18 
f n*p Rep t s 30-266/02-12 & 50-301/82-12 Corrective actions 
area roped of f , con sp i c uou s l y posted ?< flashing lights used 
as warning device 

FAY,C W Wisconsin Electric Power Co 32/11/29 KEPPLER, J 0 
Region 3, Office of Director 3pp 16377 107 24X 

Fiche 50-266, 02/12/07, 0212100221 


B*’OQI90267 IE Info Notice 82-49, "Correction for Sample Conditions For 
Air it Gas Monitoring " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 02/12/16 Cons o 1 1 da t ed Edison Co of New York, Inc 

1 27pp 16620 191 24X Fiche 50-000,02/12/16,0200190267 


Q£<J220O36! Responds to IE Bulletin B2-04, "Deficiencies in Primary 
Containment Electrical Penetration Assemblies ,J No Bunker 
Kamo penetration a s s ecib 1 1 e* installed initially or during 
fj a c k f 1 1 6 mod 

FAV,C W Wisconsin Electric Power Co Q2/12/I7 KEPPLER, J 0 
Region 3, Office of Director lp 16560 077 24X 

Fiche 50-266, 82/13/17. 8212280361 


0212290332 Forwards IE Insp Rept 50*266/02-22 on 021102-03 it 18 No 
noncompliance noted 

LITTLE, W S Division of Engineering 6 Technical Programs 82/12/17 
BURSTEIN , 3 Wisconsin Electric Power Co 2pp 16586 203 24X 

Tichs 50-266*92/12/17,8212280332 


— 8212290336 IE Insp Rept 50-266/02-22 on 821102-03 {, IB No non c omp 1 i ant e 
noted Major areas inspected inservice insp procedures, 
work activities U NDE personnel certifications & data 
WARD, K D , KEY, W J * CH.I KBERG, ft Region 3. Office of Director 
02/12/10 7pp 16586 205 24/ Fiche 50-266,02/12/17,8312290332 


8P0819056B IE Info Notice 82- 50* "Mod of Solid State AC Undervoltage 
Relays Type X TE-27. " Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 82/12/20 
Consolidated Edison Co of New York. Inc lOSpp 16620' 293 24X 

Fiche 50-000, 82/12/20, 8208190260 


R Periodic operating reports & related correspondence 


8212290253 Forward* revised monthly operating repts for Aug 1902 for 
Units i It 3 it revised Sept 1902 rept for Unit 2 
FAV.C W Wisconsin Electric power Co 82/11/17 Office of 
Resource Management, Director Ip 16582 037 24X 

Fiche 50-266,02/11/17*8212290253 


— 8212290257 Revised monthly operating repts for Aug 1902 

FAY, C W Wisconsin Electric Power Co 02/09/07 2pp I65S2 038 
24 X Fichu 50-266*82/11/17,0212290253 


— 8212290262 Re vi sed monthly operating rept for Sept 1902 

FAY, C W Wisconsin Electric Power Co 82/10/04 lp 16582 040 
J24X Fiche 30-266*02/11/17, 0212290253 
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OPI2210297 Foruards monthly operating repts for Nov 1902 

FA<i C W Wisconsin Electric Power Co 82/12/10 Office of 
Nuclear Reactor Regulation, Director ip 16497 0B9 24X 

Tithe 50-266, 02/12/10, 0212210297 


-“Q21221 0299 Monthly operating repts for Nov J902 

FAY, C W Wisconsin Electric Power Co 02/12/06 llpp 
J 6497 090 24X Fiche 50-266 , 82/12/ 10, 021 2210297 


& Reportable occurrences, LERs & related correspondence 


G2 1 2020276 Forwards LER 02-O21/O3L-O 

F AY‘ C W Wisconsin Electric Power Co 02/11/24 KEPPLER, J 0 
Region 3, Office of Director lp 1 62B0 253 24X 

Tiche 50-266,02/11/24.0212020276 


— 8212020201 LER 82-021 /03L-0 on 021 102. during installation of new fire 
protection equ i pmen t , f i re detectors were de-energiied Caused 
by misunderstanding between plant & contractor personnel New 
detectors installed & tested sat l * f ac tor i 1 y 

FAY, C W Wisconsin Electric Power Co 82/11/24 Region 3, 

Office of Director 3pp 16280 254 24X Fiche 30-266,82/11/24, 

8212020276 


81*12100224 Forwards LER 02-022/01 T-0 

f AY, C W Wisconsin Electric Power Co 82/12/03 KEPPLER, J 0 
Region 3. Office of Director Ip 16376 067 24X 

fiche 50-266,02/12/03,8212100224 


- -8212100225 LER 02-O22/O1T-O on 821111, eddy current lnsp verified 
mechanical damage in excess of Tech Spec plugging limit 
after 021105-06 annular search indicated presence of foreign 
objects in steam gonerator Cause not stated Qhjects removed 
FAY. C U Wisconsin Electric Power Co 82/12/03 Region J, 
Office of Director Spp 16376 068 24X Fiche 50-266,82/12/03, 

8212100224 


□?*I2K)0202 LER 02-026/01 T~0 on 82 1 206, r eac tor protection rack relay 
dropout time found to he excessive upon being de-energized 
Caused by coil filler epoxy leak into plunger cavity, 
inhibiting movement Also reportable per Part 21 
LINK, R E Wisconsin Electric Power Co 03/12/07 KEPPLER, J 0 
Region 3, Office of Director lp 16376 214 24X 

Fiche 50-266, 02 / 1 2/07, 02 i 2100202 


CJJ-J 2170161 Forwards LER 02-O24/O3L-O 

f AY* C U Wisconsin Electric Power Co 02/12/09 KEPPLER, J 0 
Region 3, Office of Director lp 16450 222 24X 

Fiche 50-266,02/12/09,0212170161 


—8212170172 LER 02-O24/O3L-O on 021 1 16, dur ing review of test data, -otoam 
flow transmitter FT-463 discovered 0 17 7V, nonconservative 
Caused by none onsorvati vo static zero shift Instrument 
recall br 

FAY, C IJ Wisconsin Electric Power Co S2/12/09 Region 3, 

Office of Director Spp 16450 223 24X Fiche 50-266,02/12/09, 

8213170161 


0»*i 2270177 Forwards updated LER 82-022/OlT-l 

F AY, C W Wisconsin Electric Power Co 02/12/09 KEPPLER, J 0 
Region 3, Office of Director lp 16535 116 24X 

Fiche 30-266, 82/12/09, 0212270177 


- -8212270202 Updated LER B2-022/01T-1 on 021111, eddy current testing 
indications of mechanical damage in excess of plugging 
limit verified Cause not stated Foreign objects removed 
FAY, C W Wisconsin Electric Power Co 02/12/09 Region 3» 
Office of Director Spp 16535 JJ7 24X Fiche 50-266, 02/ 12/09, 
0212270177 


□Pi 2270237 Forwards updated LCR 02-01 7/01 T-l 

FAY, C W Wisconsin Electric Power Co 82/ 12/10 KEPPLER, J 0 
Region 3, Office of Director lp 16537 198 24X 

fiche 50-266,02/12/10,0212270239 


— 8212270246 Updated LER 82-017/01T-1 on 821030, vori fied that Indications 
for four steam generator A tubes & three steam generator D 
tubes exceeded 40'/ plugging limit during eddy current exam 
on 021026-30 Cause not stated Tubes mechanical I y plugged 
FAY, C U Wisconsin Electric Power Co 82/12/10 Region 3, 

Office of Director 7pp 16537 199 24X Fiche 50-266,02/12/10, 

6212270239 


0312200158 Forwards LER B2-025/03L-0 

FAY, C W Wisconsin Electric Power Co 82/12/16 KEPPLER, 3 0 
Region 3, Office of Director Ip 16564 016 24X 

Fiche 50-266,82/12/16,6212200150 


— 82122 B 0162 LER 02-O25/O3L-O an ©31117, while reviewing test data, two 
480-volt safeguards undervoltage relays found not meeting 
0 volt time delay spec Relays adjusted to within spec & 
returned to sve 

FAY, C W Wisconsin Electric Power Co 02/12/16 Region 3, 
Office of Director 2p p 16564 017 24X Fiche 50-266,02/12/16, 

0212280158 


0312290322 Forwards LER 02-026/01 T-0 

F AY, C W Wisconsin Electric Power Cd 82/12/20 KEPPLER, J B 
Region 3 , Office of Director lp 16589 137 24X 

Fiche 50-266,82/12/20,8212290322 


— B212290327 LER 82-026/01T-0 on 02 1206 , reac t or protection relays found 
to remain in energized position after being de-energized 
Caused by coil filter epory leaking into plunger cavity 
Failed coils rep lac ed 

FAY, C W Wisconsin Electric Power Co 02/12/20 Region 3, 
Office of Director 3pp 16509 138 24X Fiche 30-266,02/12/20, 

8212290322 


DOCKET 50-267 FORT ST VRAIN NUCLEAR GENERATING STATION 


F Security, medical, emergency & fire protection plans 


81M2200O50 Advises of scheduled medical emergency exercise an 821115 
Exercise will commence early on day shift & involve 
transport of one or more simulated victims to offsite 
medical facilities for examination A treatment 

HORST, F J Public Service Co of Colorado 02/10/19 COLLINS, J T 
Region 4, Office of Director lp 16474 254 24X 

Fiche 50-267, 02/10/19,8212200050 


BJ 1 2200006 Informs that 820002 submittal of revised radiological 
emergency response plan implementing procedures reviewed 
F J rocedures will be evaluated during next emergency 
preparedness appraisal followup 

MADSEN, G L Division af Resident, Reactor Project & Eng ineur ing 
Programs 82/11/02 LEE, 0 R Public Service Co of Colorado Ip 
16473 049 24X Fiche 50-267,82/1 1/02,8212200006 


— '0212200011 Notifies that revision to radiological emergency response 
plan implementing procedure* will be submitted under 
separate cover Revision includes cross-ref to other related 
proc e dure s 

WAREMHOURO, D W Public Service Co of Colorado 02/00/02 
COLLINS. JT Region 4, Office of Director 2pp 16473 OSO 24X 
Fiche 50-267,02/11/02,0212200006 


0212200025 Ack receipt of 02OB24 response to NRC 820B10 1 tr ro 
facility early warning sys 

MADSEN* 0 L Division of Resident, Reactor Project & Engineer ing 
Programs 02/11/02 LEE, D R Public Service Co of Colorado lp 
J 6474 007 24X Fiche 50-267,82/11/02,0212200025 


-0212200035 Respond* to NRC 020810 request for Info re distribution of 
radios to people who may move into 3-mile emergency planning 
zone <EPZ) Util flagging ays gives high level of confidence 
of identifying changes in 5-mile EP2 

WAREMDDLIRG, D W Public Service Co of Colorado 02/00/24 
MADSEN, Q L Division of Resident, Reactor Project k Engineering 
Programs 3pp 16474 000 24X Fiche 30-267, 02/ 11 /02, 021 2200023 


OP J 2200084 Ack receipt of 820700 Itr re Confirmatory Actipn Item 3 from 
020104-15 emergency pr»parednes* appraisal Response 
acceptable Full evaluation to be made during followup 
appraisal later in yr 

MADSEN, & L Division of Resident. Reactor Project & Engineering 
Programs 02/11/02 LEE, 0 R Public Service Co of Colorado 3pp 
16474 300 24X Fiche 50-267,82/11/02,0212200004 


■0212200090 Informs of completion of Confirmatory Action Item 3 re 
offsite radiological monitoring capability from Jan 1902 
emergency preparedness appraisal Installation of iodine 
monitoring instrumentation completed 

WAREMJ30UR0, D W Public Service Co of Colorado 02/07/08 
COLLINS, J T Region 4, Office of Director 2 pp 16474 301. ?4X 

Fiche 30-267,02/11/02*0212200004 


9212200096 Ack receipt of 920712 ltr submitting updated radiological 
emergency response plan 

MADSEN,© L Division of Resident, Reactor Project & Engineer ing 
Programs 02/11/02 LEE ,0 R Public Service Co of Colorado ip 
16474 290 24X Fiche 50-267, 82/11 /02, 82 12200096 


— 0212200098 Notifies that updated radiological emergency response plan 
being forwarded under separate cover, per 020315 request 
WAREMBDURO, D W Public Service Co of Colorado 02/07/12 
COLLINB.J T Region 4, Office of Director ip 16474 291 24X 

Fiche - 50-267, ©2/11/02. 0212200096 
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0^12200100 Ac fc receipt of D Warembourg 020810 1 tr containing updated 
radiological emergency response plan 

MADSEN, G L Division of Resident. Reactor Project l> Engineering 
Programs 02/J1/O2 LEE. □ R Public Service Co of Colorado lp 
16470 094 24X Fiche 50-267. 92/ U/02, 821 2200109 


'-B21 2200117 Forwards, under separate c aver* Lrp da ted radiological emergency 
response plan per JT Collins 020315 request Only visitors 
c tr procedure A radiological emergency response planning 
field procedure should he retained 

WAREMBDURC, D W Public Service Co of Colorado 82/08/10 

COLLINS. J T Region 4, Office of Director lp 16470 097 24X 

Fiche 30-267,82/11/02,8212200108 


0212200109 Act receipt o# 820921 revised radiological emergency 
response plan implementing procedure All future 
corroipondancs re emergency preparedness should be sent to 
JL Montgomery 

MADSEN, 0 L Division of Resident. Reactor Project & Engineering 
Programs 82/11/02 LEE, O R Public Service Co of Colorado ip 
16470 098 24X Fiche 50-267, 82/ J i/02, 9212200109 


— 021 2200 116 Forwards revised ra<i J o log ical emergency response plan 
implementing procedures U/o enc 1 

WAREMOOURG, D If Public Service Co of Colorado 82/09/21 

COLLINS, J T Region 4, Office of Director lp 14470 099 24X 

Ficfi*' 30-267. 02/11/02,821320010? 


82122 1 0023 Ac! receipt of 820908 Itr responding to violation* noted in 
IE Ir>*p Rep t 50-267/82-14 Requests date by which 
radiological emergency kit checklist will be equipped 
w/item* on inventory list 

MADSEN, 0 L Division of Resident. Reactor Project f* Engineering 
Programs 82/11/0 2 LEE. 0 R Public Service Co of Colorado 2pp 

16490 198 24 X Fiche 30-267. 92/11 / 02 , 821 2210023 


— 0212210024 Respond* to NRC 820811 ltr re violations noted in IE Inep 
Rept 50-267/82-14 Corrective actions util will provide addl 
RERP implementing procedure to provide further guidance on 
assuring personnel accountability of area residents 
WAREM08UR0. tt W Public Service Co of Colorado 82/09/08 
MADSEN, 0 L Division of Resident. Reactor Project i Engineering 
Program* 7pp 16490 200 24X Fiche 50-267,92/11/02,8212210023 


G2 1 2210167 Ac k receipt of 920-917 Itr in response to IE Emergency 
Appraisal Audit Rept 50-267/82-01 on 820104-15 

MADS EM* C L Division of Resident. Reactor Project & Engineering 
Programs 82/11/02 LEE. 0 R Public Service Co of Colorado lp 
16494 257 24X Fiche 30-267,82/11/02,8212210167 


■0212210173 Responds to IE Emergency Appraisal Audit Rept 50-267/02-01 
of App B Item* on 820104-15 App 0 preparedness improvement 
items «ncl 

WAREMDOORD, 0 W Public Service Co of Colorado 32/0?/17 
COLLINS. J T Region 4, Office of Director 4Ipp 16404 259 24X 

Fiche 50-267. B 2/ 1 1 /02, 0212210167 


821 2200043 Advises that medical emergency exercise rescheduled fo-r 
8211(6 

BORSr, F J Public Service Co Of Colorado 02/11/03 COLLINS, J T 
Region 4. Office of Director 3pp 16470 135 24X 

Fiche 90-267. 82/11/03.8212200043 


8212070423 Respond* to F01A request for documents re 02000? notice of 
violation H* order imposing civil penalty Forwards App A 
documents App B document* completely withheld & Documents 
C1-C4 partially withheld (ref FOIA Exemptions 3,3 U 7) 

FELTON, J M Division of Rules and Remrds 62/11/05 MCGARRV. J M 
Dtfbevoisc 6 Liberman 5pp 16355 003 24 X Fiche 50-000.82/11/03, 

9212070425 


— 0212070473 Concludes that alt Region 4 Uc*mt»9 in compliance ui/020?Ol 
deadline ro r imp Jementat i on of prompt notification ays 
COLLINS, J T Region 4. Office of Director 82/02/01 GRIMES. 0 K 
Division of Emergency Preparedness 2pp 16355 104 24X 

Fiche 50-000, 82/1 J/OS, 8212070425 


□ 2 1 2 200030 Document* telron between LM McBride & JA Kelly re 
unescorted acceis to facility for German THTft 300 staff 
Unescorted access will be granted under listed clearance 
er 1 teria, Written concurrence requested 

WAftEHDQURO, D W Public Service Co of Colorado 82/11/00 
COLLINS. JT Region 4, Office of Director 2pp 16474 266 24 X 

F I ch*' 50-267. 82/1 1/00. 821 8200030 


021 22 70328 Discusses OR ML Rep t TM-017I re emergency warning *y* Rept 
finding* Invalid in term* of specific refs re ef f ectiveness 
or Improvements needed in facility sys 

WAREMOOURG, D, W Public Service Go of Colorado 82/12/09. CLARK, R 
Operating Reactor* Branch 3 2pp 16509 141 24X 

Fiche 50-267, 82/ 1 2/09, 021 229032 B 


B*!|22?Q431 Informs that revised Chapter 9 of amended security plan, 
submitted in 820611 Itr, approved License amend will be 
issued to update existing license condition on physical 
protection k incorporate security plan revisions 

MADSEN, 0 L Division or Resident. Reactor Project *, Engineering 
Programs 02/12/21 LEE, 0 ft Public Service Co of Colorado 2pp 
16985 195 24X Fiche 50-267,82/12/21,8212290431 


P Operating license stage documents 4. correspondence 


0212290374 Forwards response to telephone inquiries re status of 
NUREG-0737, Item III D 3 4, "Control Room Habitability 11 
WAREH.DOURG, D U Public Service Co of Colorado 82/11/10 
CLARK, R A Operating Reactors Branch 3 2pp 16586 307 24X 

Fiche 90-267,02/11/10,0212290374 


GR12020409 Forwards request for addl info re NUREG-0612. "Control of 
Heavy Loads “ Further c Jar i f lea tion needed to adequately 
address areas discussed Comments enc 1 for review Reply 
requested within 30 days of receipt of Itr 

CLARK.fi A Operating Reactors Oranch 3 02/11/19 LEE, 0 R Public 

Service Co of Colorado 3pp 16297 341 24X Fiche 50-267, 

B2/1 1/19, 8212020409 


0212290319 Provides proposed resolution* to 021005 requests included in 
safety evaluation supporting Amend 2Q to Tech Specs Method 
For calculating outlet temp of 7 northwest boundary regions 
incorporated in operator training program 

WAREMQOURff, D Public Service Co of Colorado 82/11/22 CLARK, R a 
O perating Reactors Branch 3 llpp 16589 126 24X 

Tiche 50-267,02/11/22,0212290319 


0212070084 Advices that issue of valve configuration resolved for 
facil i ty 

CLARK, R A Operating Reactors Branch 3 02/11/26 LEE, 0 R Public 

Service Co of Colorado 2pp 16354 318 24X Fiche 50-267, 

02/11/26, 6212070004 


Q212150226 Requests review af enc 1 LASL rept on recommendations re 
control rod drive mechanise overtemp problem Commitment in 
Farm ot Tech Spec limitation fro ensure temps do not exceed 
21 5 F requested 

CLARK, R A Operating Reactors Oranch 3 02/12/02 LEE, 0 R Public 

Service Co of Colorado J7pp 16447 001 24X 

Tiche 50-267.82/12/02,8212150326 


821 2210012 Ack receipt of 821015 application proposing update to 
inservice insp h testing program Tech Specs surveillance 
requirements Application not exempt from fee requirements 
Class HI fee requested 

DIGGS, R M License Fee Management Branch 82/12/03 LEE, 0 R 
Public Service Co of Colorado lp 16502 360 24X 

Fiche 50-267,02/12/03.0212210012 


QP12280S04 Informs of transfer of authority & responsibility for 
conducting review* 6 evaluations commensurate w/i mp 1 erdBnting 
established licensing it regulatory requirements from Div 
of Licensing to Region 4 

EISERHNT, D G Division of Licensing 82/12/03 OAOLIARDO, J 
Division of Resident, Reactor Project !< Engineering Programs 2pp 
16590 137 24X FlChe 30-267,82/12/03,0212200304 


0212210920 Forwards independent evaluation of GA Co Rept GA-A16764, 
containing analysis of first pjateout probe Reasonable 
agreement exists u/platoout probe measurements 

WAGNER. P C Division of Resident, Reactor Project & Engineering 
Programs 82/12/06 LEE, Q R Public Service Co of Colorado 2pp 
16543 243 24X Fiche 50-267.82/12/06,8212210520 


8P12290403 Forwards proposed revisions to Tech Spec* re organi i ation, 
review 1 audi t-admimstrati ve control* Clar 1 f ica ti ons of 
submi ttals, I trs L discussions provided 

WAREMflOURO, D Public Service Co of Colorado 82/12/13 
WAGNER, P C Region 4, Office of Director 4pp 16587 002 24X 

Fiche 50-267,02/12/13,0212270403 


— 8212290405 Draft composite for Tech Spec Section AC 7 1 re 
organi l a t i on, rev i eu 4. audit-admi ni s trative controls 
* Public Service Co of Colorado 02/12/13 24pp 16507 006 
24X Fiche 50-267,02/12/13,8212290403 


Bril 229042 1 Forwards Amend 29 to License DPR-34, safety evaluation t, 
notice of issuance 6 availability Amend deletes requirement 
for monthly trip test of ultrasonic steam pipe rupture 
detectors 

WAGNER , P C Division of Resident, Reactor Project & Engineering 
Programs 02/12/13 LEE, O R Public Service Co of Colorado 3pp 
16505 201 24X Fiche 50-267,82/12/13,0212290421 



DOCKETED ITEMS 


79 


>0212290427 Amend 2? to License DPR-34, del et ing requirement for monthly 
trip tests of ultrasonic steam pipe rupture detectors 
MADSEN. 0 L Division of Resident. Reactor Project & Engineering 
Programs 82/12/13 4pp 1650S 204 24X Fiche 30-267.82/12/13, 

6212290421 


— 8212290432 Safety evaluation supporting Amend 29 to License DPR-34 
t Office of Nuclear Reactor Regulation. Director 82/12/13 3p p 
16589 20 B 24X Fiche 50-267.82/12/13.8212290421 


— 8212290437 Notice of issuance 5 availability of Amend 29 to License 
DPR-34 

MADSEN. 0 L Division of Resident. Reactor Project & Engineering 
Programs 02/12/13 2pp 16585 211 24* riche 50-267.82/12/13, 

8212290421 


8212290423 Responds to 821012 Generic Ltr 82-10 re operator 
requalification Approach contrary to INPO objective of 
operator trai ning, capab 1 1 i ty of industry to police itself 6 
long-term proposed ac c r e d i tat l o n program 

WAREH00UR0, D W Public Service Co of Colorado 82/12/13 
WILKINSON. E P Institute of Nuclear Power Operations 2pp 
£6505 IBB 24X Fiche 50-267,82/12/13,8212290423 


0212290308 Forwards four oversize PHD# Aperture cards are available 
in PDR W/one proprietary oversiie P8.ID AporturB card is 
available in Central Files 

LEBLANC. J Public Service Co of Colorado 82/12/15 NRC - No 
Detailed Affiliation Oivsn lp 16506 194 24X 

Fiche 50-267,82/12/15,8212290388 


Q Inspection reports. IE Bulletins & correspondence 


8200190240 IE Bulletin 82-03, Revi sion 1, “'Stress Cracking in Thick- 
Wall, Large-Di ameter. Stain less S toel , Rec ircu lati on Sys Piping 
at BWR Plants " 8vd list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

enforcement 02/10/20 Consolidated Edison Co of New fork, Inc 

1 I2pp 16462 163 24X Fiche 50-000,02/10/20,8208190240 


BP1220QOB4 Ac k receipt of 020700 ltr re Confirmatory Action Item 3 from 
020104-15 emergency preparedness appraisal Response 
acceptable Full evaluation to be made during followup 
appraisal later in yr 

MADSEN, G L Division of Resident, Reactor Project 6 Engineering 
Programs 82/11/02 LEE, □ R Public Service Co of Colorado 3pp 
16474 300 24X Ficho 50-267.82/11/02,0212200084 


— 0212200090 Informs of completion of Confirmatory Action Item □ re 
offsite radiological monitoring capability from Jan 1902 
emergency preparedness appraisal Installation of iodine 
monitoring instrumentation completed 

WAREMBOURGi D W Public Service Co of Colorado 82/07/00 
CDLLIN8.J T Region 4, Office of Director 2pp 16474 301 24X 

Fiche 50-26 7. 02/ 1 1 /02 , 0 2 1 2200084 


8212210023 Ack receipt of 820908 ltr responding to violations noted In 
IE Insp Rept 50-267/82-14 Requests date by which 
radiological emergency kit checklist unll be equipped 
u/item* on inventory list 

MADSEN, 0 L Division of Resident. Reactor Project & Engineering 
Programs 82/11/02 LEE. 0 R Public Service Co of Colorado 2pp 
16490 198 24 X Fiche 50-267. 82/ 11 /02. 821 2210023 


— 8212210024 Respond# to NRC 820011 ltr re violations noted in It Insp 
Rapt 30-267/02-14 Corrective actions util mill provide eddl 
REftP implementing procedure to provide further guidance on 
assuring personnel accountability of area residents 
WAREMBOURO, D W Public Service Co of Colorado 02/09/08 
MADSEN, 0 L Division of Resident. Reactor Project !< Engineering 
Programs 7pp 16490 200 24X Fiche 50-267,82/11/02,0212210023 


8212210167 Aek receipt of 020917 ltr in response to IE Emergency 
Appraisal Audit fiept 50-267/82-01 on 820104-19 

MADSEN. 0 L Division of Resident. Reactor Project & Engineering 
Programs 02/11/02 LEE, 0 R public Service Co of Colorado lp 
16494 237 24X Fiche 50-267.82/11/02,0212210167 


— 8212210173 Responds tn IE Emergency Appraisal Audit Rept 50-267/82-01 
of App D items on 020104-19 App B preparedness Improvement 
Items ertc 1 

WAREMBOURO, D W Public Service Co of Colorado 82/09/17 
COLLINS, J T Region 4. Office of Director 4lpp 16404 250 24 X 

Fiche 50-267,82/11/02.0212210167 


0208190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
801 it Model 002 Thermoluminescent Dosimeters " Svc list 
nnc 1 

COSBiL I Division of Fuel Facilities. Materials 6 Safeguards 
02/ 1 1/05 Consolidated Edison Co of New York, Inc 110pp. 

16372 142 24X Fiche 90-000.02/11/05,8200190245 


0212070255 Forwards IE Insp Rept 50-267/82-24 on 921001-31 & notice 
of violation 

MADSEN, G L Division of Resident, Reactor Project 6 Engineering 
Programs B2/11/17 LEE.O R Public Service Co of Colorado J 
16339 127 24X Fiche 50-267.02/11/17,9212070255 


— 8212070256 Notice of violation from insp on 8210QS-31 

< Division of Resident. Reactor Project S, Engineering Programs 
82/11/17 2pp 16339 129 24/ Fiche 50-267. 82/ 1 1 / I 7. 821 2070255 


—8212070260 IE Insp Kept 50-267/02-24 on 021001-31 None omp 1 tance noted 
failure to follow std clearance point form requirements & 
failure to comply u/procedures 

DICKERSON, M W . PLUMLEE. G L . WES TERM AN, T F Division of Resident, 
Reactor Project 6 Engineering Programs 02/11/09 9pp 
16339 131 24X Fiche 50-267, 02/11 / 17, 821 2070255 


0208190251 IE Info Notice 82-44. "Clarification of Emergency Flan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering L Quality Assurance 82/11/10 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24X 

fiche 50-000,82/11/10,0200190251 


8208190256 IE Info Notice 82-46, "Defective 5 Obsolete Combination 
Padlocks M Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

127pp 164 J 1 065 24* Fiche 50-000,82/11/26,8208190256 


□212200092 Provides revised paragraph to 821103 response to IE Insp 
Rept 50-267/82-19 Ltr inadvertently contained error in date 
when full compliance of CM 653 achieved 

LEE, 0 R Public Service Co of Colorado 02/11/29 COLLINS, J T 
Region 4, Office of Director lp 16470 049 24X 

fiche 50-267, 82/11/29.8212200092 


--B21220Q101 Responds to NRC B 21006 ltr re violations noted in lb. Insp 
Rept 50-267/02-19 Corrective actions CN 653 completed 
LEE. 0 R Public Service Co of Colorado 02/11/03 COLLINS, J T 
Region 4, Office of Director 29pp 16470 030 24X 

Fiche 50-26 7.02/11/29.0212200092 


0208190257 IE Info Notice 82-47, "Transportation of Type A Quantities 
Df Non-Fissile Radioactive Mat! " Svc list end 
CODB.L 1 Division of Fue] Facilities, Materials b Safeguards 
02/11/30 Consolidated Edison Co of New York. Inc 356p p 

16307 029 24X Fiche 30-000, B2/1 1/30, B2091 90257 


8J‘O0 1902 59 IE Bulletin 02-04. "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEY0UNO, ft C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of Mew York. Inc 

J!3pp 16411 317 34X Fiche 50-000,02/12/03,0200190239 


8208190261 IE Info Notice 82-40, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list enc 1 

JORDAN- E L Division of Engineering & Quality Assurance 82/12/03 

Consolidated Edison Co of New York. Inc llOpp 16462 064 24X 

Mche 50-000, 02/12/03,8200190261 


8P12210012 Ack receipt of 921015 application proposing update to 
inservice insp 6 testing program Tech Specs surveillance 
requirements Application not exempt from fee requirements 
Class III fee requested 

DIQOS, R M License Fee Management Branch 02/12/03 LEE, 0 R 
Public Service Co of Colorado Ip 16502 360 24X 

I iche 50-267,02/12/03,9212210012 


8212290367 Responds to NRC 821117 ltr re violations noted in IE Itisp 
Rept 50-267/B2-24 Corrective actions std clearance form for 
control rod drives revised to allow positioning of breaker 
during removal or in# ba 1 1 at ion 

l EE# 8 R Public Service Co of Colorado 82/12/06 COLLINS, J T 
Region 4. Office of Director 3pp 16506 26i 24X 

Fiche 50-267, 02/12/06 , 021 2290367 


8212290460 Advises that IE Insp Rept 50-267/82-16 canceled 

MADSEN. 0 L Division of Resident, Reactor Project 6 Engineering 
Program# 02/12/13 LEE, □ R Public Service Co of Colorado lp 
16505 221 24X Fiche 50-267,02/12/15-0212290460 


0PO019O267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air l< Gas Monitoring 41 Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

i27pp 16620 191 24X Fiche 50-000, 02/12/16, 8200190267 


8P0B190269 IE Info Notice 82-50, "Mod of Solid State AC Undervo 1 tags 
Relay# Type ITE-27 " Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lO0pp 16620 293 24X 

Fiche 50-000,02/12/20,8200 1 90268 
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R Periodic operating reports & related correspondence 


QW22101Q2 Forward* revised monthly operating rept For Sept 1902 
WAREM30URG*D Public Service Co of Colorado B2/11/Q1 
GAMWLLrW P Assistant Director for Operating Reactors lp 
I&491 053 24X Fiche 30-267* 82/ 1 I/O i , 02 J S3 10 102 


- *32122 10112 Revised monthly operating rapt for Eept 1932 

MCBRIDE.L M Public Service Co of Colorado 02/10/06 9pp 
16491 092 24X Fiche 50-267* 02/1 1 /01 * 82 1 2210 1 02 


D«' 1 22000? 4 Forwards monthly operating rept for Oct 1902 
WAREilDDURG, D public Service Co or Colorado 82/11/00 
Director's Office* Office of Inspection and Enforcement 2pp 
16474 233 2 4X Fiche 50-267, 82/ J i /O0 , ©2122 00094 


□212290391 Forward* monthly operating rept for Nov 1992 

WAREHCODRO* D W Public Service Co of Colorado a2/12/l4 
GAKM3LL*W P Office of Nuclear Reactor Regulation. Director lp 
16306 282 24X Fiche 50-267* 82/ 1 2/ 14 , ©2122 90391 


--Q212290394 Monthly operating rapt for Nov 1982 

MCBRIDE* L M Public Service Co of Colorado 82/12/07 8pp 
16586 203 24X Fich* 50-267* 82/1 2/ 1 4, 821 229039 1 


5 Reportable occurrences. LERs L related c ar r e * pondent e 


8212208123 Forwards LER 82-043/03L-G Detailed event analysis end 
WAR EM 0 OUR G* D Public Service Co of Colorado B2/J1/24 

COLLINS. J T Region 4* Office of Director 5pp 16470 J42 24X 

Fiche 50-26 7 * 82/1 1 /24» 8212200 ( 23 


'-©212200123 LER 82-D43/03L-0 on 821027 4 2B* average FCRV cooling water 
sys inlet 6 outlet temps fell below 100 F Caused by 
insufficient heat to maintain loop averages w/both loops 
in svc Auxiliary heat obtained t, operators re l ns true tad 
FULLER* C Publlt Service Co of Colorado 82/11/24 Region 4, 

Office of Director lp 16470 147 24X Fiche 50-267.02/11/24* 

6212200123 


QJ'l 2290297 Forward* LER A2-044/03L-0 Detailed event analysis end 
WAREffBCURO. D Public Service Co of Colorado 82/12/00 
COLLINS* J T Region 4, Office of Plrector 5pp J6591 213 34X 

Fiche 50-267.62/12/08*0212290297 


— 0212290303 LER ©2-044/03L-0 an 821110 4 11. primary coolant dewpoint 
temp eiceeded Tech Spec limits Caused by water in reactor 
vessel veporiiing faster than helium purification = ys could 
function Reactor power decreased 

FULLER, C Public Service Co of Colorado 82/12/09 Region 4* 

Office of Director lp 165BI 220 24X Flfhe 50-267.62/12/09* 

0212290297 


□? J 1 2290426 Forwards LER 82-045/D3L-0 

WAREMBGURG, D Public Service Co of Colorado 02/12/15 
COLLINS, JT Region 4, Office of Director Ip 16535,179 24X 

Fiche 30-267*82/12/15,6212290426 


- -0212290440 LER 02-O45/O3L-O on 921119* loop I FCRV cooling water outlet 
temp exceeded Tech Spec limit Caused by inadvertent 
operation of wrong valve fay zionlicensed personnel proper 
valve lineup established Water temp stabilised 

FULLER,© Public Service Co of Colorado 82/12/15 Region 4# 

Office of Director 4p p 16585 J0O 24 X Fiche 50-267,02/12/13* 
8212290426 
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F Security, medical, emergency I* fire protection plan* 


8212130069 Forwards info- on emergency offsite facilities (EOF), per 
R Rirlel 821203 request & Generic Lfcr 81-10 Const of 
permanent primary & backup EOF completed 

TUCKER, H B Duke Power Ca ©2/12/03 DENTON* H R Office of 
Nuclear RpactoT Regulation* Director ADENSAM,E G Licensing Branch 
4 2pp 16390 106 24X Ficft* 50-000,82/12/03*0212130069 


0P 1 2090044 Reviews util 820419 & 0727 1 fcrs re security personnel 
requal i f icati on requirements Annual supervisor observation 
considered sufficient requal if 1 cation test 

STOLZ, J F Operating Reactors Branch 4 ©2/12/07 TUCKER* H D 

Duke Power Co 2pp 16304-244 24X Fiche 50-000.82/12/07* 

82JE090044 


0212230093 Reliases public version of revision, to crisis mgt plan l< 
revisions to crisis mgt plan implementing procedures 
FELTON. J M Division of Rule* and Records* 82/12/15 Document 

Management Branch lp 16542'026 24X Fi c he 50-000, S2/12/1 3. 

82 I 22 3 0093 


— 8212230108 Forwards public version of Revision 7 to crisis mg t plan It 
revisions to crisis mgt plan implementing procedures 
TUCKER, H S Duke Power Co 82/12/02 DENTON* H R Office of 

Nuclear Reactor Regulation* Director ADENSAM, £ 0 Operating 

fi factors Branch 4 2pp 16542 027 24X Fiche 50-000*82/12/15* 

0212230093 


— 8212230124 Public version of Revision 7 to crisis mgt plan One overdue 
pamphlet encl Aperture card available in PDR 

VAUGHN. R E Duke Power Co 82/11/29 ?pp 16342 029 24X 

Fiche 50-000*82/12/15,6212230093 


— 8212230134 Public version of revised crisis mgt plan implementing 
procedures, including Procedures 5 3 2 re crisis news group 
plan i, 3 3 il re McGuire crisis phone directory 
VAUGHN* R E Duke Power Co ©2/11/29 20Opp 16542 038 24X 

Fiche 50-000* 82/12/13, 8212230093 


DPI 228035 1 Application to amend Licenses DPR-38, DPR-47 & DPR-55* 
revising Ap p a Tech Specs to change frequency of station 
security plan it implementing procedure audits from once 
every 2 yrs to yearly 

1 UCKER* H B Duke Power Co 82/1 2/21 DENTON* H R Office of 
Nuclear Reactor Regulation* Director 2pp 16560 007 24X 

Fiche 50-269,82/12/21,8212200351 


— 0212280367 Proposed Tech Spec revision changing frequency of station 
security plan it implementing procedure audits from once 
every 2 yrs to y ear Iy 

* Duke Power Co 02/12/21 lp 16560 009 24X 

Fiche 50-269*02/12/21*0212280351 


P Operating License stage documents correspondence 


8212010185 Forwards Amends 116*116 it 113 to Licenses DPfi-30* DPR-47 St 
DPR-55, reapec ti vely* safety evaluation |c EIA 4< notice of 
j nuance It availability Amend revises Tech Spec restrictions 
on burning low level contaminated oil 

WAGNER, P C Operating Reactors Branch 4 02/11/15 TUCKER, H 0 

Duke Power Co 3pp 16271 232 24X Fiche 50-269,82/11/15, 

0212010195 


—0212010193 Amends 116*116 & 113 to Licenses DPR-30, DPR-47 it DPR-55, 
respect ive J y, revi sing Tech Spec restriction* on burning low 
level contaminated oil 

8T0LZ. J F operating Reactors Branch 4 02/11/15 Bpp 

16271 235 24X Fiche 50-269* 02/1 1 /!5* 8212010185 


*8212010205 Safety evaluation & EIA supporting Amends 116*116 It 113 to 
Licenses DPR-30, DPR-47 4* DPR-55. respectively 

e Office of Nuclear Reactor Regulation* Director 02/11/13 6pp 
16271 243 24X Fiche 30-269,82/11/13*8212010185 


— 02120 1 0276 Notice of issuance It availability St negative declaration of 
Amends 116* 116 It 113 to Licenses DPR-38, DPR-47 it DPR-55, 
resp ective 1 y 

STQLZiJ.F Operating Reactors Branch 4 82/11/15 2pp 

16271 249 24 X Fiche 50-269* 02/1 1 / 1 5* 821 2010185 


OP 1 201 0392 Forwards Amends 117,117 St 114 to Licenses DPR-38, DPR-47 It 
DPR-55, respec tively* safety evaluation It notice of issuance 
i availability Amends incorporate digital logic channels |t 
emergency power switching logic 

WAGNER. P C Operating Reactors Branch 4 02/11/22 TUCKER, H B 

Duke Power Co 3pp 16271 030 24X Fiche 50-269* 02/1 1 /S3, 

8212010392 


"8212010410 Amends 117*117 8* 114 to Licenses DPR-38* DPR-47 It DPR-55* 
re» p ec ti ve 1 y, incorp orat i ng digital logic channels It 
emergency power switching logic & revising bases to define 
redundant component testing 

STOLZ.JF Operating Reactors Branch 4 82/11/22 SBpp 

16271 033 24X Fiche 50-269*82/11/22,0212010392 


'8212010421 Safety evaluation supporting Amends 117,117 It 114 to 
Licenses DPR- 38 * DPR-47 It DPR-55, respectively 

* Office of Nuclear Reactor Regulation, Director 02/11/22 4pp 
16271 061 24X Fiche 50-269* 82/ 1 1 /22* B2 12010392 


■0212010408 Noticp of issuance St availability of Amends 117,117 & 114 to 
Licenses DPR-3S, DPR-47 I* DPR-53, respective ly 
STOLZ , J F Operating Reactors Branch 4 82/11/22 2pp 

16271 065 24 X Fiche 50-269,82/11/22,8212010372 


0212070370 Forwards license amend fee in response to 821109 Ltr 
TUCKER* H B Duke Power Co. 02/11/22 DIGGS* R M License Fee 
Management Branch. 2pp 3633 6 324 24X Fiche 50-269,02/11/22, 

0212070370 
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0212070341 Forwards responses to NUREG-0737* I tern 1 1 B 3* "Post-Accident 
Sampling Sys " W/14 oversne drawings Aperture cards are 
available in PDR 

Tt/CXEfli H fl Duke Power Co 62/12/01 DENTON* H R Office of 
Nuclear Reactor Regulation* Du ector STOLZ. J F Operating Reactors 
Urattch 4 32pp 16340 252 24X Fiche 50-269,02/12/01*0213070341 


--Q212O7Q340 "Estimate of Failed Fuel Based on 1-131 Concentration ” 
HULL* P * OWEN* T 0 Duke Power Co 82/00/03 22pp 16340 203 
24/ Fiche 50-269. 02/ 12/0 1.02 12070341 


-*0212070353 ’'Operating Procedure for Operation of Post-Accident Liquid 
Sample Sys “ 

PEAK. A M • MCCONNELL, T Duke Power Co 02/05/17 10pp 
16340 303 24X Fiche 30-269*82/12/01.0212070341 


'-0212070392 "Post-Accident Containment Air Sampling System " W/twelve 
oversire drawings Aperture cards are available in PDR 
« Duke Power Co 02/01/29 09pp 16340 324 24X 

Fit he 50-269,02/12/01, 0212070341 


"8212070395 "Post-Accident Liquid Sampling System 11 W/nina overalls 
drawings Aperture cards are available in PDR 
« Duke Power Co 02 / 01/29 376pp 16341 053 24X 

Fiche 50-269,82/12/01,6212070341 


0? 1 2100355 Summary of 021130 meeting w/util re use of Mark 02 fuel 
assemblies in future reload cores Viewgraphs end 
WAGNER* P C Operating Reactors Branch 4 02/12/01 Operating 

Reactors Branch 4 S4pp 16399 041 24X Fiche 50-269,82/12/01* 

021 2100393 


0**12150073 Requests c 1 fr i f i ta 1 1 an of conditional 9nubber operability as 
described in certain Tech Specs Request duo to discussion in 
IF map Rep ts 50-269/82-37, 50-270/02-37 i< 90-207/02-37 
TUCKER. H B Duke Power Co 62/12/00 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactors 
Branch 4 3p p 16427 339 24 X Fiche 50-269,82/12/00,0212150073 


0f'O6 1 90263 Oenenc Ltr 02-32 to all PWR licensees re potential steam 
qenerator -related generic requirements Forwards Science 
Applications, Inc draft repl re subj requirements Comments 
requested within 30 days of ltr Svc list end 

EiSENHUT.D 0 Division of Licensing 82/12/09 Consolidated 

Edison Co of New York, Inc 29pp 16629 247 24X 

Fiche S0-000, 02/12/09.8200190263 


8212130190 Comments on status of Unresolved Safety Issue A-49 re 
pressurized thermal shock for facilities Recent calculations 
confirming that no near-term safety concern exists should be 
reflected in NRC rep* 

1UCKER.H B Duke Power Co 02/12/09 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ* J F Operating Reactors 
Branch 4 2p p 16396 129 24X Fiche 50-269,02/12/09,0212130190 


Qt!J 2270335 Forwards order for license mod re installation of inadequate 
core cooling instrumentation sys as specified in NUREG-0737, 

1 tom II F 2* "Inadequate Core Coding " 

LlSENliUT, D 0 Division of Licensing 02/12/10 TUCKER, H B Duke 
Po^ST Co 2pp 16535 338 24X Fiche 50-269,82/12/10,0212270335 


-0212270330 Order for license mod to conform w/ specs of NUREG-0737* 
Iten II f 2 Checklist for specific review end 

ElBENHUr, D 0 Division of Licensing 02/12/10 Duke Power Co 
Jlpp 16555 339 24X Fiche 50-269*02/12/10,8212270339 


GP 1 2210079 Advises that submittal of revised radiological effluent Tech 
ffpecs incorporating agreements reached during B20B18--19 
meetings delayed until 830131, per util 821110 commitment 
TUCKER, H B Duke Power Co 02/12/15 DENTON, H R Office of 
Nuclear Reactor Regulation* Director STOLZ. JF Operating Reactors 
Uranch 4 lp 16403 247 24X Fiche 50-269,02/12/13*0212210079 


8212280351 Application to amend Licenses OPR-38, DPR-47 & DPR-55, 
revising App A Tech Specs to change frequency of station 
security plan fe Implementing procedure audits from once 
every 2 yrs to yearly 

TUCKER* H B Duke Power Co 02/12/21 DENTON, HR Office of 
NucEeaT Reactor Regulation, Director STOLZ, J F Operating Reactors 
Branch 4 2p p 16560 007 24* Fiche 50-269,02/12/21,8212280351 


■0212280367 Proposed Tech Spec revision changing frequency of station 
security plan & implementing procedure audits from once 
every 2 yrs to yearly 

* Duke Power Co 02/12/21 lp 16560 009 24X 

Fiche 50-269*82/12/21,8212280351 


0 Inspection reports, IE Bulletins & correspondence 


02001 90240 IE Bulletin 02-03, Revi s i on 1* "Stress Cracking in Thick- 
Wall * Larg e-D i ame ter , S t a i n 1 ess Stee 1 , Rec ircu lation Sys Piping 
at BUR Plants " Svc list end 

DEYOl/NO, R C Director's Office, Office of Inspection and 

Enforcement 82/10/23 Consolidated Edison Co of New York* Inc 

1 1 2p p 16462 163 24X Fiche 90-000,02/10/28,8200190240 


82 1 2090161 Forwards IE In«p Repts 50-269/02-39,50-270/92-3?*, 
&O-207/82— 39 on 820915-1010 No none omp 1 1 anc e noted 
DANCE, H C Diviiion of Project & Resident Programs 82/10/29 
TUCKER, H 0 Duke Power Co 2pp 16359 197 24X 

Fiche 50-269. 82/10/29.3212090181 


— B2120901B? IE Imp Rept* 30-269/02-39,50-270/62-39 U 50-287/02-39 on 
020915-1010 No noncDinp 1 lance noted Major areas inspected 
operation safety ver i P ica tion, mai n t ac t lvi ties* survoi 1 lance 
testing* startup testing & TMI action item implementation 
ORDERS, W , FALCONER, D , BRYANT, J C Division of Project & Resident 
Program* 82/10/28 7pp 16359 19? 24X Fiche 30-269,02/10/129, 

0212070131 


Qi'O 8 190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 & Model 002 Thermoluminescent Dosimeter* “ five list 
e nc 1 

COBB.L I Division of Fuel Facilities* Materials & Safeguard* 
02/11/05 Consolidated Edlton Co of New York* Inc ilOpp 

16373 142 24X Fiche 50-000,02/11/05,0200190243 


0212090420 Forwards response to IE Bulletin 82-02, “Degradation of 
Threaded Fasteners in RCPB of PWR Plants," Item I for Unit 1 
t< Items 2 & 4 for Unit 3 Response to Item* 2 h 4 for Units 1 
& 2 will be provided following next refueling outage 
TUCKER, H D Duke Power Co 02/11/tS O'REILLY* J P Region 3* 
Office of Director 4pp 1636 5 033 24X Fiche 30-269,02/11/19* 

0212090420 


8212060310 Grants 820830 request for relief from volumetric exams pf 
piping weld* in sections of c untal nment sump & reactor bldg 
spray sys piping Safety evaluation end 

bTOl.Z, J F Operating Reactors Branch 4 02/11/16 TUCKER, H B 

Duke Power Co 6pp 16323 351 24X Fiche 50-269,82/11/16, 

3212060310 


— 3212060313 Notice of granting relief from AGME Code r equipments for 
volumetric exams of piping welds in sections of containment 
sump & reactor bldg spray sys piping 

STOLZ, J F Operating Reactors Branch 4 02/11/16 2pp 

16323 397 24X Fiche 50-269.02/11/16,0212060310 


0200190231 IE Info Notice 82-44, “Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E, L Division of Engineering & Quality Assurance 02/1I/IB 
Consolidated Edison Co of New York, Inc 109pp J641I 199 24X 

Fiche 30-000. 02/11/18, 3208170251 


□ 208190256 IE Info Notice 02-46, “Defective It Obsolete Combination 
Padlock* “ Svc list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York. Tnc 

J27pp 16411,065 24 X Fiche 50-000,02/11/26,8200190256 


0208190257 IE Info Notice 02-47, "Transportation of Type A Guantitioe 
Df Non-FUsi 1 e Radioactive Matl " Svc list end 
COBB, L I Division of Fuel Facilities, Materials U Safeguards 
02/11/30 Consolidated Edison Co of New York* Inc 356pp 

16307 020 24X Fiche 30-000,02/11/30 , 8200 1 90257 


BP08190239 IE Bulletin 02-04, "Deficiencies In Primary Containment 
Electrical Penetration Assemblies " Bvc list end 
DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

1 1 3pp 16411,317, 24X Fiche 50-000, 02/12/03,8200190359 


0UO019O261 IE Info Notice 02-40, “Failures of Agastat CR 0095 Relay 
Sockets " Eve list end 

JORDAN, E L Divisiion of Engineering Sc Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Int IlOpp 16462 064 24X 

Me he: 30-000, 02/12/03, 0200190261 


0^12270390 Ack receipt of payment of civil penalties In response to 
notice of violation Atfdl corrective action* will be examined 
during future intp 

AXELRAD, J A Director's Office, Office of Inspection and 
Enforcement 02/12/03 TUCKER, H B Duke Power Co 2pp 
16366 036 24X Fiche 30-269,32/12/03,0212270390 
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9? J 2150073 Requests c l a r i f l <a tiom of conditional snubber operability ac 
described in certain Tech Specs Request due to discussion in 
IE Insp Repts 50-269/82-37, 50- 270/02-37 b 50-287/62-37 
TUCKER* H B Cuke Power Co 02/ J 2/00 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 3pp 16427 339 24X 

F i c h e 50-269. 62/12/09*92121 50073 


8200190267 IE Info Notice 82-49, "Correction for Sample Condition* for 
Air U Gas tfonitoring " Svc list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New VorJk, Inc 

I27pp 16628 191 24X Fiche 50-000,62/12/16.8208190267 


8209190269 IE Info Notice 82-50. "Hod of Solid State AC Undervoltage 
Relays Type 1 TE-27 " Svc list end 

JORDAN. E L Division of Engineering fi, Quality Assurance 82/12/20 
Consolidated Edison Co of Neu York, Inc lOBpp 16626 293 24/ 

|~ i c h e 50-000, 82/12/20, 8200 1 9026 8 


D Periodic operating reports L related correspondence 


B2122I0421 Forwards monthly operating repfc* for Nov 19B2 

TVCKER.lf 8 Cuke Power Co 82/12/13 Director's Office, Office 

of Inspection anJ Enforcement lp 16493 098 24X 

TiChe 30-269.62/12/15,8212210421 


— 82 1 2210426 Monthly operating repts for Nov 1902 

REAVI9.J A Duke Power Co B2/1 2/15 16pp 16493 059, 24X 

Fiche 50-269.82/12/15, B2 1221 D42J 


DUCKET 50 **270 OCONEE NUCLEAR STAT TON. UNIT 2 


F Security, medical, emergency fi< fire protection plans 


8212130069 Forwards info on emergency offsite facilities <E0F), per 
fi Birlrel 821203 request & Generic Ltr 31-10 Const of 
permanent primary & backup EOF completed 

TUCKER, N B Duke Power Co 02/12/03. DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADEN SAM, E G Licensing Branch 

4 2pp 16390 106 24X Fiche 50-000,82/12/03,6212130069 


0212090044 Reviews Util 92Q4J9 U 0727 Ht* re security personnel 
r -squat if lea ti on requirements Annual supervisor observation 
considered sufficient requa li f i Cat i on test 

STOLZ, J F Operating Reactors Branch 4 £32/12/07 TUCKER. H 8 

Duke Power Co 2pp 16304 244 24X Fiche 30-000,02/12/07, 

0212090044 


0212230093 Releases public version of revision to crisis mgt plan & 
revisions to crisis mg £ plan implementing procedures 
FELTON, J M Division of Rules and Records 92/12/15 Document 
Management Drench lp 16542 026 24X Fiche 50-000, 02/12/1 3* 

821 2230093 


— 8212230100 Forwards public version of Revision 7 to crisis mgt plan b 
revisions to- crisis mgt plan implementing procedures 
TUCKER, H 0 Duke Power Co 02/12/02 DENTON, Jf R Office of 

Nuclear Reactor Regulation. Director ADENSAM, £ 0 Operating 

Reactors Branch 4 2pp 16542 027 24X Fiche 50-000,02/12/15, 

8212230093 


— 8212230124 Public version of Revision 7 to crisis mg t plan One oversire 
pamphlet encl Aperture card available in PDR 

VAUGHN, R E Duke Power Co 82/11/29 9pp 16542 029 24X 

Fiche 30-000.02/12/13. 6212230093 


--0212230134 Public version of revised crisis mg t plan implementing 
procedures, |nc 1 uif ing procedures 5. 3 2 re crisis news group 
plan & 5 3 II r* McGuire crisis phone directory 
VAUGHN, R E Duke Power Co. 02/11/29 2 0O P p 16542 030 24X 

Fiche 50-000, 02 / 1 2/ 1 5. 021 2230 093 


B21 228035 1 Application to amend License! DPR- 38. DPR -47 & DPR-55, 
revising App A Tech Specs to change frequency of station 
security plan l imp 1 ament ing procedure audits from once 
every 2 yr* to yearly 

TUCKER, H 0 Duka Power Co 02/12/21 DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director Spp 16560 087 24X 

Fiche' 50-269. 32/12/21 , 8212260331 . 


— 8212200367 Proposed Tech Spec revision changing frequency t»f station 
security plan fit implementing procedure audits from once 
every 2 yr* to yearly 

* Duke Power Co ©2/12/21. Ip 16560 009. 24X 

Fiche 30-269. 82/ i 2/2 1 , 021 228 035 i 


P Operating license stage documents fc correspondence 


0212010185 Forwards Amends 116,116 t 113 to Licenses DPR-3B, DFR-47 b 
DPR-55. rasper tively, safe fcy evaluation & EIA fit notice of 
issuance b availability Amend revises Tech Spec restrictions 
on burning low level contaminated oil 

WAGNER, P C Operating Reactors Branch 4 82/11/15 TUCKER, H B 

Duke Pouer Co 3pp 16271 232 24X Fiche 50-269.02/11/15, 

8212010105 


— 021 2010193 Amends 116,116 b 113 to Licenses DPR-3Q, DPR-47 b DPR-55, 
respective! y, revising Tech Spec restrictions on burning low 
level contaminated ail 

STOLZ, J F Operating Reactors Branch 4 82/11/15 8pp 

16271 235 24X Fiche 50-269,82/11/15,0212010103 


— 0212010205 Safety evaluation U El A supporting Amends 116. 1 16 fi, 113 to 
Licenses DPR-Q8, DPR-47 U DPR-55, respective ly 

♦ Office of Nuclear Reactor Regulation, Director 02/11/13 6pp 
16271 243 24 X Fiche 30-269.82/11/15.8212010105 


--8212010276 Notice of issuance fit availability S< negative declaration of 
Amends 116, 116 * 113 to Licenses DPR-38. DPR-47 b DPR-55, 
respectively 

STOLZ.JF Operating Reactors Branch 4 02/11/15 2 pp 

16271 249 24* Fiche 50-269, 82/1 1 / 1 5, 021 201 0103 


0212010392 Forwards Amends 117,117 fit 114 to Licenses DPft-30, DPR-47 b 
DPR-55, re spec lively, safet y evaluation & notice of issuance 
fi< availability Abends incorporate digital logic channels J, 
emergency power switching logic 

WAGNER, P C Operating Reactors Branch 4 02/11/22 TUCKER, H B 

Duke Power Co 3pp 16271 030 24X Fiche 50-269. 82/ 11 /22, 

0212010392 


— B21201 04 IB Amends 117,117 8< 114 to Licenses DPR-30, DPR-47 b DPR-51), 
respect ivel y, incorpdrat ing digital logic channels & 
emergency power switching logic & revising bases to define 
redundant component testing 

STOLZ, J F Operating Reactors Branch 4 82/11/22 28pp 

16271,033 24X Fiche 90-269, 02/11/22,8212010392 


— 8212010421 safety evaluation supporting Amend* 117,117 b 114 to 
Licences DP R-38, DPR-47 b DPR-55, res p ec t ivo I y 

* Office of Nuclear Reactor Regulation, Director B2/J1/22 4pp 
16271 061 24X Fiche 50-269, 82/1 1 /22, 02 1 201 0392 


—8212010483 Notice of issuance & availability of Amends 117, 117 8< 114 tn 
License* OP R-38, DPR-47 U DPR-35, re s p oc 1 1 ve 1 y 
STOLZ, J F Operating Reactor* Branch 4 02/11/22 2pp 

16271 065 24X Fiche 50-269,82/11/22,8212010392 


8? J 2070370 Forwards license amend fee In response to 821100 ltr 
TUCKER, H 3 Duke Power Co 02/11/22 DIGGS, R M License Fee 
Management Branch 2pp 16336 324 24X Fiche 50-269,02/11/22. 

8212070370 


G2I207034I Forwards responses to NUREG-'0737, I tom II B 3. ’’Po * t-Ac c 1 dent 
Sampling Sys n W/14 oversijte drawings Aperture cards are 
aval lab le in PDR 

TUCKER. HO Duke Power Co 02/12/01 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J, F Operating Reactors 
Branch 4 32pp 16340-252 24X Fiche 50-269, B2/ 1 2/0 1 , 821207034 1 


— 8212070340 '’Estimate of Failed Fuel Based t>n 1-131 Concentration ‘ 
HULL, P , OWEN, T B Duke Pouter Co 82/00/0 3 22pp 16340 203 

24X Fiche 50-269,02/12/01,8212070341 


— 8212070392 ll Po*i-tAccident Containment Air Sampling System " W/twelve 
pversiie drawing* Aperture cards are available in PDR 
* Duke Power Co 82/01/29 09pp 16340 324 24* 

FiCb* 50-269, 82/12/01, B212070341 


— 0212O7O39S “Post-Accident Liquid Sampling 8ystem " W/nine oversiie 
drawing* Aperture card* are available in PDR 
* Duke Power Co 82/01/29 376pp 16341 053 24X 

Fiche 50-269. 02/12/01, 8212070341 


8212100355 Summary of 821130 meeting w/util re use of Mark BZ fuel 
assemblies in future reload cores Viewgraphs encl 
WAGNER, P C Operating Reactor* Branch 4 82/12/01 Operating 

Reactor* Branch 4 54pp 16399,041 24X Fiche 50-269,02/12/01, 

8212100355 


0212150073 Request* c lar 1 f icatlon of conditional snubber operability as 
described in certain Tech Spec* Raque*t due to discussion in 
IE Imp Repts 90-269/ 02-37, 50-270/82-37 «, 30-287/82-37 
TUCKER, H 0 Duke Power Co 02/12/08 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J f Operating Reactors 
Branch 4 Spp 16427 339 24X Fiche 50-2 69, 02/12/08, B21 2 150073 
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8200190263 Generic Ltr 02-32 to all PWR licensees re potential steam 
generator-related generic requirements Forwards Science 
App l icati anji Inc draft rept re subj requirements Comments 
requested within 30 days of ltr Svc list enci 

& ISENHUT* D G Division of Licensing 02/12/09 Consolidated 

L d i son Co of New York# Inc 29pp 16629 247 24X 

F-iche 50-000.02/12/09*8208190263 


0 '12130190 Comments on status of Unresolved Safety Issue A-49 re 
pressurized thermal shock for facilities Recent calculations 
confirming *-hat no near-term safety concern exists should he 
reflected in NRC rept 

TUCKER. H H Duke Power Co 82/12/09 DENTON* H R Office of 
Nuclear Reactor Regulation. Director STGLZ, J F Operating Reactors 
Branch 4 2p p 16396 129 24X Fiche 50-269*02/12/09*0212130190 


Qt'l 2270335 Forwards order for license mod re installation of inadequate 
core cooling instrumentation ays as specified in NUREG-0737. 

Item II F 2* "Inadequate Core Cooling " 

&IEENHUT.D 0 Division of Licensing 02/12/10 TUCKER* H B Duke 
Power Co 2p p 16555 338 24X Fiche 50-269, 02/ 12/10. 0212270335 


-*8212270338 Order for license mod to conform w/specs of NUREO-0737. 

I tern II F 2 Checklist for specific review enci 

E ISENHUT* 0 0 Division of Licensing 02/12/10 Duke Power Co 

llpp 16555 339 24X Ficho 50-269*02/12/10*0212270335 


0PJ22JOO79 Advises that submittal of revised radiological effluent Tech 
Specs Incorporating agreements reached during 820010-19 
meetings delayed until 830131* per util 021110 commitment 
TUCKER, H 9 Duke Power Co 02/12/13 DENTON, H R Office of 
Nuclear Reactor Regulation. Director STOLZ, J F Operating Reactors 
Branch 4 Ip 16405 247 24X FichB 50-269,02/12/13,0212210079 


DPI 220035 1 Application to amend Licenses OPR-30* DPR-47 & DPR-S5, 
revising App A Tech Specs to change frequency of station 
security plan It implementing procedure audits from once 
tvery 2 yrs to yearly 

TUCKER* H D Duke Power Co 02/12/21 DENTON* H R Office of 
Nuclear Reactor Regulation* Director STOLZ, J F Operating Reactors 
flranch 4 2p p 16560 007 24X Fiche 50-269.02/12/21*0212200351 


--32122B0367 Proposed Tech Spec revision changing frequency of station 
security plan U implementing procedure audits from once 
every 2 yrs to yearly 

* Duke Power Co 82/12/21 Ip 16560 009 24X 

Fiche 30-269* 82/12/21 * 0212280351 


0 Inspection reports* IE Bulletins 6 correspondence 


0203190240 IE Bulletin 82-03* Rev i s i on 1, "Stress Cracking In Thick- 
Wall * Larg e-D i ame ten 9ta i n 1 c Steel, Rocircu lation Sy* Piping 

■at DWR Plants " Svc list end 

UE YOUNG, R C Director's Office. Office of Inspection and 

Inforcement 02/10/28 Consolidated Edison Co of New York. Inc 

IlSpp 16462 163 24 X Fiche 50-000*92/10/28*0200190240 


0*' 1 2090181 Forwards IE Insp Rept* 50-269/02-39*50-270/02-39 8* 
50-287/02-39 on 020715-1010 No none omp 1 ianc e noted 
DANCE. H C Division of Project A Resident Programs 02/10/29 
TOCKER.H fl Duke Power Co 2p p 16359 197 24X 

Fiche 50-269,02/10/29,8212090181 


—0212090109 IE Insp Rept* 50-269/02-39*30-270/02-39 6 30-207/02-39 on 
820915-1010 No none omp 1 i anc e noted Major area* inspected 
operation safety vori f i catl on* maint actlv 1 ties, survei Uancc 
t esti ng* startup testing & TMI action item implementation 
ORDERS, W , FALCONER, D * URYANT* J C Division of Project U Resident 
Programs 02/10/20 7pp 16339 199 24X Fiche 30-269*02/10/29, 

021209018I 


8208190245 IE Info Notice 62-42, "Defects Observed in Panasonic Model 
001 L Model 002 Thermoluminescent Dosimeters " Svc list 
cnc 1 

CCBO.L I Division of Fuel Facilities, Materials it Safeguards 
02/11/05 Consolidated Edison Co op New York, Inc 1 i Op p 

16372 142 24X Fiche 50-000,02/11/05,8208190249 


□212090420 Forwards response to IE Bulletin 02-02* "Degradation of 
Threaded Fasteners in RCPB of PWR Plants," Item 1 for Unit 1 
it Items 3 U 4 for Unit 3 Response to Items 2 $< 4 for Unit* 1 
It 2 uill be provided following next refueling outage 
TUCKER, H J} Duke Power Co 02/11/15 O'REILLY, J P Region 2, 
Office of Director 4pp 1636 5 033 24X Fiche 50-269,02/11/15, 

02 1 2090420 


8212060310 Grants 820830 request for relief from volumetric exams of 
piping welds In sections of containment sump U reactor bldg 
spray sys piping Safety evaluation end 

STOLZ, J F Operating Reactors Branch 4 02/11/16 TUCKER, H D, 

Duka Power Co 6pp 16323,331 24X Fiche 30-269,02/11/16* 

8212060310 


— 8212060313 Notice of granting relief from ASME Code requirements for 
volumetric exams of piping weld* in sections of containment 
sump t* reactor bldg spray ty? piping 

STOLZ. J F Operating Reactors Branch 4 62/11/16 2pp 

16323 357 24X Fiche 50-269, 82/ M /l 6* 021 2060310 


0209190251 IE Info Notice B2-44* "Clarification of Emergency Plan 
Exercise Requirements 11 Svc list end 

JORDAN* E L Division of Engineering 1 Quality Assurance 92/11/10 
Consolidated Edison Ca of New York. Inc 109pp 16411 199 24X 

fiche 50-000,82/11/10*0200190251 


8209 1 90256 IE Info Notice 92-46, "Defective fc Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office* Qffite of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York. Inc 

127pp 1641 1 065 24 X Fiche 50-000,02/11/26.0200190256 


0209190257 IE Info Notice 82-47* "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
CQBO.L I Division of Fuel Facilities* Materials 6 Safeguards 
82/11/30 Consolidated Edison Co of New York* Inc 356pp 

16387 029 24X Fiche 3 0-000*82/11/30,8208190257 


0200190259 IE Bulletin 62-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " 8vc list end 
DEYOUNG* R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

1 13pp 16411 317 24 X Fiche 50-000*02/12/03*8208190259 


020019026 1 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list enci 

JORDAN, E L Division of Engineering it Quality Assurance 82/12/03 
Consolidated Edison Co of New York* Inc UOpp 16462 064 24X 

Fiche 50-000, 02/12/03* B20B 19026 1 


BP12150073 Requests clarification of conditional snubber operability as 
described in certain Tech Spocs Request due to discussion in 
IE Insp Rep ts 50-269/82-37.30-2 70/82-37 8. 30-287/82-37 
TUCKER, HD Duke Power Co 02/12/08 DENTON* H R Office of 
Nuclear Reactor Regulation, Director 3pp 16427 339 24X 

Fiche 30-269,82/12/00,8212150073 


8P08190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air it Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office* Office af Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

127pp 16620 191 24 X Fiche 50-000*02/12/16*0208190267 


0I‘O0i9D260 IE Info Notice 82-50* "Mod of Solid State AC Undervoltago 
Relay# Type I TE-27 11 Svc list end 

JORDAN* E L Division of Engineering it Quality Assurance 02/12/20 
Consolidated Edison Co of New York* Inc lOBpp 16620 293 24X 

Fiche 50-000*82/12/20,820019026 0 


R Periodic operating reports it related correspondence 


82)2210421 Forwards monthly operating repts for Nov 1982 

TUCKER, H B Duke Power Co 02/12/13 Director's Office* Office 
of Inspection and Enforcement Ip 16493 03B 24X 

Fiche 50-269*82/12/13,0212210421 


— 021221042B Monthly operating repts for Nov 1982 

REAV1B, J.A Duke Power Co 02/12/15 I6pp 16493 059 24X 

Fiche 50-269,02/12/15,0212210 4 21 


DOCKET 30-271 VERMONT YANKEE NUCLEAR POWER STATION 


F Security, medical, emergency it fire protection plans 


BP12140098 Forwards IE Insp Rept 30-571/02-19 on 021005-1101 U 
notice of violation 

BTAROSTECKI* R Division of Project & Resident Programs 02/11/30 
MURPHY, W P Vermont Yankee Nuclear Power Corp 2pp 16409 268 
24X Fiche 30-271,02/11/30.0212140090 


— 0212140105 Notice of violation from insp on 021005-1101. 

* Division of Project & Resident Programs. 02/11/30 lp 
16409 270 24 X Fiche 50-271. 92/1 1/30*821 214009a. 


- 0212140113 IE Insp Rept 50-271/92-19 on 821005-1101 Noncompliance 
noted failure to maintain fire control area free of 
combustible matl* as required by Administrative Procedure 
AP 0042 it Tech Spec 6 5 A 

RAYMOND, W J , OALLO* R M Division of Project $< Resident Programs 
82/11/16 15pp 16409 271 24X Fiche, 50-271, 82/ 11/30* 8212140098 
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8212210295 Provide* add) info re types of questions NRC duty officer 
may ask in telephone rep ts made via NRC emergency 
notif i cation sys Event notification form end 

STARD3TECKI < R Division of Project U Resident Programs 82/12/16 
MURPHY, W P Vermont Yankee Nuclear Power Corp 6pp 16497 004 
24X Fiche SO-271. C2/12/ 16, 0212210295 


P Operating license stage documents 6 correspondence 


0211230066 Generic Ltr 62-27 to all 0WR licensees of operating reactor* 
eicept L ACBWR , E? i <j Rock Point, Dresden 1. Humboldt Bay* 
applicants for QL & holders of CP re transm 1 ttal of 
NUREQ-0763 b NlfREQ-0703 Svc list end \Af o stated end 
E ISENHUT , D G Division of Licensing 80/11/15 General Public 
Utilities - GPU Servics Corp 22pp 16397 004 24X 

Fiche 50-000, 82 /1 1/15, 021 1230066 


BPJ2280005 Forwards Amend 73 to License BFR-2S, safety evaluation, 
notice af issuance 6 availability 6 technical evaluation 
r*pt Amend changes Tech Specs re scram discharge vo 1 vent 6 
drain valve surveillance 

ROONEY, V L Operating Reactors Branch 2 02/11/29 SINCLAIR. J 8 

Vermont Yankee Nuclear Power Corp 2pp 16592 106 24X 

Fiche 50-271,02/11/29,6213280005 


—0212280007 An end 73 to License DPR-28, chang 1 ng Tech Spec® re scram 
discharge vol vent & drain valve surveillance 
VASSALLO, □ & Operating Reactors Branch 2 02/ 11/29 7pp 

16592 100 24X Fiche 50-271, 02/ 1 1/29, 021 22Q0005 


— 9206160113 "BUR Scram Discharge Vol Long-Term Mods, « technical 
evaluation T*pt 

MUCHA. E Franklin Inst i tute/Fr anfc 1 in Research Center 
NRC-03-8 1-130 TER-C5506-64 82/06/11 ECCLESTOM, K NRC - No 

Detailed Affiliation Given 49pp 1*592 195 24X 

Fiche 50-271,02/11/29, 0212200005 


— B212200O15 Safety evaluation supporting Amend 73 to License DPR -<2B 
• Office of Nuclear Reactor Regulation, Director 02/11/29 Up p 
16592 243 24X Fiche 50-271,32/11/29,6212200005 


— 8215200027 Notice of issuance * availability of Amend 73 to License 
OPfl-20 

VASSALLO, D D Operating Reactors Branch 2 B2/U/29 2pp 

16392 243 24X Fiche 5 0-271 . 02/11 /29, 02 1 2200005 


0212270213 Forward’s final "Mark I Containment Program Plant Unique 
Analysis flept of Torus Supresaion Chamber " 

SINCLAIR. J & Vermont Yankee Nuclear Power Corp 02/1 1/30 
VASSALLO, D 0 Licensing Branch 2 Ip 16530 157 24X 

Fiche 50-271,02/11/30,8212270212 


--B21227O210 Final "Mark 1 Containment Program Plant Unique Analysis Rept 
of Torus Suppression Chamber " 

* Tejedyn* Engineering Services TR-5319-J 02/11/30 I40pp 

16538 158 24 X Fiche 50-271,82/11/30.6212270212 


0212130150 Forwards safety evaluation of BWR owners group 810522,09^1 i 
B 2090 2 responses to NUREG-0737, Item II K 3 25, "Effect of 
Lois of AC Power on Pump Seals " Response acceptable 

VASSALLO, D D Operating Reactors Branch 2 B2/12/01 SINCLAIR, J D 

Vermont Yankee Nuclear Power Corp 7pp 16410 238 24X 

Fiche 30-271,02/12/01,0212130138 


0212090374 Advises that util requires addl time before submitting 
final draft of radiological ETS 6 offsite dose calculation 
manual Draft radiological ETS will be submitted by 630117 
& offsite dose calculation manual by Q2C20i 

SINCLAIR, J B Vermont Yankee Nuclear Power Corp 62/12/06 

VASSALLO, D D Operating Reactors Branch 2 Ip 16363 055 24X 

Fiche 30-271, 62/12/06- 8212090374 


0212140379 Application to amend License DPR-2B, revi sing App A Tech 
Bpeci to reflect administrative changes Class I! fee end 
NEIBER* L H Vermont Yankee Nuclear Power Corp 82/12/07 Office 

of NucleaT Reactor Regulation, Director 2pp 16404 190 24X 

Fiche 50-271, 82/12/07, B2 121 4037 9 


--021214O440 Proposed Tech Specs changing title of assistant plant 
manager to maint superintendent 

* Vermont Yankee Nuclear Power Corp 02/13/07 3pp 16404 192 
24X Fiche 50-271, 82/12/07, 8212140379 


82 1 2280492 Comments on review of NURE <5-0737, Act 1 on Item 1 1 E 4 2, 
"Containment Isolation Dependab H i ty, ■' Positions 6*7 
Item considered closed 

VASSALLO, D & Operating Reactors Branch 2 B2/12/09 SINCLAIR, J 0 

Vermont Yankee Nuclear Power Corp, 3pp 16590 332 24X 

Flchp. 50-271, 82 / 1 2/09, 821 22604 92 


6212100310 Responds to NfiC 021102 request for addl info re degraded 
grid voltage protection Info will be submitted 3 months 
prior to installation of degraded grid voltage mod during 
1904 Tefueling outage 

SINCLAIR, J D Vermont Yankee Nuclear Power Corp 02/12/10 

VASSALLO. D R Operating Reactors Branch 2 lp 16376 278 24X 

r i c he 50-271, 02/12/10,8212100310 


821221013B Responds t<o 021104 request for addl info re adequacy of 
station electrical distribution sy* voltages Proposed change 
to Tech Specs not warranted since transformer operability 
already covered by existing Tech Specs 

SINCLAIR, J 8 Vermont Yankee Nuclear Power Corp 82/12/16 

VASSALLO, D B Operating Reactors Branch 2 2pp 1648S 106 24/ 

riche 50-271,02/12/16.0212210138 


G Inspection reports. l£ Bulletin’s b correspondence 


8208190240 IE Bulletin 82-03, Revi si on I, “Stress Cracking in ThiLk- 
Nall, Large-Di ameter, Sta ini ess Steel, Rec ireu lati on Sys Piping 
at BUR Plants " Svc list entl 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

1 1 2pp 16462 163 24X Fiche 50-000, 82/10/28, 02081 90240 


0209190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
80 1 i Model B02 Thermol umi nescent Dosimeters " Svc Jist 
tncl 

C0RB,L I Division of Fuel Facilities, Materials * Safeguards 
62/11/05 Consolidated Edison Co of New York, Inc UOpp 
J 6372 142 24X Fiche 50-000,92/11/05,0208190245 


0200190251 IE Info Notice 82-44. "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering * Quality Assurance 02/11/10 
Consolidated Edison Co of Mew York. Inc I09pp 16411 199 24X 

riche 30-000, 02/11/10, B20Q1 90251 


0208190256 IE Info Notice 82-46, “Defective * Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

127pp 16411 065 24 X Fiche 50-000, 02/ 1 1 / 26, 8200 1 90256 


□ 208190257 IE Info Notice 62-47. "Trans p orta 1 1 on of Type A Quantities 
or Non-FIssile Radioactive Natl " Svc list end 
COBB, L I Division of Fuel Facilities, Materials * Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 
16307 028 24X Fiche 30-000, 02/1 £/30, 02001 90257 


0212140090 Forwards IE Insp Rept 50-271/02-19 on 021005-1101 i 
notice of violation 

5TARGSTECKI, R Division of Project * Resident Programs 02/11/30 
MURPHY, W P Vermont Yankee Nuclear Power Corp 2pp 16409 260 
24 X Fiche 50-271,82/11/30,0212140098 


— 0212140105 Notice of violation From insp on 821005-1101 

* Division of Project & Resident Programs 82/11/30 Ip 
16409270 24X Fiche 50-271,02/11/30,8212140098 


— Q2I2140113 IE Insp Repfc 50-271/02-19 on 021005-1101 Non c omp 1 i anc c 
noted failure to maintain fire control area free of 
combustible matl3 as required by Admi ni strati ve Procedure 
AP 0042 L Tech Spec 6 5 A 

RAYMOND, W J , GALLO, R fl Division of Project ic Resident Programs 
82/11/16 1 5pp 16409 271 24X Fiche 50-271,82/11/30,0212140090 


8P08190259 IF Bulletin 82-04, “Deficiencies m Primary Containment 
Electrical Penetration Assemblies *' Svc list end 
DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 02/12/03 Con I o 1 i da t ed Edison Co of New York, Inc 

1 13pp 16411 317 24X Fiche 50-000,82/12/03,8200170259 


9300190261 IE Info Notice 02-40, "Failures at Agastat CR 0095 Relay 
Sockets Svc list enc 1 

JORDAN, E L Division of Engineering it Quality Assurance 02/12/03 
Consolidated Edison Co of New York, InC UOpp 16462 064 24 X 

Fiche 50-000/ 02/12/03, B2O0I9O26I 


8212270388 Act receipt of 821112 ltr containing payment of civil 
penalties In response to 021015 notice of violation 
AXELRAD, J A Director's Office, Office of Inspection and 
Enforcement 82/12/10 CONWAY, W F Vermont Yankee Nuclear Power 
Corp 2pp 16569 352 24X Fiche 50-271,02/12/10,8212270380 


QD0Q190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air le Gas Monitoring ” Svc list enc 1 

DEYOUNQ, F C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

127pp 1 6628 191 24X Fiche 30-000,02/12/16,8200190267 
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G2J2220423 Forwards list or topic areas for discussion at upcoming 
Region l/licensee meeting on drug b alcohol abuse programs, 
as discussed in IE Tnfo Notice 82-05 b NUREG-0903 Nesting 
date * time r 0 be arranged 

&-TARQSTECXI , R Division of Project t* Resident Programs 82/12/16 
MURPHY, W P Vermont Yankee Nuclear Power Corp 4pp 16903 282 
24X Fiche 30-271,02/12/16,8212220423 


8208190268 IE Info Notice 82-50, "Nod of Solid State AC UnrfBrvo 1 ta g e 
Relays Type I TE-27 " Svc list encl 

JORDAN, E L Division of Engineering L Quality Assurance 82/12/20 

Consolidated Edison Co of New York, Inc 108pp 16628 293 24X 

Fiche 50-000.02/12/20,9200190260 


H Periodic operating reports b related correspondence 


0212150174 Forwards monthly operating repfc for Nov 1982 

MURPHY. W P Vermont Yankee Nuclear Power Corp 82/12/09 Office 

of Resource Management. Director 2p p 16430 150 24X 

Tiche 30~271> 02/12/09. 8212150174 


-*0212150176 Monthly operating rept for Nov 1982 

BURGER, F J Vermont Yankee Nuclear Power Carp 82/12/09 6pp 
16430 152 24X Fiche 50-271. 82/12/09, 821 2150174 


S Reportable occurrences, LERs b related correspondence 


SI' I 20301 17 LER 82-091/01P on B21 1 20, dur i rig investigation of leak in svc 
water piping to component cooling HX 12, rad lography of 
vendor weld joint shoued pocket in weld Investigation to 
determine cause underway 

MIDURA.H J Public Service Electric A Gas Co of New Jersey 
82/11/30 HAYNES, R C Region I, Office of Director lp 
16306 030 24X Fiche 50-271,82/11/30.0212030117 


QM 2290378 Forwards LER 82-024/03L-0 

PELLETIER. J P Vermont Yankee Nuclear Power Corp 02/12/13 
IfAYNES. R C Region 1, Office of Director ip 16506 304 24X 

fiche 50-271,82/12/13,8212290378 


— 0212290384 LER 82-024/03L-0 on 021 1 15, inter va 1 for weekly control rod 
exercise exceeded by 5 6 h Caused by personnel error 
Applicable personnel reinstructed in requirements of 
surveillance testing program 

PFLLETIER.J P Vermont Yankeo Nuclear Power Corp 02/12/13 
Region 1, Office of Director ?pp 16586 305 24X 

Fiche 50-27 1,02/12/13,0212290378 


DOCKET 53-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


1 Security# medical, emergency b fire protection plans 


0, '12010462 Confirms that Div of Safeguards regulatory effectiveness 
review scheduled for 021203 t 06-10 Info re review encl 
Review will evaluate security program & safeguards 
r eg ulat ions 

VARGA, 8 A Operating Reactors Branch 1 02/11/23 UDERITZ.HA 

Public Service Electric b Gas Co of New Jersey 6pp 16501 327 
24X Fiche 50-272,92/11/23,8212010462 


0T J 12 1 3021 2 Responds to 021202 tel cun re emergency operations facility 
survey Facility 7 5 miles from generating station & consists 
of concrete block facility within concrete block bldg 
F'rotectlon factor is 13 Ventilation sys lsolable 
LIDEN>£ A Public Service Electric b Qas Co of New Jersey 

82/12/06 VARGA, S A Operating Reactors Branch 1 2pp 16390 lit) 

2'K Fiche 50-272,82/12/06,0212130212 


0212290435 Forwards IE Enforcement Conference Repts 50-272/82-31 b 
50- 311/02-20 on 020812 No reply required 

MARTIN, T T Division of Engineering 6 Technical Programs 02/12/14 
UDERlTZiR A Public Service Electric b Gas Co of Now Jersey 2pp 
16585 222 24X Fiche 50-272,02/12/14,8212290435 


—0212290443 IE Enforcement Conference Repts 50-272/02-31 b 50-311 /02-#28 
on 820812 Areas discussed implementation & mg fc of physical 
security program 

SMITH, 0 C , MCKEONN, L M , GODY, A T Division of Engineering b 
Technical Programs 82/12/07 4pp 16503 224 24X 

Fiche 50-272,02/12/14,8212290435 


GP1221OQ30 Offers addl info to prepare operating shift crews to 
respond to types of questions NRC duty officer may ask re 
telephone repts made via NRC emergency notification sys 
0TAROSTECKI, R Division of Project J< Resident Programs 82/12/16 
UDERITZ/R A Public Service Electric & Gas Co of New Jersey 6pp 
16490 214 24X Fiche 50-272,02/12/16,8212210030 


8212300306 Confirms 021220 telcon re fire protection program review 
Smoke detectors t nonsafety-grade source range neutron flue 
monitor* will be installed b 1 h fire barrier matl will be 
wrapped on D diesel control cable trays 

L I DEN, E A Public Service Electric b Gas Co of New Jersey 

02/12/22 VARGA, S A Operating Reactors Branch 1 ip 16594 209 

24X Fiche 50-272,02/12/22.8212300306 


P Operating license stage documents b correspondence 


0211230066 Generic Ltr 02-27 to all BUR licensees of operating reactors 
except LAC0wn,0ig Rock Po i nt. Dr esden 1, Humboldt Bay, 
applicants for OL b holders of CP re transmittal of 
NUREG-0763 & NUREG-07B3 Svc list end W/o stated end 
C f SENHUT , D Q Division of Licensing 82/11/15 General Public 

Utilities - GPU Service Corp 22pp 16307 004 24X 

tiche 50-000, 02/11/15.021 1230066 


8J12010155 Submits addl info to support 821005 request for arvend to 
License* DPR-70 & DPR-7S Info include* analysis results 
demonstrating motivation for Tech Spec change & effects on 
tore limits 6 axial offset DNB limit* 

L I DEN, E A Public Service Electric b Gas Co of New Jersey 
02/11/10 VARGA, S A Operating Reactors Branch 1 8p p 16258 094 

24X Fiche 50-272,82/11/18,8212010155 


D?120£0148 Forwards Revision I to "Safety Evaluation of P6E0 Rad 
I xchange noth odo 1 o gy , " for info 

L 1 DEN, E A Public Service Electric b Gas Co of New Jersey 

02/11/24 VARGA, & A Operating Reactor* Branch 1 3p p 1625B 111 

24X Fiche 50-272,82/11/24,0212010140 


— 0212010150 "Safety Evaluation of PSEG Rod Exchange Methodology," 
Ravis ion 1 

QUAKE, R A , DROWN, R T , ROSENFELD, £ S Public Service Electric I# 
Gas Co of New Jersey NFO 004 ROt 62/11/16 34pp 16258 114 
24X Fiche 50-272.82/11/24,0212010140 


0208190263 Qerteric Ltr 02-32 to all PWR licensees re potential steam 
generator-related generic requirements Forwards Science 
Applications, Inc draft rept re subj requirements Comments 
requested within 30 days of ltr Svc list encl 

E I SENHUT , D Q Division of Licensing 02/12/09 Consolidated 

f-dtson Co of New York, Inc 29pp 16629 247 24X 

lube 50-000. 82/12/09, 02OS 19026 3 


0812140103 Generic Ltr 02-28 to all licensees of operating 
Westinghouae b C-E PIJRs (except Arkansas Nuclear One, Un i t 2 
& San Onofre 213) re inadequate core coaling 
instrumentation sys Svc list encl 

& I SENHUT, D G Division of Licensing 02/12/10 Yankee Atomic 
Electric Co 27pp 16690 035 24X Fiche 50-000,82/12/10. 

0212140103 


□ 212160623 Notification of 021214 meeting w/util in Bethcsda, Ml) to 
discuss util proposal for restructuring safety review 
func tion* 

ROSS, W J Operating Reactors Branch 1 02/12/14 VARGA, S A 

operating Reactors Branch 1 2pp 16466 033 24X 

fiche 30-272,02/12/14,0212160623 


G« , 12300072 Notification of 830104 significant licensee meeting w/util 
for presentation of GA organ! is ti onal b functional changes 
TRIPP, L E Division of Project b Resident Programs 02/12/21 
Division of Project b Resident Programs 2pp 16624 280 24X 

fiche 50-000,02/12/21,0212300072 


Q Inspection reports, IE Bulletins b correspondence 


8208190240 IE Bulletin 02-03, Revi s ion I, "Stress Cracking in Thick- 
Wall'. Large -Diameter, Stain! ess S tee 1 , Rec ire u 1 a ti on Sys Piping 
at BNR Plants " five list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/IQ/2B Consolidated Edison Co of New York, Inc 

1 12pp 16462 163 24X Fiche 50-000,83/10/28,8208190240 


0208190245 IE Info Notice 02-42# "Defects Observed in Panasonic Model 
001 6 Model BOS Thermoluminescent Dosimeter* " Svc list 
i/nc 1 

COBB, L 1 Division of Fuel Facilities, Materials I# Safeguards 

02/11/05 Consol idated Edison Co of New York, Inc 1 lOpp 

16372 142 24X Fiche 30-000,02/11/05,0208190245 


0200190251 IE Info Notice 82-44, "Clar i Picati on of Emergency Plan 
Exercise Requirements " Svc list encl 

JORDAN, E L Division of Engineering b Quality Assurance 82/11/10 
Consolidated Edison Co of New York# Inc I09pp 16411 199 24X 

Fiche 30-0 00, 82/11/18,8200190251 
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9212060278 forwards IE Insp Repts 50-272/02-27 t* 50-31 i/02-26 on 
fc)20?2S-3[0S U notice of violation 

STAROSTECKI , R Division of Project fc Resident Programs 62/11/22 
UDCRlTZ.R A Public Service Electric fc Oas Co a# New Jersey 2pp 
J 63 1 2 036 24X Fiche 30-272,62/11/22,0212060273 


'-82I20602Q1 Notice o F violation from 1 nap on 020920-1100 

# Division of Project ft Resident Programs 02/11/22 2pp 
16312 038 24 X Fiche 50-272,92/11/22,0213060278 


—8212060237 IE Insp Repta 30-372/02-2/ ft 50-313/03-26 on 82092 B-l£ OB 
Non co m-p 1 1 an c e noted failure to perform surveillance in time 
specified & failure to observe limiting condition of 
operation on fire protection instrumentation 
NORRHOLM. N J , SUMNERS, R , TR IPP, L E Division of Project ft 
Resident Programs 92/11/09 lBpp 16312 040 24X 

Fiche 50-273,82/11/22,0212060278 


8P08J90256 IE Info Notice B2-46, “Defective ft Obsolete Combination 
Padlocks " Svc list end 

DEYOl/Nfl.fi C Director's Office, Office of Inspection arid 

Enforcement 82/11/26 Consolidated Fdison Co of New York, Inc 

I27pp 1641 1 065 24/ Fiche 50-000,93/11/26,9208190256 


8P12030144 Act receipt of 821119 1 fcr Informing NRC of stops taken to 
correct violations noted in IE Insp flepts 50-27 2/02-22 ft 
SQ-3I i/92-21 

MARTIN, T T Division of Engineering L Technical Programs 82/11/29 
LPDERITZifl A Public Service Electric ft Gas Co of New Jersey Ip 
16306 112 24 X Fiche 50-272, 82/ 1 1 /29, 82120 301 44 


-'92 1 20301 53 Responds to NRC 821019 lfcr re violations noted in IE Insp 
Kept* 50-273/82-22 & 50-311/92-21 Corrective actions 
Meter M-137 pToperly reca 1 i b r, Meter * M-76 ft M-104 accounted 
for ft inadequate housekeeping conditions corrected 
UDERTTZrR A Public Service Electric & Gas Co of New Jersey 
02/11/39 HAYNES, R C Region i, Office of Director 5pp 
16306 113 24 X Fiche 50-272. 82/1 1/29, 031 20301 44 


8208190257 IE Info Notice 02-47, “Tran » porta t ion of Type A Quantities 
of hlon-Fissi I e Radioactive Natl M Svc list end 
C03B,t- I Pi vision of Fuel Facilities, Materials ft Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 

16387 028 2 4 X Ficho 50-000,92/11/30,8208190237 


B20S 1 90259 IE Bulletin 02-04, "Deficiencies Jn Primary Containment 
Electrical Penetration Assemblies ” Svc list encl 
DEYOUNG, 9 C Director's Office, Office of Inspection and 

Enforcement 62/12/03 Consolidated Edison Co of New York, Inc 

|I3 P P 16411 317 24 X Fiche 50-000, ©2/12/03, 82001 90259 


8209190261 IE Info Notice 82-49, “Failure* of Agastat CR 0093 Relay 
Oockets “ Svc list end 

JORDAN, E L Division of Engineering ft Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc 1 1 Op p 16462 064 24X 

Fiche 50-000, 92/12/03,9209190261 


8212140124 Act receipt of 921105 l tr informing NRC of steps taken ta 
correct violations noted in IE Insp Rept* 50-272/02-25 & 

30-3 <1 / 02-24 

STAR0STECKI, R Division of Project ft Resident Program* 82/13/06 
t/DERlTZifl A Public Service Electric ft Ga* Co of New Jersey lp 
16400 240 24X Fiche 50-273, 92/ 1 2/06, 82121 40124 


>*-9212440133 Responds to NRC 821006 1 tr re violation* noted in IE Insp 
Re ptt 50-273/82-25 It 50-311/93-34 Corrective action* Tech 
Epee 304 will be discussed ^/personnel Tech Spec 3335 
limiting condition for operation not violated 
l/OER ITZ, R A Public Service Electric & Gas Co of New jersey 

02/11/05 HAYNES, R C Region l, Office of Director 4pp 
16408 241 24 X Fiche 50-272,02/13/06,6212140124 


0212200020 Submits addt info per IE Bulletin 90-11, "Masonry Wall 
Design,'" In response to NRC request One overside drawing 
oriel Aperture card i* available in PDR 

l IDEN, E A Public Service Electric ft Gas Co of New Jersey 

82/12/00 VARGA, S A Operating Reactor* Branch 1 3pp i6470 ISA 

24 X Fiche 50-272,92/12/00,6212200020 


9212290435 Forwards IE Enforcement Conference Repfc* 50-272/92-3 1 & 
30-31 1/02-29 on 920812 No reply required 

MARTIN, T f Division of Engineering ft Technical Programs S3/I2/I4 
VDER I T Z , ft A Public Service Electric ft Gas Co of New Jersey 2pp 
16305 222 SAX Fiche 50-272,02/12/14.0212290435 


— 0212290443 IE Enforcement Conference Repts 50-272/02-31 ft 50-3I1/SE-2B 
on. 920812 Areas d Incus i ed- imp lamentation ft mg t of physical 
security program 

SMITH, G C , HCKECWNfL « , GOBY, A T. Division of Engineering ft 
Technical Programs 82/12/07 4pp 16505 224 SAX 
Fiche 50-272,02/12/14,0212290435 


0/O8J9O267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air ft Gas honitoring 14 Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

1 27pp 16628 191 24X Fiche 50-000.82/12/16,0200190267 


8212220444 Forwards listing of topic areas for discussion at Region 1/ 
licensee meeting on drug ft alcohol abuse programs per IE 
Info Notice 82-05 ft NUREG-0903 W/o NUREG 

STAROSTECKI, R Division of Project A Resident Programs B2/I2/J6 
UDERITZiR A Public Service Electric 1 Gas Co of New Jersey Gpp 
16503 322 24/ Fiche 50-2/2, 82/ 12/ 16, 9212220444 


B, *09190268 IE Info Notice 02-50, “Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN, £ L Division or Engineering 4, Quality Assurance 02/i2/«Jt> 
Consolidated Edison Co of New York. Inc lOSpp 16629 293 SAY 
fiche 50-003,02/12/20,0200190260 


ft Periodic operating reports 6 related correspondence 


□l'1223026G Forwards monthly operating rept for Nov 1992 

MIDUftA, H J Public Service Electric £. Gas Co of New Jersey 
82/12/(0 Director's Office, Office of Inspection and Enforcement 
ip 16509 251 24X Fiche 50-272, 92/12/10, 8212230260 


-•9212230271 Monthly operating rept for Nov 1902 

MILLER, L K Public Service Electric ft Gas Co of New Jersey 

02/ 1 2/10 13 P p 16508 252 24X F lc he 50-272, 02/ 12/ 1 0, 82 1 2230260 


9212200066 Forwards NPDES discharge monitoring rept for Nov 1902 
MILLER. -L K Public Service Electric ft Gas Co of New Jersey 
82/12/15 BAKER, R A , LUND IN, C Environmental Protection Agency 
lp 16564 236 24X Fiche 50-272, 82/12/15. 8212200066 


•-B212SB006Q NPDES discharge monitoring i ep t for Nov 1982 

MILLER, L K Public Service Electric & Gas Co of New Jersey 
02/12/14 J?pp 16564 257 24X Fiche 50-272,02/12/15,3218280066 


3 Reportable occurrences, LERs ft related correspondence 


□212060291 Forwards LER 82'O03/O3L-O Detailed event analysis encl 
MI DURA, W J Public Service Electric ft Gas Co of New Jersey 
02/11/17 HAYNES, R C Region 1, Office of Director 3pp 
16312 070 24X Fiche 50-272, 82/1 1/1 7, 8212060291 


--8212060290 LER 82-OB3/03L-0 on G2 1 102, d ur l n g routine shutdown 
opera t ion, t emp recorder for air temp-delta T channels was 
not printing Caused by failure of pinion gear on chart drive 
motor Motor replaced 

FRAHM. R Public Service Electric j, Gas Co of New Jersey 
G2/J1/17 Region 1, Office of Director Ip 16312 073 VAX 
Fiche 50-272, B2/I 1/17, B2J2O6029J 


□212060302 Forwards LER 82-O05/O1T-O Detailed event analysis encl 
1*1 J DURA, H J Public Service Electric 4 Gas Co of New Jersey 
02/1J/17 HAYNES, R C Region |, Office of Director 3pp 
16312 107 34X Fiche 30-272,02/11/17.6212060302 


--Q21206030S LER 02-OGS/OlT'O on 0211 13, due to resulting loss o f f- f < U 
group buses , au tomatic starting feature Df I W diesel fire 
pumps disabled Caused by planned maint on station power 
transformer 12 Maint completed ft power restored 
FRAHM, R Public Service Electric 4 Gas Co of New Jersey 
62/11/17 Region 1, Office of Director ip 16312 110 24X 

Fiche 90-272, 02/1 1/17, 0212060302 


0*'i 2060309 Forward* LER B2-086/03L-0 Detailed event analysis encl 
MI DURA, H J Public Service Electric 4 Gas Co of New Jersey 

92/11/24 HAYNES, R C Region 1. Office of Director 3pp 
16312 006 24X Fiche 50-272, 02/ J 1/24, 8212060309 


--0212O60316 LER 02-O96/O3L-O on 821027, five fire barrier penetrations 
found non-functional during routine surveillance Caused by 
inadequate sealing Original surveillance procedure failed to 
specifically identify penetrations Procedure revised 
FRAHM. R Public Service Electric 4 Gas Co of New Jersey 
02/11/29 Region 1. Office of Director Ip 16312 089 24X 

Fiche 50-272, 82/ 11/24, 8212060309 


82J20B0396 Forwards LER 02-090/01 T-0 Detailed event analysis encl 
M I DURA, H J Public Service Electric ft Gas Co of New Jersey 
B2/J1/24 HAYNES, R C Region I, Office of Director 3pp 
16333 321. 24X Fiche 50-272,92/11/24,8212000356 
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--G212080264 LER 02-090/01 T -0 on 021121# video insp of removed fuel 
ai&^mblies revealed cladding ruptures on element In fuel 
assembly D-20 Cause unknown Vendor to conduct more detailed 
i nves t i ga t i on 

FRAHM. R Public Service Electric & Gas Co of New Jersey 
62/11/24 Region 1. Office of Director lp 16352 324 «>4X 

FI che 50-272, 82/11/24, B212080356 


0J'1214OO53 Forwards LER 82-08B/03L-0 Detailed event analysis end 
MJDURA-H J Public Service Electric Gas Co of New Jersey 
G2/11/24 HAYNES, R C Region 1, Office of Director 3pp 
16408 286 2 4 X Fiche 50-272,02/11/24.0212140053 


—0212140060 LER B2-O08/O3L-O on 821109. fire observed in fire detection 
instrumentation panel 1FP3 Panel de-Bnergned J, several fire 
detectors rendered inoperable Caused by failure of panel 
alarm buiier relay Relay replaced 

FRAHM, R Public Service Electric 6 Gas Co of New Jersey 
82/11/24 Region l# Office of Director lp J64QB 289 24X 

Fiche 50-272, 02/11/24. B2I2140053 


QPi 2 1 40076 Forwards LER 02-O07/O3L-O Detailed event analysis end 
HlDl/RA, H J Public Service Electric fr Gas Co of New Jersey 
02/11/24 HAYNES, fl C Region 1, Office of Director 3pp 
16400 247 24X Fiche 30-272.02/11/24,0212140076 


— 0212l4ooa2 LER 82-0B7/03L-0 on 821 J 09, during refueling operations, 
alarms indicated fire protection deluge ays had been 
actuated No apparent cause determined Charcoal filters 
involved replaced 

FRAhM.R Public Service Electric & Gas Co of New Jersey 
82/11/24 Region l, Office of Director lp 16400 2S0 24X 

Fiche 50-272. 02/ 1 1/24, 02 1 21 40076 


□*'12060195 PNO- I -02-076 on 821 122, through-we 1 1 leak discovered in 
svc water piping associated w/component cooling water HX 
Caused by corrosion Corrective actions still under 
dove 1 Qpment 

1R!PP,L E . KE INI G, ft Region i. Office of Director 82/12/01 lp 
16313 054 24X Fiche 50-272,82/12/01,8212060195 


□212220300 Forwards LER 82-091/01T-0 Detailed event analysis end 
M3 DURA, H J Public Service Electric h Gas Co of New Jersey 

02/12/00 HAYNES, R C Region 1, Office of Director 3pp 
16517 184 24X Fiche 50-272,82/12/00,0212220300 


”-8212220310 LER 02-O91/O1T-O on 02 1 1 30, 1 ea k a g e discovered from weld on 
svc water piping to component cooling HX 12 Caused by 
degradation of weld l similar joints due to type of filler 
metal used 6 corrosive environ of svc water sys 
FRAH'I, R Public Service Electric & Gas Co of New Jersey 
62/12/03 Region 1, Office of Director ip 16517 187 24X 

Fiche 50-272,02/12/00,0212220300 


DOCKET 50-275 DIABLO CANYON NUCl EAR POWER PLANT, UNIT 1 


r Security, medical# emergency Zt fire protection plans 


321 206025 1 Forwards IE Insp Repfc 50-275/82-36 on 821003-30 No 
none omp 1 lance noted 

BISHOP, T W Division of Resident, Reactor Project $ Engineering 
Programs 82/11/22 CRANE, P A Pacific Gas fc Electric Co 2pp 
16312 279 24X Fiche 50-275,82/11/22,8212060251 


--8212060261 IE lnsp Rapt 50-275/82-36 on 821003-30 No none omp 1 ianco 
noted Major areas Inspected surveillance testing, phya ical 
security, na int, TKI task action plan i terns , emergency drill 
f, design changes 6 mod 

CARLSCIN. J D , MENDQNCA# M M , KIR6CH, D F Division of Resident, 
Reactor Project * Engineering Programs 02/11/19 5pp 
16312203 24X Fiche 50-275,02/11/22,0212060251 


8212080057 Releases public version of revised emergency plan 
implementing procedures 

/-ELTON# J M Division of Rules and Records 02/13/02 Document 
Management flranch lp 16367 214 24X Fiche 50-273# 82/ 12/02, 

■3212080057 


—8212080063 Forwards public version of revised emergency plan 
implementing proc ed ure s , i nd u d l ng Pi ocedures EP OP-I0A re 
Joss of charging V EP 0P-18B re loss of normal letdown 
CRANE, P A Pacific Gas & Electric Co 02/11/24 ENGELKEN. fl If 
Region S, Office of Director 2pp 16367 815 24X 

Fiche 50-275,02/12/02,8212000057 


—8212000071 Public version of revised emergency plan i mp 1 ement Inp 
procedures, including Procedures EP 0P-10A re loss of 
charging, EP 0P-18D re loss of normal letdown & EP R-l 
re personnel injury or illness (rad iologi cal ly-related 1 
THORNUERRY, R C Pacific Gas * Electric Co 02/11/03 55pp 
t6367 217 24 X Fiche 50-275, 82/12/02, 021 2000057 


8212130070 Confirms permanent 6 interim emergency operations facilities 
info per 821202 verbal request Permanent & interim sites 
located II 7 miles from facilities Interim structure 
complete 6 successfully tested 

CRANE, P A Pacific Gas ic Electric Co 82/ 12/07 KNIGHTON, G U 
Licensing Branch 3 Ip 16391 164 24X Fiche 50-275,02/12/07, 

0212130070 


B21220Q16O Forwards "Verification of Fire Protection Provided for 
Auxiliary Feedwater Sys. Control Room Ventilation L 
Pressurization Sy s, Safety-Rela t ed Portion of 4160-Volt 
flectrfcal Sys, " Number IB, Revision 0 

KRECH f INQ, J E Stone fit Webster Engineering Corp 02/12/15 
DENTON, M R Office of Nuclear Reactor Regulation, Director 
ENGELKEN, R H Region 5, Office of Director MANEATIS. G A Pacific 
Gas 6 Electric Co lp [6563 124 24X Fiche 50-275,82/12/15, 

8212280160 


—0212280163 "Verification of Fire Protection Provided for Auxiliary 
Feedwater Eys, Control Room Ventilation & Pressur i ra t ion 
Sys, Safety-Re la tod Portion of 4160-Volt Electrical Sys " 

SESTAK, F Stone & Webster Engineering Corp B2/12/I5 I6p[i 
16363 126 24X Fiche 50-275,82/12/15,0212200160 


B*'l 22202 1 7 Forusrdi application to amend License DPft-76« c hang i n g 
lech Specs to modify audit frequency from 24 to 13 months 
Par emergency U security plans &< implementing procedures per 
Generic Ltrs 82-17 h. B2-23 

CRANE, P A Pacific Gas & Electric Co 02/12/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 16503 011 24X 

riche 50-275, 82/12/17,0212220217 


— 0212220225 Application to amend License DPR-76, c h a ng ing Tech Specs to 
modify audit frequency from 24 to 12 months for emergency ^ 
security plans & Implementing procedures 

MANEATIS, G a Pacific Gas & Electric Co 02/12/17 2pp 
16503 012 24X Fiche 50-275.82/12/17,821222021/ 


--0212220229 Proposed Tech Spec changes modifying audit frequency Prom 
24 to 12 months for emergency 6 security plans U 
implementing procedures per Generic Ltrs 02-17 V 82-23 
a Pacific Gas L Electric Co 82/12/17 Ip 16503 014 24 X 

Fiche 50-275,02/12/17,0212220217 


P Adjudicatory correspondence 


02 120 60 104 Order extending time until B2120S for Commission to act to 
review NRR Director 020922 denial of Joint Intervenors 
J0CFR2 206 petition 

CHILK, S J Office of the Secretary of the Commission 02/12/01 
Commissioners (p 16314 362 24X Fiche 50-279,02/12/01, 

0212060104 


B2 1 2090084 Motion for extension of time until 021220 to file brief 
opposing intervener exceptions to ASLfl decision Time 
extension necessary due to meetings on east coast 
Certificate of Svc and 

CRANE, P A Pacific Gas Electric Co 02/12/06 Atomic Safety 

and Licensing Appeal Panel 4pp 16357 180 24X 

1 iche 50-275, 82/12/06,021209008 4 


QPI 2090097 Order extending time until 021215 for Commission to- act to 
leview NRR Director 020922 denial of Joint Intervenors 
10CFR2 206 petition 

CHILK, S J Office of the Secretary of the Commission 02/12/07 
Commissioners Ip 16357203 24X Fiche 50-275,02/12/07, 

0212090097 


DPI 2 1 5005 i Order extending time until B21222 for Commission to act to 
review NRR Director 020922 denial of Joint Interveners 
J0CFR2 206 petition 

CHILK, S J Office of the Secretary of the Commission 82/12/14 
Commissioners lp 16422 323 24X Fiche 50-275,02/12/14, 

0212150051 


8P12150057 Order extending time until 021221 for Commission to respond 
to ALAB-601 

CHILK, S J Office of the Secretary of the Commission 02/12/14 
Commissioners lp 16431 007 24X Fiche 50-275,02/12/14, 

0212150057 


0212220394 Brief opposing util It NRC 821108 briefs supporting 
exceptions to ASLD requirement that NRC receive FEMA finding 
of adequacy of State of CA radiological emergency response 
plan before plant can be licensed U/Cer ti f i cate of Svc 
DROWN, H H California, State of BROWN, H H Kirkpatrick, Lockhart# 
IliUr Christopher & Phillips 02/12/20 Atomic Safety and 
Licensing Appeal Panel 9pp 16517 25i 24X Fiche 30-275,02/12/20# 

8212220394 
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0212200123 Response £n opposi tl(in to Joint Intervenors briefs in 
support of exceptions to A5L.D 02OR31 order autborijing NRR 
director to issue full power OL No new arguments placed 
before A SLAB Certificate of S VC encl 

NORTON, B Pacific OaS it Electric Co NORTON, B Norton* Bur to, 
Berry k French 02/12/20 Atomic Safety and Licensing Appeal 

Panel 40pp 1*564 140 24X Fiche 50-275.02/12/20,3212290123 


0212230229 Brief in apposition to util t NHC briefs in support of 
exception to 020031 initial decision Desire for more 
expeditious licensing is potently inadequate excuse for 
ignoring regulatory stds Certificate of Svc encl 
REYNOLDS, J R Joint Tnter Venors-Diab lo Canyon REYNOLDS. J R 

Center cor Law in the Public Interest 82/12/20 Atomic Safety 
and Licensing Appeal Pane 1 22pp 16561 334 24X 

Tiche 50-275. 02/12/20, 8212200208 


SD122J0360 Order extending tine, until 021229. for Commission to decide 
whether to review NRR Director 820922 denial of Joint 
Intel venoTS request for action filed under 10CFR2 206 
CHILK.S J Office of the Secretary of the Commission 92/ 12/22 
Ip 16311 165 24X Fiche 50-275,82/12/22.3212230360 


02J227021? Memorandum It Order CLI -82-39, ru H n g on three questions, 
certified on 020716 Issuance of suspension order & 
establishment of independent design verification program not 
Intended to deprive adjudicatory boards of jurisdiction 
CHILK.S J Office of the Secretary of the Commission 02/12/23 
7 pp 16536 206 24X Fiche 50-275,02/12/23,021227 0217 


H General correspondence 


8212130395 Responds to 921025 request for addl info on design 
verification program Util corrective action program per 
SECY 92-414, pri he ipal reason for determining that design 
verification effort goes beyond Coeunission nTder 

LISEiJHJT, D 0 Division of Licensing 82/11/24 SJEGEL, 0 M Toward 
Utility Rate Normalization 3 P p 16412085 24X 

Fiche 50-375.62/11/24.0212130393 


--0211020166 Request* elaboration on encl newspaper article re mod & 
investigation program at facility 

51E0EL, 8 M Affiliation Unknown 32/10/29 DENTON, H NRC - No 
Detailed Affiliation Given 3pp 16412 000 24X 

Fiche 50-27 5,62/11/34.0212130395 


62 J J! 1 70373 Advises that 821115 itr to Chairman Palladlnc re seismic 
qual 1 f lea fclon of turbine bldg it recommendation for 
independent analysis by BNL will be provided to other 
Corml ssi orvera 

ElBEflhJTj D 0 Division of Licensing 03/12/09 RDE8SET, J 
Ruesset, JM 4pp 16470 095 24X Fiche 30-275.02/12/08, 
8212170373 


•8212170370 Clarifies 821110 statement* re seismic qualification of 
turbine bldg Recommendation for independent analysis by BNL 
justified Transmittal of clar ifications to other 
Coffin i s s i o n e r 9 requested 

ROES SET, J K Roessot, J M 02/1 J/J5 F ALLADINO, N J 
Commissioner* lp 16478 080 24X Fiche 50-275. 82/J2/00, 

8212 i 70373 


V Operating license stage documents i corres p ond onto 


821 2030 1 90 Forwards Sections 2 15, "Intake Structure,’' 2 2 2. "Small 
Core Piping, "224. "Small Bore Pipe Support*" it 2 6 3, 

” In*trucnentat i on Tubing 6 Tubing Support*,” to Phase I final 
reft for design verification program 

CRANE, P A Pacific Qa* S< Electric Co 99/11/19 EIBENHUT, D G 
Division of Licensing I2?pp 16306 1 16 24X Fiche 50-273, 

82/11/19. 821 2030190 


0212030253 Board Notification 82-105 forward* RH Yollmer 020930 memo to 
DO Ei senhut re alleged design deficiency iti ASHE Code Class 
1 piping Effects of local pipe wall stresses due to support 
loads introduced by pipe clamps not evaluated properly 
EI9ENHDT, D 0 Division of Licensing 02/ M/24 FALLA DINO, N J , 

■GILlNSitY, V . AHEARNE, J F Comm 1 1 * ion e r* 2pp 16316 240 24X 

Fiche 5 0-000. 02/ U / 24, 82 12030293 


— 821203026S Discusses alleged design deficiency in ASME Code Class 1 
piping Failure to deal w/pjp© support-pipe interface design 
issue would be seriou* matter if substantiated Dfc of 
Investigations will assist in evaluation 

VOLLMEfl , R H Division of Engineering 02/09/30 EISENHUT.IJ 0 
Division of Licensing 5pp 16316,247 24X Fiche 50-000, 

82/11/24, 8212050253 


8212060340 Board Notification 82-120 forwards Teledyne Engineering 6 vt ■ 
821112 rept.RL Cloud Associates 82M03 ltr u/open items, S^W 
821112 repts 4 RF Reedy, Inc 821112 rept u/open items re 
design verification prog r am, Pha se I 

EJSENMUF, 0 0 Division of Licensing 02/1 1/24 PALLADINQ, N . 
0IL1NSKY', V , AHEARNE, J Commissioners 4p p 16323 142 24 X 
Fiche 50-279. 02/11/24,0212060340 


0215270418 Responds to FOIA request for documents re proposed revision 
6/or update to reactor safety study referred to in 
NUREO-O704, Chap ter 10 as RS !I >* all documents pertaining to 
reactor cooling methods Forwards documents listed in app 
FELTON, J M Division of Rules and Records 02/11/26 SHDLLY.S ( 
Union of Concerned Scientists 3pp J 6549 233 24X 

rich© 50-000, 82/U/26,Q2l22704i 8 


— 021 1050027 Forwards summary of semiscale test results l advises that 
board notit icati an re test results Issued W/o encl 
NO^AK, T M Assistant Director for Licensing 02/09/24 
Division or Licensing lp 16549 270 24X Fiche 50-000,82/11/26, 

0212570418 


0212010190 Submits status update on Miegrl it Seed repts re effects of 
storm i tsunami waves 6 seismic events on facility break- 
water Final reptfc far ongoing analysis re potential wave 
farces & request for Tech Spec amend will be sent Dec 1902 
CRANE, P A Pacific Gas & Electric Co 02/11/29 KNIGHTON, <3 W 
Licensing Branch 3 2pp 16250 005 24X Fiche 50-275,02/11 /29, 

0212010190 


0212030191 Submits revised schedule for upgrading Class IE plant vent 
radioactive gas & particulate monitoring sys, RE-14 A & B 6 
28 A & 0 Work will be completed by 830214 contingent on 
lesults of qualification tost 

CRANE, F A Pacific Gas It Electric Co 82/11/29 KNIGHTON, G W 
Licensing Branch 3 Ip 16306 269 24X Fiche 50-275,02/11/29, 

0212030191 


□212080697 Forwards list of drawings it data needed for BNL independent 
analysis, per BECY-B2-414 Notification requested if info 
cannot be provided within 2 wk s of receipt of Hr Analysis 
not substitute for design efforts now underway 

C ISENHUT, D G Division of Licensing 02/12/01 CRANE, P A Pacifi, 
Gas t Electric Co 6 pp 16372 346 24X Fiche 50-275,02/12/01. 

0212080697 


QM 21 502 1 7 Notification of canc e 1 1 a 1 1 on of 021209 meeting w/util, 
Bechtel 6 contractor it> San Francisco.CA to discuss status 
of design verification program Phases I & 1 1 

0CHTERL I NO. H £ Licensing Branch 3 02 / 12/01 KNIGHTON , 0 W 

Lie bus ing Branch 3 4pp J6447 022 24X Fiche 50-275,82/12/01. 

0212150217 


B21 21 50223 Notification of B21209 meeting w/u til, Bech te 1 !< contractor 
in San Franc 1 sc 0 , C A to discuss status of design verification 
program Phases 1611 

3CHIERLING, H E Licensing Branch 3 02/12/Oi KNIGHTON, G W 

L 1 cen* 1 ng Branch 3 4pp 16447 018 24* Fiche 50-275,82/12/01, 

0212150223 


0»'l 2230306 Provides response to 821123 ltr requesting SfcW document, 
change in format of engineering open item file sys & more 
complete description of 27 files opened to date 

JOHNSON, A E T©ledyne Engineering Services 82/12/01 HUBBARD. R b 
MHD Technical Associates 2pp 16507 319 24X 

Fiche 50-275. 02/12/01,8212230306 


0»'12O7O235 Forwards schedule info for 321200 meeting on facility design 
verification program. per request Info contains estimated 
schedules far fuel loading, Jou power testing & full power 
operation Completion based on three-step licensing approach 
CRANE, P A Pacific Gas & Electric Co 02/12/02 EISENHUT, D 0 
Division of Licensing 3pp 16329 317 24X Fiche 50-275,02/12/02, 

0212070235 


GHI2170038 Request* changes to OA program, Revi s ion 1 scope of 
responsibility Project completion effort responsibility 
should be clearly defined 

EIEENHUT, 0 G Division of Licensing 02 / 12/02 CRANE, P A Pacific 
Gas 4< Electric Co 5pp 16470 008 24X Fiche 50-275. 02/ J 2/ OJ, 

92121 70038 


0*^12100206 Request - * add! info re BNL analysis of containment annulus 
structure 

COOPER, W E > CHIN, S L TeJedyne Engineering Services 02/12/03 
SCHIERLING.H E Office of Nuclear Reactor Regulation, Director lp 
16377’ 1 10 24X Fiche 50-273, 82/12/03. B212100206 


GS , J2J00291 Request* info from BNL analysis re containment annulus 
t true ture 

COOPER, W E , CHIN, 3 L Teledyne Engineering Services 02/12/03 
SCHIERLIN0#H E Office of Nuclear Reactor Regulation, Director lp 
16376 273 24X Fiche 50-275.02/12/03,0212100291 
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8r'J2J40473 Requests approval of encl three-step licensing proposal for 
restoration of low pouer testing authority & issuance of 
Fuji power 1 1 c ense, pr e sen ted at 82JUO meeting w/NRC 
CRANEjP A Pacific Gas U Electric Co 82/12/03 E 1 SENHUT# D G 
Division of Licensing t9pp 16403 336 24X Fithe 50-275.02/12/03, 

8212140473 


GP120B0479 Concurs w/licensec 021203 request for restoration of low 
power license 6 stepwise licensing schedule to full power 
Schedule for proposed 3-stpp licensing & transmittal forms 
encl 

COOPER, W E Teledyne Engineering Services 82/12/06 EISENHUT, D Q 
Division of Licensing 3pp 16380 215 24X Fiche 50-273,82/12/06. 

8212-0604 79 


Bv l l2l302Bl Board Notification 82-125 forwards info re recent ACRS 
evaluation of PWR flow blockage during natural circulation 
fclSENHUT.DG Division of Licensing 02/12/06 P ALL AD I NO, N , 

fc‘ ILIUSKY, V , AHEARNE, J Commissioners 3p p 16418 23 1 24 X 

Mefie 50-000, 82/12/06,8212130201 


— H212 1 30209 Requests all PWR licensing & appeal boards be informed of 
ACRS evaluation of flow blockage during natural 
circulation 

MATTSON, R J Division of Systems Integration (post 011005) 
82/12/03 EISENHUT, D Division of Licensing 6pp 16416 234 
24 X Fiche 50-275,82/12/06,8212130281 


— 82121 30293 Advises that encl ACRS 820907 memo is being made publuly 
available per House Committee on Interior & Insular Affairs 
request 

FRALEY, R F ACRS - Advisory Committee an Reactor Safeguards 
02/11/10 DENTON, H R Office of Nuclear Reactor Regulation* 
Director Ip 16418 260 24X Fiche 50-275,02/12/06,8212130281 


'-8211530137 Comments an extent of acceptance of proposals re actions i, 
resolution plans for integral ays testing * TMI Action 
Item II K 3 30 Owners must resolve issues expeditiously to 
avoid licensing issue delays 

DENTON, H R Office of Nuclear Reactor Regulation. Director 
82/11/16 PARKER, W 0 Duke Power Co 5pp 16418 274 24X 

Fiche 50-275,82/12/06,8212130281 


-0212130305 Comments on NRC program to address concerns w/thermal 
hydraulic behavior of BfcW plants during transients A 
accidents GERDA t> SR I — II facilities as now proposed will be 
inadequate to address NRC concerns 

SHEWMON, P ACRS - Advisory Committee on Reactor Safeguards 
02/10/13 DIRCKS, W J Office of the Executive Director for 
Operations Ip 16410 270 24X Fiche 50-275,82/12/06,0212130281 


□<-*12230041 Board Notification 02-127 forwards info to status of 
activities performed under independent design verification 
program 

EIBENHUT, D 0 Division of Licensing 82/12/06 PALLADINQ, N , 

GIL INSKY, V » AHEARNE, J F Commissioners 17pp 16545 001 24X 

Fiche 50-275, 82/12/06, 821 2230041 


3?J2140276 Forwards Revision 0 to "Independent Design Verification 
Program Soils - Outdoor Water Storage Tanks," Interim 
Technical Rep t 16 

DENISON, E Robert L Cloud Associates, Inc 02/12/00 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CNGCLKEN, R H 
Region 3, Office of Director MANEATIS, G A Pacific Gas fc Electric 
Co Ip 16404 272 24X Fiche 50-275,82/12/00,8212140276 


— 82121 40277 Revision 0 to "Independent Design Verification Program 
Soils - Outdoor Water Storage Tanks," Interim Technical 
Rep t 16 

MCNEILL, R i DENISON, E Robert L Cloud Associates# Inc 82/12/08 
46pp 16404 274 24/ Fiche 50-275,82/12/00,8212140276 


GP12230045 Board Notification 02-128 forwards info re design 
verification program 

EISENHUT, D 0 Division of Licensing 82/12/08 PALLADINQ, N J , 
GILINSKYiV i AHEARNE, J F Commissioners 4pp 16546 001 24X 
Fiche 50-275,82/12/08,8212230043 


9212220017 Staff requirements memo re 821209 meeting on Phase II of 
design verification program per SECY-82-4I4 Commission 
unanimously approved recommendations replacing Figure 3 w/ 

Figure I, per util 821203 I fcr 

CHILK, S J Office of the Secretary of the Commission 02/12/09 
DlftCKSrW J Office of the Executive Director For Operations lp 
J 6529 096 24X Fiche 50-273,82/12/09,8212220017 


- '0212230038 Forwards Fraley 821207 memo re flow blockage by steam during, 
natural circulation in PWR* 

EISENHUT, D G Division of Licensing 82/12/09 LAINAS- G 
Assistant Director for Operating Reactors Ip 16545 341 *>4Y 

Fiche 50-000, 82/12/09, 821223004<? 


8P12150195 Forwards Revision 0 to "Verification of Pres sure, Tern p. 
Humidity 6 Bubmergency Environ Used foT 8af ety -Re ! ate d 
Equipment Spec >" Interim Technical Rept 14 U Open Item 
Rept Form# 9028 L 9029 

3ESTAK, F Stone i Webster Engineering Corp 02/12/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ENGELUEN, R A 
Region 5, Office of Director MANEATIS, 0 A Pacific Gas L Electric 
Co 3pp 16430 260 24X Fiche 50-273.82/12/10,8212150195 


— 8212150200 Revision 0 to "Verification of Pressure, Temp , Humi d i ty 6 
Submergencg Environ Used for Safety-Related Equipment Spec 
Outside Containment for Auxiliaiy Feedwater 9ys & Control 
Room , " Interim Technical Rept 14 

BESTAK, F Stone It Webster Engineering Corp 82/12/06 30pp 
16430 272 24X Fiche 50-275, 82/12/10, B2i 215CH95 


8212210014 Forwards current design details 6 data in response to NRC 
□21201 ltr U SECY-B2-414 BNL should elaborate bn how info 
will be used Requests meeting w/NRC t< BNL by 821222 to 
discuss mat 1 

CRANE, p A Pacific Gas & Electric Co 82/12/10 EISENHUT, D G 
Division of Licensing Spp 16490 148 24X Fiche 50-275. 02/12/10, 

□212210014 


8212150164 Forwards "Diablo Canyon Unit 1 Independent Design 
Verification Program HVAC Duct It Supports Interim Technical 
Kept 15, Revision 0 " Interim Technical Rept 14 will be 
i tsuetj by S&W 

DENISON, E Robert L Cloud Associates, Inc 82/12/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ENQELKEN.R H 
Region 3, Office of Director MANEATIS, G A Pacific Gas & Electric 
Co Ip 16430 (98 24X riche 50-275,82/12/13,8212150164 


—0212150170 "Diablo Canyon Unit 1 Independent Design Verification 
Program KVAC Duet 6 Supports Interim Technical Rept 13, 

Revision 0 " 

HANSON, DENISON, E Robert L Cloud Associates, Inc 82/12/10 
52pp 16430 200 24X Fiche 50-275, 82/12/13, 0212130164 


0212210002 Forwards "Pr es sur l ior Safety V Relief Line Evaluation," 
summary rept 

CRANE, P A Pacific Gas & Electric Co 82/12/13 DENTON, H FI 
Office of Nuclear Reactor Regulation, Director 2pp 164B5 276 
24X Fiche 50-275,02/12/13,0212210002 


- 8212210005 "Pressuri ler Safety L Relief Line Evaluation," summary rept 
SMITH, L C , HAZLETT, T L , CHANG, K C Pacific Gas V Electric Co 
AM-SBA-2534 02/11/30 7tpp 16405278 24X 

Fiche 30-275,82/12/13,0212210002 


0212140270 Forwards agenda for 021214-15 meetings In San Francisco, CA 
for technical discussion of RL Cloud 8c Associates request# 
for info 

COOPER, W E Teledyne Engineering Services 82/12/14 NRC - Nn 

Detailed Aff illation Given 3pp 16402 107 24X 

Fiche 30-275,82/12/14,8212140278 


0212210037 Provides Natl Register of Historic Places eligibility 
notification of plant Archeological Site SLQ-2 

* Interior, Dept of, National Park Service 02/12/14 KERRIGAN, J D 
NRC - No Detailed Affiliation Given 2pp 16490 212 24X 

Tiche 50-275,82/12/14,0212210037 


0212220434 Board Notification# B2-125 8, 02-125A forwards info re flow 
blockage during natural circulation All concerns re 
phenomena of natural circulation flow blockage previously 
identified by NRC & provided to Commission 

EISENHUT, D G Division of Licensing 02/12/14 PALLADINQ, N J , 
GILINSKY, V . AHEARNE, J Cturwn i « i i oner s 4pp 16323 103 24X 

Fiche 30-000, 02/12/14,82 1 2220 434 


-B212220438 Provides suppl to 020907 memo re flow blockage by steam 
during natural circulation in PWRs Accident analyses upon 
which operating procedures are based give no credit for 
condensation by repressuriiation 

ETHERINGTON, E ACRS - Advisory Committee on Reactor Safeguards 
85/12/06 SHEWMON, P G ACRS - Advisory Committee on Reactor 
Safeguards 3pp 16523 131 24X Fiche 30-275, 02/12/14, 

8212220434 


0?| 2230049 Board Notification 82-I35A forwards info re PWR flow 0212220440 Board Notifications 02-125 It 82-125A forwards info re 

blockage Info suppl# Board Notification 02-123 H Etherington evaluation of flow blockage during natural 

EISENHUT, D G Division of Licensing 82/12/09 PALLADINQ, N J i circulation of PWR* Results do not adversely impact present 

GILIMSKY, V , AHEARNE, J F Commissioners 3pp 16345 338 H4X position on reliance on natural circulation 

Fiche 30-000, 82/12/09, 8212230049 NOVAK, T M Assistant Director for Licensing 02/12/14 Atomic 

Safety and Licensing Board Panel Sp p 16523 135 24X 

Fiche 30-000, 02/12/14,8212220440 
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— -82 12220440 
b 1 oc kdg e 
FFALEV . R 
82/ 12/07 
Di r»c tor 
Director 


Fo 

by 

F 


rugrds suppl to H Ethpring 
steam during natural circ 
ACRS - Advisory Committe 
DENTON, N R Office of Nuc 
HINOSUE, R Office of Nuct 
Ip E 6323 164 24X Fiche 


ton 620707 memo re flow 
ulat ion in PWRs 
e on Reactor Safeguards 
lear Reactor Regulation, 
ear Regulatory Research, 
50-275, 82/12/14, 3213220440 


0212270301 Interim Technical Rept 20, Revision O, "Venf ication of 
Mechanital/Nuc iear Design of Control Room Ventilation L 
Pressor i tat ion Sys " 

SEBTAK,F Stone 1 Webster Engineering Corp STfMTOULY, D 
Teledyne Engineering Services 82/12/16 23pp 16535 203 24X 

Fiche 50**27 5, 02/ J2/20, Q2I2270296 


021222046! Board Notification B2-124 forwards RJ Mattson 021123 memo re 
9emi*caie 8-UT-fl test results Phenomena of core level 
depression L loop seal clearing may be more complex than 
previously supposed 

NOVAK* T M Assistant Director for Licensing 92/12/14 Atomic 
Safety and Licensing Board Panel 7pp 16523 169 24-X 

Fiche 50-000, 82/ 1 2/ 1 4, 02 1 222046 1 


J B212270310 Interim Technical Rept 21, Revision 0, "Vor [ Hcation of 
Effects of High Energy Line Cracks & Moderate Energy Line 
Breaks for Auxiliary Feedwater Sys K Control Room 
Ventilation & Pressuri j a t ion Sys n 

SESTAK, F Stone t< Webster Engineering Corp STRATOVLY, D C 

Teledyne Engineering Services 02/12/15 I6pp 16535 306 J4X 
Fiche 50-275, 02/12/20, 0212270296 


— 3212220475 Requests that ail Wes t ingh ouse t CHS PWF? licensing hoards be 
notified of results of Semiscale S-UT-0 tests Sufficient 
info to drau conclusion unavailable 

MATTBON, R J Division of Systems Integration (post 611005) 

82/11/23 NRC - No Detailed Affiliation Given 4pp 16523 176 
24 X Fiche 50-275, 62/ 1 2 / 1 4 , 821 222046 1 


0213270312 Interim Technical Rept 22, Revision 0, 'Verification Df 
Mechanical/ Nuclear Portion or Auxiliary Feedwater Sys " 

SESTAK, F Stone It Webster Engineering Corp STRATDVLY. D C 
Teledyne Engineering Services 02/12/17 25pp 16535 323 21X 

Fiche 50 ’275, 02/12/20, 82 J 2270296 


92 J 2230462 Board Notification 62-124 forwards R J Mattson 021123 memo re 
Semiscale S-UT-0 test results Phenomena of core level 
depression l loop sea! clearing may be more coupler than 
previously supposed 

ETSENWr, D G Division of Licensing 82/12/14 PALLADINQ, N J , 
GlLfNSKV.V, AHEARNE, J F Commi s* 1 oners 4pp 16923 19? 24X 

Fiche 50-000, 82/12/14. S21 2220462 


0212200060 Forward's, "'Diablo Canyon Unit 1 Independent Design 
Verification Program Piping-Addl Samples,” Revision 0, 
interim Technical Rept 17 

DENISON, E Robert L Ctoud Associates, Int 92/12/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ENGELHEN, R H 
Region 5, Office of Director MANEAT I S, 0 A Pacific 0a 5 & Electric 
Co ip 16470 19? 24X Fiche 50-275. 62/1 2/15, 0212200000 


0212230210 Requests temporal y relief from requirements of Tech Spue 
397 for |20 days in order to effect mods to fuel handling 
bldg 

CRANE, P A Pacific Gas «< Electric Co 82/12/21 KNIGHTON, G W 
Licensing Branch 3 7pp 16510 313 24X Fiche 50-275,02/12/21, 

0212230210 


0212230298 Forwards Revision 2 to "Diablo Canyon Project QA Program, " 
in response to DG Eisenhul 821202 request 

CRANE, P A Pacific Gas l* Electric Co 82/12/21 KNIGHTON, G W 
Licensing Branch 3 lp 16507 051 24X riche 50-275,02/12/21, 

B2 1 2230290 


-*0212230304 Revision 2 to "Diablo Canyon Project QA Program 11 

* Pacific Gas U Electric Co » Bechtel Corp flQ-TOP-1 R02 
82/12/21 I6pp 16507052 24X Fiche 50-275,82/12/21,0212230290 


— 8212200095 "Diablo Canyon Unit 1* Independen t Design Verification 
Program Piplng-Addi Samples, ” Revision 0, Interim Technical 
Rept 17 

DEN I S0N, E Robert L Cloud Associates, Inc 82/12/14 75pp 
16470 191 24 X Fiche 50-275,62/12/15,6212200080 


92 1 22202 1 7 Forwards application to amend License DPR-76, chang ing 
lech Specs to modify audit frequency from 24 to 12 months 
for emergency «» security plans & implementing procedures per 
Generic Ltrs 62-17 * 82-23 

CRANE, P A Pacific Gas Cc Electric Co B2/12/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 16500 OIJ 24X 
Fiche 50-275,02/12/17,8212220217 


*-0212220225 Application to amend License DPR -76, chang i ng Tech Specs to 
modify audit frequency from 24 to 12 months for emergency b 
security plant & implementing procedures 

fJANEATIS, G A Pacific Oas U Electric Co 82/12/17 2pp 
16SD3 012 24 X Fiche 50-275, 02/12/17,821 2220217 


— 8212220229 Propose d Tech Spec changes modifying audit frequency from 
24 to 12 months for emergency & security plans & 
implementing procedures per Generic Ltrs 82-17 & 02-23 
* Pacific Gas it Electric Co 82/12/17 Ip 16503 014 24X 

Fiche 50-275,82/12/17,8212220217 


0212270371 Forwards add I info re mechanical It HVAC equipment outdoor 
storage tants & electrical equipment & instrumentation per 
Phase I final rept for design verification program Results 
Po-r large tt small bore piping tt pipe supports updated 
CRANE, P A Pacific Gas & Electric Co 02/12/17 E1SENHUT, D C 
Division of Licensing !20pp 16535 347 24X Fiche 50-275, 

G2/12/I7, 9212270371 


8212280495 Board Notification 82-132 forwards info items re status of 
activities performed under design verification program 
Submittal includes RF Reedy. Te 1 edqne, S&W A RL Cloud Assoc 
repts 

LISEWHUT, D G Division of Licensing 02/12/22 PALLADf NO, N , 
GlLfNSKV. V , AHEARNE, J Commissioners 4pp 16591 001 24X 

fiche 30-275, 82/12/22. G212230495 


=8212290450 Forwards "'Verification of High Energy Line Breaks S, 
Internally Generated Missile Review Outside Containment for 
Auxiliary Feedwater Sys it Control Room Ventilation l> 

Pressur i lation Sys," Interim Technical Rept 23, Revision 0 
KRECH TINO, J E Stone It Webster, Inc 02/12/22 DENTON, H R Office 
of Nuclear Reactor Regulation, Director ENGELKEN, fi H Region 5, 
Office of Director MAN£ATIS,G A Pacific Gas $> Electric Co Ip 
16585 109 24X Fiche 50-275, BE/ 12/22, B21229O450 


-8212290462 "Verification of High Energy Line Breaks *< Internally 
Generated Missile flevieu Outside Containment for Auxiliary 
feedwater Sys fr Control Room Ventilation & Pt e »sur i i a 1 1 on 
Sys,” Interim Technical Rept 23. Revision 0 

SESTAK, F Stone It Webster, Inc 82/12/20 2 Opp 165B5 ] 09 24X 

Fiche 50-275, 02/12/22, 0212290490 


S?*t229C>205 Forwards draft interim technical rept, "Phase II Add 1 Samp 1 1 > 
S< Addl Verification " Rept will be issued in approved form 
after incorporation af comments Recommends Jan 19B3 meeting 
to aid in preparing presentation on Phase J1 efforts 
COOPER, W E Teledyne Engineering Services 82/12/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ENGELKEN, R H 
Region 5, Office of Director MANEAT IS, G A Pacific Gas & Electric 
Co 2pp 16578 14B 24X Fiche 50-275,02/12/23,9212290205 


0212280099 Forwards Piping Problems 8-116,0-117 & B-110 to enable DNL 
to perform analyses Meeting w/iyRC it BNL scheduled for 
821221 W/o end 

CRANE, P A Pacific Gas it Electric Co 82/12/17 EISENHUT, D 0 
Division of Licensing 2 pp 16564 227 24X Fiche 50-375, 92/12/17, 

921228009B 


0212270296 Forwards Interim Technical Repts 19,20,21 & 22 
KRECHTING* J E Stone it Webster Engineering Corp 82/12/20 
DENTON i H R Office nf Nuclear Reactor Regulation, Director 
ENOELKEN, R. H Region 5, Office of Director MANEAFIS, 0 A Pacific 
Gas 6 Electric Co 2pp 16535 259 24X Fiche 50-275,82/12/20, 

0212270276 


— 0212290209 "Phase II Addl Sample it Addl Ver l f i c at 1 on, ■' draft interim 
technical rept 

SESTAK, F Stone tc Webster Engineering Corp 02/12/23 35pp 
16570 150 24 X Fiche 50-275,83/12/23,0212290205 


8212290231 Forwards Interim Technical Repts 24,25 & 26, "Verification 
of 4160-Volt Safety-Related Electrical Distribution Sys 
Design Review, " "Verification of Auxiliary Feedwater Sys 
Electrical Design 1 ' 6 "Verification of Control Room “ 

KRECHTING.J E Stone 4 Webster Engineering Corp 02/12/33 
DENTON, H K Office of Nuclear Reactor Regulation, Director 
ENGELKEN, R H Region 3, Office of Director MANEATIS, Q A Pacific 
Oas it Electric Co ip 16509 236 24X Fiche 50-275,82/12/23, 

0312270231 


■8213270279 Interim Technical Rept l?iRevisior O, “Verif icatien of 
Post-LOCA Portion of Radiation Environs Used for Safety- 
Related Equipment Spec Outside Containment for Auxiliary 
Feedwater Bys ?« Control Room Vent U Pressuri lation Sys." 

SESTAK, F Stone it Webster Engineering Corp 6TRAT0ULY, 0 
Teledyne Engineering Services B2/I2/16, 2lpp 16539 262 34X 

Fiche 50-275,82/12/20,8212278276 


— 8212290237 "Verification of Auxiliary Feedwater Sys Electrical Design, 
Interim Technical Rept 25, Revision 0 

SESTAK, F Stone U Webster Engineering Corp STRATQULY, P C 
Teledyne Engineering Services 25 ROD 83/12/21 I9pp 
16589 230 24 X Fiche 50-275, 82/13/23,0212290231 
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— 0212290243 “Verification of 4160-Volt Safet y-Re lated Electrical 
Distribution Sys. " Interim Technical Rept 24, Revision 0 
SESTAK, F Stone 6 Nebs ter Engineering Corp STRATOULY, D C 
Teledyne Engineering Services 24 R00 82/12/21 2ipp 

1658? 257 24X Fiche 50-275,82/12/23,0212290231 


--8212290250 ’’Verification of Control Room Ventilation it Prsssurl lation 
Sys Electrical Design, 11 Interim Technical Rept 26, 

Revision 0 

SESTAK, F StonB b Webster Engineering Corp STRATOULY, D C 
T e 1 eigne Engineering Services 26 R00 02/12/21 20pp 

16599 273 24X Fiche 50-275,02/12/23,0212290231 


<1 Inspection reports. IE Bulletins 6 correspondence 


01*09190240 IE Bulletin 02-03, Revi s i on 1, "Stress Cracking in Thick- 
Watl , Large-Dl ameter, Sta in 1 css Stee 1 , Rec ireu lati on Sys Piping 
at BUR Plants " Svc list end 

DEY0UWQ. R C Director's Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York. Inc 

1 12p p 16462 163 24X Fiche 50-000,82/10/20,8200190240 


8, *08190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 4. Model 802 Thermoluminescent Dosimeters 41 Svc list 
rnq 1 

COED, L I Division of Fuel Facilities, Materials t< Safeguards 
B2/11/05 Consolidated Edison Co of New York. Inc J 1 Op p 

16372 142 24X Fiche 50-000,02/11/05,8208190243 


0212060353 Forwards IE Insp Rept 50-275/82-31 on 821012-13 No 
noncomp 1 lance noted 

BISHOP, T W Division of Resident, Reactor Project V Engineering 
Programs 82/11/15 CRANE, P A Pacific Gas it Electric Co 2pp 
16311 002 24X Fiche 30-275,82/11/15,0212060353 


--H212060364 IE Insp Ropt 50-279/02-31 on 821012-15 No noncomp 1 iancr 
noted Major areas inspected revised program for handling 
design changes it mods, imp lemental i on procedures, mtervieus 
w/licensee X Bechtel personnel V drauing control program 
MORRILL, P J , CARLSDN. J D , KIRSCH, D F Division of Resident, 
Reactor Project t> Engineering Programs 02/11/15 4pp 
16311 094 24X Fiche 50-275,82/11/15,0212060353 


GP08190251 IE Info Notice 02-44. “Clarification of Emergency Plan 
(.cercise Requirements " Svc list one 1 

JORDAN, E L Division of Engineering i. Quality Assurance 02/11/18 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24X 

f lcho 50-000,82/11/10,8208190251 


B7* 1 2060251 Forwards IE Insp Rept 50-275/82-36 on B21003-30 No 
nonconp 1 lance noted 

UrSHOP. T W Division of Resident, Reactor Project U Engineering 
Programs B2/1I/22 CRANE. P A Pacific Gas «< Electric Co 2pp 
1 631 2 279 24X Fiche 50-275,82/11/22,8212060251 


'-0212060261 IE Insp Ropt 50-279/82-36 on 821003-30 No none omp 1 lane e 
noted Major areas inspected surveillance testing, phys ical 
secur i ty, ma int, TMI task action plan i toms, emergency drill 
6 design changes & mod 

CARLSON. J D , MENDONCA, M M , KIRSCH, D F Division of Resident, 
Reactor Project 6 Engineering Programs 02/11/19 5pp 
16312 283 24 X Fiche 50-275,02/11/22,021206025 1 


BP 1 20601 55 Discusses 820209 1 fcr re adequacy of NUREG-0B62, “Insp Rept 
of Preliminary Rept, Seismic Rever 1 f i c a t ion Program at Diablo 
■Canyon Nuclear Power Plant, Units 16 2 ” Questions posed 
through 820423 Qfc of Inspector It Auditor review answered 
PALLADINQ, N J Commissioner* 82/11/23 UOALL, M K House of Rep , 
Interior it Insular Affairs 2pp 16325 232 24X 

fiche 50-275,02/11/23,021206015 5 


— 8212060164 Discusses 820204 1 tr re adequacy of NUREG-0B62, "Insp Rept 
of Preliminary Rept, Seismic Rever i f 1 cat i on Program at Diablo 
Canyon Nuclear Power Plant, Units 1 fc 2 " Questions posed 
through 820423 Qfc of Inspector & Auditor review answered 
PALL.4DIN0, N J Commissioners 82/11/23 OTTINGER, R House of 
Rep , Energy it Commerce 2pp 16325 234 24X 

Fiche 50-27 5,02/11/23,0212060155 


-0212060177 Submits review of NUREG-0962, "Insp Rept of Preliminary 
Rept, Seismic Reverification Program at Diablo Canyon Nuclear 
Power Plant, Units 1 a, 2, " per Udall 820200 8. Ottinger 820204 
requests Investigation conducted in 2 phases 
CUMMINGS, J J Office of Inspector b Auditor 02/07/30 
PALLADINO, N Commissioners 7pp 16329 236 24X 

Fiche 50-275,02/11/23,8212060155 


8200190296 IE Info Notice 02-46, “Defective It Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

127pp 16411 065 24X Fiche 50-000,82/11/26,0200190296 


0212130169 Forward* IE Insp Rept 50-279/02-35 on B21025-29 No 
none amp 1 i ance noted 

BISHOP, T W Division of Resident, Reactor Project it Engineering 
Programs 82/11/26 CRANE, P A Pacific Gas & Electric Co 4pp 
16396 089 24X Fiche 50-275,82/11/26,0212130169 


- -8212130171 IE Insp Rept 50-275/82-35 on 021025-29 No roncomp 1 lancu 
noted Major areas inspected const U mod a c t ivi t i es , l nc I ud i n g 
site tour. mods to piping & electrical raceway supports 
BURDOIN, J F . ZWETZIG, Q B Division of Resident, Reactor Project t, 
Engineering Programs 82/11/26 6pp 16396 093 24X 

Fiche 30-27 5,02/11/26,8212130169 


Qr'08190257 IE Info Notice 02~47, "Transportation of Type A Quantities 
of Non-Flssite Radioactive Matl “ Svc list end 
COBS. L I Division of Fuel Facilities, Materials t< Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 336pp 

16307 02B 24X Fichu 50-000, 82/ 1 1/30, B2O0 190257 


8^00190259 IE Bulletin 82-04. "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

ll3pp 16411 317 24X Fiche 50-000,82/12/03,8206190259 


B208190261 IE Info Notice 02-40, "Failures of Agastat CR 0095 Relay 
Dockets “ Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc UOpp 16462 064 24X 

Tiche 50-000, 02/12/03,6200190261 


B; } 09190267 IE Info Notice 02-49. "Correction for Sample Conditions for 
Air It Ga* Monitoring 14 Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edisun Co of Now York, Inc 

1 27 p p 16620 1?1 24 X Fiche 50-000, 02/12/ 16, D20B190267 


8208190268 IE Info Notice 02-50, "Mod af Solid State AC Undervoltage 
Relays Typo I TE-27 ” Svc list end 

JORDAN, E L Division of Engineering &. Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOBpp 16628 293 24X 

fiche 90-000, B2/ 12/20. 0200 19026B 


H Periodic operating reports U related correspondence 


□212290214 Forward* monthly operating rept for Qct 1902 

THORN0ERRY, H C Pacific Gas V Electric Co 02/11/02 Division of 
Data Automation it Management Information Ip 16570 190 24X 

f iche 90-273. 02/1 1/02. 0212270214 


— 0212290210 Monthly operating rept for Dct 1902 

KELLY, W J Pacific Qas ?/ Electric Co 02/11/01 4pp 16578 191 
24X Fiche 30-275,82/11/02,0212290214 


0P12O6OO47 Forwards “Diablo Canyon Verification Program, “ Semimonthly 
Rept 26 for 021109-1122 

CRANE. P A Pacific Gas S < Electric Co 82/11/24 DENTON, H R 
Office of Nuclear Reactor Regulation. Director ENGELKEN, R H 
Region 5, Office of Director lp 16313 205 24X 

Tithe 50-275, B2/ 1 1 /24. 021 2060047 


— 0212060053 "Diablo Carujon Verification Program," Semimonthly Rept 26 
for 021109-1122 

* Pacific Gas U Electric Co 02/11/24 64pp 16313 206 24X 

Fiche 30-275,02/11/24,8212060047 


□212010206 Forwards "Independent Design Verification Program 
Semimonthly Status Rept for Nov 1982 " 

COOPER, W E Teledyne Engineering Services 02/11/26 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ENGBLKEN, R H 
Reginn 5, Office of Director MANEAT 18, G A Pacific Gas it Electric 
Co Ip 16260 053 24X Fiche 50-27 5,02/11/26,021201020 6 


— 8212010211 "Independent Design Verification Program Bemimonth ly Status 
Rept for Nov 1902 “ 

* Teledyne Engineering Services 02/11/26 93pp 16260 056 
24X Fiche 50-273,82/11/26,0212010206 


— 0212010225 Forwards conference notes from B21J04 working meeting 
u/Diablo Canyon Project, util, Bechtel, NRC it Teledyne 
Engineering re engineering open items generated in 
electrical it in* trumen t/c ontro 1 s area 

KRECHTING, J E Stone it Webster Engineering Corp 02/11/22 
DEN TON, H R Office oP Nuclear Reactor Regulation, Director 
ENOELKEN.R H Region 5, Office of Director MANEAT I S, 0 A 
Pacific Oas b Electric Co 22pp (6260 033 24X 

Fiche 50-275,02/11/26,0212010206 
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DOCKETED ITEMS 


6312140201 Forwards "Independent Design Verification Program. 

TES-SM— Dec Semimonthly Rept " 

COOPER' W E Teledyne Engineering Services 82/12/10 DENTON, H R 
Office of Nuclear Reactor Regulation* Director FHGELKEN. R H 
Region 5. Office of Director MANEATIS* G A Baltimore (Jas U 
Electric Co Ip 16404 207 24X Fit he 50-275* 82/ 12/10. 0212 1 40201 


—8212140209 "Independent Design Verification Program* T£S-5M-Dt‘ c 
Semimonthly Rept 11 

# Teledyne Engineering Services 62/12/10 Sapp 16404 208 
24X Fiche 50-275, 62/12/ 10* 02! 2140261 


SP12140447 forward* Semi iron tM v Progress Rept 22 re independent design 
verification program for 821 1 12-1210. consis ting of Open Item 
Rept* 7003-7006 

REEDY”, R F R F Reedy. Inc 02/12/JO DENTON* H R Office of 

Nuclear Reactor Regulation* Director ENGELKEN* R H Region 5, 

Office of Director MANEATlS.G A Pacific Gas S, Electric Co 10pp 
16405 OOJ 24 X Fiche 50-279,62/12/10,0212140447 


0212170217 Forwards "Diablo Canyon Design Verification Program," 
Semimonthly Kept 27 for 921123-120* 

CRANE, F A Pacific Gas tc Electric Co 02/12/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ENGELKEN, R H 
Region 5, Office of Director Ip 1 646! 311 24V 

Fiche 50-275* 02 / 12 / 10 , 6212170217 


— 6212170223 "Diablo Canyon Design Verification Program'” Semimonthly 
Rept 27 for 021123-1206 

* Pacific 0*i S. Electric Co 02/12/10 6lpp 16461 312 24X 

Fich© 50-279. B2/I2/ 10, 6212170217 


82122R0366 Forwards "Sejm i montM y Rept 20 - Diablo Canyon Verification 
Program. n summar i i ing progress of technical work for 
021207-20 

CRANE, P A Pacific Gas & Electric Co 02/13/23 DENTON, JH ft 
Office op Nuclear Reactor Regulation. Director ENGELKEN, ft H 
Region 5, Office ot Director lp 16587 030 24X 

Fiche 50-275. 02/12/23.0212290366 


— 0212290372 "Semimonthly Rept 20 - Diablo Canyon Verification Program " 
* Pacific Gas * Electric Co, 82/12/23 62pp, 16507 031 34/ 

Fiche 50-275,02/12/23,6212290366 


9PI2290146 Forwards "Diablo Canyon Nuclear Power Plant Independent 
Design Verification Program Semimonthly Status Rept for Dec 
1982 - 

COOPER, W E Teledyne Engineering Services 82/13/24 DENTON, ft R 
Office of Nuc le*T Reactor Regulation. Director ENGELKEN, R H 
Region 5, Office of Director MANEATIS.G A Pacific Oas 8, Electiic 
Co Ip 16383 lOI 24X Fiche 50-275. 62/1 2/24, 02 1 2290146 


— 3212290152 "Diablo Canyon Nuclear power Plant Independent Design 
Verification Program So mi mon t h 1 y Status Rept for Dec I9B2 " 

* Teledyne Engineering Services 82/12/24 97pp 16583 10? 
24/ Fiche 30-275, 0 2/ 1 2/ 24 » 021229014 6 


S Reportable occurrences. LERs t related correspondence 


0P1221OI16 Forwards LER 92-01 1/03L-0 

SHIFFER* J D Pacific Gas & Electric Co 92/11/24 ENGFLKEN, R H 
Region 5* Office of Director Ip I64S5 120 24X 

Fiche, 50-275, 02/11/24, 92I22J0U* 


-*8212210123 LER 02-OI1/O3L-O on 821024, s team generator blowdown effluent 
line flow rate measurement device FR-53 found Inoperable 
prior to fuel load Caused by worn motor gear assembly 
Design change will correct erroneous readings 

KELLY, W J. pacific Gas i< Electric Co 93/11/24 Region 5, 

Office of Director Zpp 16405 121 24X Fiche SO-275. 82/1 1/24, 

6212210116 


821 2130253 PNS-V-82-O04 on 021207, Bureau of A tcohol , Tobac co t Firearm® 
arrested JA Junot & charged Junot u/p o s setts i on of three 
destructive devices w/Int-ent to use devices to destroy or 
damage portions of plant. 

SCHUSTER, M D , SCHAEFER, D. U Region 3, Office of Director 
83/12/07 lp 16396 233 24X Fiche. 30-275, 82/12/07, 0212130353 


T Hearing transcripts on non-anti trust matters 


B2 12278450 Unofficial transcript of Commission 821209 meeting In 
Wash ing ton, DC re discussion & possible vote on facility 
Phase II reverlf icatlon program ASLB certification 
Pp i-21 

* Commissioners 92/12/OB 24pp 16971 313 24X 

Fiche 90-275 , 82/ 1 2/03, 021 2270450 


DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


F Security, medical, emergency & fire protection plans 


BPI216O40O Forwards IE Jnsp Repts 50-277/02-16 & 50-270/02-16 on 
821031-1130 t* notice of violation 

STAROSTECKI, R Division of Project 4 Resident Programs 82/12/03 
DALTROFF, 5 L Philadelphia Electric Co 2pp 16442 087 24X 

Tiche 50-277, 02/12/03,0212160480 


— 8212160486 Notice of violation Prom insp on 821021-1130 

* Division of Project & Resident Program* 82/12/03 lp 
16442009 24X Fiche 30-277,02/12/03,8212160480 


'-02121*0491 IE Insp Rept* 50-277/82-1* 50-270/82-16 on 021021-1130 

Noncompliance noted failure to meet Tech Spec fire watch 
requirement s 

0LQUGH, A R , MCCABE, E C Region 1, Office of Director 82/12/03 
21pp 16442 090 24X Fiche 50-277, 02/12/03, 8212160480 


0212100036 Responds to NRC 021202 telcon questions re design of 
emergency operations facility Existing shielding sufficient 
for meeting NURE0-057S personnel dose criteria, but exceeds 
Generic Ltr 01-10 criteria 

DALTROFF, SL Phi 1 adelp h i* Flee trie Co 82/12/06 STOL*. J F 
Operating Reactors Branch 4 3pp 16379 043 24X 

riche 50-277, 62/12/06, 02 1 2 1 00036 


0?1 2210129 Forwards IE Safeguards Tnsp Repts 50-277/02-22 ?< 
50-276/82-21 on 021018-22 No none omp 1 lane u noted 

MARTIN. T T Division of Engineering t Technical Programs 62/12/06 
DALTROFF, 6 L Philadelphia Electric Co 2pp 16485 134 24X 

Fiche SO-277, 02/12/06,0212210129 


- '023 2210134 IE Safeguards Insp Repts 50-277/82-22 * 50-276/82-21 on 
021018-22 No none omp 1 lance noted Major areas inspected 
security plans tt Implementing procedures, security 
organiiation mgt V personnel Safeguards info deleted 
DUNLAP, J M , GODY , A T Division of Engineering & Technical 
Pt og rams 02/11/30 5pp 16485 136 24X Fiche 50-277,02/12/06, 

0212210129 


0P121 50181 Releases public version of revised emergency plan 
implementing procedures 

f-ELTOM.JM Division of Rules and Records 02/12/07 Document 

Management Dranch lp 16437 283 24X Fiche 50-277,02/12/07, 

021 21 50J 01 


— 0212150107 Forwards public version of revised emergency plan 
implementing procedures* including Procedures EP-203B re 
radiation survey groups 6 EP-209 re telephone list for 
emergency use Affidavit of Svc end 

DALTROFF, S L Philadelphia Electric Co 82/11/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 16437 204 
24X Fiche 50-277*62/12/07,8212150161 


— 8212150193 Public version of revised emergency plan Implementing 
procedures, including Procedures EP-205A re radiation survey 
groups l< EP-209 re telephone list for emergency use 
# Philadelphia Electric Co 02/10/20 59pp 16437 200 24X 

Fiche 50-277, 82/12/07, 0212150181 


B* 1 12210174 Provides add 1 info to assist shift crews making telephone 
i apts via NRC emergency notification sys Sample event 
notification forft used by NRC duty officer end 

STAROSTECKI, R Division of Project U Resident Programs 82/12/16 
DALTROFF.SL, Philadelphia Electric Co 6pp 1*404 250 24X 

Fiche 50-277, 82/12/16, 6212310174 


0212230313 Notifies that review of DL & App A Tech Specs performed in 
response to 021Q30 Generic Ltr 92-23 re inconsistency 
between requirements of 10CFR73 40(d> It STS for audits of 
safeguards contingency plan Contingency plan adopted 
DALTRCIFF, 6 L Philadelphia Electric Co 02/12/17 EISENHUT , D Q 

Division of Licensing 2pp 1*507 360 24X Fiche 50-277,02/12/17, 

H212230313 


Q Adjudicatory e orresp ond e nc e 


921 21 40 1 B6 Request for extension of time until 021224 to file petition 
for review of ALAB-701 Time necessary due to holidays, 
sickness ft vacations Certificate of Svc enc 1 

JONNSRUD, J H Environmental Coalition on Nuclear Power 02/12/00 
Commissioners 4pp 16403 167 24X Fiche 50-000, 02/12/00, 

8212140)06 


0212140430 Order extending time until 921227 for TM1 S< Peach Bottom 
infcervenors to file petition for review of ALAB-701 
CHTLK, 3 J, Office of the Secretary of the Commission 02/12/13 
Environmental Coalition on Nuclear Powbt Ip 16404 360 24X 

Fiche 50-000,82/12/13,8212140439 



DOCKETED ITEMS 


9a 


9L , 122I0009 Advises that intervener petition for review of ALAB-701 
should be served on NRC when filed 

HQRDENICK, B M Rearing Branch 3 62/12/16 JOHNS R U D, j 

Affiliation Unknown 2pp 16406 005 24X Fiche 50-000,02/12/16, 

0212210009 


01*12300134 Petition for review of consolidated radon proceedings 
C. ofTiml ss i on should grant financial assistance to i n ter venors , 
should reopen record an all issues & remand case for full 
consideration Certificate of Svc encl 

J0HN5RUD, J H Environmental Coalition on Nuclear Power 62/12/27 
Commissioners I5pp 16590 112 24X Fiche 50-000.02/12/27, 

H212300134 


P Operating license stage documents V correspondence 


GIM 2100365 Requests verification that end acceptance criteria for 
NUREG-0737, Item II K 3 22, "Automatic Switchover of RCIC 
bys Suction" satisfied Response requested within 30 dags 
6 TQLZ, J F Operating Reactors Branch 4 02/00/04 BAUER, E <3 

Philadelphia Electric Co 4pp 163B9 193 24X 

Fiche 90-277.02/00/04,8212100365 


B212080566 Requests p ar t i c i p a t i on « c oop er at i on U support of NRC research 
project, "Task Analysis of Nuclear Power Plant Control Room 
Crews " 

&CHWENCER, A Licensing Branch 2 02/11/09 DALTROFF, S L 

Philadelphia Electric Co 2 pp 16360 350 24X 

f iche 50-277, 82/ 1 1 /09. 6212060366 


GP11230066 Generic Ltr 02-27 to all QWR licensees of opeiating reactors, 
except LACBWRiDig Rock Po int. Dr esden 1, Humboldt Bay. 
applicants for OL & holders of CP re transmittal of 
MUREG-0763 L NUREQ-0703 Svc list end W/o stated end 
L ISENHUT, D 0 Division of Licensing 02/11/13 General Public 

Utilities - GPU Service Corp 22pp 16307 004 24X 

Fiche 90-000,82/11/15,0211230066 


0212090119 Forwards info re site geology, conf irming telcon 
tj/MB Fair tile 

DALTROFF, S L Philadelphia Electric Co 02/11/30 BTdLZ, J F 
Operating Reactors Branch 4 20pp 16357 245 24X 

Fiche 50-277,62/11/30,8212090119 


6^12060096 Forwards application to amend Licenses DPR-44 !< DPR-36, 
changing surveillance requirements of Tech Specs to permit 
alternate method of performing core spray loop flow rate 
tes t 

BRADLEY, E J Philadelphia Electric Co 02/12/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director tp 16314 349 24X 

Fiche 50-277,02/12/01,0212060096 


'-(321 20601 06 Application to amend Licenses DPR-44 ic DPR-56, chan g i ng 
surveillance requirements of Tech Specs to permit alternate 
method of performing core spray loop flow rate test 
OAL/ER, E Q , BRADLEY, E J , DALTROFF, S L Philadelphia Electric Co 
02/12/01 6 pp 16314 346 24X Fiche 50-277,82/12/01,0212060096 


— G21206010? Proposed changes to surveillance requirements of Tech Spots 
to permit alternate method of performing core spray loop 
flow rate test 

* Philadelphia Electric Co 62/12/01 4pp 16314 352 24X 

Fiche 90-27 7,02/12/01,0212060096 


BPi21302U Responds to NRC 621101 request for addl info re util 811001 
response to Generic Ltr 01-04 concerning Revision 1 to 
NUREG-0313 Responses to Items 4, 5d 8 < 6 d will be submitted no 
J at er than 921215 

DALTROFF, S L Philadelphia Electric Co 02/12/03 8T0LZ, J F 
Operating Reactors Branch 4 13pp 16462 277 24X 

Tidie 90-277, 82/12/03, 02 121302 1 I 


B212170094 "Manual Ultrasonic Exam of Pressure Piping Welds, 1 * Revision 
39 

WALKER, 8 Southwest Research Institute 01/11/30 30 pp 
16462 290 24X Fiche 30-277, 02/ 1 2/03, 821 21 3021 1 


*-0212170101 "Induction Heating Stress Improv ament, Imp 1 omenta 1 1 on 
Planning 6 Field Procedure Development," final rept 
BERT0S3A, D C , FITZSIMMONS, M , ZSCHALER, W A General Electric Co 
EPRI NP-252 7-LD 82/09/31 I97pp 16462 320 24X 

Fiche 90-277,02/12/03,0212130211 


*3212170111 "Residual Stress Improvement by Means of Induction Heating " 
* Ishikawa jima - Harima Heavy Industries Co , Ltd EPRI 
NP-81 -4-LD 01/03/31 3S4pp 16463 165 24X 

Fiche 50-277,02/12/03,0212130211 


6P1214O305 Requests reLief from 791211 commitment re containment purge 
& vent valve operation to allow insp in drywell of primary 
sys during low power Justification provided 

DALTROFF, B L Philadelphia Electric Co 82/12/09 STOLZ.J F 
Operating Reactors Branch 4 2pp 16402 113 24X 

Tiche 50-277, 02/12/09,021214033 5 


8212170063 Confirms approval of 021209 request for extension of time 
re 791211 commitment to purge containment for no more than 
90-h per yr Purging should be limited to 1 1 3-h for one time 
only during ongoing shutdown 6 restart 

&T0LZ, J F Operating Reactors Branch 4 02/12/09 BAUER, E G 

Philadelphia Electric Co 2pp 16400 340 24X 

Fiche 90-277,82/12/09,0212170063 


0212150058 Forwards amend to application to amend Licenses DPR-44 t< 
DPR-56 Amend revises 6 updates list of shock suppressors 
proposed for inclusion in Tech Specs 

BRADLEY, t J Philadelphia Electric Co 02/12/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 16427 326 24X 

l iche 50-2 77, 02/12/13, 0212 1 5005 0 


--02121 50Q62 Amend to application to amend Licenses DPR-44 & DPR-96, 
revising U updating list of shock suppressors proposed for 
inclusion in Tech Specs 

BAUER, E 0 , BRADLEY, E J Philadelphia Electric Co 02/12/13 
12pp 16427 327 24X Fiche 90-277,82/12/13,0212150053 


81*12170315 Responds to NRC request For add! info on Mark I plant-unique 
analysis rept submitted on 820430 Results of torus attached 
piping sys analyses & questions re safety relief valve 
discharge piping will be addressed in addendum to rept 
KEMPER, J S Philadelphia Electric Co 02/12/14 3T0LZ, J F 
Operating Reactor* Branch 4 12pp 16453 193 24X 

Fiche 90*277. 82/12/14,8212170315 


B21 2210312 Endorses BUR owners group 010522 rept re NUREG-0737i 1 tom 
2 K 3 25 concerning consequences of loss of cooling water to 
reactor r ec i r c u 1 a t i on pump seal cooierSrper Q 21 O 20 request 
Rept results applicable to facilities 

DALTROFF, S L Philadelphia Electric Co 02/12/14 E1SENHUT,1) G 
Division of Licensing 2pp 16496 309 24X Fiche 50-277, B2/ 1 2/J 4, 

6212210312 


8212170248 Identifies need for 3-month delay in schedule to replace 
qaseous chlorination sys w/liquid sod ium hy poch lor i te sys, 
per NJRE0-0737, Item III D 3 4, "Control Room Habitability 
Requirements " 

DALTROFF, 3 L Philadelphia Electric Co 02/12/15 EIGENHUT , D G 

Division of Licensing 2p p i 6459 203 24X Fiche 90-277,02/12/15, 

□212170249 


0P1217O265 Forwards application for amend to Licenses DPR-44 L. DPR-56, 
revising Tech Specs re ope-rability L surveillance 
requirements for scrari discharge vol vent 6 drain isolation 
valves 

BRADLEY, E J Philadelphia Electric Co 02/12/15 DENTflN, H R 
Office of Nuclear Reactor Regulation, Director Ip 16456 190 24X 

Fiche 90-277, 82/12/13, 8212170265 


-8212170275 Application to amend Licenses DPR-44 L DPR-56, revi sing Tech 
□pec* re operability h surveillance requirements for scram 
discharge vol vent i, drain Isolation valves Certificate of 
Svc enc 1 

* Philadelphia Electric Co 02/12/15 5 PP 16456 191 24X 

Fiche 50-277,02/12/15,0212170265 


— 8212170280 Revised Tech Spec tables re operability U surveillance 
requirements for scram discharge vol S< drain isolation 
valve* 

* Philadelphia Electric Co 02/12/15 5pp 16456 196 24X 

Fiche 50-277, B2/12/15, 0312170263 


0212170289 Forwards proprietary rept, "Induction Heating Stress 
Improvement for Stainless Stell Piping " Affidavit encl 
Rept withheld (ref 10CFR2 790) 

DALTROFF, 8 L, Philadelphia Electric Co 82/12/15 STOLZ, J F 
Operating Reactors Dranch 4 20pp 16436 033 24X 

Tiche 90-277,02/12/15,8212170209 


8212230220 Forwards SER for environ qualification of saf ety'-rel abed 
electrical equipment Requests plans for Categories I B, II A 
l< 1 1 B & schedule for proposed corrective actions within 90 
day* Technical evaluation encl Proprietary version withheld 
STOLZ, J F Operating Reactors Branch 4 02/12/20 BAUER, E G 

Philadelphia Electric Co 3pp L6512 020 24X 

Fiche 90-277, 02/12/20, 82 i 3230220 


— B212230230 Safety evaluation supporting util compliance w/environ 
qual if i cat i on of safety-related electrical equipment 
* Office of Nuclear Reactor Regulation, Director 02 / 12/20 5pp 
16512 023 24X Fiche 50-277,02/12/20,8212230220 
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— 02J223O29O Wenpropnetar y "Review of Licensee Resolution of 
Outstanding Issues Frort NRC Equipment Environ Qua! 1 f ication 
SER i CF-il It 0-60), Peach Bottom Atomic Power Stations Units 
2 & 3, Vols 1 tc 2, " technical evaluation rept 
CRANE, C J Franklin In * t itu t e/Fra n fc 1 in Research Center 
N8C- 03-79-1 IS TER-C52 57-493 82/08/03 LE,W 13 , SHEMANSKl , P 

NRC - No Detailed Affiliation Given |,461pp 16512 029 24X 

FI che 50-27 7 , 92/ i 2 /20. 02 i 2230220 


82J2270167 Verifies that acceptance criteria for mod providing 
automatic suitchover of RCIC sys suction ha » been satisfied 
per NUREQ-0737. I tern 1 1 K 3 22 Mod completed on both units 
Emergency procedure provided for plant operators 
DALTROFF. S L ph i fade 1 ph i a El ec tr i c Co 02/12/20 5T0LZ.JF 
Operating Reactors Branch A 2pp 16530 345 24X 

Fich* 50-27 7, 02/ 12/20- 821 2270167 


021216O4BO Forwards IE Tnsp Repts 50-277/02-16 *, 50-270/82-16 on 
021021-1130 & notice of violation 

5TARCSTECKI, R Division of Project f, Resident Programs 82/12/OJ 
DALTROFF, S L Philadelphia Electric Co 2pp 16442 087 24X 

Tiche 30-277. 82/ 1 2/03, 02 J 2 1 60400 


'-021 2160406 Notice of violation from insp on 821021-1130 

* Division of Project it Resident Programs 02/12/03 Ip 
16442 009 24 X Flche 50-277, 02/12/03. 021 21 60400 


—0212160491 IE Insp Repts 50-277'Q2-16 6 30-278/02-16 on 921021-1130 
Noncompliance noted f a i 1 urc to meet Tech Spec fire watch 
requirement s 

liLOUOH. A R » MCCABE. E C Region I. Office of Director 82/12/03 
21pp 1644 2 090 24X Fiehe SO-277, 82/ 1 2/03, 021 2 1 60480 


82 J 2290235 Clarifies program for implementation of Nl/REG-0737. 1 t*m 
I I E 4 re training for mitigating core damage, in response to 
821208 meeting request Training For plan manager should be 
limited considering past experience it knowledge 
DALTROFF, 6 L Philadelphia Electric Co 82/12/22 STQL2, J F 
•Operating Reactors Branch 4 3pp 16582 170 24X 

Fiehe 50-277. 92/12/22, 021229023 5 


0212200452 Informs of need for extension In i mp I eme n tati on schedule for 
Installation of new meteorological monitoring »gs required 
by NUREG-0737. I te m HI A 2. due to structural deficiencies in 
weather tower Revised schedule expected by 000115 

DALTROFF, S L P hi lade 1 p h ia El ec tr i C Co B 2/12/23 EISENHUT, D G 

Division of Licensing 2pp 16556 Old 24X Fiehe 50-277.82/12/23. 
0232280452 


0 Inspection reports. TE Bulletins & correspondence 


8200190240 IE Bulletin 82-03, Ravi s I on 1, "Stress Cracking in Thid- 
Wa 1 1, Lar g e- Diane ter. Stain I ess S t e e I , R ec Jrcu I ati on Sys Piping 
at BWR Plants " Svc list encl 

DEYOUNO.fi C Director's Office. Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York. Inc 

Il2pp 16462 163 24 X Fiehe 50-000. 02/1 0/20, 82001 90240 


0200190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
B0I it Model 902 Thermoluminescent Dosimeters " Svc list 
unci 

COBB, L l Division of Fuel Facilities. Materials it Safeguards 
02/13/05, Consolidated Edison Co of New York, Inc 1 lOpp 
16372 142 24 X Fiehe 50-000.02/11/09,0208190243 


8209190251 TE Info Notice 02-44, "Cl ar i f ica ti on of Emergency Plan 
Exercise Requirements " Eve list end 

JORDAN.E L Division of Engineering & Quality Assurance BS/ti/W 
Consolidated Edison Co of New York. Inc 109pp 16411 197 JMx 

f-Uh* 30-000, 82/11/10,8208190251 


8208190256 IE Info Notice 02-46. "Defective U Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R. C Director's Office. Office of Inspection and 
Enforcement 82/11/26 Com ol id a ted Edison Co of New York. lire 

1 27pp 16411 065. 24X Fiehe 30-000, 02/3 1 /26, 02001 90256 


8200190257 IE Info Notice 82-47. "Tran s p orta t ion of Type A Quantities 
of Non-Fi«sile Radioactive Matl " Svc list encl 
COBB.L I Division of Fuel Facilities. Materials t Safeguards 
03/ i 1/30 Consolidated Edison Cj of New York,. Inc 356pp 
14307 023, 24X Flche 50-000,82/11/30,02003 90257. 


Od2210l29 Forwards IE Safeguards Insp Repts 50-277/82-22 It 
50-278/02-21 on 821018-22 No noncompliance noted 

MARTIN, T T Division of Engineering 4 Technical Programs 02/12/06 
DALTROFF.S L Philadelphia Electric Cd 2pp 16405 134 24X 

1 iche 50-277, B2/12/06, 8212210129 


—0212210134 JE Safeguards Imp Repts 50-277/02-22 h 50-270/02-21 on 
821010-22 No nancomp I lance noted Major areas inspected 
security plans it implementing p rotedures- securi ty 
organiiation mg t A personnel Safeguards info deleted 
DUNLAP, J II , G0DY, A T Division of Engineering it Technical 
Programs 32/11/30 3pp 16485 136 24X Fiehe 50-277,02/12/06, 

6212210129 


0212140035 Requests relief from 791211 commitment re containment purge 
it vent valve operation to alldtu insp in drywell of primary 
sys during low power das t i f ica t i on provided 

DALTROFF.SL Philadelphia Electric Co 82/12/07 STOLZ.J F 
Operating Reactors Branch 4 2pp 16402 l 13 24X 

Fiehe 50-277, 02/12/09, 8212140385 


BPO019O267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air t* Qa s Monitoring " Svc list »nc 1 

DEYOUNG. I? C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

I27pp 16620 191 24X Fiehe 50-000, 02/12/ 16, 02001 90267 


0212520412 Advises that meeting will be arranged to discuss IE Info 
Notice 02-05, "Increasing Frequency of Drug-Related 
Incidents " List of topic areas to be discussed entl 
STAR03TECKI, R Division of Project fc Resident Programs 02/12/16 
DALTROFF, 8 L Philadelphia Electric Co 2pp 16503 354 24X 

Fiehe 50—277, 02/12/16, 021 2220412 


8;'O019O268 IE Info Notice 02-50, "Mod of Solid State AC llhd ervo 1 taqo 
FCelay* Type J TE-27 " Svc list end 

JORDAN, E L Division of Engineering L Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOSpp 16628 293 24X 

Fiehe 50-000, B2/12/20, 82O0J7O26B 


li Periodic operating reports & related correspondence 


□212020347 Forwards "Thermal Mapping Rept B2-7 for 031027 for Thermal 
Monitoring Requirements " Info coven isotherm surveys per 
App B ET9 reporting requirements 

UJLLSEY, 14 B Philadelphia Electric Co 02/11/24 IPPDLITO, T A 
Operating Reactors Branch 3 Ip J6278 005 34X 

Fiehe 50-277, 02/11/24,9212020349 


8200170259 IE Bulletin B2-04. "Deficiencies in Primary Containment 
Electrical Penetration Assemblies." Svc list end. 

DEYGUNQ.F C Director's Office, Office of Inspection and 

Enforcement 82/12/03. Consolidated Edison Co of New York, Inc 

Il3pp 36411 317 24 X Fich* 30-000, 02/12/03. 0200190259. 


8208190261 IE Info Notice 82-40. "Failures of Agastat CR 0095 Relay 
Backets " Svc list end 

vlORDAhf. E L. Division of Engineering fc Quality Assurance 8Z/12/03 
Cpniql fdated Edison Co of New York, fnc IIOpp J6462 064 24 X 

F I c h 9 ' 30-000, 82/ 1 2/03, 0208 1 9026 1 , 


B2 12000314 Ack receipt of 821109 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/02-14 it 
50-370/02 -14 

STARDSTECKT. R. Division of Project it Resident Programs 02/12/03 
DALTROFF, S L Philadelphia Electric Co Ip 16353 330 24X 

Fiehe SO- 277, 02/ 1 2/03. W2 1 20003 1 4 


-8212020352 "Thermal Mapping Rept 82-7 for 821027 for Thermal Monitor! 
Requirements " 

* Philadelphia Electric Co 02/11/24 4pp 16270 006 24X 

Fiehe 50-277, 02/11/24, 0212020349 


B?I2-160055 Forwards monthly operating repts for Nov 1902 

COONEY, fl J Philadelphia Flectnc Co 02/12/10 Director 's 
Office, Office of Inspection and Enforcement lp 1644& 131 24X 

Fiehe 50-277,82/12/10,0212160055 


— 0212160058 Monthly operating repts for Nov 1902 

ALDEN.N fl Philadelphia Electric Co 82/12/10 9pp 16446 132 
24X Fiehe 30-277, 82/12/ 10, 0212160053 


8?J 22i 01 50 Forwards Thermal Mapping Rept 82-0 re isotherm surveys for 
021119. in compliance w/Ap p S to ETS 

WI-LLSEY.W fl Philadelphia Electric Co 02/12/15 IPPOLITO. T A 
aperating Reactors Branch 3 Ip 16404 300 24X 

Fiehe 50-277. 02/12/15, 0212210150 


— 8212000323 Respond* to NRC 820929 ltr re violations noted in IE Insp 
Repts 50-277/82-14 & 30-270/82-14 Corrective action* health 
physics personnel instructed to more forcefully check locked 
door* when performing surveillance test 

DALTROFF. 6 L Philadelphia Electric Co 02/11/09 8TAR0STECKI, R. 

Division of Project it Resident Programs 3p p 16333 351. 24X 

Flche 50-277.02/12/03,8212080314 


— B212210I62 “Thermal Mapping Rept 82-0 for 021119 for Thermal Monitor! 
Requirements " 

* Philadelphia Electric Co 02-8 82/11/19 4pp 16484 309 

24X Fiehe 50-277.02/12/15,0212210190 
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S Reportable occurrences/ LERs & related correspondence 


8212150061 LER 02-O30/O3L-O on 821106 & 08, isolation valves SV2671C, 
SV26710 It SV2671A in sample lines to oxygen analyier* failed 
to fully close Caused by accumulation of dirt on seat it 
valve disk Valves d i sas s emb 1 ed » c 1 ean e d it rebuilt 
CQQNEY. M J Philadelphia Electric Co 82/12/02 HAYNES/ ft C 
Region 1/ Office of Director lp 16430 251 24X 

Tiche 50-277,82/12/02/0212150061 


0212160415 LER 82-032/03L-0 on 02 1 1 14/ d ur ing surveillance test.no air 
flowed from B main control room emergency ventilation fan 
Caused by fan damper controller being out of adjustment 
Controller ad jus te d , sys tested It returned to svc 

COONEY/M J Philadelphia Electric Co 02/12/14 Region 1, Office 

of Director lp 16442 203 24X Fi ch e 50-277. 82/ 12/14. 0212 1 604 1 5 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION. UNIT 3 


F Security, medical, emergency & fire protection plans 


0212160480 Forwards IE Insp Repts 50-277/82-16 It 50-278/82-16 on 
Q21021-1130 L notice of violation 

STARQSTECKI. R Division of Project & Resident Programs 82/12/03 
DALTROFF, S L Philadelphia Electric Co 2pp 16442 087 24X 

F l ch e 30-277. 82/12/03, 02 1 21 6O4B0 


— 0212160466 Notice of violation from insp on 821021-1130 

» Division of Project & Resident Programs 02/12/03 Ip 
16442 089 24X Fiche 50-277.82/12/03,0212160480 


8212160491 IE Insp Repts 50-277/02-16 V SO-270/B2-16 on 821021-1130 
Noncomp 1 lance noted failure to meet Tech Spec fire watch 
requirements 

BLGUGH.A R Region 1, Office of Director 02/12/03 21pp 
16442 090 24 X Fiche 50-277,02/12/03.8212160480 


8«' 1 2100036 Responds to NRC 021202 telcon questions re design of 
emergency operations facility Existing shielding sufficient 
for meeting NUREG-OS70 personnel dose criteria, but exceeds 
G L etieric Ltr 81-10 criteria 

DALTROFF, S L Ph i lade lph la El ec tri c Co 82/12/06 STDLZ.J F 
Operating Reactors Branch 4 3pp 16379 043 24/ 

Fiche 30-277. 02/12/06, 8212100036 


02 12210129 Forwards IE Safeguards Insp Repts 30-277/82-22 It 
50-278/02-21 on 821018-22 No noncompliance noted 

MARTIN. T T Division of Engineering it Technical Programs 82/12/06 
DALTROFF, S L Philadelphia Electric Co 2pp 16405 134 24X 

fiche 50-277,02/12/06.8212210129 


—0212210134 IE Safeguards Insp Repts 50-277/82-22 it 50-278/82-21 on 
621018-22 No noncomp 1 ianc e noted Major areas inspected 
security plans It implementing procedures, security 
organiiation mgt It personnel Safeguards info deleted 
DUNLAP. J M Division of Engineering & Technical Programs 
82/11/30 5pp 16405 136 24X Fiche 50-277,02/12/06.0212210129 


021 2150181 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 03/12/07 Document 
Management Branch Ip 16437 283 24X Fiche 50-277,02/12/07, 

82121 50101 


— G21 21 501 07 Forwards public version of revised emergency plan 
Implementing procedures, I nc lud ing Procedures EP-205D re 
radiation survey groups it EP-209 re telephone list for 
emergency use Affidavit of 8vc end 

DALTROFF, S L Philadelphia Electric Co 02/11/19 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 4pp 16437 284 
24/ Fiche 50-277,02/12/07,8212150101 


— 0212150193 Public version of revised emergency plan implementing 
procedures, inc luding Procedures EP-2050 re radiation survey 
groups it EP-209 re telephone list for emergency use 
4 Philadelphia Electric Co 93/10/20 59pp 16437 288 24X 

Fiche 50-27 7,02/12/07,8212150181 


8212210174 Provides addl info to assist shift crews making telephone 
repts via NRC emergency notification sys Sample event 
notification form used by NRC duty officer end ' 

BTAROSTECKI, R Division of Project it Resident Programs 02/12/16 
DALTROFF, S L Philadelphia Electric Co 6pp 16484 250 24X 

Fiche 50-277,02/12/16,8212210174 


8212230313 Notifies that review of OL it App A Tech Specs performed in 
response to 621030 Generic Ltr 02-23 re Inconsistency 
between requirements of l OCFR73 40(d) it STB for audits of 
safeguards contingency plan Contingency plan adopted 
DALTROFF, S L Ph i 1 ad e 1 p h i a E 1 <? c tr i c Co 82/12/17 EJBENHUT < D G 

Division of Licensing 2pp J 6307 360 24X Fiche 50-277, 92/ i 2/17, 

8212230313 


G Adjudicatory correspondence 


8212140186 Request for extension of time until 821224 to file petition 
for review of ALAB-701 Time necessary due to holidays, 
sickness ** vacations Certificate of Svc enc 1 

JOHNSRUD, J H Environmental Coalition on Nuclear Power 82/12/08 
Commissioners 4pp 16403 167 24X Fiche 50-000,62/12/00, 

6212140166 


021 2140430 Order extending time until 021227 for TMI It Peach Bottom 
interveners to file petition for review of ALAB-701 
CHILF, S J Office of the Secretary of the Commission 82/12/13 
Environmental Coalition on Nuclear Power lp 16404 360 24X 

fiche 50-000,82/12/13.9212140438 


821 2210009 Advises that intervener petition for review of ALAB-701 
should be served on NRC when filed 

DORDENICK, 0 M Hearing Branch 3 82/12/16 JOHNS R UD, J 

Affiliation Unknown 2pp 16406 005 24X Fiche 50-000,03/12/16, 

0212210009 


8P12300134 Petition for review of consolidated radon proceedings 
Commission should grant financial assistance to interveners, 
should reopen record on all issues 6 remand case for full 
consideration Certificate of Svc end 

JOHNSRUD, J H Environmental Coalition on Nuclear Power 02/12/27 
Commissioners 15pp 16590 112 24X Fiche 50-000, B2/12/27 , 

8212300134 


P Operating license stage documents & correspondence 


B212100365 Requests verification that end acceptance criteria for 
NUREQ-0737, Item II K 3 22, "Automatic Switchover of RCIC 
Sys Suction 1 ' satisfied Response requested within 30 days 
STOLZ. J F Operating Reactors Branch 4 02/OB/O4 BAUER, E G 

Philadelphia Electnc Co 4pp 16389 193 24X 

fiche 50-277.82/08/04.8212100365 


□ ;*120B0566 Requests p ar t i c i pat 1 on. c oop era tl on 6 support of NRC research 
project, "Task Analysis of Nuclear Power Plant Control Room 
Crews M 

SCHWENCER. A Licensing Branch 2 02/11/09 DALTROFF, 8 L 

Philadelphia Electric Co 2pp 16360 330 24X 

Fiche SO-277, 82/ 11/09, 0212080966 


921 12J0Q66 Generic Ltr 02-27 to all BHR licensees of operating reactors, 
except LACOWR. Big Rock P o i n t, Dr e a den 1, Humboldt Bay. 
applicants for OL & holders of CP re transmittal of 
NUREQ-0763 i NUREG-0783 Svc list end W/o stated and 
EISENHUT.D Q Division of Licensing 02/11/13 General Public 
Utilities - GPU Service Corp 22pp 16307 004 24X 

Fiche 50-000,02/11/19/8211230066 


GP 1 2020036 Confirms 021119 telephone author i tat i on amending Tech Spec 
for l-t ime extension of 7-day limiting condition for 
operation re operability of RHR HX Extension expires 
cm 021124 

LAINAS.G C Assistant Director for Operating Reactors 62/11/23 

BAUER.E 0 Philadelphia Electric Co App 16308 329 24X 

Fiche 30-279, 02/ 1 1 /33, 02 1 2020036 


B212090119 Forwards info re site geology, conP irmlng telcon 
w/MO Fairtile 

DALTROFF, S L Philadelphia Electric Co 82/11/30 STOLZ, J F 
Operating Reactors Branch 4 20pp 16357 243 24X 

Fiche 50-277,82/11/30,0212090119 


0? 1 2060096 Forwards application to amend Licenses DPR-44 it DPR-96, 
changing surveillance requirements of Tech Specs to permit 
alternate method of performing core spray loop flow rate 
test 

BRADLEY, E J Philadelphia Electric Co 82/12/01 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Ip 16314 345 24X 

Fiche 50-277,02/12/01,8212060096 


-0212060106 Application to amend Licenses DPR-44 it DPR-96, chang ing 
surveillance requirements of Tech Specs to permit alternate 
method of performing core spray loop flaw rate test 
BAUER.E G , BRADLEY, E J , DALTROFF, S L Philadelphia Electric Co 
02/12/01 6pp 16314 346 24X Fiche 50-277,02/12/01,0212060096 
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— 8212060109 Proposed changes to surveillance requirements of Tech Specs 
to permit alternate method of performing core spray loop 
flow rate test 

• Philadelphia Electric Co B2/12/Q1 4pp 16314 352 24X 

Fiche 30-27 7, 02/12/01, B2l206(H)?6 


021213031 1 Responds to NRC 82U01 request for addl info re uttl 0UOO1 
response to Generic Ltr 61-04 concerning Revision 1 to 
NURE0-0313 Responses to Items 4.5<f St 6d will be submitted no 
later than 821215 

DALTROFF, S L Philadelphia Electric Co 82/12/03 STOLZ, J F 
Operating Reactors Branch 4 13pp 16462 277 24X 

Fiche SO-277. 82/12/03, 0212J3O213 


— B2 121 70094 "Manual Ultrasonic Exam of Pressure Piping Welds," Revision 
59 

WALKER, S Southwest Research institute 01/11/30 3Bpp 
16462 290 24 X F£ch* 50-277,02/12/03,8212130211 


■■'8212170101 "Induction Heating Stress improvement, Imp 1 omen tat l on 
Planning 4 Field Procedure De velopment* " final rapt 
SEfiT05SA,D C . FITZSIMMONS, M , ZSCHALER, W A General Electric Co 
EPF I NP-2527-LD B2/0S/3I 197pp 16462 329 24X 

Fiche 50-27 7,82/12/03,0212130211 


— 8212170111 "'Residual Stress Improvement by Means of Induction Heating M 
# Ish i Iratua j i/na - Hanma Heavy Industries Co »lLtd EPRI 
NP-01-4-LD 01/03/3! 354pp 16463 165 24X 

Fiche 50-27 7, 02/13/03, 9212130211 


621 2 100075 Forwards amend to 031019 application for amend to 
License DPR-56 Amend changes dates required far insp of 
inaccessible pipe support hydraulic snubbers 

BRAD LEV, E J Philadelphia Electric Co 02/i2/O7 DENTON, H R 

Office of Nuclear Reactor Regulation, Director Ip 16379 090 24X 

TiChe 30-270, 02/ 1 2/07, 82121 00075 


"■0212100079 Amend to- 821019 application for amend to License DPR-56, 
Changing dates required for insp of inaccessible pipe 
support hydraulic snubbers Certificate of Svc enc I 
BAUER, E 0 , BRADLEY, E J Philadelphia Electric Co 83/12/07 
6pp 16379 099 24X Fiche 30-278, 02/12/ 07, 021 2100073 


0212160531 Forwards Amend 86 to License DPR-56, saf e ty evaluation 4 
notice of issuance 6 availability Amer>d temporarily extends 
insp interval for two inaccessible hydraulic snubber* 

GEARS, 0 E Operating Reactors Branch 4 02/12/07 BAUER, E 0 

Philadelphia Electric Co 3pp 16466 236 24X 

Tithe 50-279, 82/12/07, 8212160331 


—8212160544 Amend 06 to License OPR-56, tempprar 1 ly extending insp 
Interval for two Inaccessible hydraulic snubbers 
STOLZ, J F Operating Reactors Branch 4 82/12/07 4pp 

16466 239 24X Fiche 30-278,82/12/07,0212160531 


— 8212160551 Safety evaluation supporting Amend 86 to License DPR-56 
* Office of Nuclear Reactor Regulation, Director 02/12/07 2pp 
16466 243 24X Fiche 50-278, 02/ 1 2/07, 82 12160531 


--B212 160360 Notice of issuance & availability of Amend 86 to Licence 
DPR-56 

STOLZ, J F Operating Reactor* Branch 4 82/12/07 2pp 

16466 245 24X Fiche 50-270, 82/12/07, 82 1 2160531 


0212150058 Forwards amend to application to amend Licenses DPR-44 it 
L) PR-56 Amend revises It updates list of shock suppressors 
proposed for inclusion. In Tech Specs 

BRADLEY, E J Philadelphia Electric Co 82/12/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 16427 326 ?4X 

Fiche 30-277,02/12/13,8212150058 


— 8212150062 Anend to application to amend Licenses DPR— 14 & DPR-56, 
revising U updating list of shod suppressors proposed for 
inclusion in Tech Specs 

BADER, B 0 , BRADLEY, E J Philadelphia Electric Co 82/12/13 
12pp 16427 327 24X Fiche 50-377, 82/1 2/13, 0212150050 


8213170315 Responds to NRC request for add! info on Mark I plant-unique 
analysis rapt submitted on 030430 Results of torus attached 
piping sy* analyses U questions re safety relief valve 
discharge piping will be addressed in addendum to rep* 

KEMPER, J S Philadelphia Electric Co. 02/12/14 STOLZ, J F. 
Operating Reactors Branch 4 I2pp 16453 193 24 X 

Fiche 50-277, 02/12/14,8212170313 


0212210312 Endorses BWR owners group BI0522 rept re NURBQ-0737, Item 
2 K 3 33 concerning consequences of loss of coo-ling water to 
reactor recirculation pump seal coolers, per 921038 request 
Rept results applicable bo facilities 

DALTROFF, 9 L Philadelphia Electric Co 83/12/14 £ISENHUT,D Q 

Division of Licensing 2pp 16496 309 24X Fiche 90-277,82/12/14, 

0213210312 


8212170248 Identifies need for 3-month delay in schedule to replace 
gaseous chlorination sys ur/Jiquid sodium hypochlorite sys, 
per NUflEG-0737, Item III D 3 4 "Control Room Habitability 
Requirements " 

DALTROFF, S L P h i 1 ade 1 p h i a El e c tr i c Co 82/ 12/13 EISENHUT, D G 
Division of Licensing 2pp 16459 203 24X Fiche 50-277,02/12/15, 

8212170240 


SP12170265 Forwards application for amend to Licenses OPR-44 & DPR-56, 
revising Tech Specs re operability 6 surveillance 
requirements for scran discharge vol vent it drain isolation 
valves 

BRADLEY, E J Philadelphia Electric Co 02/12/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 16456 190 ?4X 

Fiche 30-277, 02/ 12/19,8212170265 


— 8212170275 Application tu amend Licenses DPR-44 t, DPR-56, rev 1 s x ng Te< h 
Specs re operability it surveillance requirements for scram 
discharge vol vent \ drain isolation valves Certificate of 
Svc end 

* Philadelphia Electric Co 02/12/15 5pp 16456 191 24X 

Fiche 50-277, B2/12/15, 82J21702&5 


--B212170280 Revised Tech Spec tables re operability & surveillance 
requirements far scram discharge vol it drain isolation 
valves 

* Philadelphia Electric Co 82/12/15 5pp 16456 |96 24X 

Fiche 50-277, 82/12/15, 0212170265 


0212170289 Forwards proprietary rept, "Induction Heating Stress 
Improvement for Stainless Stell Piping “ Affidavit end 
Rept withheld <ref I0CFR2 790) 

DALTROFF, S L Philadelphia Electric Co 02/13/15 STOLZ, J F 
Operating Reactor* Branch 4 20pp 16456 033 24X 

Fiche 50-277, 82/12/15, B2121 70289 


BP1223Q220 Forwards SER for environ qua 1 1 f 1 ca 1 1 on of safety-related 
electrical equipment Requests plans for Categories I B, If A 
MIDI schedule for proposed corrective actions within 90 
days Technical evaluation end Proprietary version withhold 
GTOLZ, J F Operating Reactors Branch 4 02/12/20 BAUER, E G 

Philadelphia Electric Co 3pp 16512 020 24X 

Tiche 30-277,02/12/20,0212230220 


■-02 12230230 Safety evaluation supporting util compliance w/environ 
qualification of sa f ety-re J a t ed electrical equipment 
* Office of Nuclear Reactor Regulation, Director 02/12/20 Npp 
16513 023 24* Fiche 50-277* 02/12/20, 0212230220 


--0212230250 Nonpropr ietary "Review of Licensee Resolution of 
Outstanding Tssifes From NRC Equipment Environ Gua 1 i f i ca 1 1 on 
EERs <F-1 1 6 D-60), Peach Bottom Atomic Power Stations Units 
2 U □ , Vol* 1 L 2> n technical evaluation rept 
CRANE, C J Franklin Instilufce/Frankl in Research Center 
NRC-03-79-1 13 TER-C5257-493 82/00/03 LE, N 8 , 5HCMANSK I, P 

NRC - Ho Detailed Affiliation Given l,46lpp 16512 028 24X 

Fiche 50-277,02/12/20,8212230220 


Gr'12270167 Verifies that acceptance criteria for mod providing 
automatic switchover of RCIC sys suction has been satisfied 
per HUREQ-0737, Item II Y 3 22 Mod completed on both units 
Emergency procedure provided for plant operators 
DALTROFF, SL Philadelphia Electric Co 02/12/20 8TDLZ* 0 F 
Operating Reactors Branch 4 2pp 1653S 349 24X 

Fiche 50-277, 02/12/20, 8212270167 


8£'J 227021 9 Documents conformance of analyses of Reload 5 lead test 
assemblies u/approved methods it criteria contained in 
NEDE-240 1 1-P- A-4, "QE Std Application for Reactor Fuel " 
Description of assemblies withheld fref 10CFR2 790> 

DALTROFF, 8 L Philadelphia Electric Co 02/12/2 0 STOLZ, J r 

Operating Reactors Branch 4 7pp 16536 266 24X 

Fiche 50-278, 82/12/20,8212270219 


05 i 2290239 Clarifies program for implementation of NUREG-0737, I tern 
J I B 4 r* training for mitigating core damage, in response to 
021208 /netting request Training for plan manager should be 
limited considering past experience tt knowledge 
DALTROFF, s L Philadelphia Electric Co 82/12/22 STOLZ, J F 
Operating Reactors Branch 4 3pp 16502 170 24X 

Fiche 50-277,02/12/22,8212290235 


8P12280452 Inform* of need for extension in implementation schedule for 
installation of new meteorological monitoring sys required 
by NUREG-0737 , Item III A 2, due to structural deficiencies in 
weather tower Revised schedule expected by 030115 
DALTROFF, 8 L Ph 1 1 ade 1 p h 1 a E 1 ec tri c Co 82/12/23 ElSENHUT, D Q 

Division of Licensing 2pp 16 5 56 0 1 3 24X Fiche 50-277, 82/ i 2/23, 

i?2 122004 52, 
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Q Inspection reports. IE Bulletins it correspondence 


G;'OQ1 < ?0240 IE Bulletin 82-03, Rev 1 s i on 1, "Stress Cracking in Thick- 
Wall , Large-Di ameter. Sta in less Stee 1, Rec ireu lotion Sy* Piping 
■ut BUR Plants " Svc list end 

UEVGUUO.R C Director's Office. Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York* Inc 

1 t 2 p p 16462 163 24X Fiche 50-000.02/10/28,0208190240 


6*08190245 IE Info Notice 62-42. "Doretts Observed in Panasonic Model 
80E t Model B02 Thermoluminescent Dosimeters " Svc list 
i*nc 1 

CCJ0U.L l Division of Fuel Facilities, Materials & Safeguards 
ea/1 1/05 Consolidated Edison Co of New York, Inc 1 1 Op p 

16372 142 24X Fiche 50-000,02/11/05.0208190245 


8208190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
tcercise Requirements ” Svc list end 

JORDAN, C L Division of Engineering & Quality Assurance 82/11/18 
Conso 1 i dated Edison Co of New York, Inc JQ9 PP 16411 199 P4X 
Fiche 50-000. 02/11/10, 8208190251 


Q*'O0|9Q256 IE Info Notice 02-46, "Defective & Obsolete Combination 
Padlocks " Sv c list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

£ n f ore eroent 02/11/26 Consolidated Edison Co of New York., Inc 

1 37pp I64U 065 24X Ficho 50-000,02/11/26,8200190256 


8200190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Katl " Svc list end 
C0BB,L I Division of Fuel Facilities, Materials A Safeguards 
02/11/30 Consolidated Edison Co of Neu York, Inc 356pp 
16307 028 24X Fiche 50-000,02/11/30.0200190257 


0r'OQ|9O259 IE Bulletin 02-04, "Deficiencies In Primary Containment 
Flectr l cal Penetration Assemblies " 3vc list end 
DEYOUNG, R C Di rec tor ' s Office, Office of Inspection and 

■L nf ore ement 02/12/03 Consolidated Edison Co of New York. Iric 

U3pp 16411 317 24 X Piche 50-000,82/12/03,8200190259 


GJ J 0Q|9026l IE Info Notice 02-40, "Failures of Agastat CR 0095 Relay 
Sockets " Ss c list enc 1 

JORDAN. E L Division of Engineering 8. Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llQpp 16442 064 24X 

Fiche 50-000, 02/12/03,820019026 1 


U2'J2080314 Ack receipt of 021109 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/02-14 tt 
50-270/02-14 

STAROBTECKI, R Division of Project $ Resident Programs 92/12/03 
I>ALTRD r r , 5 L Philadelphia Electric Co Ip 16353 350 24X 

Fiche 50-277.02/12/03,8212000314 


’-0212080323 Responds to NRC 820929 ltr re violations noted ih IE Insp 
Ropts 50-l'7 7/82- 1 4 ?< 50-278/02-14 Corrective actions health 
physics personnel instructed to more forcefully check locked 
doors when performing surveillance test 

DALTROFF, S L Philadelphia Electric Co 02/11/09 STAR08TECKI, FI 
Division of Project h Resident Programs 2pp 16353 35l 24X 

Fiche 50-277,02/12/03,0312080314 


DM 2160480 Forwards IE Insp Repts 50-277/02-16 U 50-270/82-16 on 
821021-1130 it notice of violation 

ST ARGSTECKI, R Division of Project 6 Resident Programs 82/12/03 

DALTROFF, 8 L Philadelphia Electric Co 2pp 16442 007 24X 

Fiche 50-277,82/12/03,9212160400 


--B2121604B6 Notice of violation from insp on 021021-1130 

* Division of Project 6 Resident Programs 82/12/03 tp 
16442 089 24X Fiche 50-277.02/12/03,8212160400 


--B212 160491 IE Insp Repts 50-277/02-16 8. 50-270/02-16 on 82102J-113O 
Noncomp J lance noted failure to meet Tech Spec fire watch 
requirements 

PLOUGH, A R , MCCAQE.E C Region 1, Office of Director 02/12/03 
21 p p 16442 090 24X Fiche 50-277. 02/12/03, 9212160480 


0212210129 Forwards IE Safeguards Insp Repts 50-277/02-22 fc 
00-278/82-21 on 821018-23 No noncompliance noted 

MARTIN, T T Division of Engineering & Technical Programs 02/12/06 
DALTRCJFF, S L Philadelphia Electric Co 2pp 16489 134 24X 

Fiche 50-277,02/12/06,8212210139 


--B2 12210134 IE Safeguards Insp Repts 50-377/82-22 & 50-27B/B3-21 on 
B21O10-22 No none omp 1 1 a nc e noted Major areas inspected 
security plans t* implementing procedures, securi ty 
organisation mgt it personnel Safeguards info deleted 
DUNLAP, J M , G0DY, A T Division of Engineering Technical 
Programs 82/11/30 5pp 16485 136 24X Fiche 50-277.02/12/06, 

8212210129 


8212100075 Forwards amend to 821019 application for amend to 
License DPR-56 Amend changes dates required for insp of 
inaccessible pipe support hydraulic snubbers 

BRADLEY, E J Philadelphia Electric Co 02/12/07 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Ip 16379 090 24X 

Fiche 50-278,02/12/07,6212100075 


--B212100079 Amend to 021019 application for amend to License DPR-56, 
changing dates required for insp of inaccessible pipe 
support hydraulic snubbers Certificate of Svc end 
BALTER, E 0 . BRADLEY, EJ PM I ade 1 p h 1 a El e c tr i c Co 02/12/07 
6pp 16379 099 24X Fiche 50-278,02/12/07,0212100075 


8212160531 Forwards Amend 84 tD License DPR-56, safety evaluation tr 
notice of issuance 6 availability Amend temporarily extends 
insp inter\al for two inaccessible hydraulic snubbers 
GEARS, 0 E Operating Reactors Branch 4 B2/I2/07 BAUER. E 0 

Philadelphia Electric Co 3pp i6466 236 24X 

Fiche 30-278,02/12/07,8212160531 


—8212160544 Amend B6 to License DPR-56, temp o rari 1 y extending insp 
interval for two inaccessible hydraulic snubbers 
STOLZ.J F Operating Reactor* Branch 4 02/12/07 4pp 

16466 239 24X Fiche 50-278,02/12/07,0212160531 


— 02121 60551 Safety evaluation supporting Amend 06 to License DPR-54 
* Office of Nuclear Reactor Regulation, Director 82/12/07 2pp 
16466 243 24X Fiche 50-270.02/12/07.8212160331 


— 02131 60560 Notice of issuance S- availability of Amend 06 to License 
DPR-56 

STOLZ. J F Operating Reactors Branch 4 02/12/07 2pp 

16466 245 24X Fiche 50-278,03/12/07,0213160531 


B 308190267 IE Info Notice 02-4?, "Correction for Sample Conditions for 
Air it Gas Monitoring " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/18/16 Consolidated Edison Co of Now York, Inc 

1 27pp I662B 191 24X Fiche 50-000, 02/ 12/ 16, B20B190267 


0212230412 Advises that meeting will be arranged to discuss IE Info 
Notice 82-05, "Increasing Frequency of Drug-Related 
Incidents 11 List of topic areas to be discussed encl 
STAROSTECKI.R Division of Project & Resident Program* 83/12/16 
DALTROFF, B L Philadolph la Electric Co 2pp 16503 354 24X 

Fiche 30-277, 82/ 12/ 16, 0212220413 


0308190260 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc Mst end 

JORDAN, E L Division of Engineering L Quality Assurance 02/12/20 
Consolidated Edison Co of Neu York, Inc 108pp 1662B 293 24X 

Piche 50-000. 02/12/ 20, 820019026 9 


R Periodic operating reports & related correspondence 


8J'l 2020349 Forwards "Thermal Mapping Rept 82-7 for 821027 for Thermal 
Monitoring Requirements " Info covers isotherm surveys per 
App B ET6 reporting requirements 

WILLSEY, W 0 Philadelphia Electric Co 02/11/24 IPPOLITO. T A 
Operating Reactors Branch 3 Ip 16278 089 24X 

Fiche 50-277,82/11/24,8212020349 


— -82 1 2020352 "Thermal Mapping Rept 02-7 for 021027 for Thermal Monitoring 
Requirement* " 

* Philadelphia Electric Co 02/11/24 4p p 16279006 24X 

Fiche 50-277, 82/1 1/24, 0212020349 


0P1216OO55 Forwards monthly operating repts for Nov 1902 

COONEY, M J Phi ladelpJiia Electric Co 82/12/10 Director's 
Office, Office of Inspection and Enforcement ip i6446 131 24X 

Fiche 50-277, 82/12/10,8213160053 


■-0212160050 Monthly operating repts for Nov 1982 

ALDEN.N M Philadelphia Electric Co 02/12/10 9pp, 16446 132 
24X Fiche 50-277,02/12/10.8212160095 


8212210158 Forwards Thermal Mapping Rept 82-B re isotherm surveys for 
021119, in compliance w/Ap p P to ET8 

W ILL9EY, U Q Philadelphia Electric Co 82/12/15 IPPDLITO, T, A. 
Operating Reactors Branch 3 lp 16484 303 Z4X 
Fiche 50-277, 82/12/15,0212210158. 


— 8212210162 "Thermal Mapping Rept 82-8 for 821119 for Thermal Monitoring 
Requirements " 

* Philadelphia Electric Co 02-0 82/1 1/19 4p* 16404 309 

24X Fiche 30-277,02/12/13,0212210198, 
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S Reportable occurrences. LERs 4 related correspondence 


02 1 2030205 Forwards LE-R 82-02-2/0 1T-0 Detailed event analysis submitted 
COONEY, 11 J Philadelphia Electric Co 92/11/19 HAYNES, R C 
Region 1, Office of Director 3p p 16304 003 24* 

fiche S0-27Sr 02/11/19, 0212030205 


—0212020203 LER 82-022/01T-0 on 821104, RW HX leaked radioactive water 
into Intake structure via high pressure s-vc water piping an 
021025-1102 Caused by leal between inner floating head 4 
drain connector HX repaired 

COONEY. M J Philadelphia Electric Co 32/11/19 Region 1, 

Office of Director Ip 16304 036 24* Flche 50-279,02/11/1-9, 

8212030205 


DOCKET 50-200 SURRY POWER STAtfON. UWT 1 


F -Security, medical, emergency 4 fire protection plans 


0212060138 Foruards supplemental SER addressing open items re App R, 
including approval of proposed mod concerning relocation of 
on* charging pump, »vc water pujnp it respective water source 
facility in compliance w/App R requirements 

VARGA, S A Operating Reactors Branch t 82/11/10 STEWART, W L 
Virginia Electric 4 Power Co 7pp 16325 355 24X 

Fiche 50-280,82/11/18,82120603 33 


0212060330 Grants requested exemption from requirement of App R Section 
III Q to 1QCFR50 re installation of fixed fire suppression 
f> y * fn control room 

VAKGA, 5 A Operating Reactors Branch 1 82/11/24 STEWART, W L 

Virginia Electric & Power Co 2pp 16323 345 24X 

Ficbe 50-200,82/11/24,8212060338 


— 8212060339 Exemptions from requirement of App R Section III Q to 
I0CFR50 re installation of filed fire suppression sys in 
control room 

ElSENHUT,D 0 Division of Licensing B2/II/24 Virginia 

Electric 6 Power Co 3pp 16323 347 24X Flche 50-280,52/11/24, 

0212040338 


82J20-&0303 Application for amend to Licenses DPR-32 4 DPR-37 Amend 
revises Tech Specs re hours staff will be performing 
safety-related functions 4 audit frequency of station 
emergency plan 

STEWART. W L Virginia Electric 4 Power Co B2/12/0I DENTON, H H 
Office of Nuclear Reactor Regulation, Director VARGA, S A 
tlper^ting Roacfcqrs Drench I 2pp 16312 112 24X 

Flche 50-280,82/12/01,8212060303 


—8212060315 Proposed Tech Spec changes r» hours staff will be 
performing safety-related Functions 4 audit frequency of 
station emergency plan 

* Virginia Electric 4 Power Co 82/12/01 5pp 16312 H4 24X 
Fiche 50-280, 82/12/01, 82J2060303 


0P12O90I66 Act receipt of 821008 4 1117 ltrs. informing NRC of steps 
taken to correct violations noted in IE Safeguard* Itup 
Repts 50-280/82-23 U 50-281/82-23 

LEWTSrR C Division of Project & Resident Programs B2/12/06 
STEWART, W L Virginia Electric 4 Pouer Co 2pp 16359 236 P4X 
Fiche 50-280, 02/ 1 2/06, 02 1 2090 1 6 6 


— 821209-0169 Forwards supplemental response to 821009 ltr re 820908 T£ 
Safeguard* Insp Repts 30-280/82-23 4 50-281/02-23 Response 
withheld <ref I0CFR73 21) 

STEWART, W L Virginia Electric U Power Co 82/11/17 

O'REILLY, J P Region 2, Office of Director Ip 16357 238 VAX 

Fiche 50-280,82/12/06,0212090166 


—8212090175 Responds to NRC 820708 ltr r* violations noted in IE Insp 
Repts 30-280/62-23 4 50-203/82-23 Corrective actions 
withheld (ref 10CFR73 211 

LEA SB UR 0* R H Virginia Electric & Power Go 32/10/08 

0 'REILLY tJ P Region 2, Office of Director lp 163S9 239 L»4X 

Fiche 50-200, 02/12/06,6212070166 


— B2 1209-0 1 BO Forwards IE Safeguards fnsp Repfc-s 50-280/02-23 L 50-2B1/ 
02-23 on 020816-30 It notice of violation N-otice of violation 
4 rept details withheld (ref 10CFR73 2U 

LEWIS , R C Division of Project 4 Resident Programs 02/09/00 
LEASBl/flG, ft H Virginia Electric 6 Power Co 2pp 1635? 240 SAX 
Fiche: 50-200, 02/12/06, 8212070166 


— 8212090185 IE Safeguards Insp Repts 50-280/82-23 4 50-281/02-23 on 
020816-20 Woncomp 1 lance noted failure to control access to 
defensive position & to equip personnel w/cammunicati on 
devices for vital areas Details withheld (ref 10CFR73 21) 

MOORE, D.E j MCGUIRE, D. 8 Diviiion of Engineering & Technical 
Programs 82/07/03 2pp 1635? 242 24X Ftcho 50-200,82/12/06, 

8212070166 


QPI 209041 9 Forwards addl info re status of emergency response 
facilities locations 4 c on s fc. su pp 1 erne n t ing 810601 6 020408 
responses to Generic Ltr 81-10 transmitting NUREG-0676, per 
request 

STEWART. W L Virginia Electric 4 Power Co 82/12/04 DENTON, H H 
Office of Nuclear Reactor Regulation, Director 2pp 16344 2/6 
SAX Fiche 50-000, 02/ 1 2/06, 02120904 1 9 


8^12150059 Forwards revised security drawings Drawings withheld 
(ref I0CFR2 790) 

STEWART, W L Virginia Electric 4 Power Co 82/12/09 DENTON, H N 
Office of Nuclear Reactor Regulation, Director VARGA, S A 
Operating Reactors Oranch 1 lp 16427 362 24X 

fiche 50-000, 82/ 12/09. 82i 21 50059 


0212170036 Releases public version of revised emergency plan 
implementing procedure 

FELTON. J M Division of Rules and Records 82/12/10 Document 
Management Branch lp 16470 003 24X Fiche 90-280,02/12/10. 

8212170036 


— 8212170041 Forward* public version of Revision I to Emergency Plan 
Implementing Procedure EPIP-1 01, "Emergency Manager 
Controlling Procedure " 

STEWART, N L Virginia Electric l Power Co 02/12/01 
0 'REILLY, J P Region 2, Office of Director lp 16470 004 ,MX 
Fiche 50-280, 82/12/10, 0212J 70036 


--8212170044 Public version of Revision l to Emergency Plan Imp lemontinq 
Procedure EPIP-l OJ, "Emergency Manager Controlling 
Procedure 

C0,<. F K , SAUNDERS, R T Virginia Electric i Power Co 92/11/18 
3pp 16479 005 24X Fjche 50-200, 82/12/ 1 0- 821 21 70036 


0212220281 Responds to util 021020 ltr re Revision 7 to security 
program Revision consistent w/10CfR50 94<p) provisions 4 
acceptable Enel to 021020 ltr withheld (ref J0CFR73 211 
VARGA, S A Operating Reactors Branch I 82/12/10 STEWART. W L 
Virginia Electric 4 Power Co 2pp 16523 307 24X 

fiche 90-200, 02/12/10, 8212220201 


0212220+91 Forwards draft SER re App R exemption requests Justification 
that level of protection afforded by existing fire 
protection measures in emergency switch gear rooms 
equivalent to App R r equ i rumen t s not provided 

VARGA, S A Operating Reactors Branch 1 0 2/12/10 STEWART, W L 

Virginia Electric 4 Power Co 7pp 16523 192 24X 

riche 50-200,02/12/10,0212220401 


82J2170024 Forwards request for addl info re security training h 
qual IM cation plans, per util B20917 ltr 

CLARK, R A Operating Reactors Branch 3 S2/12/13 STEWART, W L 

Virginia Electric 6 Power Co 4pp 16480 335 24X 

Fiche 30-000, 02/12/13,82121700 2 4 


8P1 21 70494 Releases public version of revised local govt radiologicdl 
emergency response plans 

FELTON, J M Division of Rules and Records 82/12/13 Document 

Management Branch lp 16479 142 24X Fiche 50-280,82/12/13, 

8212170454 


- -B212170457 Forwards public version of revised local govt radiological 
emergency response plans for Counties of Surry, Isle of 
Wight, York & James City & Cities of Newport News & 

Wi 1 1 lamsbur g, VA 

STEWAR T, W L Virginia Electric U Power Co 82/12/01 

O'REILLY, J P Region 2, Office of Director lp 16479 144 24X 

Fiche 50-280, 82/12/13, 0212170454 


— G21217045B Public version of revised local govt radiological emergency 
response plan* for Counties of Surry, Isle of Wight, York 
& James City & Cities of Newport News & W j 1 1 1 amsb urg , VA 
* Virginia Electric * Power Co 82/11/30 22Bpp 16479 145 
24X Fiche 50-200,02/12/13.8212170454 


0212300195 Responds to 021013 ltr re protection of safeguard* info baft 1 
accepts* le, provided that safe located within protected area 
VARGA, S A Operating Reactors Branch I 82/12/15 STEWART, W L 
Virginia Electric U Power Co 2pp 16612 329 24X 

Fiche 50-280, 02/12/15, B2 12300 175 


GIM2270179 Inform* that although 821209 ltr forwarding security 
drawings failed to contain safeguards statement, drawings 
tuere properly secured, marked & identified as safeguards 
i nfo. 

STEWART, W, L Virginia Electric $ Power Co 02/12/20 DENTON, H U 
Office of Nuclear Reactor Regulation, Director VARGA, S A 
Operating Reactors Branch 1 lp 16539 010 24X 

Fiche 50-000,02/12/20,021227017? 
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P Operating license stage documents & correspondence 


0212060134 Forwards response to NRC B21026 questionnaire re steam 
perforator tube integrity Data for each facility compiled in 
separate sections 

STEWART, W U Virginia Electric ft Aower Co 02/12/01 DENTON, H R 
tJffice ot Nuclear Reactor Regulation, Director E I SENHUT, D 0 
Division of Licensing 5pp 16314 070 24X Fiche 50-000.02/12/01, 

0212060134 


0P 12060204 Notifies that neither facility has addl Tech Specs to be 
submitted, in response to Generic Ltr 82-16 re status of 
NUREG-0737 items 

STEWART. W L Virginia Electric ft Power Co 02/12/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director EI8ENHUT, D G 
Division of Licensing tp 16312 058 24 X Fiche 50-000,02/12/01, 

82 I 2060204 


□212060303 Application for amend to Licenses DPR-32 ft DPR-37 Amend 
revises Tech Specs re hours staff will be performing 
safety-related functions 4c audit frequency of station 
emergency plan 

STEWART, U L Virginia Electric ft Power Co S2/12/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VARGA, 8 A 
Operating Reactors Branch 1 2pp I63J2 112 24X 

Fiche 50-280,82/12/01,0212060303 


— 82120603t5 Proposed Tech Spec changes re hours staff will be 
performing sa f e ty-re la t ed functions ft audit frequency of 
station emergency plan 

* Virginia Electric & Power Co 02/12/01 5pp 16312 114 24X 

Fiche 50-200.02/12/01,8212060303 


GP1 2 1 00012 Advises that Generic Issue 0-24 re containment purge ft INI 
Item II £ 4 2 re containment isolation dependability 
complete Summary of review listed Tech Specs will be issued 
separately 

VARGA* S A Operating Reactors Branch 1 02/12/07 STEWART, W L 

Virginia Electric ft Power Co 3pp 16399 235 24X 

fiche 50-280,02/12/07,82 1 2100012 


0206190263 Generic Ltr 82-32 to all PWR licensees re potential steam 
genprator-r e 1 ated generic requirements Forwards Science 
Applications, Inc draf* rept re subj requirements Comments 
requested within 30 days of ltr Svt list end 

EISENHUT.D 0 Division of Licensing 82/12/09 Conso 1 1 da tod 
Edison Co of New York, Inc 29p p 16629 247 24X 

Fiche 50-000.82/12/09,0200190263 


G212140103 Generic Ltr 82-20 to all licensees of operating 
Westmghouse ft C-E PWRs (except Arkansas Nuclear One, Unit 2 
5c San Onofre 2 ft 3) re inadequate core cooling 
ins fcrumention sys Svc list enc 1 

tlSENHUT.D G Division of Licensing 82/12/10 Yankee Atomic 
Electric Co 27pp 16690 035 24X Fiche 50-000, 82/ 1 2/10, 

8212140103 


Br’l 2280257 Forwards remittance for Invoice D-0063 for review of Amend 4 
to Topical Rept VEP-i, "QA Program - Operations Phase," 
submitted on 020921 & approved on 021006 

STEWART, W L Virginia Electric ft Power Co 02/12/22 DENTON, H R 
Office or Nuclear Reactor Regulation, Director BARR/, ft w Division 
of Accounting Ip 16561 269 24X Fiche 50-000,02/12/22, 

□212280257 


GL'32280349 Forwards Class 11 fee to cover review of 021201 suppl to 
amend License* DPR-32 ft DPH-37 

STEWART, W L Virginia Electric ft Power Co 02/12/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VARGA, B A 
Operating Reactors Branch 1 lp 16561 042 24X 

riche 30-280,82/12/22,0212280349 


0212390191 Informs that completion date, per 020023 supplemental 
response to Generic Ltr 82-05, "Pqs t-Accident Sampling Sys, " 
will be extended to 830601 Status rept expected in Mar 1903 
STEWART, W L Virginia Electric ft Power Co 02/12/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director E1SENHUT, D 0 
Division of Licensing 3pp 16378 052 24X Fiche 50-280,02/12/27, 

□212290191 


Q Inspection reports, IE Bulletins ft correspondence 


B? 12 090267 Forwards IE Insp Rept* 50-200/82-26 ft 50-201/02-26 on 
821004-00 No none Dmp 1 ianc e noted 

DANCE.H C Division of Project ft Resident Programs 82/10/26 
LEASBURO, R H Virginia Electric ft Power Co 2pp 16362 301 24X 

Fiche 50-280,02/10/26,0212090267 


—8212090277 IE Jnsp Repts 50-200/02-26 ft 50-201/82-26 on B21OO4-O0 No 
nancomp 1 lance noted Major areas inspected pipe supports ft 
restraints * Type B b C containment leakage rate testing 
BROOKS, E H , JAPEiF Division of Project b Resident Programs 
02/10/25 4 p p 16362 303 24X Fiche 30-200,82/10/26,8212090267 


8208190240 IE Bulletin 82-03* iRevi s i an 1, "Stress Cracking in Thick- 
Wall , La rge-Di ame te r, Sta l n| e s s Steel, Rec ireu lat i on Sys Piping 
at BWR Plants 11 Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Cons o 1 1 dat ed Edison Co of New York, Inc 

1 1 2p p 16462 163 24X Fiche 50-000.82/10/28,0200190240 


B2 12090 3 85 Advise* that SALP Repts 5D-2B0/B2- J 9, 50-281 /B2- 19, 
5O-33S/02-24 ft 50-339/82-24 have been reviewed & approved 
Overall performance adequate No reply required 
O'REILLY. J P Region 2, Office of Director 02/11/03 

LEASDVRG.R H Virginia Electric b Power Co 2pp 16363 208 24X 

Fiche 50-000,02/11/03.0212090285 


—0212090298 Forwards SALP Repts 50-200/82-19.50-281/92-19.50-330/82-24 
ft 50-339/82-24 for Jul 1980-June 1901 

LEWIS, R C Division of Project b Resident Programs 02/00/04 
LEASBURG, R H Virginia Electric b Power Co 2pp 16365 210 24X 

Fiche 50-000,02/11/03,8212090285 


—0212090306 SAlP Repte 50-280/82-19,50-281/82-19,50-330/02-24 ft 
50-339/82-24 for Jul 19B0-June 1981 Increased mg t attention 
should be directed towards plant operations b operational 
QA 

* Region 2, Office of Director 82/08/04 Bipp 16365 212 24X 

Fiche 50-000, 82/11/03, 0212O9O2Q5 


0^00190245 IE Info Notice 32-42, "Defects Observed in Panasonic Model 
801 6 Model 002 Thermoluminescent Dosimeters “ Svc list 
me 1 

COBDfL 1 Division of Fuel Facilities, Materials b Safeguards 
02/11/05 Consolidated Edison Co of New York. Inc llOpp 

16372 142 24X Fiche 50-000, B2/U/05, 0200190-245 


0200190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Erercise Requirements " Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance 82/11/10 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche 50-000, 02/11/10,8200190251 


3212070276 Ac k receipt of B21029 1 fcr informing NRC of step* taken tn 
correct violations noted in IE Insp Repts 30~2B0/G2-24 ft 
50-201/02-24 

DANCE, H C Division of Project ft Resident Programs 62/11/18 
STEWART, W L Virginia Electric ft Power Co ip 16365 270 24X 

Fiche 50-200,82/11/10,0212090276 


— 621209Q2Q6 Responds to NRC 020729 ltr re violations noted in lb Insp 
Repts 50-300/82-24 ft 50-201/02-24 Corrective actions valve 
pit roofs Covered w/fire retardant plastic 5, sealed 
STEWART, W L Virginia Electric b Power Co 82/10/29 
O'REILLY, J p Region 2. Office of Director 3pp 16363 271 24X 

Fiche 50-200,82/11/10,8212090276 


— B212Q7Q300 Forward* IE Insp Repts 50-200/03-24 ft 5O-2B1/02-24 on 
820002-0903 ft no-tice of violation 

DANCE, H C Division of Project b Resident Programs 82/09/29 
LEASUURG, R H Virginia Electric b Power Co 2pp 16365 274 24X 

Flcha 50-200, 82/11/10, S212070276 


— 0212090304 Notice of violation from Imp on B20G02-090-3 

# Division of Project it Resident Programs 82/09/39 Ip 
16365 276 24X Fiche 50-280,03/11/18,0212090276 


—8212090313 IE Insp Repts 50-200/03-24 b 50-281/83-24 on 830802-0903 
Noncompl lance noted roof leak caused by previous maint work 
degraded safety-related equipment 

BURKE, D J . DAVIB, M J . ORDERS* W J Division of Project b Resident 
Programs 02/09/20 9pp 16365 277 24X Fiche 50-200, 02/ 1 1/IB, 

8212090376 


BM2090213 Ac k receipt of 020716 b 1105 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-280/02-10 b 50-281/82-10 

DANCE, H C Division of Project ft Resident Programs 82/11/19 
STEWART, W L Virginia Electric ft Power Co Jp 16362 279 24X 

fiche 50-230, 02/ 1 1/19, 821 209021 5 


*-0212090217 Re * ponds to NRC B2Q607 ltr re violations noted In IE Insp 
Repts 50-280/82-10 b 50-201/82-10 Corrective actions 
Administrative Procedure 56 re ignition sources amended 
to classify area* for purposes of controlling sources 
STEWART, W L Virginia Electric ft Power Co 02/11/05 
O'REILLY, J P Region 2, Office of Director 2pp 16362 280 24X 

Fiche 3O-20Of 82/11/19, B21 20903 15 


-*-8212090218 Responds to NRC 020607 ltr re violations noted In IE Insp 
Repts 50-280/82-10 ft 50-201/02-10 Corrective actioh* 
process vent syi mod designed ft Administrative Procedure 36 
amended re safety-related area* 

LEABBURO, R H Virginia Electric ft Power Co 02/07/16 

O'REILLY, J p Region 2, Office of Director 4pp 16362 282 24X 

Fiche 50-200,02/11/19,8 212090215 
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— 02I2O9O22© Confirms telcon re IE Insp Repts 50-2SO/G2-1O & 
S0-28J/B2-1 0 Response uill be submitted by 020717 
LEASBUflG.R H Virginia Electric & Power Co 82/07/06 

0 'REILLY* J P Region 2, Office of Director !p 16362 206 24X 

Fiche 90-200,82/11/19.8212090215 


— &212090223 Forward* TE Insp Repts 50-280/82-10 t* S0-2B 1/02-10 on 
020401-30 b notice of violation 

DANCE, H C Division of project l* Resident Program* 02/06/07 
LEASBURQ. ft H Virginia Electric «< Power Co 2pp 16362 287 24X 

Fiche 90-280 . 02/11/19. 8212090219 


— 9212090226 Notice of violation from insp an 820401-30 

•» Division of Project it Resident Program* 82/06/07 2pp 
16362 26? 24X Fiche 50-280,02/11/19.0212090215 


— 0212090234 IE Jnsp Repts 50-280/82-10 %t 90-281/82-10 on 020401-30 
Nuncomp] lan c» noted failure to follow fire protection 
program imp 1 enter t ing procedures 

BURKE, 0 V , 0AVI8.M J j Jtf-IAN, C A Division of Project tt Resident 
Program* 02/06/04 iOpp 16362 291 24X FI che 50-280. 02/ 1 1 /19. 

8212090219 


02001 90256 IE Info Notice 02-46, "Defective & Obsolete Combination 
Padlocks, 11 Svc list encl 

DE/DUNO, ft C Director's Office. Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

I27pp J641 1 065 24 X Fiche 50-000, 02/1 1 /26, 8200 ] 90256 


8PQ019Q257 IE Info Notice 82-47. ''Transporta fr ion of Type A Quantities 
of Non-Fl»sHe Radioactive Matl " 9vc list encl 

CDDB.L f Division of Fuel Facilities, Materials L Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356#>p 

16387 020 24X Fiche 90-000, B2/I 1/30, 8200 1 90257 


021 2290 060 Partial response to FQ I A request for seven categories of 
Info Forwards documents listed in App A Documents I It 3 
already in FDR App B documents available In P0R LPDR 
profiles for 43 1 nna t< Indian Point 3 encl 
FELTON, J Division of Rules and Records 02/11/30 
SCHL IS5EL , D ft New York, State of 7pj> 16607 239 24X 

Fiche 50-000, 82/1 1/30,82122900 60 


—0212290170 Acl« receipt of 761206 Itr Informing NRC of step* taken to 
correct violation noted in IE Inap Repts 50-200/76-14 & 
50-281/76-14 

LONO, F J Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 77/01/14 PROFFITT. W L Virginia Electric it Power Co 
Ip ] 6600 041 24X Fiche 90-0-00, 02/ 1 i /30, 0212290060 


—0212290172 Responds to NRC 76J02I 1 fcr re violation noted in IE In&p 
Rrpts 50-280/76-14 4 50-281/76-14 Corrective action* 
Administrative Procedure 29 redistributed 6 importance of 
proper documentation practices emphasiied 
8 TALL I NO S, C M Virginia Electric fe Power Co 76/12/06 
MOSELEY, N C Region 2. Atlanta, Office of the Director 4pp 
16603 042 24X Fieh* 50-1X30,82/11/30.8212290060 


--8212290173 Forwards IE Imp Repts 50-280/76-14 «< 90-201/76-14 on 
7609i5-i7 Nomcomp 1 lance noted 

LONG, F J Region 2, Atlanta, Reactor Operation* Nuclear Support 
Branch 76/10/21 PROFFITT, W L Virginia Electric h Power Co 
2pp 16608 046 24X Fiche 50-000.82/11/30,0212290060 


—0312290184 IE Insp Repts 50-280/76-14 %t 50-281/76-14 an 760915-17 
Noncomp 1 iance noted failure to follow lag book entry & 
review 4c initial requirements specified in Administrative 
Procedure 29 

SINKULE.W V , LEWIS. F C , ROGERS. R F Region 2, Atlanta, Reocfcor 
Operations Nuclear Support Branch 76/10/19 I3pp 16600 048 
24 X Fiche 50-000, 82/1 1 /30, B21 2290060 


0200190259 IE Bulletin 92-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " 6vc list end 
■DEYC|tJN0,R C Director's Office, Office qf Inspection and 

Enforcement 02/12/03 Conso 1 idated Edison Co of New York, Inc 

113pp- 16413 317 24X Fiche 50-000, 02/J 2/03, 8208190259 


0208190261 IE Info- Notice 82-45, w Fai lures of Agastat Cft 0095 Relay 
Sockets. *’ Svc list encl 

JORDAN. E L Division of Engineering & Quality Assurance 82/12/03 
Consol idated Edison Co of New York, Inc JlOpp 16462 064 24X 

Fiche: 50-000, 82/12/03, B20BI90261 


0212090166 Ack receipt of 021 OOB I It 1117 1 fcr* informing Nft-C of step* 
taken to correct violation* noted in l£ Safeguards Imp 
Repts 50-280/02-23 * 50-2 01/82-23 

LEWIS, ft C Division qf Project it Resident Programs 02/12/06 
STEWART, W L Virginia Electric 6 Power Co 2pp. 163S9 236 24K 

Fiche: 50-260, 82/ 1 2/06 ,0212070166. 


--82I2070169 Forward* supplemental response to 821008 1 fcr re 820900 IE 
Safeguard* Insp Repts 50-200/82-23 & 50-201/02-23 Response 
withheld (ref 10CFR73 21) 

STEWART, W L Virginia Electric i Power Co 82/11/17 

O'REILLY- J P Region 2, Office of Director ip 16359 238 24X 

Fiche 50-20 0, 82/12/06, 0212090166 


—8212090175 Respond* to NRC 020900 Itr re violations noted in IE Insp 
Repts 50-200/82-23 It 50-281/02-23 Corrective actions 
withheld (ref 10CFR73 21) 

LEASBURQ, R H Virginia Electric 4 Power Co 32/10/00 

O'REILLY, J P Region 2, Office of Director ip 16359 23? <-’4/ 

Fiche 50-200. 82/12/06, 0212090166 


—8212090180 Forwards IE Safeguards Insp Kept* 50-280/02-23 4 50-281/ 
82-23 Qn 820816-20 S- notice of violation Notice Of violation 
S, rep t details withheld (ref 10CFR73 21) 

L0WIS,R C Division of Project tt Resident Programs 82/09/08 
LEASBVftG. R H Virginia Electric tt Power Co 2pp 1635? 240 24X 

Fiche 50-280, 32/12/06. 8212090166 


—8212090165 IE Safeguards Insp Repts 50-280/82-23 tt 50-201/02-23 on 
B 20816-2O No-ncomp 1 ianc e noted failure to control access to 
defensive position 6 to equip personnel w/c ommtin i c a 1 1 on 
devices for vital areas Details withheld (ref IOCFR73 21 > 

MOORE, 0 E , MCGUTRE, D R Division of Engineering & Technical 
Programs 82/09/03 2pp 16359 242 24X Fiche 30-280,82/12/06, 

S2 12090166 


Sf.'Ofll 90267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air tt Oa s Monitoring 11 Svc list encl 

DEYQJNO, R C Director's Office, Office of Inspection and 
Enforcement 82/12/16 Con s d 1 1 da ted Edison Co of New York, Inc 
I27pp 16628 191 24X f i che 50-000, 82/1 2/ 1 6* 0200 1 90267 


0208190260 IE Info Notice B2-50, "Mod of Solid State AC Unde? voltage 
Relay* Type 1TE-27 " Svc list encl 

JORDAN, £ L Division of Engineering 4 Quality Assurance 02/12/UO 

Consolidated Edison Co of New York, Inc IO0pp 16620 293 24X 

fiche SQ-CQO. 82/12/20. 8200190268 


0212290261 Forwards Revision 1 to inservice insp program 

tiTEWART.W L Virginia Electric 4 Power Co 02/12/27 DENTON, H K 
Office of Nuclear Reactor Regulation, Diref tor 2pp 16587 106 
24X Fiche 50-280- 82/13/27. Q21229026I 


-8212290264 Inservice insp program, Revi sion 1 

STEWART , N L Virginia Electric 4 Power Co 82/12/27 263pp 

16587 107 24 X Fiche 50-280,02/12/27,8212290261 


ft Periodic operating reports & related correspondence 


8212290238 Forwards monthly operating repts for Oct 1982 & corrected 
page to monthly operating rapt for Sept 1902 W/d corrected 
page 

STEWART,W L Virginia Electric tt Power Cd 02/11/15 HALLER. N M 
Office of Resource Management, Director Ip 16502 116 24X 

Fiche 50-280, B 2/11/15,0212290238 


— 021 2270244 Monthly operating repts for Oc t 1982 

JONES, V Virginia Electric tt Power Co 02/11/09 52pp 
16582 1 1 7 24X Fiche 50-200,82/11/15,8212290230 


S Reportable occurrences, LERs U related correspondence 


3212020090 Forward* LER 82-1S1/03L-0 

WILSON. J L Virginia Electric 4 Power Co 02/11/24 O'REILLY, J p 
Region 2, Office of Director Ip 16272 022 24X 

rich* 50-200. 02 / 1 1/24, 021 2020070 


— 0212020096 LER 02 - 12 1 /Q3L-Q on 821026, alarm setpoint for liquid wasto 
monitor RM-LW-100 exceeded allowable Tech Spec limits Caused 
by Instrument drift Operator took a dmin i s trat i ve control for 
hi<]h alarm isolation Monitor recalibr 

WILSON, J L Virginia Electric 4 Power Co 82/11/24 Region 2, 
Office of Director 2 pp 1&272 023 24X Fiche 50-200,82/11/24, 

8212030090 


0212090096 Forwards LERs 02-1 10/03L-0 t 82-060/03L-0 

WILSON. J L Virginia Electric it Power Co 82/11/30 O'REILLY, J p 
Region 2, Office of Director ip 16357 1 80 24X 

Fiche SO-2QO, 03/11/30, 8212070086 


— 0212090091 LER 02-1 10/03L-0 on 021104 tt 10, specific activity Samples 
of RCS indicated dose equivalent 1-131 level greater than 
Tech Specs Caused by fuel element defect in reactor core 
Sampling frequency implemented until level decreased 
WILSON. J L Virginia Electric 4< Power Co 02/11/30 Region 2, 
Office of Director 4pp 16357 181 24X Fiche 50-200,02/11/30, 

0212090086 
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-a 3 12090098 LER 02-O6O/O3L-O on 821 102i charg ing pump svc water pump 
2-SW-P-1O0 experienced lott of suction pressure Caused by 
Insufficient NPSH Pump vented to restore NP5H 

WILSON, J L Virginia Elettric & Power Co 82/11/30 Region 2. 
Office of Director 3pp 16397 185 24X Fiche 50-280,82/11/30. 

0212090086 


— 8212280206 LER 82 072/03L— O on 02 1 1 26. amp 1 1 f i er readings heat 
tracing panel 11. circuit 2A» fell below acceptance criteria 
Caused by overheating due to maladjusted thermostat 
Defective heat tracing replaced & tested 

WILSON, J L Virginia Electric it Power Cp 82/12/17 Region 2, 

Office of Director 2pp 16562 312 24X Fiche 50-280,82/12/17. 

8212200126 


0212290060 Partial response to FQIA request for seven categories of 
info Forwards documents listed in App A Documents 162 
already in PDR App B documents available in PDR LPDR 
profiles for Ginna 6 Indian Point 3 end 
FELTON, J « Division of Rules and Records 02/11/30 
SCMLISSEL. D A New York, State of 7pp 16607 239 24X 

Fiche 50-000, 82/11/30.8212290060 


— 8212290069 RO 76-12 on 760909, low pressure alarm occurred on safety 
injection accumulator C, resulting in pressure reduction 
Caused by partially open HCV 1936 6 body to bonnet leaks on 
HCV 1898 6 1549 Valves repaired 6 accumulator r eprossuri ted 
STALL! NOS, C M Virginia Electric U Power Co 76/10/01 

MOSELEY, N C Region 2, Atlanta, Office of the Director 5pp 
16607 263 24X Fiche 50-000, 82/1 i /30, 821 2290060 


— 8212290075 RO 76-13 on 7609 16, n orma 1 boric acid makeup to vol control 
tank could not be accomplished due to plugging of chemical It 
vol control sys line l-inch-CH-56-t 52 Cause unknown Line 
will be Inspected for indications of solidification 
STALLINGS, C M Virginia Electric 6 Power Co 76/10/20 
MOSELEY, N C Region 2, Atlanta, Office of the Director 5pp 
16607267 24X Fiche 50-000,82/11/30,8212290060 


—0212290080 RO 76-07 on 7609 13. month 1 y average of gaseous 6 airborne 
particulate wastes for previous 12 months found greater than 
Tech Spec limit Caused by interpretat lona 1 changes in Tech 
Spec Section 3 11 D New limit approved 

STALLINGS, C M Virginia Electric 6 Power Co 76/09/24 
MOSELEY, N C Region 2, Atlanta, Office of the Director 5pp 
16607 273 24 X Fiche 50-000,82/11/30,8212290060 


0212210365 Forwards LERs 82-070/03L-0, 82-1 1 3/ 03L-0 it B2-116/03L-0 
WILSON, J L Virginia Electric it Power Co 82/12/13 O'REILLY, J P 
Region 2, Office of Director Ip 16494 278 24X 

Fiche 50-200,82/12/13,0212210365 


—0212210303 LER 02-Q7O/O3L-O on 82 U 1 9 , rou t i ne walkdown of sve bldg 
revealed open barrier penetration w/no fire watch posted 
Caused by removal of temporary seal on penetration Fire 
watch posted Penetration resealed 

WILSON, J L Virginia Electric it Power Co 02/12/13 Region 2. 
Office of Director 2pp 16494 279 24X Fiche 50-200,02/12/13, 

0212210365 


— — 82122103B8 LER 02-113/O3L-O on 02 1 121 , rad i a t i on monitor recorder found 
inoperable Caused by slipped drive cable Drive cable 
reinstalled & recorder returned to svc 

WILSON, J L Virginia Electric 6 Power Co 02/12/13 Region 2, 
Office of Director 2pp 16494 2Q1 24X Fiche 50-260,82/12/13. 

0212210365 


— 8212210397 LER 82-116/03L-0 on 02 1 1 13, c onto i nment spray chemical 
addition tank level decreased below Tech Spec limit Caused 
by loss of vol due to leakage past manual isolation valve 
during maint Valve torqued shut Tank refilled 

WILSON, J L Virginia Electric & Power Co 02/12/13 Region 2, 
Office of Director 3pp 16494 283 24X Fiche 50-280,82/12/13. 

8212210365 


BP 1 2280126 Forwards LERs 82-1 05/03L-0, 82-U7/Q3L-0 it 82-072/03L-0 
WILSON, J L Virginia Electric it Power Co 02/12/17 O'REILLY, J P 
Region 2, Office of Director lp 16562 306 24X 

fiche 50-200,02/12/17,8212280126 


Y Dry Cask Independent Spent Fuel Storage Installations 


8212220170 Advises that application for dry cask ISFSI docketed on 
B21015 Application evaluated for completeness & 
ac c ep ta b i 1 1 ty Details of cask must be provided to NH 
Davison before licensing action can be completed 

ROUSE, L C Advanced Fuel u Spent Fuel Licensing Branch 02/12/03 
LEASBURG, R H Virginia Electric i Power Co 2np 16323 361 24X 

Tiche 30-280, 82/ 12/03, 8212220170 


8212220005 Forwards notice of consideration of matl license for storage 
of spent fuel transmitted to Oft of FR for publication 
ROUSE, L C Advanced Fuel U Spent Fuel Licensing Branch 02/12/06 
LEASBURG, R H Virginia Electric it Power Co 2pp 16529 144 24X 

Tiche 50-200,02/12/06,8212220003 


0212220007 Notice of consideration of matl license for storage of spmt 

ROUSE, L C Advanced Fuel 8, Spent Fuel Licensing Branch 02/12/03 
4pp 16329 146 24X Fiche 30-280,82/12/06,8212220005 


8W 2230 147 Notice of correction of typographical error in 821209 FR 
notice re c o n s i dera t i on of matls license for storage of 
{.pent fuel 

ROUSE, L C Advanced Fuel 6 Spent Fuel Licensing Branch 02/12/10 
2pp 1 6544 036 24X Fiche 30-200,02/12/10,0212230147 


DOCKET 50-281 SURRY POWER STATION. UNIT 2 
F Security, medical, emergency fire protection plans 


S?i 20601 30 Forwards supplemental 5ER addressing open items re App Ft, 
including approval of proposed mod concerning relocation of 
one charging pump, svc water pump respective water source 
Facility in compliance w/App R requirements 

VARGA, S A Operating Reactors Branch 1 02/11/1G STEWART, W L 

Virginia Electric It Power Co 7pp 16325 355 24X 

fiche 50-280.02/11/10,8212060138 


8? J 2060338 Grants requested exemption from requirement of App R Section 
III 0 to 10CFR50 re Installation of fixed fire suppression 
t ys in con tro 1 room 

VARGA, S A Operating Reactors Branch 1 82/11/24 STEWART, W L 

Virginia Electric i> Power Co 2pp 16323 343 24X 

Tiche 50-280, 82/1 1/24, 0212060338 


•8212060339 Exemptions from requirement of App R Section III G to 
IOCFR50 re installation of fixed fire suppression aus in 
control room 

EISENHUT.D 0 Division of Licensing 02/11/24 Virginia 
Electric U Power Co 3pp 16323 347 24X Fiche 50-280.82/11/24, 

8212060330 


8212060303 Application for amend to Licenses DPR-32 It DPR-37 Amend 
revises Tech Specs re hours staff will be performing 
safety-related functions i audit frequency of station 
emergency plan 

STEWART, W L Virginia Electric it Power Co 82/12/01 DENTON, M R 
Office or Nuclear Reactor Regulation, Director 2pp 16312 112 
24X Fiche 50-280,82/12/01,8212060303 


•8212200140 LER 82-105/03L-0 on 621123# amp 1 1 f 1 er reading for heat 
tracing panel 9, circuit 7A»fell below acceptance criteria On 
021126, low reading detected for panel 8 Caused by excessive 
heat Defective heat tracing replaced it tested 

WILSON, J L Virginia Electric 6 Power Co B2/12/17 Region 2, 
Office of Director 2pp 16562 307 24 X Fiche - 50-280, 82/ 12/ 17. 

8212290126 


•0212200152 LER 02-U7/O3L-O on 021 129, spec i fic activity samples of RC8 
indicated dose equivalent 1-131 level greater than Tech Spec 
limit Caused by fuel element defect in reactor core 
Accelerated sampling frequency implemented 

WILSON, JL Virginia Electric it Power Co 02/12/17 Region 2, 
Office of Director 3pp 16562 309 24X Fiche 50-280,82/12/17, 

8212200126 


— 0212060315 Proposed Tech Spec changes re hours staff will be 
performing safety-related functions i< audit frequency of 
station emergency plan 

# Virginia Electric it Power Co 02/12/01 5 pp 16312 J 1 4 24X 

Fiche 50-200, 82/12/01, 02I2O6O3O3 


8212090166 Ack receipt of 821008 it 1117 ltrs Informing NRC of sttps 
taken to correct violations noted in IE Safeguards Insp 
Repts 50-200/02-23 it 50-201/02-23 

LEWIS, R C Division of Project it Resident Programs 82/12/06 
STEWART# W L Virginia Electric It Powei Co 2pp 16359 236 24 Y 

Fiche S0-2B0, 02/12/06, 0212090166 


•021209016? Forward* supplemental response to 821000 1 tr re B2090B IE 
Safeguards Insp Repts 50-280/82-23 it 50-201/02-23 Response 
withheld (ref 10CFR73 21) 

STEWART, W I- Virginia Electric it Power Co 02/11/17 

O'REILLY, J P Region 2, Office of Director lp 16339 238 ,'4X 

Fiche 50-280, B2/ 12/06, 0212090166 
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-02J 20901 75 Responds to NRC 020903 ltr rp violations noted in IK Insp 
Kept* 5-0-280/02-23 b 50-291/82-23 Corrective actions 
withheld Cref 10CFR73 21 ) 

lE/SBURG , R H Virginia Electric L Pouer Ca B2/10/0B 

O'REILLY- J P Region 2, Office of Director ip 16359 239 24X 

Fiche 50-280.82/12/06, 0212090166 


—8212090190 Forward* IE Safeguards Insp Repts 50-280/92-23 b 50-291/ 
62-23 on 02OB16~2G L notice of violation Notice of violation 
b re p ft details withheld iref I0CFR73 21 i 

LEWIS, R C Division of Project b Resident Programs 82/09/OB 
LEAS BURG. ft H Virginia Electric & Power Co 2pp 16359 2-40 24X 

Fiche 50-280. 02/12/06. 821 2090 166 


-9212090185 IE Safeguards Insp Repts 50-280/82-23 b 50-281/02-23 on 
820016-20 Noncomp 1 lane e noted failure to control access to 
defensive position b to equip personnel w/communi-cat i on 
devices for vital areas Details withheld tref 1QCFR73 SI > 

MOORE- D E Division of Engineering & Technical Programs 
82/09/03 2pp 16359 242 .24* Fiche 50-200.82/12/06-0212090166 


8212090*119 Forwards addl info re status of emergency response 
facilities locations U cons t, sup.p 1 emen ting 01O6OJ b 020408 
responses to Generic Ltr 81-10 tr a nsm 1 1 fci ng MUHEG-0696, per 
i equest 

STEWART. W L Virginia Electric b Power Co 82/12/06 DENTON. H H 
Office of Nuclear Reactor Regulation- Director 2pp 16364 276 
24X Fiche 50-000,02/12/06,0212090419 


8212150059 Forwards revised security drawings Drawing* withheld 
(ref 10CFR2 790) 

0TEWA4T, W L Virginia Electric b Power Co 02/13/09 DENTON. M U 
Office of Nuclear Reactor Pegulatien- Dir-ec tnr VARGA, 6 A 
Iterating Reactors Dranch 1 lp 16427 363 24X 

fiche 50-000. 02/12/O9, B2J 21 50059 


GP12170036 Releases public version of revised emergency ptan 
implementing procedure 

FELTON. J N Division of Rules and Records 02/12/JO Document 

Management Branch lp 16470003 P4X Fiche 50-200.82/12/10. 
8212170036 


--8212I7004J Forwards public version- of Revision ) to Emergency Plan 
Implementing Procedure EPIP-1 01, "'Emergency Manager 
Controlling Procedure " 

STEIVART. If L Virginia Electric U Power Co 02/12/01 
0 'REILLY. J P Region 2- Office of Director ip 16478 004 24X 

Fiche 50-200,02/13/10,8212170036 


-0212170044 Public version of Revision 1 to Emergency Plan Implementing 
Procedure EPlP-J 0£- "Emergency Manager Controlling 
Procedure " 

CO/.F H . SAUNDERS, R T Virginia Electric b power Co 02/ 11/IB 
3pp 16478 003 24X F icfie 50-280- 02/12/ 10, 8212170036 


0212220281 Responds te utii 821020 ttr re Revision 7 to security 
program Revision consistent U/10CFR50 54fp) provisions t* 
acceptable End to 821028 Hr withheld (ref 10CFR73 2J > 

VARGA. S A Operating Reactors Branch 1 02/13/10 STEWART, W L 

Virginia Electric b Power Co 2pp J 6523 307 34X 

Fiche 50-200.82/12/10-0212220201 


8P12220481 Forwards draft SER re App R exemption requests Justification 
that lesel of protection afforded by existing fire 
protection measures in emergency switch geaT rooms 
equivalent to App R requirements not provided 

VARGA- 5 A Operating Reactor* Branch 1 92/12/10 STEWART. W L 

Virginia Electric b Power Co 7?p 16323 192 24* 

Fiche 50-280, 02/ 1 2/ 10. 8 21 222048 1 


0212170024 Forward* request for addl info re security training U 
qualification plan*, per util 830917 ltr 

CLARK, R A Operating Reactors Branch 3 03/12/13 STEWART- bf L 

Virginia Electric b Power Co 4pp J 6400 335 24X 

riche 50-000- 92/12/13. 8212170024 


0212170454 Release* public version of revised local govt radiological 
emergency response plans 

FELTON, V M Division of Rules and Records 82/J2/J3 Document 

Management Branch lp JA479 142 24X Fiche 50-230,02/12/13, 

0212170454 


*8212170457 Forwards public version of revised local govt radiological 
emergency response plans for Counties of Surry. Isle of 
Wight. York b James City 8? Cities of Newport News & 

Iff mawsbwrg. VA 

STEWART, U L Virginia Electric b Power Co 02/13/01 
0 'REILLY- J P Region 2, Office of Director lp 16479 144 S4X 
Fiche 5O-20O.02/J2/J3, 9212J70454 


— 0212170450 Public version pf revised local govt radiological emergency 
response plant for Counties of Surry, Isle of Wight- York 
br James City & Cities of Newport News b Will xamaburg, VA 
» Virginia Electric b Power Co 82/11/30 228pp 16479 145 

24X Fiche 50-280. 82/12/13 - 821 2170454 


8212300195 Responds to 021013 ltr re protection of safeguards infa Safe 
acceptflb le- pr ovided that safe located within protected area 
VARGA, S A Operating Reactors Branch 1 82/12/15 STEWART, W L 

Virginia Elec trie * Power Co 2pp 16613 329 24X 

Fiche 50-280,82/12/15-0212300195 


8212270179 Informs that although 021209 ltr forwarding security 
drawings failed to contain safeguards statement- drawl ngs 
were properly secured, marled b identified as safeguards 
i nfo 

STEWART, W L Virginia Electric b Power Co 02/12/20 DENTON, H R 
Office of Nuclear Reactor Regulation- Director VARGA, S A 
Operating Reactors Branch 1 lp 16539 010 24X 

Fiche 30-000, 02/12/20, 0212270179 


P Operating license stage documents b correspondence 


8P12060134 Forwards response to NRC 021026 questionnaire re steam 
generator tube integrity Data for each facility compiled in 
separate section* 

STEWART. U L Virginia Electric b Power Co 83/12/01 DENTON- H f? 
Office of Nuclear Reactor Regulation- Director EI8ENHUT, 0 G 
Division of Licensing 3pp 16314 070 24X Fiche 50-000, 82/12/0l 4 

0212060134 


8212060204 Notifies that neither facility has addl Tech Specs to be 
submitted- in response to Generic Ltr 02-16 re status of 
NUREO-0737 items 

STEWART, W L Virginia Electric A Power Co 02/12/01 DENTON, H F# 
Office of Nuclear Reactor Regulation- Director EISENHVT, D G 
Division of Licensing lp I63J2 050 24X Fiche 50-000,02/12/01- 

0212060204 


6212060303 Application for amend to Licenses DPfl-32 & DPR-37 Amend 
revises Tech Spec* re hours staff will be performing 
*af ety-r elated functions & audit frequency of station 
emergency plan 

STEWART, W L Virginia Electric & Power Co 02/12/01 DENTON, H R 

Office of Nuclear Reactor Regulation- Director VARGA, S A 
Operating Reactors Branch 1 2pp 16312 112 24X 

Fiche 50-260,62/13/01.8212060303 


— 6213060315 Proposed Tech Spec changes re huurs staff will be 
performing *a f e ty-re 1 a ft ed functions b audit frequency of 
station emergency plan 

* Virginia Electric b Power Co 02/12/01 5pp 16312 114 24X 

Fiche 50-200,82/12/01-0212060303 


0P121OOOI2 Advises that Qeneric Issue D-24 re containment purge & 1MI 
Item II E 4 2 re containment isolation dependability 
complete Summary of review listed Tech Specs will be issued 
separatpl y 

VARGA, S A Operating Reactors Branch I 82/12/07 STEWART, W L 
Virginia Electric b Power Co 3pp 16399 235 24X 

Fiche 50-200. 02/12/07, 8212100013 


BF08190263 Generic Ltr 82-32 to all PWR licensees re potential Steam 
generator-related generic requirements Forwards Science 
App 1 i ra t i on*, Inc draft rept re subj requirements Comments 
requested within 30 days of ltr Sve list end 

EISENNUT, D G Division of Licensing B2/12/0? Consolidated 
Edison Co. of New York- Ific 29pp 16629 247 24X 

Mche 50-000, 82/12/09- 8200190263 


8212130327 Advises of repair within ASME Class 2 sys boundary during 
821507 malnt outage Basis for request for relief from post- 
repair test requirements per ASME Section XI provided 
STEWART- W L Virginia Electric b Power Co 02/12/09 DENTON- H R 

Office of Nuclear Reactor Regulation, Director VARGA, S A 
Operating Reactors Branch 1 2pp 16389 270 24X 

Flch* 50-281,02/12/09,0212130327 


8212140103 Generic Ltr 02-20 to all licensees of operating 
Weiti nghouse & C-E PWfls (except Arkansas Nuclear One- Unit 2 
b San, Onofre 2 b 3) re inadequate core cooling 
instrumentation sys Svc list end 

ElSEWHUTrD- 0 Division of Licensing 02/12/10 Yankee Atomic 
Electric Co 27pp 16690 035, 24X Fiche 50-000,02/12/10- 

82121 40103 


B2I2280O73 Forwards check in payment of fees far review of request for 
relief from requirements of ASME Section XI 

STEWART, W L Virginia Electric b Power Co 82/12/21 DENTON- H R 
Office of Nuclear Reactor Regulation, Director VARGA, 8 A 
Operating Reactors Branch 1 ip 16564 235 24X 

Fiche 50-281,02/12/21-8212280073 
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8P12280257 Forwards remittance for Invoice B-0063 for review of Amend 4 
to Topical Rept VEP-1# "GA Program - Operations Phase," 
submitted on 020921 G# approved on 621006 

STEWART# W L Virginia Electric h Power Co 82/12/22 DENTON. H R 
Office of Nuclear Reactor Regulation. Direc tor BARRY. L M Division 
of Accounting Ip 16561 269 24X Fiche 50-000,82/12/22. 

0212200257 


B212280349 Forward* Class II fee to cover review of 821201 suppl to 
emend Licenses DPR-32 ty DPR-37 

STEWART# W L Virginia Electric * Power Co 02/12/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VARGA, S A 
Operating Reactor* Branch 1 lp 16561 042 24X 

Tiche 50*- 200, 82/12/22, 8212280349 


6212290191 Informs that completion date# per 820823 supplemental 
response to Generic Ltr 82-05, "Post-Accident Sampling Sys. “ 
will be extended to 830601 Status rept expected in Mar 1983 
STEWART- W L Virginia Electric tt Power Co 82/12/27 DENTON, H R 
Office of Nuc lear Reactor Regulation, Director ETSENHUT, [> 0 
Division of Licensing 3pp 16578 052 24X Fiche 50-200# 82/12/27, 

8212290191 


G Inspection reports# IE Bulletins & correspondence 


9LM 2090267 Forwards IE insp Repts 50-280/82-26 U 50-201/82-26 on 
821004-08 No noncompliance noted 

DANCE, H C Division of Project it Resident Programs 02/10/26 
LEASBURO, R H Virginia Electric It Power Co 2pp 16362 301 24X 

riche 50-260# 82/10/26, 0212090267 


- -8212090277 IE In*p Repts 30-280/62-26 It 50-281/02-26 on 821004-08 No 
none omp 1 1 an c e noted Major areas inspected pipe supports it 
restraints It Type Q & C containment leakage rate testing 
BROOKS, E H , JAPE, F Division of Project & Resident Programs 
82/10/25 4pp 16362 303 24X Fi che 50-380, 02/10/26, 0212090267 


8200190240 IE Bulletin 02-03. Rev i s i on 1, "Stress Cracking in Thick- 
Wall# Large-Di ameter, Sta in I ess 8 tee 1, Rec ircu 1 a t i on Sys Piping 
at BU'R Plants " Svc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York, Inc 

li2pp 16462 163 24* Fiche 50-000,02/10/28,0208190240 


BP 1 2090205 Advises that SALP Repts 50-200/02- 19# 50-201/02-19# 
50-330/82-24 fc 50-339/02-24 have been reviewed & approved 
Overall performance adequate No replg required 
O 'REILLY, J P Region 2, Office of Director 82/11/03 

LEASBURO, R H Virginia Electric it Power Co 2pp 16363 208 24X 

Fiche 30-000,02/11/03,8212090205 


—0212090298 Forwards SALP Repts 50-200/02- 1 9, 50-281 /02- 1 9# 50-330/02-24 
fy 50-339/82-24 for jul 1980-June 1981 

LEWIS# R C Division Of Project << Resident Programs 82/00/04 
LEASBURO, R H Virginia Electric & Power Co 2pp 16365 210 24X 

Fiche 50-000, 82/1 1/03# 8212090205 


—021 2090306 SALP Repts 50-280/82-19,50-801/02-19,50-338/82-24 8c 
50-339/82-24 for Jul 1980-Jun* 1981 Increased mgt attention 
should be directed towards plant operations It operational 
OA 

* Region 2, Office of Director 02/08/04 Gipp 16365 212 24X 

Fiche 50-000,82/11/03.8212090205 


0208190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
BO! & Model 002 Thermoluminescent Dosimeters " Svc list 
enc 1 

COBB,L I Division of Fuel Facilities, Materials Safeguards 
02/11/05 Consolidated Edison Co of New York# Inc llOpp 
16372 M2 24X Fiche 50-000,02/11/05,8200190245 


0«.'O019O25l IE Info Notice 82-44, "Clarification of Emergency Plan 
Ixercise Requirements " Svc list end 

U Of? DAN , E L Division of Engineering & Quality Assurance B2/1I/1B 
Consolidated Edison Co of New York, Inc 109pp 16411 179 24X 

Fiche 50-000, 82/11/10, 8200190251 


8212090276 Ac k receipt of 821029 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-280/82-24 & 
50-261/82-24 

DANCE, H C Division of Project it Resident Programs 62/11/10 
STEWART, W L Virginia Electric t* Power Co ip 16365 270 84 X 

Fiche 50-200,82/11/18,0212090276 


— 0212090296 Responds to NRC 02092? ltr r« violations noted in lb Insp 
Repts 50-280/02-24 & 50-281/02-24 Corrective actions valve 
pit roofs covered w/fire retardant plastic & sealed 
STEWART, W L Virginia Electric & Power Co 02/10/2? 

O'REILLY, J p Region 2, Office of Director 3pp 16365 271 24X 

Fiche 50-280,02/11/10,9212090276 


—8212090300 Forwards IE Insp Repts 50-280/02-24 6 50-201/82-24 on 
020602-0903 it notice of violation 

DANCE. H C Division of Project L Resident Programs 82/09/29 
LEASBURO, R H Virginia Electric fc Power Co 2pp 16365 274 ?4X 

Fiche 50-200. 82/11/ IS# 0212090276 


— 0212090304 Notice of violation from insp on B20BQ2-0903 

* Division of Project 4# Resident Programs 92/09/27 Ip 
16365 276 24X Fiche 50-260,82/11/18,8212090276 


— 0212090313 IE Insp Repts 50-280/82-24 it 50-281/B2-24 on 920802-0903 
Noncomp 1 ian ce noted roof leak caused by previous maint work 
degraded safety-related equipment 

BURKE.D J , DAVIS# M J , ORDERS, W J Division of Project it Resident 
Program* 62/09/26 9pp 16365 277 24X Fiche 5O~20O, 82 ' J1 / 10, 

821 2090276 


021209021 5 Ack receipt of B20716 a# 1105 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-200/82-10 tt 50-28 1/B2- JO 

DANCE, H C Division of Project * Resident Programs 02/11/3? 
STEWART, W L Virginia Electric *# Power Co Jp 16362 279 MY 
Fiche 50-260, B2/U/39, 0212090215 


— 8212090217 Responds to NRC 820607 ltr re violations noted in IE Insp 
Repts 50-230/62-10 St 50-261/02-10 Corrective actions 
Admini s fcrat i ve Procedure 56 re ignition sources amended 
r d classify area* for purposes of controlling sources 
STEWART, U L Virginia Electric t Power Co 02/11/05 
□ ■'REILLY. J p Region 2, Office of Director 2pp 16362 200 »*4> 

Fiche 50-280,82/11/19,8212070215 


■—021 20902 J 8 Responds to NRC B20607 ltr re violations noted in It Insp 
Repts 5O-20O/B2-1O 2# 50-281/82-10 Corrective actions 
process vent sys mod designed b Administrative Procedure 56 
amended re $af ety-rd lated areas 

LEASBURO. R H Virginia Electric t# power Co 82/07/16 
O'REILLY.J p Region 2, Office of puoctor 4pp 16362 20,2 24/ 

Fiche 50-280,82/11/19,82 12070215 


--6212090220 Confirms tel con re IE Insp Repts 50-280/82-10 8# 
50-281/82-10 Response will be submitted by 620717 
LEASBURO.# R M Virginia Electric *y Power Co 02/07/06 

O'REILLY., J P Region 2# Ofrice of Director ip 16362 2Q6 24> 

Fiche 50-280,82/11/17# 8212090215 


* 0212090223 Forward* IE Insp Repts 50-280/02-10 S# 50-291/82-10 on 
820401-30 notice of violation 

DANCE, H C Division of Project it Resident Program* 82/06/07 
LEASBURG.R H Virginia Electric ty Power Co 2pp 16362 207 24X 

Fiche 50-200# 83/11/1?# 8212090215 


— 8212090226 Notice of violation from insp on 820401-30 

* Division of Project ty Resident Programs 82/06/0/ 2pp 
14362 289 24 X Fiche 50-200.02/11/19,8212090215 


— 0212090234 IE Insp Repts 90-280/82-10 h 50-281/82-10 on 020401-30 
Nonconpliar>ce noted failure to follow fire protection 
program implementing procedures 

BURKE# D J , DAVIB# M J . JULIAN, C A Division of Project i, Resident 
Programs 02/06/04 10pp ! 6362 291 24X Fiche 50-280,8 2/11/19, 
8212090215 


8208190256 IE Info Notice 82-46, "Defective l# Obsolete Combination 
Padlock* " Svc list end 

DEYOUNG# R C Director's Office, OPfice of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York- Inc 

1 27pp 16411 065 24X Fiche 50-000,82/11/26.0208190256 


0208190257 IE Info Notice 82-47# “Transportation of Type A Quantities 
of Won-Fissile Radioactive Mali " Svc list end 
CODB.L I Division of Fuel Facilities# Materials 1/ Safeguards 
02/11/30 Consolidated Edison Co of New York. Inc 356pp 

J 6387 028 24X Fiche 50-000,02/11/30,8200190257 


QP12290060 Partial response to F01A request for seven categories of 
info Forwards documents listed in App A Documents 1 i. 2 
Already in PDR App B documents available in PDA LPDR 
profiles for Ginna l Indian Point 3 encl 
F ELTON# J M Division of Rules and Records 02/11/30 
SCHLISSEL.D A New York, State of 7pp 16607 23? 24X 

Fiche 50-000, 02/1 1/30, 8212290060 


— Q212290170 Ack receipt of 761206 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-200/76-14 it 
50-281/76-14 

LONG, F J Region 2, Atlanta# Reactoi Operations NucleaT Support 
Branch 77/01/14 PROFFITT# Id L Virginia Electric U Power Co 
lp 16608 041 24 X Fiche 50-000, 02/ li/30, B212290060 
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-8212^90172 Respond* to NR.C 761021 1 tr re violation noted in IE Ini.p 
Repti. 50- 2ao/76-14 S 39-2B J /76- 1 4 Corrective action* 
Administrative Procedure 29 redistributed It Importance of 
proper doc orient a t ion practices emphasi ifd 
STALLINGS, C M Virginia Electric K Power Co 76/12/06 
MOSELEY, NC Region 2. Atlanta. Office of the Director 4pp 
16*03 042 S4X F iche 50-000. 82/11/30,8212290060 


’-8212290170 Forward* IE Insp Rep ts 50-280/76-14 I# 50-201/76-14 on 
760915-17 Noncomp 11 ant* noted 

LONO.f J Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 76/10/21 PRQFF ITT. If L Virginia Electric & Fewer Co 
2pp 16603 046 24X Fiche 30-000.02/11/30.6212290060 


—92 1 2290 164 IE Ir\*p Kept* 50-280/76-14 U 50-291/76-14 on 760915-17 
Noncocnp 1 s an c e noted failure t a follow log booh entry U 
review 4 initial requirement* specified in Administrative 
Procedure 29 

SIRKULE, /I V . LEWIS* R C , ROGERS, R F Region 2, Atlanta. Reactoi 
Operations Nuclear SuppoTt Branch 76/10/19 13pp 16609 D48 
24/ Fiche 50-COO. 92/ M /30* 0212290060 


0,^08190259 l£ Bulletin 62-04. "Def jc lent i es i ti Primary Containment 
Hecirlcal Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Officer Office of Inspection and 

bnf ot c e.nent 92/12/03 Consolidated Edison Co of New York, Inc 

1 I3pp !64 1 t 317 24X Ficlie 50-000, 02/ 1 2/03, 8209 190259 


8203190261 IE Info Notice 62-49. -Failures of Agasfcat CR 0095 Rejay 
C'OtVet* " Svc list snei 

JORDAN. E L Division of Engineering U Quality Assurance 62/12/03 
Consolidated Edison Co of New York, inc llOpp 16462 064 24X 

f ithe 50-000,02/12/03,9208190261 


BJJ2090S66 Ac k receipt of 921008 U 1117 Itrs informing NRC of s trj> s 
taken to correct violations noted in IE Safeguards Insp 
Rep ts. 50-280/82-23 l 30-291/02-23 

LEWIS, R C Division of Project ic Resident Programs 62/12/06 
STEWART, W L Virginia Electric ir Power Co 2pp 16359 236 24X 

Fiche 50-230,82/12/06,0212090166 


-B2IB090 l 69 forwards supplemental response to 821003 Itr re B209GB IE 
Safeguards Insp Repfc* 50-280/92-23 & 5Q-2G1/B2-23 Response 
withheld <r*f 10CFR73 21) 

STEWART, W L Virginia Electric L Power Co 92/11/17 

O'REILLY, J P Region 2, Office of Director Ip 16359 230 24X 

Fiche 50-280, 82/12/06. 8212090166 


-Q2I209O1 75 Responds to NR C 620900 itr re violations noted in IE Insp 
flepts 50-20 0/02-23 5 50-281/02-23 Corrective action* 
withheld <ref 10CFR73 21 > 

LEASBVRC, R H Virginia Electric *< Power Co 82/tO/OB 

O'REILLY, J P Region 2, Ofrice of Director Ip 16359 239 P4X 

FI Che 30-230,82/12/06.6212090166 


-9212090100 Forward* IE Safeguards Insp Rept* 50-280/02-23 Ic 50-201 / 
02-53 on 820316-20 L notice of violation Notice of violation 
I r rep t details withheld (ref 10CFR73 211 

LEWIS. R C Division of Project L Resident Programs S2/09/0S 
LEASDURG, J? H Virginia Electric Sc Power Co 2pp 16359 240 24X 

Fiche 30-280*92/12/06.8212090166 


—9212090105 IE Safeguards Insp Repts 50-280/82-23 h 50-201/82-23 on 
020916-20 Noncnmplian.ee noted failure to control access to 
defensive position Zt to equip personnel w/c ojnmwn i c at i o n 
devices for vital area* Detail* withheld (ref 10CFR73 21 > 

MO ERE, D E , MCGUIRE. D R Division of Engineering U Technical 

Programs 02/09/03 2pp 16359242 24X Fiche 50-280, 82/ 1 2/06, 

8212090166 


0«*1 2220296 Advises that 821209 re-quest For relief from 1977 ASME 
Section XI requirement* for inservice insp hydrostatic test* 
qranted Relief allows replacement of l 5-inch drain valve* 
upstream of main steam trip valve u/e performing test 
VARGA. E A Operating Reactor* Branch 1 02/12/10 STEWART, U L 

Virginia Electric h Powbt Co 3pp 16523 259 24X 

Fiche 50-281, 02/12/10,021222029 6 


- “0212220299 Notice of granting of relief from ASME Code Section XI 
inserviee insp requirements 

VARGA, S A Operating Reactor* Branch 1 02/12/10 2pp 

16523 26 E 24X Fiche 50-231,82/13/10,0212220296 


0L’{j 8I9O267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air L Gai Monitoring M Svc list encl 

DEYOUNGiR C Director's Office, Office of Inspection and 
bn Porcement 82/12/16 Coti*oJ ida ted Edison Co of New YutIo Inc 

127pp. 16628 191 24X Fiche 50-000,03/15/16,0200190267 


0^08190268 IE Ijifo Notice 02-50, "Mod of Solid State AC Undervo 1 tagt? 
Relays Type ITE-27 " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 62/12/20 
Consolidated Edison Co of New York, Inc I08pp 16620 293 24X 

fiche 50-000,82/12/20,0200190268 


0212290459 Forwards "Inservice Insp Program, I n terva 1 3,830420-930420 " 
bTEWART. W L Virginia Electric & Power Co 02/12/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director EISENNUT. D 0 
Division of Licensing Ip 16583 273 24X Fiche 50-201,03/12/27, 

02 I 22904 59 


— 8212290474 " I n* ervic e Insp Prog ram, Interval 2,830420-930438 " 

* Virginia Electric t Power -Co 02/12/22 397pp 1*303 2/4 

24< Fltht 50-231,82/12/27, 8212290459 


R Periodic operating report* & related correspondence 


821 2290236 Forward* monthly operating repts for 0c t 1902 L corrected 
page to monthly operating rept for Sept 1902 W/o corrected 
page 

STEWART. M L Virginia Electric & Power Co 02/11/15 HALLER, N M 
Office of Resource Management, Director Ip 16582 116 24X 

Fiche 30-200,02/11/13*0212290238 


--Q212290244 Monthly operating repts for Oct 1982 

JONES# V Virginia Electric & Power Co 92/11/05 52pp 
16582 117 34X Fiche 50-280, 02/11/ 1 5. 821 2290238 


& Reportable occurrences, LERs Z/ related correspondence 


02 12090036 Forward* LER* 02--11O/O3L-O «, B2-060/03L-0 

WILSON, J L Virginia Electric & Power Co 82/11/30 O'REILLY, JP 
Region 2 , Office of Director lp 16357 1 80 24X 

Fiche 50-200,82/11/30,8212090 0 06 


--0212090098 LEft 02-O6O/O3L-O on 821 1 02. c harg i ng pump svc water pump 
2-SN-P-IO0 experienced loss of suction pressure Caused by 
insufficient NPSH Pump vented to restore NPSK 

WILSON, J L Virginia Electric 5, Power Co 02/11/30 Region P. 
Office of Director 3pp 16357 105 24X Fiche 50-200,02/11/30, 

8212090006 


QI'12290060 Partial response to FOfA request for seven categories of 
info Forward* documents li*ted in App A Documents 1 & 2 
already In PDR App 0 documents available in PDR LPDR 
profiles fur Oinna 5c Indian Paint 3 encl 
FELTON, J M Division of Rules and Records 82/JI/30 
8CHLISSEL, D A New York, State of 7pp 16607 239 24X 

Mche 50-000,82/11/30,02122900 60 


— 0212290085 RO 76-05 on 760915, p ressur i i er level fell below 457 level 
setpoint, re suit £ng in decrease* of pressurizer pressure & 
vol control tank level Caused by leaking tube in steam 
generator A Cause of tube failure will be evaluated 
STALL INGSiC ft Virginia Electric 6 Power Co 76/09/29 
M09ELEY, N C Region 2, Atlanta, Office of the Director 5pp 
J6607 27Q 24X Fiche 50-000, 82/J 1/30, 021 2290060 


ST'12090130 Forward* LER* 82-068/03L-0, 82-065/03L-0 h, 82-069/03L-0 
WILSON, J L Virginia Electric & Power Co 82/12/03 CTREILLY, J P 
Region 2, Office of Director lp 16359 1B1 24X 

Fiche 50-281, 82/12/03, 8212090130 


—0212090134 LER 82-06S/03L-0 on 82 1 106, charg i ng pump svc water pump 
2-SW--P-I0A failed to develop sufficient discharge pressure 
Caused by corroded carbon steel stud on packing gland 
housing 6 lack of NPSH Packing matl & studs replaced 
WILSON, J L Virginia Electric $< Power Co B2/12/03 Region 2, 
Office of Director 3pp 16359 182 24X Fiche 50-281,02/12/03, 

8212090130 


— 0212090137 LER 82-069/03L-0 on 821 104, charg ing pump svc water pump 
2-SW-P~lOD erperlanced loss of suction pressure Caused by 
insufficient NPSH Pump vented to restore NP5N 

WILSON, J L Virginia Electric t. Power Co 82/12/03 Region 2, 
Office of Director 3pp 16399 105 24X Fiche 50-281 , 02/ 12/03, 

8212090130 


--B212090144 LER B2-Q68/03L-0 on 021 1 12, during performance of PT 10 6B, 
TV-CC~209fl would not close when manually operated from 
control room Caused by sticking pilot valve that controls 
air flow front valve actuator Pilot valve replaced 
WILSON, J L Virginia Electric «e Power Co, 82/12/03 Region 2, 
Office of Director 3pp 16359 100 24X Fiche 50-281,02/12/03, 

0212090130 


0212130067 Forward* LER 92-067/03L-0, 

WILSON, J L Virginia Electric & Power Co 82/12/09 O'REILLY. J P 
Region 2, Office of Director Ip 16431 021 24X 

Fiche 50-281,02/12/09,6212150067 
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— 8212150007 LER 82-067/03L-0 on 021 109, w/uni t at Full p ower, «? 1 ec tri ta 1 
Fire barrier penetration found improperly sealed Cause 
unknown Fire watch established & penetration temporarily 
sealed Permanent sealing to be completed by 030101 
WILSON# J L Virginia Electric b Power Co B2/12/09 Region 2, 
Office of Director 2pp 16431 022 24X Fiche 50-281,82/12/0?, 

8212130067 


BP12210365 Forwards LERs 02-O7O/O3L-O, H2-113/03L-0 b 02-116/O3L-O 
WILSON, J L Virginia Electric «< Power Co 02/12/13 G'REILLY.J P 
Region 2, Office of Director lp 164?4 278 24X 

Fiche 50-280.02/12/13,0212210365 


—0212210383 LER Q2-070/03L-0 on 02 1 1 1 9, rou 1 1 ne walkdown of svc bldg 
revealed open barrier penetration ui/no fire watch posted 
Caused by removal of temporary seal on penetration Fire 
uatch posted Penetration resealed 

WILSON, J L Virginia Electric b Power Co 02/12/13 Region 2, 
Office of Director 2pp 16494 279 24X Fiche 50-200, 82/ 12/13, 

0212210365 


62 1 2200126 Forwards LERs 82-i 03/03L-0, B2-1 17/03L-0 b 02-O72/O3L-O 
WILSON, J L Virginia Electric tc Power Co 82/12/17 O'REILLY, J P 
Region 2, Office of Director lp 16562 306 24X 

riche 50-200,82/12/17,0212280126 


— 0212280206 LER 02-O72/O3L-O on 02 1 126, amp 1 i f i er readings heat 
tracing panel 11. circuit 2A, fell below acceptance criteria 
Caused by overheating due to maladjusted thermostat 
Defective heat tracing replaced 6 tested 

WILSON, J L Virginia Electric b Power Co 82/12/17 Region 2, 

Office of Director 2pp 16562 312 24X Fiche 50-200, 82/ 12/17, 

8212200126 


Y Dry Cask Independent Spent Fuel Storage Installations 


0212220170 Advise* that application for dry cask 1SFB1 docketed on 
021015 Application evaluated for completeness b 
acceptability Details of cask must be provided to NH 
Davison before licensing action can be completed 

HOUSE, L C Advanced Fuel b Spent Fuel Licensing Branch 92/12/03 
LEASDURQ, R II Virginia Electric b Power Co 2pp 16523 361 24X 

Fiche 50-200,02/12/03.0212220170 


8PJ2220005 Forwards notice of consideration of matl license for storage 
of spent fuel transmitted tD Ofc of FR for publication 
ROUSE, L C Advanced Fuel b Spent Fuel Licensing Drench 02/12/06 
LEASDURQ, R H Virginia Electric & Power Co 2pp 16929 144 24X 

Fiche 50-200,82/12/06,0212220005 


•D212220007 Notice of consideration of matl license for storage of spent 
fuel 

ROUSE, L C Advanced Fuel b Spent Fuel Licensing Branch 02/12/03 
4pp 16529 146 24X Fiche 50-200,02/12/06,0212220005 


0232230147 Notice of correction of typographical error in 021209 FR 
notice re consideration of matls license for storage of 
spent fuel 

RQUSE,L c Advanced Fuel it Spent Fuel Licensing Branch 82/12/10 
2pp 16544 056 24X Fiche 50-200,02/12/10,0212230147 


DOCKET 50-202 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F Security, medical, emergency it fire protection plans 


0P1 2030134 Forwards IE Insp Repts 50-282/02-17 & 50-306/82-17 on 
020921-1031 No noncompliance noted 

STREETER, J F Division of Project it Resident Programs 02/11/17 

LARSON, C E Northern States Power Co 2pp 16306 031 24X 

Fiche 50-202,82/11/17,8212030134 


—0212030150 IE Insp Repts 50-202/02-17 * 50-306/02-17 on 820921-10 U No 
noncomplianqe noted Major areas inspected ' preparati on for 
refuel ing, f ire drills b exerc i ses, operati ons safety 
veri fi cat! on, fol louup on fuel oil spill it followup on LERs 
FEIERAUEND, C D , REYES, L Division of Project & Resident Programs 
82/ i i / 1 7 0pp 16306 033 24X Fiche 50-202, 02/ 11/17, 021 2030134 


8212210329 Forwards IE Insp Repts 50-282/02-10 St 50-306/82-18 on 
021013-13 h 1109 No noncompl lane e noted 

HlNOrV A Division of Emergency Preparedness b Operational Support 

02/12/02 LARSON, C E Northern States Power Co 3pp 16496 259 

24X Fiche 50-502,02/12/02,0212210329 


— B212210340 IE Insp Repts 50-202/02-10 St 50-306/82-18 on 821013-15 it 
1109 No noncompliance noted Major areas inspected emergency 
exercise, especially command & control of control room, 
technical support ctr & operations support ctr 

PATTERSON, J P » LICKUS. R M , AXELSON, W L Division of Emergency 
Preparedness & Operational Support 02/12/01 12pp 16496 232 
24 X Fiche 50-202,02/12/02,0212210329 


0212140279 Requests e lompti on, under 10CFR50 4 8 ( c ) ( b ) , f rom automatic 
suppression requirement of App R, Section 1 1 I <3 3 for 
control roon 

MUSDLF, D Northern States Power Co 02/J2/O6 Office of Nuclear 
Reactor Regulation, Director 3pp 16402 104 24X 

Ftche 50-202,02/12/06,8212140279 


0215220045 Advises that 820550 l 0823 exemption, requests granted 
extending deadline for installation of emergency lighting 
until 030101 Addl time needed to complete engineering 
analy a i s, proc uremen t b installation 

EISENHUT, D Q Division of Licensing 02/12/08 MUSOLF, D M 
Northern States Rower Co 4pp 16526 355 24X 

Fiche 30-282, 02/12/OB, 8212220045 


— 8212220048 Exemption granting extension for installation of emergency 
lighting until B30101 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
82/12/08 Northern States Power Co 7pp 16526 359 24X 

Fiche 50-282,02/12/00,8212220045 


8212220306 Discusses layout of communications equipment required in 
control room, onsite technical support ctr & near-site 
emergency operations facility 

KEPPLER, J 0 Region 3, Office of Director 02/12/16 

Corrunonwea I th Edison Co 3pp 16503 351 24X Fiche 50-000,82/12/16, 

8212220306 


0212300412 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 82/12/22 Document 
Management Branch Ip 16613 075 24X Fiche 50-282,82/12/22, 

R2I 2300412 


--□21 2300416 Forwards public version of revised Emergency Plan 
Implementing Procedures F3-5 re emergency notifications, 

F3-10 re personnel a c c own tab i 1 1 ty 8- F3-53 re emergency 
samp 1 ing 

WARD, E C Northern States Power Co 02/13/15 Region 3, Offnt 
of Director ip 16613 076 24X Fiche 50-202,02/12/22, 

021 23004 12 


— 0212300417 Public version of Emergency Plan Implementing Procedures 
F3-5 re emergency not i f ications, F3-1 0 re personnel 
accountability b F3-23 re emergency sampling 
SCHUELKE, D A Northern Status Power Co 02/11/04 I02pp 
16613 077 24 X Fiche 50-282, 03/ JP/22# 021 2300412 


P Operating license stage documents 6 correspondence 


0212090057 Forwards Revision l to 750B47 license amend request to 
change Tech Specs re containment leakage rote testing, 
incorporating required changes No fee appropriate since 
lequest submitted earlier 

MU5DLF, D Northern States Power Co 02/12/03 Office of Nuclior 
Reactor Regulation, Director lp 16359 041 24X 

Tiche 50-282,02/12/ 03,8212090057 


— G2J2090059 Revision 1 to 790807 license amend request to change Tech 
Spec re containment leakage rate testing 

MUSDLF, 0 Northern States Power Co 02/12/03 20pp 16359 042 
24/ Fiche 50-262,82/12/03,0212090057 


0212090172 Forwards addl info re methods of compliance w/NUREQ-0737, 

I tern II 0 3 on post-accident sampling sys, in response to 
020908 request 

MUSDLF, d Northern States Power Co 02/12/03 Office of Nuclear 
Reactor Regulation, Director llpp 16359 221 24X 

Fiche 50-282,82/12/03,6212090172 


8200190263 Generic Ltr 82-32 to all PWR licensees re potential steam 
generate! — related generic requirements Forwards Science 
App 1 ica t i ons, Inc draft rept re subj requirements Comments 
requested within 30 days of ltr Svc list end 

L'tSENHUT.DG Divi s ion of Licens ing 02/12 / 09 Consolidated 
Edison Co of New York. Inc 2?pp 16629 247 24X 

fiche 50-000,02/12/09,0208170263 


021214041 1 Forward* summary of NRC review of Exxon Nuclear Co thorm.il 
hydraulic methodology for mixed cores in PWRs Enel T0PR0D 
sensitivity & thermal margin studies submitted on 820610 b 
29, respective ly> remain valid Comments requested 
COOKE, 0 C Exxon Nuclear Co , Inc (subs of Exxon Carp ) 

02/12/0? HOLONICH, J J Core Performance Branch 7pp 1640J 322 
24X Fiche 50-202,02/12/09,821214041 1 


01*12140103 Generic LfcT 82-20 to all licensees of operating 
Westlnghouse & C-E PUR* (except Arkansas Nuclear One, Unit 2 
& 8an Dnofre 2 & 3) re inadequate core cooling 
instrumentation sya Svc list end 

EISENHUT, D 0 Division of Licensing 82/12/10 Yankee Atomic 
Electric Co 2?pp 16690 035 24X riche 50-000,02/12/10, 

8212140103 
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0i'1317O262 Rescind* to 931104 request for ECCS mode 1 , sp ec i f teal 1 y 
treating upper plenum injection E**on model uill is ready 
for submittal by B30J3I 

MUSOLF. D Northern State* Powpt Co 32/12/10 Office of nuclear 
Reactor Regulation. Director lp 16456 207 24* 

Fjche 50-282. B2/ 1 2/10. B21 2 170262 


OJ'12210290 Forwards NSPNAD-Bl OJ P, Revi s i on 1. "Oualif ica ttort of Reactor 
Physic* Methods for Application to Prairie Island Units." 

$< NSPNA0-EM02P, Revision. 1, ‘'Reload Safety Evaluation Methods 
for Application " Repts withheld (ref 10CFR2 79Qi 

MUSOLF. D Northern States power Co 02/12/13 Office of Nuclear 

Reactor Regulation. Director Ip 16497 1 34 24X 

fiche 30-292. 02/ I 2/ ! 3. 021 22 102 90 


(1 Inspection reports. IE Bulletins fc carresp andeiice 


8^08190240 IE Bulletin 82-03, Rev i s non 1, "Stress Cracking In Thick- 
Wall . Larg e-Di amoter . Sta i n 1 ess Steel. Recirculation Sy* Piping 
at BUR Plants ** Svc list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

i I2pp 16462 163 24X F i che 50-000, 82/10/28. 8208190240 


a; j 08190245 IE Info Notice 82-42. "Defects Observed i r> Panasonic Model 
801 t Model 002 Thermo J um i nesc en fc Dosimeters " Svc Hat 
oncl 

COBB, U I Division of Fuel facilities. Materials 6 Safeguards 
02/11/05 Consolidated Edison Co of New York. Inc llOpp 

J 6372 142 24* Fiche 50-000, 82/11/05. 0200 1 90245 


82 1 2270292 Forwards IE Insp Repts 50-282/82-19 & 
82U2-6 No rxcncomp 1 iance noted 

£_I77LErW S Division of Engineering fc Technics 
LAR5DN, C E Northern States Power Co 2p p 
fiche 50 - 232 . 02/12/10,0212270292 


30-306/82- i 9 on 

I Programs 82/12/10 
16530 122 24 X 


-0212270305 IE Insp Repts 50-282/82-19 fc 50-306/82-19 on 821126 No 
nancofnp l lance noted Major areas inspected review of 
inservice insp procedures, NDE personnel c erti f ieat ions fc 
data fc IE Bulletin 78-12 activities 

WARD# K D , DANIELSON, D H Region 3, Office of Director 82/12/09 
4pp 16530 124 24X Fiche 50-282.82/12/10, 0212270292 


02O819O267 IE Info Notice 02-49. "Correction for Sample Condition* for 
Air fc Gas Monitoring " Svc list end 

DEYOl/MO.R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York. Inc 

I27pp 16620 191 24X Fiche 50-000, 02/12/ 16, 0208190267 


8212200325 Responds to IE Bulletin 82-04 No electrical penetration 
assemblies referenced in bulletin in use or planned for us® 
in safety-related sys 

L ARSON, C E Northern States Power Co 82/12/17 KEPPLER, J Q 
Region 3, Office of Director Ip 16562 007 24X 

Fiche 50-282.82/12/17.0212250325 


8208190266 IE Info Notice 02-50. "Mod of Solid State AC Undervoltagr 
Relays Type I TE-27 " Svc list end 

JORDAN. E L Division of Engineering fc Quality Assurance 82/12/20 
Consolidated Edison Co of New York. Inc 108pp 16620 293 24X 

fiche 50-000, 02/12/20, 0200170268 


8?*J 2030)34 Forward s BE Insp Repts 50-282/02-17 A 50-306/82-17 on 
820921-1031 No nonconp llance noted 

STREETER- J f Division of Project fc Resident Programs 02/11/17 
LARSON. C E Northern States Power Co 2pp 16306 031 24X 

Fiche 50-202.82/11/17,8212030134 


- Q2 120301 SO IE Insp Repts 50-282/82-17 A 50-306/82-17 on 820921-1031 No 
noncompliance noted Major areas inspected preparation for 
refue I inq. f ire drills 4 e » er c l se*» op era t i ons safety 
verif i cat jon. fo Mouup on fuel oil spill A followup dti LERs 
FEIERADEND.C D . REYES, L Division of Project fc Resident Programs 
82/11/17 8pp 16306 O3 3 24X Fiche 50-202. 02/1 1/ 1 7, 021 2030134 


82-08190251 IE Info Notice 82-44, *’Clari f icati on of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division af Engineering A Quality Assurance 82/11/18 
Consolidated Edison Co of New York. Inc lcJ9pp 16411 179 24X 

fiche 50-000, 02/e 1/18. 6200190231 


0208170256 IE Info Notice 82-46, “Defective fc Obsolete Comb ina 1 1 o n 
Padlocks “ Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 82/11/26 Consol idated Edison Co of New York, Inc 

127pp 16411 065 24 X Fiche 50-000. 02/11/26, 9200170236 


&20Q190257 IE Info Notice 82-47. “Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl “ Svc list end 
fcOBB.L I Division of Fuel Facilities, Materials fc Safeguards 
UP/ 11/30 Consolidated Edison Co of New York. Inc 35&pp 

J 6387 028 24Y Fiche 50-000,82/11/30,8200190257 


8,-1 2210329 Forwards IE Insp Repts 50-282/02-18 fc 50-306/82-10 on 
021013-15 fc 1107 No noncomp 1 i an c e noted 

HIND.J A Division of Emergency Preparedn* s s fc Operational Support 

02/12/02 LARSON, C E Northern States Power Co 3pp 16496 227 

«MX Fiche 50 -202, 82 / 1 2/02 . B21 22 1 0327 


- 0212210340 IE Insp Repts 50-282/82-18 fc 50-306/02-10 on 8210J3-ID fc 
1109 No noncampl iance noted Major areas inspected emergency 
eierc i se, e-spec laJ 1 y command fc -control of control room, 
technical support ctr fc operations support cfcr 

PATTER5DN, J P , LlCKUS.fi M , AXELSON, W L Division of Emergency 
Preparedness fc Operational Support 02/12/01 J2pp 16496 232 
24 ( Fiche 50-282,82/12/02,9212210329 


8i’OS190259 IE Bulletin 82-04, "Deficiencies m Primary Containment 
fclectrical Penetration Assemblies *’ Svc list end 
DEYOUNG, R C Director's Office- Office of Inspection and 

Enforcement 02/12/03 Consolidated Edi son Co of New York, Inc 

I I3pp 16411 317 24 X Fiche 50-000, 82/12/03. B209I90259 


Bl'OB 190261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Sockets " &vc list end 

JORDAN, E L Division of Engineering fc Quality Assurance 02/12/03 
Consolidated Edison Co of New York# Inc JlOpp 16462 064 24X 

Fiche 50-000, 02/12/03. 020017026 1 


S Reportable occurrences, LERs fc related correspondence 


BPj 2020311 Forwards LER 82-020/03L-0 

MUSOLF, D Northern States Power Co 82/11/24 Re-gion 3, Qfflcr 

of Director Ip 16291 003 24X Fiche 50-282,02/11/24,8212020311 


- '021202031 7 LEP 82-020/03L-0 on 021026, during surveillance test, 
auxiliary bldg special vent sys PAC filter 121 exhibited OOP 
removal efficiency of 90 6?i, less than Tech Specs 
requirement Caused by loose filters Filters tightened 
HUNSTAD.A A Northern States Power Co 82/11/24 Region 3. 

Office of Director ip I639t 004 24X Fiche 30-282, 82/1 1/24, 

8212020311 


32 J 2000420 Forwards LSR 02-O22/O3L-O 

MUSOLF. D Northern States Power Co 82/11/30 Region 3, Office 
of Director lp 16352 178 24X Fiche 50-202,82/11/30,82120004 20 


— 8212080429 LER B2-022/03L-0 on 02 1 1 1 2. d ur i n g power op er a t i on, c an t» o 1 
power lost to diesel cooling water pump 22, rendering pump 
inoperable Caused by loose fuse clip Clip repaired fc pump 
tested sati sfactori ly 

HUNSTAD, A A Northern States Power Co 82/11/30 Region 3, 

Office of Director Ip 16352 179 24X Fiche 30-282,02/11/30, 

0212080420 


DOCKET 50-285 FORT CALHOUN STATION, UNIT 1 


f Security, medical, emergency fc fire protection plans 


8212070425 Responds to FDIA request for documents re 020809 notice of 
violation fc order imposing civil penalty Forwards App A 
documents App B documents completely withheld fc Documents 
C1-C4 partially withheld (ref FOIA Exemptions 3,5 fc 7J 
F ELTON, J M Division of Rules and Records 82/11/03 MCQARRY, J M 
Debevoise fc Liberman 5pp 16355 003 24X Fiche 50-000, 82/ 1 1 /OD, 

8212070425 


--8212070473 Concludes that all Region 4 licensees in compliance W/02OJ2O1 
deadline for implementation of prompt notification sys 
COLLINS, J T Region 4, Office of Director 82/02/01 GRIMES, 3 K 
Division of Emergency Preparedness 2pp 16335 104 24X 

Fiche 50-000,02/11/05,8212070423 


0212200022 Forwards IE Insp Rept 50-285/02-23 on 820713-16 No 
noncomp l iance noted 

SETDLE, W C Division of Resident, Reactor Project fc Engineering 
Progn^ros 82/11/00 JONES, W C Omaha Public Power District spp 
16473 095 24X Fiche 50-285,82/11/08,0212200022 


— 8212200033 TE Insp Rapt 50-285/02-23 on 820913-16 No noncompHancc 
noted Major areas inspected licensee performance fc 
capabilities during full-scale exercise of emergency plans fc 
procedures fc review of appropriate licensee document* 

MONTGOMERY, J. L , JOHNSON, W 0 Division of Resident, ReactPT 
Project fc Engineering Programs 82/11/04 llpp 16473 097 24X 

Fiche 50-205, 82/11/09,8212200022 
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©212010236 Ad vi ses that Revision 11 to physical security plan 
acceptable NRC must be notified within 2 months of plan 
change Ends to 820827 ltr withheld (ref 1GCFR73 21) 

CLARK , R A Operating Reactors Branch 3 02/11/24 JONEB, W C 

Omaha Public Power District 2pp 16290 310 24X 

Fiche 50-289.82/11/24,0212010236 


82L20B0380 Documents info provided by 021202 telcon re plant emergency 
operations facility (EOF) Common i cati on* will be installed 
within 2 months In interim, temporary EOF operational 
JOKES. W C Omaha Public Power District 82/12/03 CLARK, R A 
Operating Reactors Branch 3 2pp 163S2 289 24X 

F S ch* 50-289. 82/ i 2/03. 8212080300 


GP1206002B Forwards application for amend to License DPR-40. t ha tip l ng 
Tech Specs to incorporate necessary safety limits tt limiting 
conditions for operation for Cycle 0 Certificate of Svc 
one 1 

* LeBoeuf, Lamb. Leiby V MacRae * Omaha Public Power District 
02/11/24 DENTON, H R Office of Nuclear Reactor Regulation. 
Director lp 16311 181 24X Fiche 50-285,82/11/24,8212060023 


“-0212060032 Application for amend to License DPR-40. c h ang l ng Tech fepecs 
to incorporate necessary safety limits 8 < limiting conditions 
for operation for Cycle 8 

JONES, W C Omaha Public Power District 02/11/22 2pp 
16311 103 24X Fiche 50-2G5. 02/11/24, 821 2060029 


0212100227 Discusses IE Emergency Preparednes 
bQ-289/01-33 on 820915 Rept contains common 
support ctr operation which should be revie 
3EIDLE, N C Division of Resident. Reactor 
Programs 82/12/07 JONES, M C Omaha Pub 
16376 170 24X Fiche 50-205, 82/ 12/07. B2121 


s Appraisal Rept 
ts re technical 
Wed 

Project & Engineering 
lie Power District 
00227 


if 


— 8212100244 Ad 
support ctr 
re IE Emerg 
JONES, U C 
Division of 
16376 171 


vises that util officially declared permanent technical 
operational on 020912, in response to findings 
ency Preparedness Appraisal Rept 30-205/01-35 
Omaha Public Power District 02/10/IB BEIDLE.W C 
Resident. Reactor Project U Engineering Programs Ip 
24 X Fiche 50-285,02/12/07,0212100227 


0212130312 Responds to 921030 Generic Ltr 82-23 re inconsistency 
between requirements of 10CFR73 40(d) It STS concerning 
independent reviews of safeguards contingency programs No 
Tech Spec changes necessary Audit controls in place 
JONES. W C Omaha Public Power District 82/12/07 EISENHUT. D Q 
Division of Licensing 2pp 16389 319 24X Fiche 50-205, 02/ 1 2/07, 

8212130312 


BP 1 2210021 Act receipt of 020818 ltr responding to NRC 820625 BALP 
T*pt 30-207/0 1-37 

COLLINS, J T Region 4, Office of Director 82/12/14 JONES, W C 
Omaha Public Power District ip 16490 191 24X 

riche 50-285,02/12/14,8212210021 


— 82122JO022 Responds to recommendation* noted In NRC 820625 BALP 
ftept 50-207/01-37 Corrective actions station fire protection 
revised in Mar 1982 to include mgt responsibility tc 
quarterly fire brigade drills initiated 

JONEB, W C Omaha Public Power District B2/0B/ia SEIDLE,W C 
Division of Resident, Reactor Project & Engineering Programs 6pp 
16490 i92 24X Fiche 50-285,02/12/14,0212210021 


P Operating license stage documents It correspondence 


6212010459 Forwards safety evaluation * technical evaluation rept, 
"Improvements in Training & Requalification Programs as 
Required by TMI Action Items I A 2 1 & Ji Q 4 " Upgraded 
reactor & senior reactor operator programs acceptable 
CLARK. R A Operating Reactors Branch 3 NRC-03-82-096 02/11/17 

JONES# W C Omaha Public Power District 2pp 16270 270 24X 

Fiche' 50-205, 82/U/17, 8212010450 


B2120J0464 Safety evaluation supporting upgraded reactor & senior 
reactor operator training t< training to mitigate core 
damage per NUREQ-0737 I terns I A 2 1 «< 1 1 D 4 

* Operating Reactors Branch 3 82/11/17 3pp 16270 272 24X 

FIcha 50-285,02/11/17,8212010450 


— 0207080445 "Improvements in Training it Requal if ita t i on Programs as 
Required by TMI Action Items 1 A 2 1 1 II 0 4," technical 
evaluation rapt 

* Science Applications, Inc NRC-03-82-096 SA I -106-029-29, 
82/07/01 NRC - No Detailed Affiliation Given ISpp 
16270 275. 24X Fiche 30-205,82/11/17,0212010450 


8312020093 Forwards response to congressional request for info 
(Generic Ltr 02-22) r* steam generator tube integrity Only 
tuba-ralated problems addressed 

JONES, W C Omaha Public Poyier District 02/11/22 EISENHUT. D 0 
Division of Licensing, 3pp 16272 025 24X Fiche 50-289,02/11/22, 

0212020093 


0212020119 Notifies that util decided to pursue approval for 
Installation of revised spent fuel storage rack design 
which will utiliie combination of Boraflex U non-Boraflex 
racks Revised application will be submitted by 830101 
JONES. W C Omaha Public Power District 02/11/23 CLARK, R A 
Operating Reactors Branch 3 2pp 16272 031 24X 

Fiche' 50-203, 82/11/23, 0212020119 


■-Q212060039 Proposed Tech Specs re safety limits & limiting safety syt- 
setting* 

* Omaha Public Power District 02/11/22 20ipp 16311 1 B5 24* 
Fiche 50-203,02/11/24,8212060020 


GP1206043B Forwards info re evaluation of raw water pump, charg 1 ng pump 
it containment ventilation fan motors 

JONES, W C Omaha Public Power District 02/12/01 CLARK, R A 
Operating Reactors Branch 3 Gpp 16311 001 24X 

fiche 50-285,82/12/01,8212060438 


Q212Q70419 Advises that post-accident sampling ay* inoperable as of 
021130. per TMI Action Item II 0 3 Minor software problem 
identified in microprocessors during 021129 final sys 
checkout Sy s expected to be operational by 830103 
JONES, W C Omaha Public Power District 82/12/01 CLARK. R A 
Operating Reactors Branch 3 lp 16336 351 24X 

Fiche 50-203.82/12/01,8212070419 


0212060254 Forwards responses to NRC 820714 ltr re criteria for 
NUREQ-0737. Item 1 1 B 3, “Post-Accident Sampling Sys " One 
Dveriiie drawing end Aperture card is available In PDR 
JONES, W C Omaha Public Power District B2/12/03 CLARK, R A 
Operating Reactors Branch 3 IBpp (6312 121 24X 

Fiche 50-209. BP/ 12/03, 821 2040254 


0200190263 Qeneric Ltr 82-32 to all PWR licensees re potential steam 
generator-re 1 ated generic requirements Forwards Science 
Applications, Inc draft rept re subj requirements Comments 
lequested within 30 days of ltr Svc list end 

EISENHUT. D G Division of Licensing 02/12/09 Consolidated 
bdison Co of New York, Inc 29pp 16629 247 24X 

Fiche 50-000. G2/12/09, 82O8J90263 


0212140416 Forwards responses to NRC 021012 audit findings it 
recommendation* on procedures tt training re pressurired 
thermal shock 

JONES. W C Omaha Public Power District 82/12/09 CLARK, R A 
Operating Reactor* Branch 3 3pp 16403 315 24X 

fiche 50-205, 82/12/09, B212140416 


0212140103 Qeneric Ltr 82-2G to all licensees of operating 
Wo s t i ng hous e & C-E PWR* (except Arkansas Nuclear One, Unit 2 
It 3an Onufre 2 k 3) r® inadequate core cooling 
instrumentation sys Svc list end 

EISENHUT, D Q Division of Licensing 62/12/10 Yankee Atomic 
Llectrlc Co 27pp 16690 035 24X Fiche 50-000,02/12/10, 

8212140103 


0212210199 Forwards response to 821013 request for addl info re 
NUREQ-0737, TM I Action Item II K 3 25, "Power to Reactor 
Coolant Pump Seals ° Thermal barrier NX type sys utiliied 
JONES, U C Omaha Public Power District 02/12/17 CLARK, R A 
Operating Reactors Branch 3 3pp J6404 329 24X 

Fiche 50-205, 82/12/17. ©212210199 


0212200197 Provides status of NUREQ-0737, Item II B 3, "Post-Accident 
Sampling flys " Schedule revised to factor In need for RCS 
operation New schedule for operation projected 3 months 
following end of refueling outage 

JONES, W C Omaha Public Power District 02/12/17 CLARK, R A 
Operating Reactors Branch 3 2pp 16562 091 24X 

Fiche. 50-235, 02/12/17,0212280197 


0212230317 Forward* application for amend to License DPR-40, al 1 owing 
operation of plant at nominal reactor core level of 1.900 
MWt Class III amend fee end 

» LeBoeuf, Lamb. Leiby it MacRae 02/12/22 DENTON, H R Office of 
Nuclear Reactor Regulation, Director lp 16907 310 24X 

Fiche 50-285, 82/12/22, 0212230317 


— 8212230326 Application to amend License DPR-40, allowing operation of 
plant at nominal reactor core power level of 1,500 MWt 
JONES, W C Omaha Public Power District 82/12/21 5pp 
16907 311 24X Fiche 50-205,02/12/22,0212230317 
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G Inspection reports* IE Bulletins & correspondence 


BP08190240 IE Bulletin 82-03. Revi s i an 1, -Stress Cracking in Thick- 
Wa 1 1 , Large-Diemr ter, Stain 1 ess S t ee 1 . R e-c 1 rc u 1 a t i o n 3ys Piping 
at DWR Plants " Svc list encl 

DEYOUNG. RC Director's Office, Office of inspection and 

Enforcement 62/10/28 Consolidated Edison Co of Mew York, Inc 

U2pp 16462 163 24X Fiche 50-000* 82/10/28,0203190240 


B209190245 IE Info Notice 82-42. “Defects Observed in Panasonic Model 
001 L Model 802 Th errtio 1 uni i n esc en t Dosimeters 11 Svc list 
cnc 1 

CODBiL 1 Division of Fuel Facilities) Materials L Safeguards 
02/11/05 Consolidated Edison Co of Neu York, Inc llOpp 

163 72 142 24X Fiche 50-000. 82 / 1 1 /05 . 820B 1 90245 


QPI2200022 Forwards IE Insp Rept 50-285/82-23 on 820913-16 No 
no n c onp 1 lance noted 

GEIDLE, W C Division of Resident) Reactor Project ?< Engineering 
Programs S2/U/0S JONES, U C Omaha Public Power District 2p p 
16473 095 24X Fiche 50-265.82/11/08,8212200022 


- 0212200033 IE Insp Rept 50-285/82-23 on 820913-16 No noncompliance 
noted Major areas Inspected licensee perf ormanc e k 
capabilities during full-scale emjruse of emergency plans U 
procedures 4 review of appropriate licensee documents 
MONTGOMERY. J L « JOHNSON, W D Division of Resident# Reactor 
Project b Engineering Programs 82/11/04 Ilpp 16473 097 24X 

Tiche 30-285,82/11/08,8212200022 


8212100228 Forwards IE Insp Rept 50-205/82-20 on 820907-10 No 
none omp 1 lance noted 

SEIDLE.W C Division of Resident) Reactor Project i, Engineering 
Programs 82/11/09 JONES, WC Omaha Public Power District Spp 
16376 172 24X Ficho 90-205,82/11/09,8212100228 


- -0212100233 IE Insp Rept 50-283/82-20 on 820907-10 Mo noncompliance 
noted Major areas inspected environ protection programs for 
operations Including organ! ration 4 admin ! strat i on, aud i ts & 
radiological envl ron , c h em 1 1 al it thermal monitoring 
UK-BORN, L , CHANEY, H D , MURRAY, B Region 4, Office of Director 
82/11/01 1 4p p 16376 174 24X Fiche 50-285. 82/1 1/6?, 021 2IQ022B 


8 'H 20301 04 Forwards IE Insp Rept 50-285/02-24 on 82J018-22 No 
noncamp t lane e noted 

SE IDLE, W C Division of Resident, Reactor Project ?« Engineering 
Programs 92/11/16 JONES, W C Omaha Pubilc Power District Bpp 
16303 194 24X Tiche 90-205,02/11/16,3212030104 


— 82S2030112 IE Insp Rept 50-295/82-24 on 821018-22 Mo none o-mp 1 1 anc c 
noted Major areas Inspected previously identified items, 
design changes , organ i * a t j on 6 admi n ( s tr-at ion, of f » i be 
support, aud i t program & offsite committee 

JAODON.J P , MURPHY, M E , JOHNSON, W D Division of Resident, 
Reactor Project t* Engineering Programs B2V1I/I0 7pp 
16303 176 24 X Fiche 50-235, 02/ ! 1/ 16, 021 2030104 


QP12030119 Forwards IE Insp Rept 50-285/02-25 on 821001-31 Mo 
noncompliance noted 

bElDLE, H C Division of Resident, Reactor Project Eng inner i ng 
Programs 82/11/17 JONES.H C Omaha Public Power District Spjj 
16303 GOB 24X Fiche 50-289, 82/1 1/17,82120301 19 


—8212030126 IE Insp Rept 50-233/02-25 on 821001-31 No noncompliance 
noted Major areas inspected operational safety ver i f lea t i on, 
surveillance testing, ma in t U plant operations 

YAMOELL, L A . JOHNSON, W 0 Division of Resident, Reactor Project h 
Engineering Programs B2/1I/15 4pp £6303 010 24X 

Fiche 50-285,62/11/17,8212030119 


0^08190251 IE Tnffl Notice B2-44, “Clarification of Emergency Plan 
Fiercise Requ 1 remen ts " Svc lilt encl 

JORDAN, E L Division of Engineering & Quality Assurance 02/11/18 
Consol itfated Edison Co of New York, Inc lO?pp 1641J 199 24X 

Pichs 50-000, 82/11/18,8208190251 


0212070145 Ack receipt of 821101 Itr transmitting 030101 schedule for 
implementation of 3-yr GA audit matrix, in response to IE 
Performance Appraisal Rept 50-295/81-24 Schedule acceptable 
bEIDLEiH C Division of Resident, Reactor Project & Engineering 
Programs 92/I1/2Z JONES, U C Omaha Public Power District Ip 
16327 041 24X Fiche 50-285.62/11/22,0212070145 


‘8212070150 Notifies that util new GA audit matrix will be implemented 
by 330l0iiin response to IE Performance Appraisal Rept 
50-285/81-24 

JOMESrW C Omaha Public Power District B2/JI/OI SEIDLE.W C 
Division qf Resident, Reactor Project & Engineering Programs ip 
16327 042 24 X Fiche 30-205, 02/1 1 /22, 82 I 207014 5 


8206190256 IE Info Notice 62-46, "Defective & Obsolete Combination 
Padlocks “ Svc list encl 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

127pp 16411 065 24 X Fiche 30-000,82/11/26,0208190256 


0208190257 IE Info Notice 82-47. “Transportat inn of Type A Quantities 
of Non-Fi-ssile Radioactive Matl " Svc list encl 
COBB, L I Division of Fuel Facilities, Materials 8< Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 

16387 028 24X Fiche 50-000,82/11/30,0208190237 


8P12060266 Forwards inservice insp program plan for 1980-1983, 
Incorporating changes & additions since 700928 transmittal 
JONES, W C Omaha Public Power District 82/12/01 CLARK, R A 
Operating Reactors Branch 3 2pp 16312 318 24X 

i iche 50-205,82/12/01,8212060266 


— 0212060268 Inservice insp program plan for 1980-1983 

* Omaha Public Power District 82/0B/31 51pp 16312 322 24X 

Fiche 30-205,82/12/01,0212060266 


□ {'OB190259 IE Bulletin 82-04, “Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list encl 
DEYQUNQ, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

I i 3pp 16411 317 24X Fiche 50-000,82/12/03,8208190259 


B208190261 IE Info Notice 02-49, "Failures of Agastat Ctt 0099 Relay 
Sockets ,r Svc list encl 

JORDAN, E L Division of Engineering & Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 50-000, 82/12/03, 820B190261 


02 J 21 00227 Discusses IE Emergency Preparedness Appraisal Rept 
50-285/81-35 on 020915 Rept contains comments re technical 
support c tr operation which should be reviewed 

3EIDLE,H C Division of Resident, Reactor Project & Engineering 
Programs 82/12/07 JONES. U C Omaha Public Power District lp 
16376 170 24X Fiche 50-285,02/12/07,8212100227 


- -Q21 2100244 Advises that util officially declared permanent technical 
support ctr operational on 820912, in response to findings 
re IE Emergency Preparedness Appraisal Rept 50-2Q5/BI-35 
JONES, W C Omaha Public Power District 02/10/10 SE!DLE,W C 
Division of Resident, Reactor Project 8 < Engineering Programs Ip 
16376 171 24 X Fiche 50-28 5,82/12/07,0212100227 


EP12210021 Ack receipt of 820018 Itr responding to NRC 820629 8 ALP 
rept 50-207/91-37 

COLLINS. J T Region 4, Office of Director 02/12/14 JONES, WC 
Omaha Public Power District ip 16490 191 24X 

F* l< he 50-205,82/12/14,8212210021 


— *0212210022 Responds to recommendations noted in NRC 020625 9ALP 
Rept 50-207 /01— 37 Corrective actions station fire protection 
revised in Mar 1902 to include mgt responsibility It 
quarterly fire brigade drills initiated 

JBNE8, tf C Omaha Public Power District 82/00/10 SEIDLE, W C 
Division of Resident, Reactor Project Ik Engineering Programs 6pp 
16490 192 24X Fiche 50-283,02/12/14,8212210021 


BJ08190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air tt Gat Monitoring " Svc list encl 

DEYOUNG, fl C Director's Office, Office of Inspection and 

Enforcement B2/12/16 Consolidated Edison Co of New York, Inc 

I27pp 16628 191 24X Fiche 50-000,02/12/16,0208190267 


0PGB19O260 IE Info Notice 82-50, "Mud of Solid State AC Und ervo 1 taq i» 
Relay* Type I TE-27 n Svc list encl 

JORDAN, E L Division of Engineering 6 Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc 109pp 16628 293 24X 

Tiche 50-000, 82/12/20, 820B19026S 


R Periodic operating reports & related correspondence 


8212200039 Forwards monthly operating rept for Nov 1982 

JONES, W C Omaha Public Power District 02/12/13 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement lp 
16473 304 24X Fiche: 50-205, 02/12/13, 8212200059 


— 0212200064 Monthly operating rept for Nov 1982 

MATTHEWS* T P Omaha Public Power District 02/12/10 9op 
16473 SOS 24X Fiche 50-205,82/12/13,0212200039 
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s Reportable occurrence** LERs $< related correspondence 


6?L 2030009 Forwards LER 82-019/03L-0 

JONES* W C Omaha Public Power District 02/11/23 SEIDLE, W C 
Division of Resident* Reactor Project it Engineering Programs Ip 
16304 226 24X Fiche 50-205,02/11/23*0212030009 


—0212030013 LER B2-019/03L-0 on 821024* MBJVs HCV-1041A it HCV-1042A 
stopped three to four degrees off seat when signaled to 
close Caused by binding between valve packing h shaft 
Packings sprayed w/penefcrant oil 

ABEL. S L Omaha Public Power District 02/10/20 Region 4. 
Office of Director 4pp 16304 227 24X Fiche 50 - 285 , 82 / 11 / 23 , 

0212030009 


6212100247 PNO-1V-92-Q45 on 021203* plant shut down by turbine/reactor 
trip Excessive vibration of turbine reported prior to 
shutdown Caused by two damaged journal bearings on high 
pressure turbine Two wk shutdown estimated 

JOHNSON, U D * YANDELL* L A Region 4* Office of Director 02/12/06 
Ip 16376 049 24X Fiche 50-205, 82/12/06* 9212100247 


DOCKET 50-206 INDIAN POINT STATION, UNIT 3 


F Security* medical* emergency it fire protection plan* 


SP1 2220006 staff requirements memo re 821119 briefing by FEMA on status 
of emergency preparedness findings Conclusions re removal of 
deficiencies & overall adequacy of emergency plans will be 
submitted between 021203 &. 17 

CHILK.S J Office of the Secretary of the Commission 02/11/24 
Office of the Secretary of the Commission lp 16529 i SI 24X 
riche 50-206*02/11/24*9212220006 


8212060307 Ac k receipt of 020902 response to NRC 020003 ltr re plans 
for correcting significant deficiencies identified in FEMA 
820730 rept on radiological emergency p repo rene s $ of state h 
local govts 

HAYNES* R C Region 1, Office of Director 82/11/26 BRONS* J C 
Power Authority of the State of New York 2pp 16311 037 24X 

Fiche 50-296*82/11/26*8212060307 


6212130352 Releases public version of revised emergency plan 
implementing procedures 

FELTON* J (I Division of Rules and Records 02/12/07 Document 
Management Branch Ip 16413 004 24X Fiche 30-206,82/12/07, 

8212130352 


0212130355 Forwards public version of revised emergency plan 
implementing procedures, inc 1 ud ing Procedures IP-1003 re 
obtaining meteorological data tt IP-1004 re MIDAS computer 
sys - dose assessment models 

BRONS.J C Power Authority of the State of New York 02/11/26 
HAYNES, R C Region 1. Office of Director Ip 16413 005 24X 

Fiche 50-206,82/12/07,0212130352 


— 0212200092 "Update Rept on Status of Remedial Action* Cited in 020730 
Interim Findings on Adequacy of Radiological Emergency 
Response Preparation of State & Local Oovts at Indian Point 
Nuclear Pouer Station " 

FETRONE* F P Federal Emergency Management Agency 32/12/16 
52pp 16557 197 24X Fiche 50-247.82/12/17*0212200004 


0^12290106 Forward* FEMA 021217 1 tr & update rept on statu* of remedial 
actions cited in 020730 "Interim Findings on Adequacy of 
Radiological Emergency Response Preparation of State K Local 
Govt* at Indian Point Nuclear Power Station 11 

HAYNES, R C Division of Engineering t, Technical Programs 82/12/17 

BRQNS* J C Power Authority of the State of New York 2pp 

16562 199 2 4X Fiche 50-206,02/12/17,9212200106 


0 Adjudicatory correspondence 


8212070073 Forward* Director's Decision DD-B2-1 2, d eny ing 10CFR2 206 
petition to suspend operation immediately until FEMA 
identified deficiencies corrected 

DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 02/11/26 UEtSS, E R Public Interest Research Group* 
New York 6H0LLY* 8 C Onion of Concerned Scientist* WEISB.E R 
Harmon it Wei** ip 16354 353 24X Fiche 50-247,02/11/26* 

0212070073 


--B212070031 Director's Decision DD-02-12* deny ing UCS It NY PJRG B20904 
10CPR2 206 petition to suspend operation immediately until 
FEMA identified deficiencies corrected 

DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 02/1 L/26 0pp 16354 354 24X 

Fiche 50-247*02/11/26,8212070073 


0212020321 Order granting West Branch Conservation Assoc 821124 
request foT permission to file replies to licensee 
interrogator i e* on Contention 2 2a late Good cause shown 
GLEASON, J P Atomic Safety and Licensing Board Panel 02/11/30 
West Branch Conservation Asaociatinn 2pp 16279 194 24X 

r i Che 50-247, 02/ 1 1/30, 0212020321 


□212070189 Motion for order* compelling discovery of utils re 820621 
Interrogatories 1 - ii A compelling NRC to produce documents 
on routine ?< unscheduled releases of radiation Certificate 
of Svc end Related correspondence 

RODRIGUEZ* P Parents Concerned About Indian Point 03/11/30 
Atomic Safety and Licensing Board Panel 3pp 16333 128 24X 

Fit he 50-247, 82/11/30, 0212070189 


821 2020310 Request* ASLD issue order modifying schedule in ASLB 021113 
memorandum 6 order , r es c he d u I » n g Westchester County testimony 
from 830103 to 030110 Time between filing of testimony 6 
hearing commencement insufficient 

MORGAN, C Power Authority of the State of New York BRANDENBURG* D 

Consolidated Edison Co of New York, Inc MORGAN, C Morgan 

Associates 02/12/01 GLEASON, J P , SHON, F J , PARIS. OH Atomic 
Safety and Licensing Board Panel 2pp 16879 198 24X 

fiche 50-247*82/12/01*0212020310 


—8212130357 Public version of revised emergency plan implementing 
procedures* including Procedures IP-1003 re obtaining 
meteorological data b IP-1004 re MIDAS computer sys - dose 
assessment models 

LOMANACO* L M * BRANS, J C Power Authority of the State of New 
York 02/11/84 73pp 16413 006 24X Fiche 50-206*02/12/07. 

0212130352 


8212220234 Discusses correction to probabilistic safety study base case 
fire risk 6 quantification of risk reduction due to 
installation of alternate cabling sys per 021029 ltr 
BAYNE. J P Power Authority of the State of New York 02/12/15 

VARGA, 8 A Opetatlng Reactors Branch 1 5pp 16510 312 24X 

Fiche 50-286, 02/12/15* 0212220234 


G? 1 2060103 Motion to dismiss Contentions 2 1(a) 8* <d) re filtered 
vented containment* 6 separate containments respectively & 

2 2(b) re specific pressurised thermal shock responses 
W/Cer ti f i cat e of Svc 

BRANDENBURG, C Con s 0 1 1 da ted Ed 1 s on Co of New York, Inc MORGAN* C 
Power Authority of the State of New York MORGAN* C Morgan 

Associates 02/12/01 Atomic Safety and Licensing Board Panel 

lOpp 16316 123 24 X Fiche 50-247*82/12/01,8212060103 


0212060241 Memorandum & order granting util 031201 request for 
postponement of hearing scheduled for wk of 030103 until wk 
of 030110 Parties presenting evidence concurring in request 
GLEASON, JP Atomic Safety and Licensing Board Panel 02/12/02 
Consolidated Edison Co of New York, Inc 2pp 16312 265 24X 

Fiche 50-247*02/12/02,8212060241 


B21220OOB4 Forward* FEMA 021217 ltr transmitting "Update Rept on Status 

of Remedial Actions Cited in B20730 Interim Findings on 8P12060077 Response to ©20716 first set of interrogatories ti request 

Adequacy of Radiological Emergency Response Preparation of for documents re Commission Question* 1 it 2 

State it Local Govts at Indian Point Nuclear Power Station " SHQLLY* 8 C , BLUM* J M Union of Concerned Scientist* BLUM* J M 

HAYNESrR c Region i* Office of Director 02/12/17 O'TOOLE, J U New York Univ 02/12/03 Office of the Executive Legal Director 

Consolidated Edison Co of New York* Inc 2pp 16557 192 34X I4pp 16314 300 24X Fiche 50-247,02/12/03*0212060077 

Fiche 50-247,02/12/17*0212200084 


B2 12200007 Forwardi "Update Rept on Status of Remedial Action* Cited in 
820730 Interim Findings on Adequacy of Radiological 
Emergency Response Preparation of State it Local Govts «t 
Indian Point Nuclear Power Station 

THOMAS* L M Federal Emergency Management Agency 03/12/17 
DIHCKSpW J Office of the Executive Director for Operations 3pp 
16557 194 24 X Fiche 50-247*82/12/17,8212280084 


—0212060089 Notice of JF Moyer 821207 deposition in Qethesda.MD re 
filtered vented containment sys Certificate of Svc encl 
BLUM, J M Union of Concerned Scientists BLUM. J M New Y 01 k 
Univ 82/12/03 5pp 16314 313 24X Fiche 50-247*02/12/03, 

0212060077 


82J2070246 Motion for mod of hearing schedul e, delay ing hearing* until 
□20315 Hearing dates as scheduled conflict w/030300 
emergency exercise Doth NY State It Suffolk County witnesses 
will be engaged in exercise Certificate of Svc end 
FEINBERG, J D New York, State of* Energy Office 02/12/03 
Atomic Safety and Licensing Board Panel 9pp 16329 204 24X 

Fiche 50-247* 02/ 1 2/03, 02 1 2070246 
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□c 12090007 Forward* three ad? published in listed newspaper* sponsored 
utils informing of safe plant operation Info provided per 
ASLD ora] directive at 920123 public hearing 

BRANDENBURG, B Consolidated Edison Co of New York, tnc LEVlN.Jj 
Power Authority of the State of New York LEVIN/ J J Morgan 
Associates 82/12/03 GLEASON* J P > 53HQN* F J * PARIS.OH Atomic 
^safety and Licensing Board Panel Spp 16357 175 24X 

Riche 50-247.82/12/03*021209008? 


8/1223033? Urges that plants not return to svq until adequacy of 
emergency planning 6 preparedness guaranteed Horst case 
accident could result in many thousands of fatalities 
RYAN, A 0 New Yor k , NY 02/12/03 PALLAOI NO. M J * AHEARNE, J * 
frIL INSKY, V Commissioners. 2pp 16505 132 24X 

Tiche S0'247. 82/ 12/03, 021 223033 7 


G/1207Q2-09 Response in opposition to licensee S21P01 motion to dismiss 
contentions Requirements arising under Contention 3 2(h) 
fhould be transferred to NRC «. licensees Certificate of 
iwc en-c 1 

PLElSMEft , l S West Branch Conservation Association 02/12/04 
Atomic Safety and Licensing Board Panel 3pp 16333 131 24X 

I i che 50-247* 32/12/04,9212070209 


Qr‘12070213 Motion to Compel discovery of Con Ed re evaluation of hybrid 
closed cooling $y» Matl requested for Contention 2 2fa) 

Certificate of Svc «ncl Related correspondence 

fLEISPER.Z S West Branch Conservation Association 82/12/04 

Atomic Safety and Licensing Hoard Panel 2pp 16329 360 24* 

Tlcho 30-247, 82/1 2/Q4, 82[ 207021 3 


QP120B0310 Gup f> 1 ement.il response to first set of Inter r age tuf i e s t* 
document ^quests on ASLB Question* 1*2 I* 5 
rcri_ARULL J. P F Power Authority of the State of New York 

COLARULLJ.P r Morgan Associates 92/12/06 Union of Concerned 

Scientists 3Spp 16354 010 24X Fiche 50-247, 02/12/06, 0212090310 


Q212090G90 Advises of attempted contact re If Flei&her deposition Utils 
intend to take deposition ne*t ukr rc Contention 2 21a) 

BRANDENBURG. B C o hao 1 i d a ted Edison Co of New York* Inc 

tOLARUt-LI. P F Power Authority of the State of New York 82/12/06 
FLEISHER, 2 S West Branch Conservation Association ip 16357 174 
24 X Fichu 30-247. 82/12/06* 8213090090 


GP12G90101 Supplemental response to interrogatories on Commission 
Questions l t, 2 Certificate of Svc end 

& HOLLY* S C . BLUrt*U 14 Union of Concerned Scientists 82/12/07 
Office of the Executive Legal Director l7p. P 16357 284 24X 

fiche 50-247. 82/12/07. 0212890101 


(If 121 00103 Memo r and urn & order meroor i el 1 1 1 ng rulings of 021203 telcon 
Schedule for VC 3, utils & NRC modified as listed Deadline for 
notice of depositions of UCS witnesses for Question l to be 
negotiated 

Gl EASON. J P Atomic Safety and Licensing Doard Panel 82/12/QB 
8pp 1*379 109 24X Fiche 50-247.02/12/00.8212100103 


“8212130254 Urges that facilities nut be restarted until emergency 
response plans are fully workable 6 imp 1 ementab 1 e State of 
emergency planning & preparedness in Westchester County 
still inadequate 

DELBELLO, A D Westchester County. NY 82/12/05 PALLADINO* N J 
Commissioner* 12pp 16396 231 24X Fiche 90-247*92/12/10, 

0212130252 


0212140242 Response in opposition to State of NY motion for mpd of 
hearing schedule moving hearing commencement on Commission 
Questions 3 L 4 to 030315 Extension to 830314 for testimony 
on questions not opposed 

KAPLAN, C New York* NY 02/12/10 Atomic Safety and Licensing 
Doard Panel 2pp 16409 304 24X Fiche 50-247*82/12/10,0212140242 


8212140304 Notification of witnesses on Commission Question 2 
BLUM, J M Bn ion off Concerned Scientists 02/12/10 2pp 
16404 320 24X Fiche 50-247,02/12/10*0212140384 


— 0212140393 Notice of deposition of NRC witnesses HR Denton. SH Hariauai. 
Rf1 Blond & FN Rowsome re testimony to be provided Denton & 

Hanauer will also be examined on decision criteria & process 
It CRAC U CRAC2 accident consequence codes 
BLUM. J M Union of Concerned Scientists 82/12/10 2pp 
16404 322 24 * Fiche 50-247*92/12/10.8212140304 


— 0212140400 Notice of deposition of util witnesses DC Bley.BJ Garrick* 
S Kaplan U DC Richardson re probabilistic safety study 
Certificate of Svc end 

BLUM. J M Union of Concerned Scientists 02/12/10 6pp 
1*404 323 24X Fiche 50-247.02/12/10,9212140384 


B2 12140439 Motion for leave to file end reply to West Branch 
Conservation Absoc 021204 reply to licensee 821201 motion 
to dismiss certain contentions If Assoc had participated in 
tetcon, utile would have Orally replied 

BRANDENBURG, 0 Consolidated Edison Ca of New York* Inc LEVIN* V J 
Power Authority of the State of New York LEVIN* J J Morgan 
Associates 82/12/iO Atomic Safety and Licensing Board Panel 

2pp 1640S 249 24X Fiche 50-247.02/12/10*8212140439 


—8212140446 Reply to West Branch Conservation Assoc 821204 reply to 
licensee 021201 motion to dismiss certain contentions Assoc 
mi scons true s Commission, intent in establishing proceeding 
Contention 2 2(b) should be struck W/Cert i f icate of Svc 
BRANDENBURG* q Consolidated Edison Co of New York, Inc 
LEVIN, J J Power Authority of the State of New York LEVIN* J J 
Morgan Associates 02/12/10 Atomic Safety and Licensing Bonrd 

Panel 7pp 16405 251 24X Fiche 50-24 7,82/12/10*021214043? 


02121 40451 Forward* Rockland County resolution calling for closing off 
plants for failure to remedy emergency planning deficiencies 
by expiration off 120-day clock 

THQRSEN. E 0 Rockland County, NY 82/12/10 PALLADINQ, N U 
Commissioners 3p p 1*404 355 24X Fiche 50-247* B2/ 12/ 10* 

8212140451 


Gi J l2H0423 Responses opposing Branch Conservation Assck 021 J04 

application for reinstatement of Contention 2 2(d) t* Assoc 
U2J 104 objection to AELO re s tat cue nt of Contention 2 2(b) 
Certificate off Svc and 

BRANDENBURG* 0 Consolidated Edison Co of New York* Tne MORGAN* C 
Rawer Authority of the State of New York MORGAN. C Morgan 
Associates 82/12/09 Atomic Safety and Licensing Board Panel 

Upp 1*404 199 24X Fiche 50-247, 82/12/09* B2121404S3 


8P12150017 Answer objecting to State of NY motion for mod of hearltifl 
schedule Change In witness testimony schedule b urban * one 
Certificate of Svc enci 

POSNER, P Parent* Concerned About Indian Point 82/12/09 Atomic 

Safety amj Licensing Board Panel lp 16421 JBO 24X 
fiche 50-247, 82/12/09.8212150017 


82121*0209 Notice of I Levi,DPls«Uo 
in NY* MY t« testimony op Commission 
of 0Vc encl Related correspondence 
BRANOENDURG, 0 Consolidated Edison 
Power Authority of the State of New 
Associates 82/12/10 &pp 16446 
02I2J602B9 


l< R Piccioni 821229 depositions 
Question 1 Certificate 

Co of New York; Inc MORGAN, C 

York MORGAN* C Morgan 

060 24X Fiche 50-247*83/12/10, 


8^12150116 Response to licensee 821201 motion to dismiss Conten ti on & 

2 1(a), 2 lid) tt 2 2(b) Supports dismissal of Contention 

2 2(b) West Branch Conservation Assoc filings show that 

Assoc will not pursue issue Certificate Df Svc encl 

MOORE* J E Hearing Branch 1 82/12/13 Atomic Safety and 

Licensing Board Panel 8f>p 16427 351 24V Fiche 50-247*82/12/13* 

B212150M6 


Q! 1 1 2150022 Notice of concurrence -w/Parents Concerned About Indian Point 
objection to State of NY motion to modify hearing schedule 
further postponent gf witness testimony unwarranted t 
burdensome to UCS/PIRG of NY k witnesses 

HOLT* J Union of Concerned Scientists HOLT* U Public Interest 
Research Group, New Yorfc 82/12/09 Ip 16421 231 24X 

Fiche 50-247. 02/12/0?, 0212150022 


P«'1213O2O0 Order scheduling 630)10 evidentiary hearing In White Plains, 
NY 

GLEASON, OF Atomic Safety and Licensing Ooarqf Panel 82/12/10 
lp 16397 015 24X Fiche 50-247, 82/ 13/10* e2ia(3OaO0 


Qf r I 2 ( 30252 Forwards Westchester County 021205 Itr to Commissioner 
Paliadino re offsite emergency pr eparedne ss« to comply w/ex 
parte communications regulations 

3TUCKY* 8 W Docketing h Services Branch 02/13/10 Office off the 
Executive Legal Director lp 1*396 230 24* Fiche 50-247* 

02/12/10. 6212130252 


Q? 1 2200032 Qualifications statements for UCS/NY PIRG witnesses on 
CO"«ni3Bion Question 2 Prof qualifications & Certificate of 
8vt one 1 

HLOM, J M Union of Concerned Scientists 82/12/13 1 1 pp 

1*473 351 2 4X Fiche 30-247,82/12/13*0212200032 


8212 1 70169 Advises that NRC does not intend to seek author i iatl on to 
reply to West Branch Conservation Assoc 021124 objections to 
restatement of Contention 2 2(b) No new arguments raised 
MOORE, J E Hearing Branch I Q2/12/I4 GLEASON* J P * PARIS* 0 H . 
SHOW* F J Atomic Safety and Licensing Board Panel, lp 16450 221 
24X Fiche 50-247*02/12/14,0212170169 


0212160375 Order requesting ASLB provide recommendations called for in 
CL I -01 -23 no later than 030729 

CHILK* S J Office of the Secretary of the Commission 03/12/15 
Atomic Safety and Licensing Board Panel lp 16442 341 24X 

Fiche 50-247, 82/1 2/15* 021 2160375 
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B212I70174 Response to Parents Concerned About Indian Point 021 130 
motion to compel discovery against utils U response opposing 
Parent* request to file new document request on NRC 
Protective order requested Certificate of Svc enc 1 
MCCUFREN, H J Hearing Branch 1 02/12/15 Atomic Safety and 

Licensing Board Panel 9pp 16450 163 24X Fiehe 50-247. Q2/12/I5, 

8212170174 


B212200097 Memorandum 6 order granting NRC motion for protective order 
re answer to UCS/NY PIRG Interrogator g 5 NRC is not 
required to compile list of NRC criticisms of plant 
probabilistic safety study nor to formulate position 
GLEASON* J P Atomic Safety and Licensing Board Panel 82/12/ib 
Office of the Executive Legal Director 2p p 16470 140 24X 

Fiehe 50-247*02/12/15*0212200097 


S212220293 Reply opposing licensee B21210 motion for leave to file 
reply to West Branch Conservation Assoc response to licensee 
821201 motion Licensee is harassing Assoc Certificate of Svc 
rnc i 

PLEIEHER. Z S West Branch Conservation Association 82/12/15 
Atomic Safety and Licensing Board Panel 3pp 16517 IBS 24X 
Fiehe 30-247*02/12/15.8212220293 


0212220220 Advises that M Kaminski inadvertently omitted from amended 
witness lists Order of witnesses listed Related 
correspondent e 

VETEflE* L A Westchester County.NY 02/12/16 GLEASON, J P * 

PARIS* 0 M * SHON* F J Atomic Safety and Licensing Board Panel Ip 
16503 001 24X Fiehe 30-247,02/12/16,0212220220 


— 8212220226 Response to State of NY motion to modify hearing schedule 
Unnecessary to delay testimony of all other available 
witnesses until County l State witnesses available 
Certificate of Svc encl 

VETERE* L A Westchester County.NY 62/12/16 Atomic Safety and 

Licensing Board Panel 2pp 16503 002 24X Fiehe 50-247* 

82/12/16, 8212220220 


0212230261 Urges plants not be reopened until emergency preparedness 
plans adequate 

BIALIK* E I New York* State of 82/12/16 PALLADINO* N 
Commissioners lp 16508 188 24X Fiehe 50-247*02/13/16* 

8212230261 


8212230331 Forwards 821213 Itr inadvertently sent to J Rendrie 
Attendance at 030110 evidentiary hearing requested 
M ANT ELL* A N Af fil iati on Unknown 02/12/16 PALLADINO, N 
Commissioners lp 16305 157 24X Fiehe 50-247*82/12/16* 

0212230331 


— 8212230336 Ac k receipt of 821210 invitation to attend evidentiary 
hearing in White Plains, NY Attendance certain unless 
accident postpones hearing 

MAMTELL, A N Af f i 1 i«»ti on Unknown 02/12/13 HENBRIE, J Atomic 

Safety and Licensing Board Panel lp 16505 150 24X 

Fiehe 50-24 7,02/12/16*8212230331 


8212210235 Memorandum & order memorializing 821215 t 16 telcons ?< 
dismissing Parents Concerned About Indian Point & West 
Branch Conservation Assoc 821130 & 1204 discovery motions 
PARIS* □ H Atomic Safety and Licensing Hoard Panel 82/12/17 
Parents Concerned About Indian Point 2pp 16484 234 24X 

Fiehe 50-247*82/12/17*0212210235 


0212210238 Supplementation of interrogatory response, naming Question 1 
witnesses Certificate of Svc end 

BLUM - * J M Union of Concerned Scientists 82/12/17 5pp 
16484 236 24X Fiehe 50-247,02/12/17*0212210238 


8212210320 Forwards Congressman RL Ottinger 821201 Hr to util seeking 
testimony before Congress re investigation Util 821203 
response end 

LEVIN, J J Morgan Associates 82/12/17 PALLADINO* N J * 

AHEARNE, J F * 0ILINSKY*V Commissioners 6pp 16496 246 24X 

Fiehe 50-247*82/12/17,8212210320 


0212220246 Supplemental response to first set of interrogatories l< 
document requests under Commission Question 1 Prof 
qualifications end Related correspondence 

HARTZMAN* R M Friends of the Earth HARTZMAN, R M New York City 
Audubon Society 62/12/17 Consolidated Edison Co of New York* 
Inc 32pp 16518280 24X Fi che 50-247* 82/12/17* 8212320246 


0212220271 Responses to interrogatories 4* document requests re 
Commission Question 6 Certificate of Svc end 

BRANDENBURG* B Consolidated Edison Co of New York* Inc PRATT* C M 
Power Authority of the State of New York PRATT * C M Morgan 

Associates 02/12/17 Parents Concerned About Indian Point 
ISpp 165172Q0 24X Fiehe 50-247, 82/12/17, 8212220271 


8212230167 Response to motion to compel discovery re Commission 
Question 6 Certificate of Svc encl Related correspondence 
BRANDENBURG, D Consolidated Edison Co of New York, Inc PRAJT,C M 
Power Authority of the State of New York PRATT.C M Morgan 
Associates 82/12/17 Paients Concerned About Indian Point 

1 4p p 165! 1 007 24X Fiehe 50-247, 82/ 12/ 1 7, 821 2230187 


8212230235 Urges that units not be returned to svc until emergency 
planning concerns resolved 

BRODSKY, R L Westchester County.NY DE MAHCQ. J W , HOCHBEflQ, A G 
CoTimi S3 loner s 82/12/17 PALLADINO* N J , AHEARNE, J F , GILT NfaKY* V 

Commissioners 3pp 165J 1 060 24X Fiehe SO-247, 82/ 1 2/ 1 7* 

0212230233 


8212280014 Lists documents being withheld as privileged that w?n> 
requested by SC ShoUy (UC3) in UCS/NY PIRG first set of 
interrogatories & document requests on Commission Questions 
1,2 k 5 NUREG/CR-2666 forthcoming 

MCQURREN. H U Hearing Branch 1 B2/12/J7 BLUM* J M New York 

Univ 2pp 16564 29Q 24X Fiehe 50-247,82/12/17*8212280014 


8212280285 Response in opposition to State of NY motion for mod of 
hearing schedule Since motion relates to scheduling of 
testimony within allotted time frame.no further hearing 
delay necessary Certificate of Svc encl 

MORGAN, C Power Authority of the State of New York MORGAN, C 
Morgan Associates 02/12/17 Atomic Safety and Licensing Board 
Panel 7pp 16561 327 24X F ic he 50-247 * 82/12/ 1 7* B21 2280285 


8212210267 Response in support of State of NY 621203 motion for mod of 
schedule foT hearing testimony on Commission Questions 3 S' 

4 Extension needed in order fo? witnesses to participate in 
emergency planning excercises Certificate of Svc encl 
MOORE, J E Hearing Branch 1 32/12/20 Atomic Safety and 

Licensing Board Panel 5pp 1648? 170 24X Fiehe 50-247*62/12/20* 

8212210267 


6212210332 Response opposing Con Ed 821215 mailgram requesting ASLII to 
grant previously filed motion tD dismiss Contentions 2 Ita) 
h 2 Md) Prejudice caused by UCB/NY PTRG tardiness not 
equal to requested sanctions Certificate of Svc encl 
MOORE, J E Hearing Branch 1 02/12/20 Atomic Safety and 

Licensing Board Panel 7pp 16497 013 24X riche 50-247* 62/12/20, 

8212210332 


8212220378 Memorandum supporting Co-n Ed 821215 renewed motion to 
dismiss UCB/NY PlRG Contentions 2 Hal it 3 ltd) UCS 
continues to act immune from orders of ASLB , no tun thstanding 
Judge Paris admonition Certificate of Svc enc) 

MORGAN, C Power Authority of the State of Now York MORGAN* C 
Morgan Associates 02/12/20 Atomic Safety and Licensing Board 

Panel 9pp 16503 223 24X Fiehe 50-247, 82/ ! 2/20, 02 1 2220390 


0** 1 223024 1 Strongly urges that units not be returned to svc until 
emergency planning concerns resolved 

STEINOUT, R * CTERN, H J , GREIFZER# C New York, NY 82/12/20 

IMLLAOINQ, M J , AHEARNE, J F , GILINSKY.V Commissioners llpp 
16500 145 24X Fiehe 50-247*82/12/20*8212230241 


0212230270 Urges plants not be restarted until workable emergency plon 
i mp 1 omen ted 

F INK* S New York* NY 82/12/20 PALLADINO, N J Comm i s s i on a rc 
2pp 16507 350 24X Fiehe 50-247,82/12/20,6212230270 


0212280293 Response in opposition to State of NY motion for mod of 
hearing schedule State did nut meet heavy burden of 
persuasion required to extend hearings Certificate of Svc 
rnc l 

BRANDENBURG, D Consolidated Edison Co of New York, Jnc 82/12/20 
Atomic Safety and Licensing Board Panel 6pp 16562 067 24X 

Fiehe 50-247, 82/12/20* B2J 22B0293 


0212230181 Memorandum order granting licensee 821210 motion to reply 
to West Branch Conservation Assoc <WBCA> reply to util 
021201 motion to dismiss contentions Util 02120I motion to 
dismiss also granted UBCA motion for re in sta t omen t denied 
GLEASON* J P * SHON* F J Atomic Safety and Licensing Board Panel 
82/12/2 1 Consolidated Edison Co of New York* Inc 7pp 

16510 230 24X Fiehe 50-247,82/12/21,0212330101 


0212230188 Memorandum, fc order granting Parents Concerned About Indian 
Point 821130 request to place specified documents issued by 
NRC prior to 1979 into LPDR 

GLEASON* J P Atomic Safety and Licensing Board Panel 82/15/21 
Parents Concerned About Indian Point 6pp 16511 106 24X 

Fiehe 50-247*82/12/21,8212230180 


8212230359 Order extending time, until 021229* for Commission to decide 
whether to review IE Director 021126 denial of UCS request 
for action filed under 1 0CFR2 206 

CHILK.S J Office of the Secretary of the Commission 82/12/21 
lp 16511 161 24X Fiehe 50-247* 92/ 12/21, B2IS23035B 
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8JM223022B Urge* FEMA update Tept be given consideration in decision to 
reopen Facilities Large number of emergency deficiencies 
still r ema in 

WEN2EL.J S Affiliation Unknown 92/12/33 PALLADtNO.N J . 

AHEARNE, J F * ASSELSTINE. J K Commissioners ISpp 16511 032 24X 

Fiche 50-247,82/12/22,6212230229 


62 1 22702 1 4 Decision CLI-B2-3B, ru 1 tng that no shutdown nr enforcement 
action required re state at emergency planning FEMA 
determined that remedial action uu 1 1 be feasible Problems w/ 
local govts beyond licensee control 

CHTLK.S J Office of the Secretary of the Commission 02/12/22 
27pp 16537 120 24X Fiche 50-247, 82/12/22, 0212270214 


□I' 12200003 Forwards FEMA 831217 1 tr to Qfc of Executive Director for 
Lperatians re current status of offsite emergency planning 
transmitting update rept U/o end 

HASSELL, D F Hearing Branch 1 82/12/22 GLEASON, -J P , SHOW, F J , 

PARTS, 0 H Atomic Safety and Licensing Board Panel lp 16564 267 
24X Fiche 50-247, 82/ 1 2/22, 02i 22SG008 


8?i22fiOOll Advises, that invoice for copying documents requested by 
SC Sholly on 021214 forthcoming 

MOORE, J E Hearing Branch 1 92/12/22 WEISS, E R Harmon & We*£s 

Ip I6S6S 144 24 X Fiche 50-24 7.02/12/22,8212290011 


0, '12270249 Order CLl-S2-4( , grariti ng in part & denying sn part,UCS 
821009 motion to direct NRC to reschedule meeting All 
parties must be informed of scheduling of meetings 
CHJLX, S J Office of the Secretary of the Comaiiss ion 92/12/23 

Union of Concerned Scientists 3pp 16530 357 24X 

Fiche 50-24 7, 02/ 1 2/23, 62 1 2270249 


6212300012 Menorandun Zt order dismissing West Branch Conservation Assoc 
821215 motion to deny licensee motion for leave to reply 
Licensee motion g ranted, render i ng instant motion moot 
GLEASON, J P Atomic Safety and Licensing Appeal Panel 92/12/23 
West Branch Conservation Association 2pp 16390 227 24X 

I ic he 50-247, 82/12/23,8212300012 


SI’12300014 Memo random %> order denying licensee 621201 motion Zt 921215 
renewed motion to dismiss Contentions 2 1(a) & 2 Hd) UC5 
failure to meet 821210 deadline minor since delay did not 
prejudice parties 

■GLEASON, J p Atomic Safety and Licensing Board Panel 82/12/23 
Consolidated Edison Co of New York, Inc 6pp 16590 218 24X 

riche 50-247, 92/12/23,8212300014 


82 1 2290326 Forwards revised Page 3 to NRC Order CLI-92-41 & separate 
view of Commissioner Roberts 

GTUCKY, s W Docketing it Services Branch 92/12/27 Power 
Authority of the State of Meu York lp 16562 GB4 24X 
Fiche 30-247, 62/12/27, 8212280326 


—0212280332 Corrected Page 3 to NRC Order CLI-82-41 ic separate view of 
Commissioner Roberts 

CHILK, S J Office of the Secretary of the Commission 02/I2/S3 
Union of Concerned Scientists 2pp 16562 063 24X 

Fiche 39-247, 02/12/27, 82S 2200326 


□PI 23001 91 Ac k receipt of summary of Steam Generator Owners Group 
G20727 meeting Request being filed for delay in delivering 
testimony on Question 2 2 1 in order to obtain previously 
inaccessible info 

TLEISHER, Z S West Branch Conservation Association 82/12/27 
HOGRE, J Hearing Branch 1 ip 1 6590 023 24X 

fiche 30-247.82/12/27,6212309191 


QPJ230&I97 Notice of continuation of Contentions 3 J, 4 

FLEISMEft , l S West Branch Conservation Association 02/12/27 Ip 
16598 024 24X Fiche 50-247,02/12/27,0212300197 


-"9212309201 Request for delay in filing testimony on Question 2 1 1 
until 830112 in order to obtain addl info Certificate of Svc 
enc I 

FLElSHEft . 1 S West Branch Conservation Association 02/ 12/27 
Atomic Safety and Licensing Board Panel 2pp 16590 025 24X 

Fiche 50-247,02/12/27.9212300197 


8212300230 Motion for expedited order compelling continuation of 
GR Thompson & SC Sholly deposition* as witnesses on 
Contention* 2 1 c a J t 2 1(d) (fitness testimony incomplete 
Certificate of Svc end 

BRANDENBURG, B Consolidated Edison Go of New York, Inc 
MORGAN, c M Power Authority of the State of New York MORGAN, C M 
Morgan Associates 92/12/29 Atomic Safety and Licensing Board 
Panel 14pp (6596 004 24 X Fiche 50-247 1 92/12/20, 92 J 2300230 


H General correspondence 


8212230323 Forwards Rockland County Resolution 796 calling for closing 
of plants for failure to remedy emergency planning 
deficiencies 

SEf GERMAN, V K Rockland County. NY 02/12/13 PALLADINO, N 
Commissioners 2pp 16505 134 24X Fiche 50-247,82/12/13, 

0212230323 


0212270429 Responds to 821130 1 tr forwarding constituent concern re 
temporary suspension of hearings Approx ID wJts Of hearings 
beginning 0301 10 scheduled 

DIRCKS, W J Office of the Executive Director for Operations 
02/12/20 BRADLEY, D Senate 2pp 16568 33? 24X 

\ iche 30-003, 92/12/20,0212270428 


— 8212270431 Forwards OK & FL Cinquemani 820730 ltr requesting resumption 
of hearings an safety of plants 

8RADLEY, R Senate 02/11/00 Office of Congressional Affairs 
5pp 16569 341 24X Fiche 50-003, 02/1 2/20, 031 227042B 


0 Advisory Committee on fleac tor Safeguards reports L correspondence 


E3P12070077 Forwards "Review of Indian Point P robab i 1 i st i C Safety 
Study " 

AVERY, ft Argonne National Laboratory 82/10/20 OHRENT, D ACRS - 
Advisory Committee on Reactor Safeguards 0KRENT>D California, 

Uni v of, Los Angeles Jp 16354 320 24X Fiche 50-247,82/10/20. 

0212070077 


--8212070083 "Review of Indian Point Probabilistic Safety Study ” 
AVERY. R , CHQ, D H , DEI TR ICH, L M Argonne National Laboratory 
B 2/07/30 ACRS - Advisory Committee on Reactor Safeguard* 

30pp 16354 321 24* Fiche 50-247,92/10/20,0212070077 


V Operating license stage documents L correspondence 


G212Q90205 Forwards response to 821027 ltr re draft BNWL analysis pf 
liquid pathway consequences due to basement penetration as 
P resen tad in Indian Point probabilistic safety study 
BAYNE, J P Power Authority of the State of New York O'TODLEiJ [} 
Consolidated Edison Cd of New York, Inc 82/11/29 VARGA, S A 
Operating Reactors Branch J 1 4 p p 16362 346 24X 

fiche 50-247,02/11/37,0212090205 


8PI2130023 Advises of proposed meeting during second tuk of Dec in 
Bothesda,MD to discuss concerns re seismic qualification of 
auxiliary feedwater sy* 

VARGA, S A Operating Reactors Qranch J 02/12/02 SINCLAIR, L W 
Power Authority of tho State of New York 2pp 16410 346 24X 

Tiche 50-206, 82/12/02, 0212130023 


--9211060556 "Indian Point 3 Nuclear Power P 1 ant, Se 1 smi c Qualification of 
Auxiliary Feedwater Sys. " technical evaluation rBpt 
a Lawrence Livermore Laboratory B2/10/15 NRC - No Detailed 
Affiliation Given ?pp 164 10 340 24X Fiche 50-206,02/12/02, 

8212130023 


Qf'12130030 Request* review of -Unit 3 technical evaluation rept ro 
seismic qua 1 i f i ca t i on of auxiliary feedwater sys Apparent 
discrepancies between Units 2 & 3 should be addressed 
VARGA, S A Operating Reactors Branch 1 02/12/02 O'TOOLE, J D 

Consolidated Edison Co of New York, Inc 2pp 16417 051 24X 

Fiche 50-247, 82/12/02, 02I2J3OO3O 


9212130330 Forwards response to Congressional Subcommittee on Oversight 
6 Investigation questionnaire on steam generator tube 
integrity (Generic Ltr G2-22J 

PAYNE. J P Power Authority of the State of New York 02/12/03 
EISENHVT, D 0 Division of Licensing 4pp 16309 274 24X 

Fiche 50-206, 82/12/03,0212130330 


8212100214 Advises that util will re*pond to NRC 821130 meeting request 
for submittal of revised versions uf radiological effluent 
Tech Specs it offsite dose calculation manual by 630201 
BAYNE, J P Power Authority of the State of New York 82/12/06 

VARGA, 6 A Operating Reactors Branch 1 2pp 16376 077 24X 

Fiche 90-206, 02/12/06,9212100214 


8212100288 Forwards response to I terns 2 & 6(a) of Enc 1 1 to 820315 ltr 
re control of heavy loads Responses to Item* 5.6(b) It 7 will 
be provided by 030301 

BAYNE, J P Power Authority of the State of New York 02/12/06 

VARGA, S A Operating Reactor* ffranch 1 I4pp 16377 060 24X 

Fiche 50-286, 02/12/06, B21 2100280 
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G212130232 Forwards analyses of control room ceilings w/fragility of 
ceiling structures & effects of failure on core melt 
frequency due to seismic events t in fulfillment of 621013 
commitment re probabilistic safety study 

BAYNE, J P Power Authority of the State of New York O'TOOLE, J l> 
Consolidated Edison Co of New York, Inc 02/12/06 Operating 

Reactors Branch 1 7pp 16390 136 24X Fiche 50-247-02/12/06, 

0212130232 


8212270259 Forwards nonprap r i etar y “Indian Point Unit 3 Steam Generator 
Sleeving Rept, " it Westinghouse Author i iat l on CAW-02-62 
Submittal supercedes 021018 Authorization CAW-02-50 
BAYNE- J P Power Authority of the State of New York 02/12/06 

VARGA, 5 A Operating Reactors Branch 1 2pp 16536 273 24X 

Fiche SO-206 , 82/12/06, 9212270259 


--021237Q263 Authorizes utilization of previously furnished affidavit in 
support of facility Info re proprietary aspects of 
application for withholding or affidavit should ref 
CAW-82-62 & be addressed to author W/o end affidavit 
WIESENANN.R A Westinghouse Electric Carp 82/10/20 DENTON, N R 
Office of Nuclear Reactor Regulation# Director Ip 16536 27b 
24X Fiche 90-286,02/12/06.8212270259 


— 8212270266 Nonproprietary “Indian Point Unit 3 Steam Generator Sleeving 
Re p t " Proprietary info deleted 

•* Westinghouse Electric Corp WCAP-10146 82/09/30 211pp 

16536 277 24X Fiche 30-286,02/12/06,8212270259 


02OB19O263 Generic Ltr 82-32 to all PWR licensees re potential steam 
generator-re 1 ated generic requirements Forwards Science 
App 1 ications# Inc draft rept re subj requirements Comments 
requested within 30 days of ltr Svc list end 

E 1BENHUT# P G Division of Licensing B2/I2/09 Consolidated 

Edison Co of New York# Inc 29pp 16629 247 24X 

Fiche 50-000.02/12/09.8200190263 


8P12140103 Generic Ltr 92-20 to all licensees of operating 
Westinghouse & C-E PWRs (except Arkansas Nuclear One, Unit 2 
It San Onofre 2 6 3) ro inadequate core cooling 
instrumentation sys Svc list end 

E ISENHUT, D G Division of Licensing 82/12/10 Yankee Atomic 

Electric Co 27pp 16690 035 24X Fiche 50-000,82/12/10, 

0212 1 40103 


8212210322 Forwards “Reactor Containment Bldg Integrated Leal Rato 
Test, Local Leakage Rate (Type B & C ) Testing 0 k final rept 
by Ebasco per 10CFRSG App J 

R RONS, J C Power Authority of the State of New York 82/12/19 

Office of Nuclear Reactor Regulation# Director 2pp 16496 136 

IJ4X Fiche 30-206,02/12/15.0212210322 


— SC 12210323 "Reactor Containment Bldg Integrated Leak Rate Tost, Local 
Leakage Rate (Type Q h C) Testing " 

* Power Authority of the State of New York 02/12/31 30pp 
16496 130 24X Fiche 50-286, 02/12/15, 021 2210322 


■8212210324 “Reactor Containment Bldg Integrated Leak Rate Tost," final 
rept 

GRAAS8, J « DILLON, P Ebasco Services, Inc (subs of Ensorch 
Corp > 02/08/04 55pp 16496 169 24X Fiche 50-206,82/12/15, 

8212210322 


8P12210426 Forwards plant-specific evaluation of safety i< relief valve 
performance re NUREG-0737, I tcm II D I, per 810929 request 
Final piping rept expected by Apr 1983 W/fcwo oversize 
drawings Aperture cards available in PDR 

BAYNE, J P Power Authority of the State of New York 02/12/15 

VARGA, S A Operating Reactors Branch 1 22pp 16490 124 24X 

Fiche 50-206, 02/12/ 1 5, 02122 10426 


Q Inspection reports, IE Bulletin* fc correspondence 


9^08190240 IE Bulletin 02-03. Revi sion 1, "Stress Cracking in Thick- 
Wa 1 l,Large-Di ameter. Stain 1 ess Steel, Rec ircu latl on Sys Piping 
at BNR Plants “ Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

U3pp 16462 163 24X Fiche 50-000,02/10/28,0200190240 


0208 1 90245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
801 & Model 002 Thermol uminescent Do*imeters " Svc list 
one 1 

COBB'.L I Division of Fuel Facilities, Material* !< Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc llOpp 
16372 142 24X Fiche 50-000,02/11/05,8208190245 


8208190251 IE Info Notice 82-44, “Clarification of Emergency Plan 
Exercise Requirements * Svc list end 

JOR DAN, E L Division of Engineering & Quality Assurance Q2/11/1B 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche 50-000.82/11/18,0208190251 


0P12O3OI23 Forwards IE Insp Rept 50-206/02-19 on 021016-1115 No 
noncomp 1 ionce noted 

STARQ5TECKI , R Division of Project 6 Resident Programs 02/11/19 

URGNS, J C Power Authority of the State of New York 2pp 
16303 309 24X Fiche 50-206, 02/11/19,0212030123 


'-0212030120 IE Insp Rept 50-286/02-19 on 021016-1 115 No none amp 1 1 anc e 
noted Major areas inspected shift logs *, records, 
survo i Uance, maint, rece ipt of improperly packaged 
radiological matls & review of monthly operating rept 
KENNY, T J , KISTER, H Division of Project !< Resident Programs 
82/11/17 7pp 16303 311 24X Ficho 50-2B6, 02/ 1 1 / 1 9, 02J 20J01 PJ 


0200190256 IE Info Notice 02-46, “Defective *< Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 92/11/26 Consolidated Edison Co of New York, Inc 

127pp 16411 065 24X Tiche 50-000,82/11/26,0200190256 


0^*00190257 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Natl " Svc list end 
COBB, L I Division of Fuel Facilities, Materials & Safeguards 
02/11/30 Consolidated Edison Ca of New York, Inc 356pp 
16307 020 24/ Fiche 50-000,82/11/30.0200190257 


8P0S190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies 11 Svc list end 
DEYQUNG.fi C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York* Inc 

J13pp 16411 317 24X Fiche 50-000,82/12/03*0200190259 


D208190261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Dockets " Svc list end 

JORDAN, E L Division of Engineering \ Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 30-000,02/12/03.0200190261 


8200190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air 6 Gas Monitoring " Svc list enc 1 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison. Co of New York, Inc 

1 27p p 16620 191 24X Fiche 50-000,82/12/16,0200190267 


0206190268 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering 4. Quality Assurance B2/12/20 
Consolidated Edison Co of New York, Inc lOOpp 16628 293 P4 X 
fiche 50-000,02/12/20,9200190260 


n Periodic operating reports related correspondence 


0212290156 Forwards monthly operating rept for Oct 1902 

BRONSi J C Power Authority of the State of New York B2/11M0 
Office of Resource Management, Director Ip 16582 219 24X 

Fiche 5G-2G6* 02/11/10, 0212290156 


— 0212290 1 60 Monthly operating rept for Oct 1902 

AUTERINQiL Power Authority of the State of New York 82/11/01 
6p p 16502 220 24X Fiche 50-206,02/11/10,0212290156 


8212140064 Forwards monthly updating rept for Nov 1982 

DRONS, J C Power Authority of the State of New York 82/12/09 

Office of Nuclear Reactor Regulation, Director lp 16408 306 24X 

Tiche 50-206, 02/12/09, 0212140064 


- 0212140070 Monthly operating rept Por Nov 1902 

AUTER I NO, L power Authority of the State of New York 02/12/01 
6pp 16400 307 24X Fiche 50-286,02/12/09,0212140064 


8 Reportable occurrences, LERs & related correspondence 


0212210417 PNO- 1-02-081. on 821215* two nuclear electronic technicians 
suffered third degree burn* from electrical shock while 
working on 6, 900-volt bus work In reactor coolant pump 
breaker panel Caused by employee making contact w/bus 
KISTER, GREENMAN Region 1, Office of Director 82/12/16 lp 
16493 095 24X Fiche 50-206, 82/ 12/ 16, 021 22 1 041 7 


1 Hearing transcripts on non-ant i trust matter* 


0212070049 Transcript of 021203 telephone conference in Washing ton, DL 
Pp 4,056-4,088 

# Atomic Safety and Licensing Board Panel 82/12/03 33pp 
16327 295 24X Fiche 50-247,02/12/03,8212070049 
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3212150000 forwards RL Goldfarb testimony &r 1 1st* o-rder of witnesses to 
testify Related t orrespcndence 

VETER E' L A Westchester County iNV 82/12/ 09 GLEASON, J P « 

PARtS.O H* SHON. F J Atomic Safety and Licensing Board Panel lp 
16*121 130 24X Fiche 50-247, 82 / 1 2/09, 02121 50000 


-*9212150013 Testimony of FA Goldfarb re law enforcement concerns u/ 
emergency plan ASL0 should consider effectiveness of 
emergency plan w/o adequate police < ommun i c ations sys 
Certificate of Svc end 

GOLDFARB.R A Westchester County, NY G0LDFAR5.R A O&sining, NT 
82/12/09 5pp 16421 131 24X Fiche 90-247, 82/1 2/09, 321 2 1 50002 


G2 1 2300235 Tianscript of Commission 021221 meeting in Washington, DC re 
possible action concerning emergency preparedness at 
facilities Supporting dacum^ata t ion «* vlewgraphs enc 1 
« Comrnj ssi i>ner s Q2/I2/2J I2lpp 16624 037 24X 

fiche 50 - 236 , 02/12/21,9212300235 


0 Adjudicatory correspondence 


6012060099 Response to interrogatories & document requests re 
Commission Questions 2 it 5 Related correspondence 
SMCLLY.S C , BLVM# J ft Union of Concerned Scientists ALUM, J M 
New York Univ 82/12/02 Consolidated Edison Co of New York, 
Inc 30pp 16316 133 24X Fiche 50-247, 82/12/02, 8212060090 


P Operating license stage documents it correspondence 


0212010105 Forwards Amends 116,116 it 113 to Licenses DPR-3B, DPR-47 & 
DPR-39, re spec t lv* 1 y* safety evaluation it EIA 8* notice of 
issuance it availability Amend revises Tech Spec restrictions 
on burning low level contaminated oil 

WAGNER, P C Operating Reactors Branch 4 82/11/15 TUCKER, H 0 

Duke Power Co 3pp 16271 232 24X Fiche 50-269, B2/1 1/15, 

8212010185 


U Congress i^>na l/Eiecut ive Correspondence 


9212230341 Requests NRC statement of Commission basis for determination 
that reasonable assurance exists that public health & safety 
will be adequately protected in event of large nuclear 
accident 

UOALL. K K House of Rep , Interior it Insular Affairs 82/12/15 

PALLADIWQ, N J Commissioners 2pp 16511 126 ?4X 

Fiche S 0-24 7. 92/12/15, 8212230341 


—8212010193 Amends 116,116 it 113 to Licenses DPR -38, DPR -47 it DPR-33, 
respective 1 y, revi sing Tech Spec restrictions on burning low 
level contaminated oil 

fSTGLZ, J F Operating Reactors Branch 4 82/11/15 8j>p 

J6271 235 24X Fiche 50-269,82/11/15,9212010185 


— 0212010205 Safety evaluation it EIA supporting Amends 116,116 tt 113 to 
Licenses DPR-38, DFR-47 it DPR-55, re spec fc tv e ly 

* Office of Nuclear Reactor Regulation, Director 02/11/13 6pp. 
16271 243 24 X Fiche 30-269* 02/11 /1 5, 82 1 201 Oi 05 


GP 1 223027 6 l/rget consideration of all info re adequacy of emergency 
plans it current state of emergency preparedness All steps 
must be taken to ensure adequacy of emergency planning 
IISH, H OILMAN, B , BINGHAM, J House of Rep. 02/12/28 
Commissioners 3pp 16508 277 ?4X Fiche 50-247,82/12/20, 

0212230276 


— 8212010276 Notice of issuance 8- availability 5t negative declaration c# 
Amends 116, 116 6 113 tn Licenses DPR-30, DPR-47 & DPR-55, 
respective! y 

STOLZ.J F Operating Reactors Branch 4 82/11/15 2pp 

16271 249 24X Fiche 50-269,82/11/15,8212010189 


DOCKET 50-2B7 OCONEE NUCLEAR STATION, UNIT 3 
F Security, medical, emergency L fire protection plans 


□212130069 Forwards info on emergency offsltr facilities <E0F)<per 
Fi BlTJtet B2J2Q3 request 6 Generic Ltr 81-10 Const of 
permanent primary 6 backup EOF completed 

TUCKER, H B Duke Power Co 82/1:2/03 DENTON, H R Office of 

Nuclear Reactor Regulation, Director AOENSAM, E 0 Licensing Branch 

4 2pp 16370 186 24 X Fiche 50-000,82/12/03,8212130069 


G212090044 Reviews util 820419 & 0727 ltrs re security personnel 
r equal l f t c a t i on requirements Annual supervisor observation 
considered sufficient requa J 1 f it at Ion test 

5T0LZ- *t F Operating Reactors Branch 4 82/12/07 TUCKER, H B 

Duke Poc,er Co 2pp J6304 244 24X Fiche 50-000,82/12/07, 

8212090044 


DP 12230093 Releases public version of revision to crisis jngt plan 8c 
revisions to crisis mgt plan 1 pip J-emen ting procedures 
FELTON, J M Division of Rules and Records 82/12/15 Document 

Management Branch lp 16542 026 24X Fiche 50-000,82/12/15, 

8212230093 


B21 2010392 Forwards Amends 117,117 6 114 to Licenses DPR-30, DPR-47 & 
DPR —S3, r esp-ec tively, safety evaluation A notice of issuance 
& availability Amends incorporate digital logic channels & 
emergency power switching logic 

WAGNER, P C Operating Reactors Branch 4 82/11/22 TUCKER, H & 

Duke Power Co 3pp 16271 030 24X Fiche 50-269,82/11/22, 

8213010392 


■0212010418 Amends 117, 117 it 114 to Licenses DPR-38, DPR-47 8< DPR-55, 
respective! y, inc arporating digital logic channels h 
emergency power switching logic & revising bases to define 
redundant component testing 

8T0LZ/JF Operating Reactor* Branch 4 82/1 1/22 28pp 

16271 033 34 X Fiche 50-267, 03/i 1 /22, 021 2010392 


— 0212010421 Safety evaluation supporting Amends 117,117 & 114 to 
Licences DPR-30, DPR-47 it DPR-55, r<?s p ec ti v e 1 y 

* Office of Nuclear Reactor Regulation, Director 82/11/22 4pp 
16271 061 24X Fiche 50-269,02/11/22,0212010392 


— 82J2D104B8 Notice of issuance it availability of Amends 117*117 & ISA to 
Licenses DPR-3S, DPff-47 it DPR-55, re s peCti ve 1 y 
STDL2,J F Operating Reactors Branch 4 B2/11/22 2pp 

16271 063 24 X Fiche 30-269,02/11/22,8212010392 


— 02 12230108 Forwards public version of Revision 7 to crisis mgt plan & 
revi9iont to crisis mgt plan implementing procedures 
TUCKER, H 3 Duke Power Co 82/12/02 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADEMSAM,E G Operating 
Reactors Branch 4 2pp 16542027 24X Fiche 50-000, 92/12/15. 

82 1 2230093 


--82 l 223 0124 Public version of Revision 7 to crisis mgt plan One ovorsire 
panphlefc end Aperture card available in FDR 

VAUGHN, R E Duke Power Co 02/11/29 9pp, 16542 029 24X 

Fiche 50-000, 02/12/15, 6212230093 


-8212230134 Public version of revised crisis mgt plan Implementing 
procedures, including Procedures 5 3 2 re crisis news group 
plan % 5 3 li re McGuire crisis phone directory 

VAUGHN, R E Oak* Power Co 82/11/29 2B0pp 16542 030 34X 

Fiche 50-000. B2/ 1 2/ I 5, 8212230093 


0212280351 Application to amend Licenses DPR- 38, DPR-47 t< DPR-55, 
revising App A Tech Specs to change frequency of station 
security plan & Imp I enent 1 ng procedure audits from once 
i' very 2 yrs to yearly 

1UCKER.H 3 Duke Power Co 02/12/21, DENTDN.Rfl Office of 
Nuclear Reactor Regulation, Director 2pp 16560 087, 24X 

Fiche 30-269,02/12/21,8212200331 


—8212280367 Proposed Tech Spec revision changing frequency of station 
security plan U Implementing procedure audits from once 
every 2 yrs to yearly 

a Duke Power Co 82/12/21 lp 16560 089, 24X 

Fiche 50-269, 82/12/21, 0212200331 


82 1 2070370 Forwards license amend fee in response to B2U0B ltr 
TUCKER, HJ Duke Power Co 82/11/22 DIGGS, R M License Fee 
Management Branch 2pp 16336 324 24X Fiche 50-269,02/11/22, 

0212070370 


6212070341 Forwards responses to NUREQ-0737, Item II B 3, "PoSt-Acc idenfc 
Sampling Sys " N/14 oversii* drawing* Aperture cards are 
available in PDR 

TUCKER, H B Duke power Co 02/12/Oi DENTON, H R Office of 
Nuclear Reactor Regulation, Director 8T0LZ, J F Operating Reactors 
Branch 4 32pp, 16340 252 24X Fiche 50-269,82/12/01,0212070341. 


- -B2 1 2070348 ''Estimate of Failed Fuel Based on 1-131 Concentrat ion " 
HULL. P , OMEN, T B Duka Power Co B2/0B/03 22pp 16340 283 
24X Fiche. 50-269, B2/ 12/01 . B2I 2070341 


— 0212070392 "Post-Accident Containment Air Sampling System " W/twelve 
oversize drawings Aperture cards are available in PDR 
* Duke Power Co 02/01/29 07pp 16340 324 24X 

Fiche 50-269,02/12/01*8212070341 


— 8212070395 "P os fc-Ac c i d an t Liquid Sampling System " W/nine oversiie 
drawings. Ap erture cards are available in PDR 
* Duke Power Co B2/01/29 376pp 16341 053 24X 

Fiche 50-269,52/12/01*0212070341 
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8212100355 Summary of 021130 meeting w/util re use of Mark Q2 fuel 
assemblies ir> future reload cores Vieuigraphs end 
WAGNER, P C Operating Reactors Branch 4 02/12/01 Operating 

Reactors Branch 4 54pp 16399 041 24X Fiche 30-269, 02/ 12/01 . 

G212I00355 


□212130073 Requests c lari f i cat! on of conditional snubber operability as 
described in certain Tech Specs Request due to discussion in 
IE Ins p Repts 30-269/02-37, 50-270/02-37 U 30-287/02-37 
TUCKER, H 0 Duke Power Co 82/12/08 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 5T0LZ,J F Operating Reactors 
Branch 4 3p p 16427 339 24X Fiche 50-2 69,02/12/00,9212130073 


8209190263 Generic Ltr 82-32 to all PWR licensees re potential steam 
generator-related generic requirements Forwards Science 
App 1 ications, fnc draft rept re subj requirements Comments 
requested within 30 days of Hr Svc list pncj 

EISENHUTjD G Division of Licensing 02/12/09 Consolidated 
Edison Co of New York' Inc 29pp 16629 247 24X 

Fiche 30-000,02/12/09,0200190263 


0P1213QI9O Comments on status of Unresolved Safety Issue A-49 re 
pressurized thermal shock far facilities Recent calculations 
confirming that no near-term safety concern exists should be 
reflected in NRC rept 

TUCKER, H 0 Duke Power Co 02/12/09 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ST0L2, J F Operating Reactor* 
Branch 4 2pp 16396 129 24X Fiche 50-269,82/12/09,0212130190 


8212270335 Forwards order for license mod re installation of inadequate 
tore cooling instrumentat ion sys as specified in NUREG-0737, 

Item II F 2, "Inadequate Core Cooling " 

E 1SEUHUT , D G Division of Licensing B2/12/10 TUCKER, M B Duke 
Powar Co 2p p 16533 330 24X Fiche 50-269,02/12/10,8212270335 


— 821227033B Order for license mod to conform tu/spec« of NUREG-0737, 
Item II F 2 Checklist for specific review end 

EISENHUT, D 0 Division of Licensing 02/12/10 Duke Power Co 

llpp 16555 339 24X Fiche 50-269,02/12/10,0212270335 


82J221C079 Advises that submittal of revised radiological effluent Tech 
Specs inc orporating agreements reached during 820010-19 
meetings delayed until 830131, per util 021110 commitment 
TUCKER, H a Duke Power Cg 02/12/19 DENTON, M R Office of 
Nuclear Reactor Regulation, Director STOLZ,JF Operating Reactors 
□ ranch 4 Ip 16485 247 24X Fiche 50-269, 02/12/15, B2 122 10079 


B212280351 Application to amend Licenses DPR-30, DPR-47 & DPR-55, 
revising App A Tech Specs to change frequency of station 
security plan & implementing procedure audits from once 
every 2 yrs to yearly 

TUCKER, H □ Duke Power Co 02/12/21 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactors 
Branch 4 2pp 16560 007 24X Ftchs 50-269,02/12/21,0212200351 


— Q212280367 Proposed Tech Spec revision changing frequency of station 
security plan It implementing procedure audits from once 
every 2 yrs to yearly 

* Duke Power Co 02/12/21 Ip 16560 009 24X 

Fiche 30-269,02/12/21,0212200351 


G Inspection reports, IE Bulletins t correspondence 


0208190240 IE Bulletin 02-03, Revi « ion 1, “Stress Cracking in Thick- 
Wall, Lai'S e-Di ameter, Stainless Steel , R ec ire u 1 a t i on Gys Piping 
at BWR Plants " Bvc list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York, Inc 

I12pp 16462 163 24X Fiche 50-000,02/10/20,8200190240 


0212090101 Forwards IE Insp Repts 90-269/82-39,50-270/02-39 
50-207/92-39 on 020915-1010 No noncompliance noted 
DANCE, H C Division of Project it Resident Programs 02/10/29 
TUCKER, rf B Duke Power Co 2pp 16359 197 24X 

Fiche' 50-269, 02/10/29, 0212090101 


—8212090109 IE Insp Repts 50-269/02-39- 30-270/02-39 t 50-207/02-39 on 
820915-1010 No noncomp 1 iance noted Major areas inspected 
operation safety verifi cation, maint activi ties, survti llance 
test i no* *ta rtup testing & TMI action Item implementation 
ORDERS, W , FALCONER, D , BRYANT, J C Divi si on of Pro ject & Resident 
Program* 02/10/20 7pp 16339 199 24X Fiche 50-269,02/10/29, 

8212090101 


0209190243 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 b Model 802 Tbermol umines cent Dosimeters 11 Bvc list 
ere 1 

COBB, L. I Division of Fuel Facilities* Materials it Safeguards 
82/11/03 Consolidated Edison Co of New York, Inc llOpp 
16372 142 24X Fiche 30-000,02/11/03,0200190245 


8212090420 Forwards response to IE Bulletin 02-02, “Degradation of 
Threaded Fasteners in RCPB of PWR Plants," Item 1 for Unit 1 
it Items 2 It 4 for Unit 3 Response to Items 2 it A for Units I 
Sc 2 lull J be provided following next refueling outage 
TUCKER, M B Duke Power Co 82/11/15 O'REILLY. J P Region 2, 
Office of Director 4pp 16363 033 24X Fiche 50-269, B2/1 1 /IS, 

□2120904 20 


8212060310 Grants 820830 request for relief from volumetric erams at 
piping welds in sections of containment sump L reactor bldg 
spray sys piping Safety evaluation end 

STOLZ, J F Operating Reactors Branch 4 02/11/16 TUCKER, H li 

Duke Power Co 6pp 16323 351 24X Fiche 30-269.02/11/16, 

□212060310 


— 8212060313 Notice of granting relief from ASME Code requirements for 
volumetric exams of piping welds in sections of containment 
sump & Teac tor bldg spray sys piping 

STOLZ, J F Operating Reactors Branch 4 02/11/16 2pp 

16333 357 24X Fiche 30-269, 02/11/16,8212060310 


□308190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements *’ Bvc list end 

JORDANrE L Division of Engineering It Quality Assurance B2/11/1B 
Consolidated Edison Co of Now York, Inc 109pp 1641 I 199 ,'MX 

Tiche 50-000,62/11/10,0208190231 


9200190256 IE Info Notice 82-46, "'Defective b Obsolete Combination 
Padlocks 11 five list end * 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 03/11/26 Consolidated Edison Co of New York, Inc 

127pp 16411 045 24X Fiche 50-000.02/11/26,8300190256 


8208190257 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Mon-Fissile Radioactive flatl " Svc list end 
COBB, L I Division of Fuel Facilities, Materials tj Safeguards 
02/ 1 l /30 Consolidated Edison Co of New York, Inc 356pp 

16307 028 24X Fiche 50-000,02/11/30,8200190257 


8200190259 IE Bulletin 02-04, “Deficiencies in Primary Containment 
Electrical Penetration Assemblies “ Svc list enc l 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

iiapp 16411 317 24K Fiche 50-000,82/12/03,8200190259 


0208190261 IE Info Notice 02-40, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list enc 1 

JORDAN, E L Division of Engineering b Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc IIOpp 16462 064 24X 

Fiche 50-000, 82/12/03, 820B1 90261 


8213150073 Requests clarification of conditional snubber operability as 
described in certain Tech Specs Request due to discussion in 
IE Insp Repts 50-269/B2-3 7, 50-3 70/82-37 b 90-207/02-37 
TUCKER, H & Duke Power Co 02/12/OB DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 16427 339 24X 

Fiche 50-269, 02/15/03* 0213150073 


0208190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air b Gas Monitoring n Svc list enc 1 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

i 27pp. 16620 191 24 X Fiche 50-000,82/12/16,8200190367 


9208 190260 IE Info Notice 82-50. "Mod of Solid State AC UndervoUage 
Relays Type ITE-27 ” Bvc list end 

JORDAN, E L Division of Engineering L Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc IQBpp 1462D 293 LMX 
Fiche 50-000,82/12/20,8200170268 


R Periodic operating reports It related correspondence 


0212210421 Forward* monthly operating repts for Nov 1902 

TUCKER, H D Duke Rawer Co 82/12/15 Director's Office, Office 
of Inspection and Enf or coment Ip 16493 090 24X 

Fiche 50-269, 02/12/15, 821 2210421 


— 8212210428 Monthly operating repts for Nov 1902 

REAVIS, J A Duke Power Co 82/12/15 16pp 16493 059 24X 

Fiche 50-269,02/12/15.8212210421 


8 Reportable occurrences, LERs & related correspondence 


B&12090221 Forwards LER 02-O12/OIT-O Detailed event analysis end 
TUCKER# H □ Duke Power Co 02/12/01 O'REILLY, JP Region 2. 
Office of Director 9pp 16361 342 24X Fiche 50-287,02/12/01, 

8212070221 
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0212090235 LER 62-0 12/0IT-0 an B2JM7 itean generator tube lea* of 0 5 
gpi indicated by ccndeniate *tean air ejector offgas 
rajiaticn monitor Caused by tracts in tubes 65- 1 , 6S - 4, 70-4« 

70-3 4 03-5 Tubes renewed Iron sve for lab analysis 

NORRIS J F flute Pc*«r Co 02/12/01 Region 2, Office of 

Director |p 163*1 347 24X Fiche 50-207.62/12/01,0212090221 


£3712150144 Pf 0- II-E2-13S cn S2l2tl.unit shut doun after discovery of 
0 2-gpn leak m steam generator 0 No abnormal release of 
radioactivity associated u/e.ent Unit wi ! 1 be Dut of »vc 
upproi 2 uks 

JCNATOMS 4 . CaNCE. H C Region 2 Office of Director 02/12/13 

*pp 16420 107 24i Fiche 50-207, 02 ' 12/|3. 0212150144 


Sr I2KCZ24 Pl 3 cn 021213, R*g lor. 2 informed of two manual containment 
isolation alves discovered open Rept providing details 
delayed due to investigation Rapt util be completed t, 

-ubmirterf by Q21231 

TUCHER H S Duke Psufr Co 62/12/23 O'REILLi'.J P Region 2. 
Office or Director Ip 16590 033 24* Fiche 50-237.82/12/23, 

n2l23:3D24 


0212000519 Forwards info re emergency offsite facility in response to 
R Jacobs 021203 telcnn request Permanent backup emergency 
offsite facility completed 

HUKILL, K D General Public Utilities. - GPU Service Corp 02/1 2 /OA 
STOLZ, J F Operating Reactors Branch 4 Spp 16352 003 24X 

Fiche 30-209,02/12/06,0212000519 


0212220383 Forwards IE Insp Rept 50-209/02-35 on 821104,05,09 & 0'/ Mo 
noncomp 1 lane e noted 

MARTIN, T T Division of Engineering & Technical Programs 02/13/0/ 

HUKILL, H 0 General Public Utilities - GPU Service Corp 3pp 

16317 231 24X Fiche 50-209, 02/ 1 2/07, 921 2220393 


—8212220300 IE Insp Rept 90-239/02-25 on 921104,03,08 t* 09 No 
noncompliance noted Major areas inspected followup on item* 
from IE Emergency Preparedness Appraisal Rept 30-239/81-20 
on 010713-24 

TERC.N M , COHEN, r . CROCKER. H U Division of Emergency 
Preparedness ?! Operational Support 82/11/30 6pp 16517 2,3,1 
24X Fiche 50-289,82/12/07,8212220303 


0«‘12jC 3264 RQ 207/02-14 primary to secondary leak discovered in steam 
generator 3B Rept mil not be submitted until 030107 
contrary to previous commitment 

lUCKE* H 3 flute Roger Co 02/12/23 O'REILLV, J P Region 3, 
Office or Director ip 16595 255 24X Fiche 30-207,82/12/23, 

92123332*4 


DOCk-ET 50-2S9 THREE MILE ISLAND NUCLEAR STATION. UNIT 1 


F Security medical, emergency & fire protection plans 


9212S204IS Forwards listings of major employers within facility 
emergency planning rone, in response to NRC request 

MCKELVY, G A General Public Utilities - GPU Service Corp 82/12/011 
KANTOR r F NRC - No Detailed Affiliation Given 7pp 16504 OOi 
24X Fiche 50-209.02/12/00,8212220415 


■0212220421 Forwards listings of hotel s , mote 1 s, campgrounds & marlnfift 
within facility emergency planning lone 

MCKELWp 0 A General Public Utilities - GPU Service Corp 
82/11/16 KANTGR.F NRC - No Detailed Affiliation Given 7pa 
16504 008 24X Fiche 50-209,02/12/08,0212220413 


ar 12030193 Fcruards IE Imp Rept 5O-2B9/02-17 on 020900-10 L 1004-08 Nu 
noncc-p! lance not«d 

Martin T T Oi,ision or Engineering l Technical Program* 
hLHlLL H D General Public Utilities - GPU Service Corp 
16304 CCS 24X Fiche 50-269, 82/1 1/J9, 0212030193 


82/11/19 

2PP 


- - 621 2030207 IE Hip Rept 50-289/02-17 on S2O9O0-1O it 1004-00 No 
noncomp I lance nptsd Md j ot areas inspected actions taken to 
resolve deficiencies identified in NUREG-0752, '’Control 
Room Design Revieu Rept for TMI-1 " 

FETRONE.C RICHARDS, S BSTTENKAU5EN. L Region 1, Qffjce of 

02M1/17 ZOpp 16304 010 24X Fiche 50-209,82/11/19, 

E. I J jU I 74 

S*‘l 2030215 Forwards IE Imp Rept 50-269/02-23 cn 021010-22 Na 
rtonccmp l lance noted 

MARTIN, T T Division of Project & Resident Programs 02/11/19 
V!£E L n?, D . Ctntril Utilities - GPU Service Corf 2p 

16307 053 24* Fiche 50-289,02/11/19,0212030215 P 9 

,E R ' ,< SO-SW'ia-aa on e2loia-22 No noncompt ,ance 

not,, Mo, or or<n in,„c(u fir, protre Ci on/pre v,nt i on 
program including fire brigade training. 1 gmtion source & 
combustible mat! control 

FIN/ EL a 6 BETfENHAUSEN, L Division of Project & Resident 
£?anw 9 62/11/12 ?PP 16307 055 24x F ' th * 5 o 4 e 9 0 S/ 11 / 19 , 

B? 12060054 Forwards Revision 16 to modified amended physical security 

- , i h ?: ii tr * f ,ocFfts 79o> e"*™™ y 

** S.H231 ro install equipment to permit radio 
Zrjri'i' 0 *' in * U PUnt ar * 4 *' eliminating dead spots 

BtSlZ J F „ 0#n# r* 1 P " M,C - GPU Service Cor P S2/H/30 

bTOLZ.J F Operating Reactors Drench 4 la 16314 day 

f-ech* 50-209. 02/11/30.8212060054 16^14 344 24X 

complsanet y/App R fire protection 

vxx'x t a v^r 

Fiche 50-209 82/ 12/02, 021 2070231 PP 24X 

»*»»» BS/U/ * 4 3M « 

"wm'llVo "emMi 3 *epu‘s!l f ’ rot ;* n ’ 63/13/03 

Fum !O-20». 0^12^3.02, 2U0W V “' C ' rp 3pp 


02 / 12 /ifa 

Sp P 


8212300141 Notification of 021223 significant licensee meeting w/u til 
m King of Prussia, PA to discuss S20B1I emergency 
preparedness eierciae results 

KEIMIG, ft ft Region 1, Office of Director 82/12/20 Region I, 
Office of Director lp 16624 194 24X Fiche 50-209,82/12/30. 

0212300141 

0212290371 Confirms B21223 meeting at Region 1 cjfc to discuss 020811 
emergency preparedness exercise results documented in 
IE Emergency Preparedness Appraisal Rept 50-289/02-12 & to 
solicit comments re personnel performance during exorcise 
STARDSTECKf, R Division of Project & Resident Programs 
HUKILL, H D General Public Utilities - GPU Service Carp 
J 6586 264 24X Fiche 30-209, 52/12/22, 8212290371 

G Adjudicatory correap ondence 

0212010106 Comments on immediate ef f ec t i venes s of decisions & supple 
response* to Commission questions re TLDs 

ADLER, R W Pennsylvania, State of 02/11/29 PALLADIN0, N J , 
CILINSKY, V , AHEARNE. J F Commissioners 2pp 16290 003 24X 

Fiche 50-289,82/11/29,0212010186 

fl ^f°ALAQ?ASR P nh ,Ui I? to Commonwealth of pa 021113 petition For review 
of ALA0 698, ob jecting to portion ro dosimetry for offsite 
emergency workers No important public policy question 

. J etr °P° lifcaT » Edison Ca TROWQRIDGE# G F 
Pittman, Pott* 8, Trowbridge 02 / 11/29 
16250 030 24X Fiche 50-289. 02/ U /29, B2120 10192 

“ e2 ALAS-t“l ^. NRC f “ 2 ?*““«" for Commi ss i on r.view a f 

, Li cn.** does not objc.t to petition Commit, ion 

tdeuld e.t.blith sebedule for fiUng J P i.f, , " ’ , 

c * r ‘ 1P >«‘» of SVC entl 


Bhawj 

lOpp 


i sod 


TR0V13R1DGE, G F 


Pittman p«ii, fcr ? p ? 1 J tan Edi son Cq TRGW0RJ DOE, G F 9h.ou, 


5pp 


16442 346 


25 SW:SS* ; I ; 

Fiche 50-289, 02/1 i /29, 021 2010195 PP l6a 9 8 °44 24X 

S:?”!^.SLAS- 6 ^ <! „n 2 eie S P '““° n P " 
do : c? ;;« n plannln » por 

Requirements W/Cer ti f icate of Svc 4 0,1 

GRAY, J R Hearing Branch 4 02/ll/an , 

16260 353 24X Fiche 50- aB 7. B2/ u%o° B2 . ao ^*” i '”’»>'‘ ' 3PP 


•: . 006 -oa ^ , 103 No 

Operational Suppgr't ' p ? r#{fn8 ^ 1 *« 

50-289, 62/12/03, 8212160397 PP 42 24X 


r-spond to -tt;;*^s:?:r c " p««« 

beJond 5 NRC 02U lT TtV Certi f lei ^ 0 ^ 3 ^*^ 1° C0, " ,n ' , " t * 

F?c?e E 5 S: 2 e? lB 5 yrt; 3 S, ff e^ 2 Sm 034 8lVll/3S ' 346 
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GP12020346 Forwards corrected response to public & party comments at 
Commission 02UO9 meeting in Harrisburg. PA 

AAliaOT. M H Aamodts, The 82/U/30 PALLAD INO, N J , QILINSKY, V , 
AHEARNE, J F Commissioners Ip 16291 023 24X 

Fiche 50-239. 02/ i 1/30. 8212020346 


— 0212020401 Corrected version of response to public party comments at 
Commission 021109 meeting in Harr i s b urg. P A Public is iOOV, 
against decision to restart plant at present time Svc list 
enc 1 

AAMODT, M M Aamodts. The 82/11/29 7p p 16291 024 24X 

Fi ch e 50-289. 02/ 1 1 /30. 82 1 2020346 


8212020364 Response opposing Aamodt 821115 petition for review of 
portions of ALAB-697 re emergency planning for farmers 
Factual 1 nues. resol ved consistently by ASLB t< A6LAD 
Questions of public policy not raised W/Certif icate of Svc 
TROWBRIDGE, 0 F Metropolitan Edison Co TROWBRIDGE. 0 F Shaw. 

Pittman. Potts & Trowbridge Q2/II/30 Commi s s i oner s 8p p 

16278 130 24X Fiche 50-289,82/11/30.8212020364 


8212140432 Decision ALAB-705. a f f l rming LBP-01-60 which rejected UCB 
Contention 20 re analysis of environ effects of Class 9 
accidents Commission 800613 policy statement on Class 9 
accidents applicable Judge Edles dissenting opinion end 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 02/12/10 
4 3p p 16405 155 24X Fiche 50-209.82/12/10,8212140432 


0212150045 Order extending time until B2122Q for Commission to act to 
review ALAB— 699 

CHILK, S J Office of the Secretary of the Commission B2/12/I3 
Commissioners Ip 1642 2 330 24/ Fiche 30-2B9, 82/ 12/ i 3. 

8212150045 


B«' 1 216027 1 Motion for partial withdrawal of Commonwealth of PA 
exceptions as moot Exception i as applied to Operator G 
should be withdrawn Exception 3 should be withdrawn 
conditioned on AGLAB approval of licensee offer 

ADLER. ft M P ennsy 1 va n la , State of 82/12/13 Atomic Safety and 

Licensing Appeal Panel 5pp 16442 338 24X Fiche 30-209, 82/ 1 2/ J 3. 

□212160271 


□21 2020377 Comments on matters raised during 821109 oral argument 
before Commission ASLB findings re resolution of concerns 
which caused Commission to suspend GL should be affirmed 
Certificate of Svc end 

TRDWOR IDGE. C F Metropolitan Edison Co 02/11/30 16pp 
16291 007 24X Fiche 30-289,02/11/30,8212020377 


01' 1 2030210 Motion for extension of 10 days from date of receipt of 
Commonwealth of PA 021112 petition for review of ALAB-690 tD 
respond to petition NRC was not served by Commonwealth 
Certificate of Svc end 

GRAY. J ft Hearing Branch 4 82/12/01 Commissioners 6p p 

16304 037 24X Fiche 50-289, 82/ 12/01 , 821 203021 0 


8212160297 Forwards memos of telcons u/cifcnens re restart 

STOCKY. S U Docketing «. Services Branch 02/12/15 Office of thr 

Executive Legal Director 4pp 16446 064 24X 

Fiche 50-289.02/12/15.6212160297 


8212210272 Reply to licensee response to 021109 oral argument 
Licensee assertions & argument were made in licensee 
response for first time No sufficient tellable means of 
DHR exists Certificate of Svc end 

WEfSB, E R Union of Concerned Scientists WEISS, E R Harmon fc 
Weiss 82/12/16 9pp 16403 235 24X Fi c h e 50-289, 02/ 12/ 1 6. 

0212210272 


DP 12060092 Order extending time until 821213 for Commission to act to 
review ALAB-699 

CHILK, S J Office of the Secretary of the Commission 02/12/02 
Commissioners Ip 16316 077 24X Fiche 50-289. 02/ 12/02, 

8212060092 


8212210336 Fonuards corrected Page 3 to UCS 021216 reply to licensee 
response to 021109 oral arguments 

WEISS, E ft Harmon i> Weiss WEISS. E R Union of Concerned 
Scientists B2/12/17 PALLADINO.N J . AHEARNE. J . ASSELSTINE, J 
Commissioners Ip 16496 335 24X Fiche 5D-2B9. 02/ 1 2/1 7, 

□212210336 


82 J 2060242 Order extending time until 021208 for NRC to file response 
to Commonwealth of PA petition for review of ALAB-69B 
CHILK, 8 J Office of the Secretary of the Commission 02/12/03 
Office of the Executive Legal Director lp 16312 264 24X 

Fiche 50-289.82/12/03.8212060242 


0212070134 Advises of personnel changes since dose of record on mgt 
issues. per procedure outlined in uti) 021001 Itr Svc list 
end Related correspondence 

SLAKE, E L Shaw, Pittman, Putts 5, Trowbridge BLAKE, E L 
Metropolitan Edison Co 02/i2/O3 EDLES, 0 J . DUCK. J H , KOHL. C N 
Atomic Safety and Licensing Appeal Panel 4pp 16327 069 24 X 

Fiche 30-289,82/12/03,8212070134 


8212070165 Advises that pleadings should be served on JR Gray at listed 
address. not on JR Tourtellotte 

WAGNER. M E Hearing Branch 4 82/12/06 Metropolitan Edison Co 

Ip 16335 314 24X Fiche 50-289,02/12/06 , 8212070165 


— G212210339 Corrected Page 3 ta UCS 02)216 reply ta licensee r e«5 p on aoi 
to 621109 oral arguments 

* Union of Concerned Scientists 82/12/17 Commissioners fp 
16496 336 24X Fiche 50-209.02/12/17,0212210336 


0TU2220266 Order extending time until B21229 for Commission to act to 
review ALAB-699 

CHILK, B J Office of the Secretary of the Commission 02/C2/.2O 
Commissioners tp 16517 362 24X Fiche 50-289, 0?/ 1 2/20, 

□212220266 


82*12270009 Response supporting Commonwealth of PA 821206 motion to 
defer consideration of Commonwealth 021112 petition for 
partial review of ALAD-&98 Agreement negotiations underway 
Certificate of Svc end 

GRAY, J ft Hearing Branch 4 02/12/22 Commissioners 17pp 

16538 300 24X Ficho 50-209.82/12/22,8212270008 


0212070170 Discusses 021203 meeting w/FEMA t Dauphin County, PA Board 
of Commiss loners re Dauphin County May 1902 nonbinding 
referendum on restart, comments made at Commission B21I09 
meeting t< emergency planning 

DENTON.HR Offica of Nuclear Reactor Regulation. Director 
02/12/06 PALLADINO.N J , GIL INSKY, V , AHEARNE, J Cammi ss i a ner s 
lp 16339 298 24X Fiche 50-269.02/12/06,0212070170 


8212070183 Order extending time until 830114 for Commission to act to 
review ALAB-697 i, ALAB-698 

CHILK, S J Office of the Secretary of the Commission 82/12/06 
Commissioners Ip 16335 262 24X Fiche 50-289,02/12/06, 

0812070183 


8212300000 Request for extension until 830107 to provide comments on 
Commission 021217 meeting Delay necessary due to counsel 
absence & need to analyze NRC generic ltr on emergency 
feedwater sys it util responses Certificate of Svc end 
WEISS. E R Union of Concerned Scientists WEISS, E R Harmon & 
Weiss 82/12/27 Commissioners 4pp 16598 132 24X 

Fiche- 50-2B9, 82/12/27, 82 J230000B 


GP12300002 Petition for review of ALAB- 70S, up ha 1 d i ng ASLB rejection of 
UCS Contention 20 re NEPA evaluation of Class 9 accident NRC 
policy statement requires analysis of Class 9 accident in 
proceeding Certificate of Svc end 

WEISS, E R Union of Concerned Scientists WEISS, E R Harmon f< 

Weiss 82/12/20 Commissioners llpp 16590 153 24X 

Tiche 50-289,02/12/20,8212300002 


8012090502 Motion to dofer consideration of Commonwealth of PA petition 
for partial review of ALAB-690, until 030117 Substantial 
agreement in principle reached on issue of personnel 
dosimetry requirements W/Certif icate of 8vc 

ADLER, R II Pennsylvania, State of 82/12/06 Commissioners 

5pp 16365 327 24X Fiche 50-209,82/12/06,0212090502 


0212300142 Order granting UCS 021227 request for extension until B30II)/ 
to file comments on Commission 821217 meeting Extension 
granted to all parties 

CHILK, B J Office of the Secretary of the Commission 82/12/29 

Union of Concerned Scientists lp 16577 320 24X 

Fiche 50-289,82/12/29,0212300142 


8212090242 Answer opposing Commonwealth of PA 821112 petition for 
Commission review of ALAB-690 on dosimetry for emergency 
workers Through use of self-reading dosimeters & procedures, 
workers adequately protected Certificate of Svc end 
GRAY. J R Hearing Branch 4 B2/12/G8 Commissioners 15pp 

16363 229 24X Fiche 50-269, B2/12/08, 8212090242 


B£ 1 2300147 Memorandum ts order ALAB-70B, reop an ing record to clarify 
adequacy of core DHR in event of loss of main feedwater or 
small break LOCA All testimony due by 830126 Evidentiary 
hearing will commence on 030200 Briefs due by 030228 
TOMPKINS, B A Atomic Safety and Licensing Appeal Panel 82/12/29 
■4 5pp 16597 203 24X Fiche 50-269,82/12/29,8212300147 
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8P123Q0242 Forwards corrected copy of petition for review of ALA0-7O5, 
Filed 021220 Ordinal filed w/a pages numbered tr w/somo 
typographical errors W/o end 

WEISS. E R Harmon & Weiss UETSS. E R Onion of Concerned 
Scientist* 82/12/27 Atomic Safety and Licencing Board Panel 
Jp 16575 27 6 34* Fiche 50-209, 02/12/29, G21230Q242 


021^300246 Comments on Comm l* Sion 021217 meeting re LLL technical 
evaluation rept on seismic qualification of auxiliary 
feedwater sy* Comments confirmed In Util 021220 1 tr to NflC 
Certificate a f Svc enc I 

TROWBRIDGE, 0 F Metropolitan Edison Co B2/12/27 4pp 16595 235 
24 X Fiche 50-209. B2/ 12/29, 02 J 2300276 


0212300250 Response in opposition to UC9 021227 request for extension 
of tine to provide comments on Commission 021217 meeting 
Insufficient cause shown for delay Certificate of Svc end 
TROWBRIDGE, Q F Me trope 11 tan Edison Co TROWBRIDGE, 0 F Shaw. 

Pittman. Pott * t Trowbridge 02/12/29 Commissioner* 7pp 

16595 266 24X Fiche 50-209. 62/12/29. 8212300230 


0212300362 petition for review of 021213 Decision ALAQ-705. uh ic h 
rejects UCS Contention 20 & calls for public assessment of 
risk Case appropriate for Commission review Certificate 
of Svc end 

WEISS. E R Union of Concerned Scientists WEISES, E R Harmon & 

Weiss 02/12/29 Commissioners 1 Ipp 16594 243 S4X 

riche 30-209, 02/12/29. 3212300363 


If General correspondence 


0212070062 Responds to 02IOIB ltr forwarding constituents K L M Dealt 
821015 ltr re sirens in prompt public notification sys 
F-EMA 6 local govt agencies should |>e contacted 
D1RCKS.M J Office of the Executive Director for Operation* 
02/11/10 O00DLINO. 0 House of Hep 4pf 16356 259, itfX 
fiche 50-209, 02/11/10,821207006 2 


’-0212070068 Requests view* L comments on constituent* H 1 B Conner 
021013 ltr re sirens in prompt public notification «y* 

OflODLiWO. 0 House of Rep 02/10/13 HAMMERER, C Office of 
Congressional Affairs 2pp 16356 265 24X Ficbe 30-209, 

62/11/18, 9212070062 


Or 1 12000230 Demands Commission order permanent closing of plant 
ONDRASIK.M, HOLT, J Public Interest Research Group, Hew Yen- It 
82/12/01 PALLADIWO.N J , AHEARNE, J, * GIL1NSKY.V Commissioner* 
2pp 16394 211 24X Fiche 50-239,02/12/01.3312080280 


3212070027 Expounds on NRC 020009 ltr ro performance of steam 
generators in event of transient* &/or accidents Pr r 1 £<n i nary 
Info indicates mat tube to tube sheet difference in tamp 
during worst case accident will be Jess than 30 F 

CJSENHUT, D Q Division of Licensing 82/12/02 LEWIS, MI Lewis, 
H Ip 16336 280 24X Fiche 90-207,32/12/02,0212070027 


P Operating license stage documents £ c orres pondence 


3212270030 Forwards "THl-l Recovery Regenerative Neutron Source 
Retainer Exam, " "Exam of TMI-1 Reac Cot Vessel O-Ring 8, 

Control Rod Drive Mechanism Closure Insert,*' final r*)pt & 

"Final Rept on Failure Analysis of Inconel 600 Tube* " 

MCCRACKEN, C Chemical Engineering Branch 02/10/27 OCNAflOYA.V 

Chemical Engineering Branch Ip 16349 001 24X 

Me he 50-289, 02/10/27,6212270030 


- 0212270042 "TMJ-I Recovery Regenerative Neutron Source Retainer ExA-m " 
MCINTEER, W A , BAIN, 0 M Pabcoc* * WJcoji Co f?Dt) 83 34 09 01 
B2/05/20 22pp 16549 002 24X riche 90-209,02/10/27,0218270030 


--82I2270047 "Exam of TMI-I Reactor Vessel O-Ring & Control Rod - Drive 
Mechanisn Closure Insert, 1 ' final rept 

BATY, D L Babcock * WiJco* Co, RDO 03 5490/5471 02 82/06/03 

?4pp 16349 024 24X Flch* 50-239,02/10/27,0212270030 


- -021 2270056 "Final Rept on Failure Analysis of Inconel 600 Tubes from 
Once Through Steam Generator d 0 of TMI-1 " W/thrM 
overs no figure* Aperture card* are available in FDR 
AQRAWAL, A K , ST IEOELMEYER, W « DERRY, W E DattaJle Memorial 
Institute, Columbus Laboratories 02/06/30 I32pp J6549 100 
24 X Fiche 30-2&9, 88/10/27, 82 1 227003 & 


0212060147 Request* comments on end technical evaluation rept re 
Multi-Plant Action Plan C-14, "Seismic Qua l ificat ion of 
Auxiliary Fe tf d W at«r Sy*. " for facility Pr***nt *ys unlikely 
to withstand SSE Comments * add 1 Info needed by 021220 
STOL2.JF Operating Reactors Branch 4 02/11/16 HUKlLLt H D 

General Public Utilities - GPU Service Corp I3pp 16329 341 24X 

fiche SO- 289, 82/ 1 1 / 1 6, 82 1 2060 1 4 7 


0212010342 Advises that radiological field operation* training program 
per util 820229 ltr acceptable *ubj ta incorporation of 
certain experience requir ament* for radiological control 
foremen & technician* Safety evaluation forwarded 
9TOLZ, JF Operating Reactor* Branch 4 02/11/17 HUKILL.H D 

General Public Utilities - GPU Service Corp 3pp 16271 324 24X 

Hche 50-209, 02/1 1/17* 6212010342 


— 02120 J 0347 Safety evaluation supporting radiological field operations 
training program sub j to listed mod* 

# Office of Nuclear Reactor Regulation, Director 02/11/17 ;jpp 
16271 327 24X Fiche 50-287, 02/1 1 /17, 02 12010342 


QP1227004J Board-Notification 02-110 forward* B21103 technical 
evaluation rept, ''TMI-I Seismic Qualification of Auxiliary 
Feedwater Sy*, M re hearing on issue of emergency feedwater 
sy* reliability 

LAINASiG C A*«i«tant Director for Operating Reactors 02/11/22 
Atomic Safety and Licensing Appeal Panel 5pp 16593 343 24X 

Fiche 50-209,02/11/22,8212270041 


— 8211110403 Forwards "Seismic Qualification* of Auxilary Feedwater 8yn, " 
technical evaluation re p t, sub mi t ted in response to 
Multiplant Action Item C-14 per Generic Ltr Gl-14 Condenser 
hotwall supply line* seismic capability questionable 
MIRAOLIA.F J Assistant Director far Safety Assessment 02/11/03 
LA!NAB,G C Assistant Director for Operating Reactors 1 Ipp 
16993' 340 24X Fiche 90-209,02/11/22,0212270041 


fllMHOiOSOQ Summary of 021010-19 meetings w/util re steam generator 
recovery program 

UACQBSi-R H Operating Reactors Branch 4 02/11/23 Operating 
Reactors Branch 4 lOQpp 16344 020 24X rich* 90-207,02/1 1/23, 
0212060900 


BM 2070284 Forward* application for amend ta License DPR-30, propo* ing 
Tech Spec Change Request 119 extending current Tech Spot 
requirement* to provide NflC more detailod info on aircraft 
■movement* 

HUKILL.H D General Public Utilities - GPU Service Corp 02/11/30 
OTOLZiJ F Operating Reactors Drench 4 2pp 16369 104 24X 

Fiche 50-207, 82/U /30, 021 2090204 


— 0212090293 Application for amend to License DPR-90, proposing Tech Bprc 
Change Request 119, extending current Tech Spoc requirements 
to provide NRC more detailed info on aircraft movement* 

Description of change L Certificate of Svc enci 
HUKILL.H D General Public Utilities - GPU Service Corp 
02/11/30 3pp 16365 105 24X Fi cbe 90-209, 02/11/30, 0212090204 


-'*0212090277 Proposed Tech Spec Pago 6-13 re rept of aircraft movomonto 
* General Public Utilities - GPU Service Corp 02/11/30 ip 
16369 j 89 24 X Fiche 30-207,02/11/30,0212090204 


OF 1 2090901 Forward* "Fressur 1 xer Relief 8yi Piping t. Support 
Evaluation Rept for TMI-I " Rept fulfill* r equirement af 
NURE0-0737, Item JI D 1, "Relief fc Safety Valve Testing " 

MUKILL, H D, General Public Utilities - GPU Service Corp 02/11VO3 
L I0ENMUT, D 0 Division of Licensing 2pp 16364 123 24X 

fiche 50-209, 02/ 1 2/03, 021209050 1 


- -021 209030B "THI-l Pressgrirer Relief By* - Piping L Support evaluation 
Rspt " 

* Oenoral Public Utilities - GPU Service Corp 02/11/29 90 pp 

16364 123 24X Fiche 30-209,02/13/03,0212090301 


0M213O201 Dear <f Notification 02-125 forwards info re rrcenl ACRB 
evaluation of PWR flow blockage during natural circulation 
riSENiVUT, D 0 Division of Licensing 02/12/06 PALLADINO, N , 
(MLIN9KY, V , AHEARNE, U Commi •* i oners 3pp 1641B 231 24X 

fiche 50-000, 82/12/06, 8212130201 


0PI213OIO4 Forwards summary of Test Procedure TP 664/2, Beet ion 9 9, 
"Determl natl o n of Saturation Margin 8, RC8 Pressure vs Time 
Following Simulated Loss af Pressurized Heaters," to fulfill 
011214 partial initial decision requirements 

HUKfU.H D General Public Utilities - GPU Service Corp 02/18/07 
BTOLZ.J F Licensing Branch 4 HAYNES, R C Region 1, Dffic* of 
Director bp p 16370 179 24X Fiche 50-289,02/12/07,0212130104 


QPJ2J40466 Notifies that inservic* pump I, valve testing program 
upgrade will reflect Section XI,Div l,of ASME Dollar 
(Pressure Vessel Cod *, perm 1 1 1 i ng pump testing to be performed 
quarterly rather than monthly 

HUKILL.H D General Public Utilities - GPU Service Corp 02/12/07 

BTOLZ.UF Operating Reactors Branch 4 Ip 16404 340 24X 

F Iche. 30-209, 02/12/07,0212140466. 
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G208I 90263 Generic Ltr 02-32 to <11 PUR licensee* re potential steam 
■3 gnerator-rol ated generic requirements Forward* Science 
App L ica t Iona* Inc draft ropt re subj requirement* Comment* 
requested within 30 dag* of I tr Bvc list encl 

E IGENHUT. 0 0 Division of Licensing 02/12/09 Con* o 1 i da t od 

Edison Co Of New York. Inc 29pp 1662? 247 24X 

riche 50-000,02/12/09,8200190263 


QI'12230020 Doard Notification 02-118A forward* info T e seismic 
capability of auxiliary feedwater ays 

C IGENHUT, D Q Division of Licensing 02/12/09 PALLADINQ, N J , 
GILINSKY, V , AHSARNE, J F Commissioner* 4pp 16940 294 24X 
riche 30-209,02/12/09.0212230020 


-0212090003 Respond* to 021119 request to review LLL technical 
evaluation rept re seismic capability of auxiliary feedwater 
*y» QC Lalna* 02lt22 board notification memo also reviewed 
Testimony on hearing unchanged 

MATTSON, R J Division of Gy*tem* Integration (past 011005) 
02/12/03 ElSENHUr, D 0 Division of Licensing lp 16540 29H 
24X Fiche 90»2G9, 02/12/09, Q2 12230020 


--0212230033 Forward* Hiraglia 021103 memo w/LLL rept re seismic 
qualification of auxiliary feedwater »y« Doard notification 
needed Restart hearing record did not Include low 
probability natural event* 

EJSENHUT.D 0 Division of Licensing 02/11/19 MATTSON, R 
Division of Systems Integration (post 011009) VOLLMEfl, R 
Division of Engineering lp 16940 29? 24 X 

Tiche 50^209. G2/12/0?i 0212230020 


DI'l 2230049 Board Notification 02-129A forward* info re PWR flow 
blockage Info tuppis Board Notification 02-125 

ElGENH'JT, D 0 Division of Licensing 02/12/09 PALLAD INfl, N, J * 
GILINSKY, V , AHEARNC.jr Commissioner* 3pp 16349 330 34X 
f I the SO-OOO, 02/ 12/09, 0212230049 


--0212230050 Forward* Traley 021207 memo re Plow blockage by steam during 
natural circulation in PLRs 

ElSENHUTi D 0 Di v i » i on o f I i c ens i ng 02/12/09 LA I NAS, 0 
Assistant Director for Operating Reactors Ip 16349 341 ?4X 

Fit he 90-000, B2/12/09,a21223004? 


□PI 2230070 Board Notification 02-129 forward* info re reporting of 
aircraft movement* at Harrisburg Airport L computation of 
aircraft crash probabilities by util 

FlfifNHUT, I) 0 Division of Licensing 02/12/09 PALLADINO, N , 
OIUMBKY. V , AHCARNF, J F Commissioners 3pp 16349 217 24X 

T (chfr 90-209, 02/12/09,02125300/0 


Or'l 2 140100 Update* 021124 response to Ooneric Ltr 05-22, "Steam 
Generator Tube Integrity " Exposure estimate will be higher 
than previously indicated 

CLARK, P R General Public Utilities - GPU Service Corp 02/12/10 
t J8CNHUT, 0 0 Division of Licensing 2p|> 16410 200 24X 

rich* 50-209, 02/12/10,0212140100 


Di’121 501 10 Forwards SLR for return to svc after repair of steam 
generator* Final plan* for steam generator & RC8 cleanup 4 
results of post-repair testing will be addressed at later 
date Affidavit encl Rept withheld (ref 10CFR2 790) 

Cl ARK, P ft General Public Utilities - GPU Service Corp 02/1)1/10 

tIDENHUT, D Q Division of Licensing 2pp 16400 330 24X 

llche 50-209,82/12/10,0212190110 


- 82(2150113 Affidavit of JH Taylor re BLR for return to svc after repair 
of steam generators D4W Info considered proprietory 
TAYLOR, J II, Babcock ft, Wilcox Co 02/12/03 7pp 16430 340 24 X 

Fiche 90-209,02/12/10,0212150110 


GP12230023 Forwards order modifying License DPR-90, requlr ing 
installation of inadequate core coaling instrumentation syi 
conforming to design parameters in NURCG-0737, I tem II F 2 
tlBENMUT, D, 0 Division of Licensing 02/12/10 HUKILL, HO 

General Public Utilities - QPU Service Corp 4pp 16946 027 24X 

Fiche 50-209.02/12/10,8212230023 


— 0212230030 Order modifying License DPft-50, r equir 1 ng instollation of 
inadequate core cooling ini trumenta 1 1 on sys conforming to 
design parameter* in NURCG-0737, Item II F 2 

ElGENHUr, D. 0 Division of Licensing 02/12/10 General Public 
Utilities - GPU Service Corp llpp 16946 031 24X 

Fiche 90-209,82/12/10.0212230023 


0212170119 Forwards summary status rept for items requiring NRC 
certification prior to restart per 790009 order fc notice of 
hearings Items not related to 790809 order, but requiring 
verification of comp 1 eti on, also enci 

ARNOLD, R C General Public Utilities - GPU Service Corp 05/12/14 
DENTON, H R Office of Nuclear Reactor Regulation, Director 3pp 
16450 300 24X riche 50-209,02/12/14,8212170119 


QP122100L7 Informs that revisions to NURE0-0737, Item I A 1 3 re staff 
working hours will bo included in Tech Spec change request 
per 820619 Generic Ltr 02-12 Revision expected by Jan 1903 
HUKILL, H D General Public Utilities - GPU Service Corp 82/12/16 
LISENHUT, D H Division of Licensing lp 16490 162 24 X 

fiche 30-209,02/15/16,0212210017 


01*12270134 Forwards response to Generic Ltr 02-16 re Tech Specs 
roquired by Nl/REG-0737 items 

HUKILL.H 0 General Pub 1 ic Utl I it ie» - GPU Service Corp 02/l«Vl/ 
LISENHUT, D 0 Division of Licensing 3pp 16330 017 24X 

Fiche 50-207.02/15/17,0212270134 


02)2270266 Forward* response* to issues addressed in G2U16 technical 
evaluation rept for seismic qualification of emergency 
feedwater sys All identified long-term sys mods will be 
completed by next refueling outage 

HUKILL, H D General Public Utilities - GPU Service Corp 63/12/50 
STC1LZ, J F Operating Reactor* Branch 4 3pp 16330 313 24/ 

f ich q 90-209, 02/15/20,0212270260 


0PI2290197 Advises that util ho* Issued Revision 9 to Section 7 J of 
Corrective Haint Procedure MP (407-1 m potential for work 
on non-OC component to effect nuclear saf ot y, ful f 1 II ing 
Intent of 010027 ASLO partial initial decision 

HUKILL. H D General Public Utilities - GPU Seivice Corp aa/12/21 

UTCllZ.J F Operating Reactor* Branch 4 Ip 16570 147 24X 

f icho 50-209, 02/15/31 ,021 2290 197 


QJN 2300335 Board Notification 02-133 forwards JF Btoli 021210 1 ti t MR 
based on end nonpr o p r l o tary & proprietory "Review of 
Licensee Resolution of Outstanding Issue* From NRC Equipment 
Environ Oual l f tea ti on SERs (F-I 1 t B 60),TNI-1<" Unis 1 6 2 
I ISENHUT, DG Division of Licensing 03/12/27 PALLADINO, N J . 
GILINSKY, V , AGSELBTINE.J K Commissioner* Ipp 16999 211 34X 

Fiche 50-209, 02/15/27, 6212300335 


--021 2300339 Forwards SCR based on ’’Review of Licensee Resolution of 
Outstanding Issues From NMC Equipment Environ Gual 1 f l cat! on 
GER* (F-ll ft, D-601 , TMI - 1 < " Vq 1 s 1 * ? Proprietary rept 
withheld (ref I0CFR3 790) 

GTOL/.J F Operating Reactor* Branch 4 82/12/10 HUKILL.H J) 

General Public Utilities - GPU Service Corp 2pp 1659? 210 24X 

Fiche 50-209, 132/12/27,0212300335 


--021 2300342 GER supporting continued operation pending completion of 
licensee environ qualification prog ram, bfl s 0 d on "Review of 
Licensee Resolution of Outstanding Issues From NRC Equipment 
Environ Gua 1 i f i c a 1 1 on SFRs (F-ll 4 0-60) , TMI-1 , " VoU l L H 
e Office of Nuclear Reactor Regulation, Director 02/13/10 6pp 
16599 217 24X Ftche 50-289. 02/ 12/2/, 02 121003 13 


- 0212300340 Nonproprielary "Review of l icons*? Resolution of Outstanding 
Ingas From NRC Equipment Tnvlron Gualifl cation BLR* 

(F-ll 6 0-60), TMI-I , " technical evaluation rept.Vols j ft fj 
PANOEY, 3 Franklin Ins ti tute /Frank 1 ill Research Center 
NRC- 03-79- 1 1 0 TCR-C5257-492 02/11/09 Dill MANRKI , f> NRC Nn 

Detailed Affiliation Given «40pp 16999223 24X 

Tiche 30-209,02/12/27.0212300339 


0 Inspection reports, IE Bulletins ft correspondence 


020 Dt 90240 IC Bulletin 02-03, Revision 1, Stress Clacking In Thirk- 
Wa ! 1, Lairge-Di ameter> Gta inloss Btee 1 , ftoc ircu latl on 3y* Piping 
ot DWft Plants " 8vc list encl 

DEYOUNG, R C Director's Office, Office of Inspeition and 

Lnforcament 02/10/20 Consolidated Edison Co of New York, Int 

lISpp 16462 163 24X Fiche 50-000,02/10/20.0200190240 


8200190245 IE Info Notice 02-45, "Defect* Observed in Panasonic Mndul 
801 & Model 002 Thermoluminesc enl Dosimeters " Bvc list 
one 1 

C ODD, L I Division of Tuel Facilities, Materials ft Safeguards 
02/11/03 Consolidated Fdjson Co of Now York, I ti c ilOpp 

1 6372 142 24X riche 50-000,02/11/09.0200190249 


8200190251 IE Info Notice BB-44, "Clarification of Emergency Plan 
Lxercfse Requirements " Svc list encl 

JORDAN. C L Division of Engineering 4 Quality Assurance 82/ll/lU 
Consolidated Edison Co of New York. Inc 109pp 16411 199 J*4X 

fiche 50-000,02/11/10,8200190291 


DM 20301 93 Forwards IC In*P Rept 90-289/02-17 on 000900-10 4 1004-00 No 
noncompliance noted 

MARTIN.! T Division of Engineering & Technical Programs 02/11/19 

HUKILL.H D General Public Utilities * GPU Service Corp 2pp 

16304 000 24X Fiche 50-209,02/11/19,0512030193 
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--521203020? IE Jnsp Rept 30-269/65-17 on S209OP-1O k 3004-00 No 
none Grip 1 i anc e noted Major areas inspected actions ta k en to 
resolve deficiencies identified in N DREG -0752,. “Control 
Room Design flpvieu Rept for TMI-1 " 

PETR ONE, C , RICHARDS,5 , DETTEN-HAUSEMi L Region 1 , Office of 
Director 02/11/17 20pp 16304 0 1 £> 24X Fiche 50-289- 6 S/1 l /19, 

621 2030193 


DM 20302 15 Forwards 1 e insp Rep t 50-289/82-23 on B21018-32 No 
nontonp 1 jance noted 

MARTIN. T T Division of Project fc Resident Programs 82/11/19 
MUklC-L, H D General Public Utilities - GPU Service Corp Spp 
16307 053 24/ Fiche 50-209,82/11/19,0212030215 


-0212030221 IE Insp Rept 5 0-289/ £2-23 on 821018-22 No noncomp 1 iance 
noted -Major areas inspected nre pr o tec 1 1 on/pT event i on 
p rogram, i nc lud i ng fire brigade fcra in 1 ng, i gnitton source k 
combustible matl control 

FINKEL.A E . BETTENHAUSEN, L Division of Project k Resident 
Programs 82/11/12 7pp 16307 0S5 24X Fiche 50-289-02/11/19, 

6212030215 


0200190256 IE Info Notice 92-46, "Defective S< Obsolete Combination 
Padlocks “ Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Fdiaon Co of New York, Inc 

I27pp 164 11 065 24* Fiche 50-000,62/11/26,0203190256 


8 1 ’0 9 J 902 5 7 IE Info Notice 82-47- "Transportation of Type A Quantities 
of Nap-Fissile Radioactive Mat! " Svc list encl 
tUDB, L I Division of Fuel Facilities, Materials U Safeguards 
02/11/30 Consolidated Edison Co OF New York, Inc 356pp 
16397 028 24T Fiche 5O-OC0, 82? U '30, 82091 90257 


B/^OB 190259 IE Bulletin 82-04. "De* lc i ene i es. in Primary Containment 
ilectrical Penetration Assemblies " Svc list encl 
JJEYOUV'G, R C Director's Office, Office of Inspection and 

i nfpre ement 02/12/03 Consolidated Edison Co of New York, Inc: 

J I3pp 16411 317 24X Fiche 50-000,82/12/03,8308190259 


O; h O0i9O26l IE Info Notice 82-40, "Failures of A$a*tat CR 0095 Relay 
Sockets ' Svc list encl 

JORDAN, E L Division or' Engineering k Quality Assurance 32/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 PA X 
fiche 30-000. D2/I2/03, 82OB1Y026! 


3»-*J 2 1 60397 Forwards IE Insp Rept 50-289/82-12 on 920310-11,1006-08 k 
1103 No nonconp I lance noted 

MARTIN, T T Division of Engineering 6 Technical Programs 82/12/03 

HUKILL.H D General Public Utilities - GPU Service Corp, 3pp 

16442 346 24X Fiche $0-209,82/12703.021216039? 


-0213160406 IE In*p Rept 50-269/B2-12 on 620810-11, 1006-08 k J10J No 
none emplian ce noted Major areas inspected emergency 
preparedness exercise observa tion, evalua t ion 6 insp 
TfRC.N H . CROCKER- H W Division of Emergency Preparedness k 
Operational Support 82/12/01 9pp 16442 340 24X 

Fiche 50-269, 02/12/03- 0212160397 


Qt'l22?0393 Forward* IE Insp Rept 50-209/82-25 on 621104,05,08 i« 09 No 
none onp 1 i ance noted 

MARTIN. T T Division of Engineering A Technical Programs 02/12/07 

HUMLL-W 0 General Public Utilities - GPU Service Corp 2pp 

J65I7 23 i 24 X Fiche 50-209, 02/l2v 07, 8212220383 


— &2I2S20393 IE Insp Rept 50-289/82-25 on &2| 104, 05.08 k 09 No 
n on c omp 1 1 ance noted Major areas inspected followup on items 
from IE Emergency Preparedness Appraisal Rept 50-209/01-20 
On 810713-24 

TERC, N M . COMEN, I . CROCKER, H W Division of Emergency 
Preparedness & Operational Support 02/11/30 6pp 165J7 233 
24 X Fiche 50-289. 92/12/07, 92 1 2220303 


0212220457 Forwards IE Insp Rept 5O-2B9/02-2I on 821005-1109 U notice 1 
of violation 

STARDSTfcCKl, R Division of Project k Resident Programs 02/12/0-9 
IIUKIUL-H D General Public Utilities - GPU Service Corp 2p p 
16504 264 24X Fiche 50-269,02/12/09.6212220459 


— Fi2 J2220469 Notice 9f violation from insp on 621005-1108 

* Division of Project k Resident Programs 02/12/09 Ip 
16504 266 24X Fiche 50-269,92/12/09.0212220459 


--□212220470 IE Insp Rept 50-289/92-21 on 021005-1100 None omp 1 1 anc e 
noted failure to perform safety evaluation 

CONTE, R . T HANDS, L , YOUNG, F Division of Project it Resident 
Programs 02/12/09 J0pp 16504 267 24X Fiche 50-209,82/12/09, 

9212220459 


BPI 2220464 Faruards IE Insp Rept 50-289/02-22 on 021012-28 St notice of 
vlolati on 

STAROSTECKI, ft Division of Project k Resident Programs 02/12/09 
HUKItL.H D General Public Utilities - GPU Service Corp 2pp 
16504 034 2 AX Fiche 50-209,02/12/09,8212220464 


— 8212220467 Notice of violation from Insp on 8210 12-28 

* Division of Project It Resident Programs 82/12/09 lp 
16504 036 24X Fiche 50-289,02/12/09,8212220464 


— 8212220471 IE Insp Rept S0-289/S2-22 on 021012-28 Noncompliance noted 
failure to perform adequate radiation survey 

O'NEILL, B , RARR, K . FA9ANQ, A Division of Project & Resident 
Programs 82/11/27 Upp 16504 037 24X F l ch e 50-289, 82/ 12/09, 

B2 12220464 


0200190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air L Gas Monitoring " Svc list end 

DEYOUNG, ft C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York. Inc 

1 27pp 16628 191 24 X Fiche 90-000, 02/1 2/ 16, 02081 90267 


9P0&I90268 IE Info Notice 02-50. "Mod of Solid State AC Undervoltage 
Relays Type ITE-27 " Svc list and 

JORDAN, £ L Division of Engineering k Quality Assurance 82/12/20 
■Conso ] i dat e d Edison Co of New York, Inc I08pp 16628 293 24X 

Fiche 50-000, 82/12/20, 8200190260 


Bi‘J2£90371 Confirms 021223 meeting at Region 1 ofc to discuss 02OQIJ 
emergency preparedness exercise results documented in 
IE Emergency Preparedness Appraisal Rept 30-209/82-12 k to 
solicit torments re personnel performance during exercise 
STAROSTECK1, R Division of Project *< Resident Programs 82/1 2/22 

HUKIL4-, H 0 General Public Utilities - GPU Service Corp 2p p 
16506 264 24 X Fiche 50-2B9. 32/ 12/22. 8212290371 


If Periodic operating reports & related correspondence 


0,42210232 Forwards monthly operating rept for Nov 19S2 

HUJULL. H D General Public Utilities - OPU Service Corp 82/12/15 
Division of Data Automation k Management Information ip 
J 6484 072 2 4X Fichu 50-209,02/12/13,8212210232 


- -82 12210234 Monthly operating rept for Nov 1982 

SMYTH, C W General Public Utilities - GPU Service Curp 02/12/15 
6pp J 640 4 074 24X Fiche 50-209,02/12/15,0212210232 


9 Reportable occurrences, LERs {< related correspondence 


&;>J 214022 S ForuardS LER 02-O15/O3L-O 

MLMLL , H D General Pub I it Utilities - GPU Service Corp 02/12/02 
HAYNES, R C Region 1, Office of Director lp 1640Q 359 24X 

fiche 50-269,02/12/02,8212140220 


- -0212140239 LER B2-015/03L-D on B21103, 1 3-inch irregular diameter hole 
found in floor fire barrier penetration seal Caused by 
unsealed opening 1 Fire match posted Seal repaired on 821109 
STEPHENSON. C J General Public Utilities - GPU Service Corp 
82/12/02 Region 1, Office of Director 3pp 16408 360 24X 

Fiche 50-20 7, 02/ 12/02, 6212 J 40229 


T Hearing transcripts on non-an t Atrust matters 


0212300116 Transcript of Commission 02 1 21 6 me e t i ng in Has h i ng ton, DC re 
order to all PWRs. except TMI-1 , reijui r mg mod to Inadequate 
core cooling sys Pp 1-3 

» Office of the Secretary of the Commission B2/J2/16 6pp 
16624 241 24X Fiche 50-269,02/12/16,0212300116 


OT’ 12280037 Unofficial transcript of 621217 public meeting in 
Mashing ton. DC re briefing on, Ooard Notification 02-110A, 

" TM I Seismic Capability of Auxiliary Feedwater 8ys ” 

Hp 1-57 Supporting documontation end 
* Commissioners 62/l2/t7 63pp 16592 291 24X 

Tiche 50-209,02/12/17,0212260037 


8P122J0319 Forwards transcript of Commission 821217 meeting re restart 
Parties have until 621230 to submit comments on transcript 
W/o end 

C hf ILK. B J Office of the Secretary of the Commission 82/12/20 
NftC - No Detailed Affiliation Given lp 16496 252 24X 

f-icfie 50-207, 02/12/20,03122*0319 
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DOCKET 50-293 PILGRIM NUCLEAR POWER STATION* UNIT 1 


F Security* medical, emergency It fire protection plans 


62120*0270 Ack receipt of 821117 request for approval of rescheduling 
1*303 annual full-scale emergency exercise from May 1983 to 
June 1903 Request forwarded to proper branch for 
consideration 

MARTIN, T T Region 1. Office of Director 02/11/29 
HARRINGTON, W Q Qoitan Edison Co lp 16312 142 24X 

Fiche 50-293.02/11/29,8212060270 


— 0212060272 Requests approval of rescheduled 1903 annual full-scale 
emergency exercise from May 1983 to June 1983, per FEMA 
821027 request FEMA ltr end 

KQRISI.A V Boston Edison Co 82/11/17 BORES, R J Division of 
Emergency Preparedness h Operational Support 2pp 16312 143 
24X Fiche 30-293,02/11/29,0212060270 


01'12iOOO3l Submits requested Info re primary 6 backup emergency 
operations facility (EOF) EOF completed & operational in 
Mar 1981 

MORISJiA V Boston Edison Co 82/12/06 VASSALLO, D 0 Operating 
Reactors Branch 2 2pp 16379 031 24X Fiche 50-293*02/12/06, 

8212100031 


8212130037 Forwards Revision 9 to modified amended security plan 
Revision withheld (ref 10CFR73 21> 

MORIS I , A V Boston Edison Co 82/12/06 VASSALLO, D B Operating 
Reactors Branch 2 lp 16390 173 24X Fiche 30-293,02/12/06, 

0212130037 


8212150219 Ack receipt of 820915 t> 1022 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-293/02-19 

3TARQSTECK! , R Division of Project 5c Resident Programs 02/12/10 

HARRINGTON, W D Boston Edison Co 2pp 16430 252 24X 

riche 50-293,82/12/10,021215021 9 


— 8212130224 Responds to NRC 020816 ltr re violations noted in IE Intp 
Rept 30-293/82-19 Corrective actions watch engineer 
unblocked fire door 6 returned door to closed position & 
door mechanism repaired 

HARRINGTON, W D Boston Edison Co 82/09/15 STARDSTECK 1 * R 
Division of Project tr Resident Programs 7pp 16430 294 24 X 

Fiche 50-293,82/12/10,0212150219 


—0212150233 Submits supplemental response to NRC 020016 ltr re 
violation noted in IE Insp Repts 30-293/02-04 «< 

30-273/02-19 Plan to correct deviations between local leak 
rate testing sketches b valve lineup checklists end 
HARRINGTON, W D Boston Edison Co 62/10/22 STAROETECKI, R 
Division of Project & Resident Programs 3pp 16430 261 24X 

Fiche 50-293,02/12/10,8212150219 


□212170305 Application to amend License DPR-35, requesting relief from 
Tech Spec rc fire barrier penetration seals 

HOWARD, J E Boston Edison Co 02/12/15 VASSALLO, D D Operating 
Reactors Branch 2 4pp 16456 131 24X Fiche 50-293, 82/1 2/ 1 D, 

0212170305 


--B212I 70310 Proposed Tech Spec changes to Section 3 12 F.revising 
Uniting condition of operation for specific fire barrier, 
currently requiring establishing continuous fire patrol when 
penetration fire barrier not functional 
» Boston Edison Co 02/12/15 2p p 16456 135 24X 

Fiche 50-293,02/12/15,8212170305 


0212210015 Advises of procedures for reporting events via emergency 
notification sys Advance knowledge of types of Info should 
improve effectiveness of calls Oi sseminati on of end forms 
to shift crews will alleviate further confusion 

8TARDSTECKI, R Division of Project (< Resident Programs 82/12/16 
HARRINGTON, W D Boston Edison Co 6pp 16490 136 24X 

Fiche. 50-293, 02/12/16, 8212210015 


J Insurance 6 indemnity information 


B2122B0441 Forwards Certificate of Insurance N-31 for Endorsements 
1,2 k 3 to NELIA Policy NF-180 fc Certificate of Insurance 
M-31 for Endorsements 1,2 k 3 to MAELU Policy MF-50 
SINISIiJ M Marsh & McLennan, Inc » M & M Nuclear Consul tants, Inc 
Div 82/12/20 SALTZMANiJ D Assistant Director for State & 
Licensee Relations l?pp 16556 030 24X Fiche 50-293, 82/12/20, 

0212260441 


P Operating license stage documents A correspondence 


8211230066 Generic Ltr 62-27 to all BWR licensees of operating reactor* 
except LACGWR.Oig Rock Point, Dreider I, Humboldt Bag, 
applicants for OL i< holders of CP re transmittal of 
NUREG-0763 6 NUREG-0703 Svt list end U/o stated end 
E ISENHUT, D G Division of Licensing 02/11/15 General Public 
Utilities - GPU Service Corp 22pp I63B7 004 24/ 

fiche 30-000, 82/1 1/15. 821 1230066 


0212100014 Advises that util response to TMI Item I l K 3 25 re effeit 
of loss of ac power on pump seals acceptable since response 
endorsed BWR owners group position 

VASSALLO, D fl Operating Reactors Branch 2 02/12/01 MGRISIjA V 

Boston Edison Co 7pp 16399 226 24/ Fiche 30 -293, 02/ 12/0 1 , 

02 (21 0001 4 


8, '1 2 1 40 1 39 Requests schedular relief from requirement! of NURCG-O/J/* 
Item I A 1 3, "Shift Manning 11 Relief required due to high 
failure rates of exam candidates £, attrition rate of 
existing personnel New implementation date now Apr 1904 
MDR 1SI „ A V Boston Edison Co 92/12/09 VASSALLO, D D Operating 

Reactors Branch 2 2pp 16400 233 24X Fiche 50-293*02/12/09, 

6212140139 


0212170305 Application to amend License DPR-35, requesting relief from 
lech Spec re fire barrier penetration seals 

HOWARD, J E Poston Edison Co 82/12/15 VAE9ALLD, D D Operating 
Reactors Branch 2 4pp J6456 131 24X Fiche 50-293.02/12/19* 

G2121 70305 


— 0212170310 Proposed Tech Spec changes to Section 3 12 F,revisinq 
limiting condition of operation for specific fire barrier* 
currently requiring establishing continuous fire patrol when 
penetration fire barrier not functional 
* Boston Edison Co 92/12/J5 2*i p 16456 135 24X 

Fiche 50-293,82/12/15,0212170305 


0212270474 Comments on NUREG-0737, I tem I C 6 "Verify Correct 
Performance of Operating Activities " Commitment to modify 
station policy l procedures to reflect criteria requested 
within 45 days of ltr date 

VASSALLO, D fl Operating Reactors Branch 2 02/12/20 MORIS J„ A V 

Boston Edison Co 3pp 16566 361 24 X Fiche 50-293,62/12/20. 

0212270474 


0 Inspection reports, IE Bulletins b correspondence 


8206190240 IE Bulletin 62-03, Devi s i an 1, "Stress Cracking in Thirk- 
Wal 1, Large -Di ame ter , Stainless S t e e ! , Rue ire u 1 a ti on Sys Piping 
at DWft Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

enforcement 02/10/23 Consolidated Edison Co of New York, Im 

1 12p p 16462 163 S4X Fiche 50-000. 02/10/28, S20Q190240 


8208190245 IE Info Notice 82-42, "Detects Observed in Panasonic Model 
801 & Model 002 Thermoluminescent Dosimeters *' Svc list 
rnc 1 

COBB, L I Division of Fuel Facilities, Materials 6 Safeguards 
62/11/05 Consolidated Edison Co of New York. Inc llOpp 
J 6372 142 24X Flcha 50-000,02/11/05,6200190245 


6208190351 IE Info Notice 82-44. "Clarification of Emergency Plan 
f-iercise Requirements " Svc list end 

JORDAN, E L Division or Engineering Quality Assurance 02/11/10 
Consolidated Edison Ca of New York, Inc 10?pp 16411 199 .'4/ 

fiche 50-000,82/11/18,0206190251 


0212030195 Forwards IE Insp Rept 50-293/62-20 on 021012-14 No 
noncomp 1 lance noted 

MARTIN. T T Division of Engineering it Technical Programs 02/11/19 

HARR INGTONr W D Boston Edison Co 2pp 16304 070 24X 

Tiche 30-293,82/11/19,8212030195 


—8212030200 IE Insp Rept 50-293/02-20 on 021012-14 No nencomp 1 lance 
noted Major areas inspected scram discharge vol A associated 
piping design, per IE Bulletins 80-17 *< 79-14 f< NUREG-0803 
EAPEN, P K . BETTENHAUSEN, L Division of Engineering b Technical 
Programs 83/11/17 3pp 16304 092 24X Fiche 50-293,02/11/19, 

0212030195 


0208190256 IE Info Notice 82-46, "Defective It Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

127pp 16411 065 24X Fiche 50-000,62/11/26,0208190256 


0208190257 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Mafcl 11 3vc list end 
COBB,L I Division of Fuel Facilities, Materials << Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 
16307 028 24/ Fiche 50-000,62/11/30,6208190257 
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0, '08190259 IE Bulletin 02-04 "Deficiencies in Primary Containment 
fclsctrtcaj Penetration As s^mb 1 i es “ 0vc list encl 
DEYOUNG. R C Director's Office. Office of Inspection and 

tnfoTccment 02/12/03 Consolidated Edison Ca of Now York* l»c 

J L3pp L64U 317 24X F lc he 50-000,02/12/03,5208190259 


82031902^1 IE Info Notice 62-48, “Fai in res of Agastat Cfl 0095 He Jag 
Sockets ‘ Svc list ervct 

JORDAN, E L Division ot Engineering k Quality Assurance B2/I2/03 
Consolidated Edison Co of New YorV, Tnc llOpp 16.462 0fc4 tMX 
fiche 50-000 02/12/03, 9208190261 


Q,'I22J045B Foruards "Second lO-Yr Insp Program." w/specific request foi 
code relief, per 10CFH5Q 55a(g) 6 A5ME Section Xl il/13 
Overi 1 ie drawing* Aperture lards are available in PDR One 
drawl ng illegible 

NORISI.A V Boston Edison Co 02/12/03 VA5SALL0, D 8 Operating 
Headers Dranch 2 2pp 16406 007 24* Fiche 50-293,02/12/03, 

0212210458 


0212210462 "Second 10-Yr In«p Prograin, " Dec 1932 

* Boston Edison Co 32/12/31 39pp 1A4B6 009 24X 

Fiche 50-293.02/12/03.6212210458 


G;'|2150219 Ac ^ receipt of 620913 6 1022 itrs informing NRC of stops 
taken to correct violations noted *n IE Insp Rept 
•iO- 293/52- [9 

&TAR0STEC/ f . R Division of Project It Resident Program* 63/13/10 
HARRINGTON, W D Boston Edison Co 2pp 16430 252 24X 

rich? 50-293- 82/12/10. 921215021? 


- -02 ! £ 1 50224 Responds to NRC 620816 ltr re violations noted in It In&p 
Rept 50-293/02-1? Corrective actions watch engineer 
unblocked fire door t returned door to closed position t* 
door mechanism repaired 

HARRINGTON, IV D Hagton Edison Co 82/09/15 STAR057ECKI, R 
Division or Project hr Resident Programs 7pp 16430 254 24X 

Fiche 50-293, S2/12/I0, 6212150219 


6212150133 Subnits suppl emental response to NRC 020016 ltr re 
violation no^ed JO IE fnsp Repfcs 50-293/02-04 U 
50-293/ e2-l 9 Plan to correct deviations between local leak 
rate testing sketches i valve lineup checklists end 
HARRINGTON. II 0 Boston Edison Co 02/10/22 STAR05TECKI. R 
Division of Project t Resident Programs 3pp 16430 261 2 AX 

Fiche 50-293,02/12/10,8212130219 


3. ’1 22 1 C025 Forwards summary of 82] 117 mg t meeting at site re 
development * implementation of uti J psrfarwaflce 
j.mprovenert program 

HTA ROSTECH 1, fi Division pf project 5. Resident Programs 02/12/45 

HARRINGTON, W D Boston Edison Co 5pp 46490 207 24X 

fiche 30-293,52/12/15,0212210025 


0M>B19O267 IE Info Notice 82-49, "■Correction for Sample Conditions for 
Air l Gas Monitoring " Svc list ent 1 

1) E i OUNC , R C Director's Office- Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Int 

J27pp 16628 191 24* Fiche 50-000, 82/12/ 16, 82081*70267 


Q,‘J2220402 Forwards NUREG-O903 containing results of initial round of 
irte-rvieu* re establishment of drug 6 alcohol abuse t< 
i ehab i 1 i tat i on program conducted per IE Info Notice 02-05 
Util uill be contacted to arrange interviews W/o NLREG 
STAR83TECi< 1 . R Division of Project tr Resident Programs 82/12/16 
HARRINGTON. M D Boston Edison Co 3p p 16503 216 24X 

Fiche 50-293. 82/12/16.0212220402 


O, r Oai9O260 IE Info Notice 82 50, “Mod of Solid State AC Undervoltage 
Relays Type I TE-27 1 Svc list end 

JORDAN E L Division of Engineering L Quality Assurance 02/12/20 

Consolidated Edison Co of New York, Itic ICBpp 16620 293 SAX 
Niche 50-000 02/12/20,0208190269 


Q212290422 Ac it receipt of 621214 ltr informing NRC of steps taken tn 
correct violations noted ir> IE In*p Rept 50-293/02-24 
3TAR0STECKI. R Division or Project 6 Resident Program* 02/12/23 
HARRINGTON, N D Boston Edison Co 2pp 16505 184 24X 

fiche 50*293,02/12/23,9212290422 


- -02 12290433 Responds to NRC 821112 ltr re violation* noted in IE Insp 
fiept 50-293/02-24 Corrective actions missing sign replaced & 
n«u sign d e si 5 n ed. Pr o c edufe s 7 9 2 Z 2 1 17 revised ott 

62 1117 to contain proper language usage re discharges 
HARRINGTON, W D Boston Edison Co 8P/I2/J4 STAR05TECKI, #? W 
Division or Project & Resident Programs 2pp 46505 J06 24X 

Fiche 50-293,82/12/23.02*2290 422 


S Reportable occurrences, LERs it related correspondence 


GDI 2060193 Forwards LER 92-050/03L-0 

NATHIS, C J Boston Edison Co 02/11/26 HAYNES, R C Region 1. 
Office of Director ip 16313 051 24X Fiche 90-293, 82/1 1/26, 
0212060196 


—8212060200 LER B2-050/03L-D on 021026, four Fim doors did not meet NFPA 
t UL code criteria Caused by personnel improperly affixing 
warning sign holders Repairs made, personnel cautioned it 
procedure revised 

WHITNEY, 0 Q Boston Edison Co 82/11/26 Region 1. Office of 

Director 2pp 16313 052 24X Fiche 50-293,02/11/26,8212060198 


0212060210 Forwards LER 92-052/03L-0 

MATHIS. C J Boston Edison Co 82/11/26 HAYNES, R C Region 1, 
Office of Director IP 16313 182 24X Fiche 50-293,02/11/26, 

8212060210 


— B21206Q220 LER 82-052/03L-0 on 82 1023, rec i r cu lat i on pump A MO set 
inadvertently tripped while troubleshooting ground 
indication for 125-volt dc circuit Caused by inadequate info 
available tu troubleshooters Info upgraded 

UHITN5Y.0Q Boston Edison Co 92/11/26 Region 1, Office of 

Director lp 16313 183 24X Fiche 50-293, 02/ 1 1 /26, 021 20602 1 0 


021 2210067 Forward* LER 82-055/03L-0 

MATHI6, C J Boston Edison Co 02/12/10 HAYNES. R C Region t. 
Ctffice of Director lp 16492 372 24X Fiche 50-293. 92/13/ 10, 

0212210067 


--B2122I0071 LER 02-O55/O3L-O on B21 115, during surveillance test for PRIG 
*y s > ays isolated due to high steam line flow Caused by 
failure of resistor PN 8270-201 in power supply to EGM of 
turbine control Resistor replaced 

WHITNEY, Q Q Boston Edison Co 02/12/10 Region 1, Office of 
Director lp 16492 273 24X Fi c h e 50-293, 02/ 1 2/ 1 0, 82122 1 0067 


9212210148 Forwards LER 02-O53/O3L-O 

MATHIS, C J Boston Edison Co 82/12/10 HAYNES, fl C Region 1. 
Office of Director Ip 16485 149 24X riche 50-293,82/12/10, 

Q212210140 


- 92(2210153 LER B2-053/03L-0 on 021 1 10. ground fault alarm observed on 
125-volt dc battery circuit 6 traced to limit switch 
circuitry for MDV2301-3 Caused by valve packing 3 team 
leakage Packing tightened foi short-term fii 

WHITNEY, 0 0 Boston Edison Co 82/1 2/10 Region 1, Office of 
Director Ip 164Q5 ISO 24X Fiche 50-293, 02/J2/IO, 0212210140 


□212210249 Forwards LER S2-O54/O0L-O 

MATHIS, C J Boston Edison Co 82/12/10 HAYNES, R C Region 1, 
Office of Director Ip 16483 3J4 24X Fiche 50-293,82/12/10, 

9212210249 


—0212210264 LER 02-O54/O3L -0 on 82iill,RPS relay 5AK-3G did not respond 
when D KSIV inboard valve tested for 107. closure Caused 
by failed limit switch Fuse removed Repairs to Jwriit switch 
added to ne»t dfywell entry procedures 

WHITNEY, 0 0 Boston Edison Co 82/12/10 Region 1, Office cf 
Director lp I64B3 315 24X Fiche 50-293, 82/ 1 2/ 1 0, 02 J 22 10249 


HD £ KEF 50-295 2 ION NUCLEAR POWER STATION, UNIT 1 
F Security, medical, emergency & fire protection plans 


Br* 1 2060232 Forwai ds IE Safety Evaluation Repts 50-295/02-23 It 
DO-304/ 82 -20 of emergency preparedness It SER 

HIND, J A Division of Emergency Preparedness & Operational Support 
82/11/1? REED, C Commonwealth Edison Co 2pp 16312201 24X 

Fiche 30-295. 02/11/19,8212060232 


— 8212060238 IE Safety evaluation Repts 50-295/02-23 it 50-304/02-20 of 
emergency preparedness plan Emergency plan acceptable 
PHILLIPS, M P . AXELSON, W L . PAPER I ELLO. C J Division of Emergency 
Preparedness k Operational Support 82/11/IB lp 16312 203 
24X Fiche 50-295, 02/1 I /I 9, 021 2060232 


— B212060255 SER of emergency preparedness plan Plan acceptable 

* Region 3. Office of Director 82/11/30 27pp 16312 204 24X 

Fiche 50-295, 02/1 t/l?i 82120602 32 


8L’13130363 Approves end route to transport spent reactor fuel Route 
meets regulatory r eq u i r emeu ts of 10CFR73 37 

SHERR, T S Material Transfer Safeguards Licensing Branch 02/11/24 
DANESE, F L Nuclear Assurance Corp 0pp 16415 0|3 24X 

Fiche 50-295,82/1 1/23,8212430363 
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Q212070065 Forwards revised exemption requests documenting info 
provided at B2I104 V 05 meetings re post-fire shutdown 
capab 1 1 1 ty 

LENTINE. F 0 Commonwealth Edison Co 82/11/29 DENTON, H R Office 
of Nuclear Reactor Regulation. Director SBpp J6326 010 24X 

Fiche 50-293,02/11/29,8212070065 


3212090303 Forwards info re emergency operations facilities per 
021122 6 1202 requests Info previously submitted by telcon 
Request foT written response unnecessary burden on licensee 
DELOEORQE, L 0 Commonwealth Edison Co 02/12/03 EI9ENHUT, 0 Q 

Division of Licensing 2pp 16365 051 24X Fiche 50-000.82/12/03, 

0212090303 


02I213OJ49 Releases public version of revision to emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records 02/12/03 Document 

Management Branch ip 16410 2?S 24X Fiche 50-295.02/12/03, 

82 121 301 49 


— 8212130153 Forwards public version of Revision 5 to Emergency Plan 
Implementing Procedure EP1P 330-1, "Classification of 
Generation Station Emergency Plan Conditions “ Procedure 
change request form enc 1 

FLIUL, G Commonwealth Edison Co 82/11/19 DENTON, H R NRC - No 
Detailed Affiliation Given 3pp 16410 297 24X 

Fiche 50-295,02/12/03,8212130149 


--82J21301S6 Public version of Revision 5 to Emergency Plan Jmp 1 rmontinq 
Procedure EPIP 330-1, "Classification of Generating Station 
Emergency Plan Conditions 11 

* Commonwealth Edison Co 82/11/16 16pp 16410 300 24/ 

Ficbe 90-295, 82/12/03, 8212130149 


QP 12130017 Releases public version of Revision 1 to Emergency Plan 
Implementing Procedure EG-2, "Pre-Established Onsite & 

Offsite Monitoring Locations (Maps) " 

FELTON, J M Division of Rules and Records 82/12/07 Document 
Management Branch ip 16417 062 24X Fiche 50-000,82/12/0 7, 

0212130017 


--8212I30028 Forwards public version of Revision 1 to Emergency Plan 
Imp 1 emanti n g Procedure EG-2, "Pre-Established Onsite tt 
Offsite Monitoring Locations (Maps) 11 Revised table of 
contents end 

PAJOHSK I , J Commonwealth Edison Co 02/11/01 DENTON, H R NhL 
No Detailed Affiliation Given 2pp 16417 063 24X 

Fiche 50-000, 02/ 12/07, 8?l 213001 7 


-8212130041 Public version of Revision i to Emergency Plan Implementing 
Procedure EG-2, "Pre-Established Onsite & Offsite Monitoring 
Locations (Maps) " 

PAJ0W5KI,J E Commonwealth Edison Co 82/11/29 4pp 16417 065 
24 f Fiche 50-000,82/12/07,0212130017 


GW2I4Q243 Advises of distribution of revisions to "Generating Station 
Emergency Plan " Braidwood annex not prepared 

1 RAMM, T R Commonwealth Edison Co 02/12/07 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16409 302 24X 

Fiche 50-000, 02/ 1 2 /07 , 82 1 2 1 4024 3 


0P1222O175 Releases public version of revised generating station 
emergency plan implementing procedures 

FELTON, J M Division of Rules and Records 82/12/10 Document 
Management Branch tp 16529 029 24X Fiche 50-000,02/12/10, 

0212220175 


— G2J2220190 Forwards public version of revised generating station 
emergency plan implementing procedures, inc lud ing Procedures 
ED-3 re demand polling of meteorological data & ED-20 re 
emergency forecast request 

PAJOWSKI.J E Commonwealth Edison Co 02/11/15 DENTON, H H 
Office of Nuclear Reactor Regulation, Director Ip 16529 030 
24 X Fiche 50-000,82/12/10,0212220175 


— 0212220202 Public version of revised generating station emergency plnn 
implementing procedures, inc I ud ing Procedures ED-3 re demand 
polling of meteorological data & ED-20 re emergency 
forecast request 

LlTERSKIrL A Commonwealth Edison Co 82/10/13 48pp 
16529031 24 X Fiche 50-000,02/12/10,0212220175 


OJM2210454 Forwards add! info documenting discussions at 821104 !< 05 
meeting w/NRC & CNL re remaining open items from technical 
evaluation rept, "Post-Fire Shutdown Capability 11 

LENTINE , F 0 Commonwealth Edison Co 82/12/15 DENTON, H R Office 
■of Nuclear Reactor Regulation, Director 39pp 16489 28S 24X 

Ttche 50-295,02/12/13,0212210454 


82)2220306 Discusses layout of comdiun i c a t ion s equipment required in 
control room, onsite technical support c tr near-site 
emergency operations facility 

KEPPLER , J G Region 3, Office of Director 82/12/16 

Commonwealth Edison Co 3pp 16503 351 24X Fiche 50-000.02/12/16, 

0212220306 


8212290033 Releases public version of corrected page to emeigency plan 
implementing procedure 

FELTON* J M Division of Rules and Records 02/12/20 Document 

Management Branch lp 16606 343 24x Fiche 50-295, 92/ 1 2/20. 

8212290003 


— 8212290006 Forwards public version of corrected Page 4 to Emorqenry 
Plan Implementing Procedure EPIP 410-1 Receipt form end 
PLlHL, G Commonwealth Edison Co 82/11/30 DENTON, H R NRC - No 
Detailed Affiliation Given 2pp 16606 344 24X 

Fiche 30-295,82/12/20,0212290083 


— 0212290009 Public version of corrected Page 4 to Emergency Plan 
Implementing Procedure EPIP 410-1 

» Commonwealth Edison Co 82/11/30 Ip 16606 346 24X 

Fiche 50-295.82/12/20,0212290083 


01' 1 2290090 Releases public version d# revision to emorgoncy plan 
implementing procedure 

FELTON , J M Division of Rules and Records 02/12/20 Document 

Management Branch lp 16606 334 24X Fiche 50-295,02/12/20, 

0212290098 


—0212290105 Forwards public version of Revision 6 to Emergency Plan 
Implementing Procedure EPTP 1 1 0“ i , "Station Director " 

Receipt form fe procedure charge request form ent I 

PLIML,G Commonwealth Edison Co 02/11/24 BFNTON. H R NRC * Nu 
Detailed Affiliation Given 2pp 16606 335 24X 

Fiche 50-295,82/12/20,8212290098 


--B212290110 Public version of Revision 6 to Emergency Plan Imp 1 rmonttnq 
Procedure EPIP 110-1, 'Station Director M Revised index 
enc 1 

* Commonwealth Edison Co 02/11/24 6p p 16606 337 24 Y 

Fiche 30-295,82/12/20,0212290090 


B21 2290509 Releases public version of revised emergency plan 
implementing procedure 

FELTON , J H Division of Rules and Records 02/12/20 Document 

Management Branch lp 16593 349 24X T iche 50-295,02/12/20, 

0212290509 


— 021229051 1 Forwards public version of Revision 0 to Emergency Plnn 
Implementing Procedure EPIP 700-J, "Emergency Phone List 11 
Procedure change request enc 1 

PLIML/O Commonwealth Edison Co 82/11/24 DENTON, M R NW( - Nn 
Detailed Affiliation Given 2pp 16593 350 24X 

Fiche 30-29 5, B2/ 1 2/20, 0 2 12290 509 


— 8212290513 Public version of Revision 0 to Emergency Plan Implementing 
Procedure EPIP 700-1, "Fmergency Phone List " 

* Commonwealth Edison Co 02/11/22 6pp 16993352 24/ 

FlChe 50-295,82/12/20,0212290509 


82J2300167 Releases public version or revised generating station 
emergency plan telephone directory 

FELTON, J H Division of Rules and Records 02/12/20 Document 

Management Branch lp J6612 215 24X Fiche 50-000,02/12/20, 

0212300167 


--02123OOI79 Forwards public version of revised generating station 
emergency plan telephone directory 

MOORE, R 0 Commonwealth Edison Co B2/ 12/02 DENTON, H R Officr 
of Nuclear Reactor Regulation, Director lp 16612 216 24 X 

Fiche 50-000, 02/ 1 2/20, G 2 12300 167 


— 8212300199 Public version of revised generating station emergency 
plan telephone directory 

GALLE, D P Commonwealth Edison Co 02/11/05 60pp 1 661 2 21/ 
24/ Fiche 90-000,02/12/20,0212300167 


□212290*119 Forwards proposed agenda for 030104-05 site visit by 
security review committee re safeguards requirements 
KEPPLER, J 0 Region 3, Office of Director 02/12/27 REED, C 
Commonwealth Edison Co 2pp 16587 099 24X Fiche 50-295,82/12/27, 

0212290415 


H General correspondence 


0P1220OL76 Notifies of change in mailing address for NRC licensing 
matl 

WRIGHT, G N Illinois, State of, Dept Nuc Safety (formerly Drpt 
Public Health) 82/12/20 EISENHUT , D G Division of Licensing 
lp 16556 135 24 X Fiche 50-000,02/12/20,0212200176 
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P Operating license stage documents '« correspondence 


Qc' 1 20704 1 1 FOIA request for all records on emb r i 1 1 1 f<nen t, t h erma 1 sho^k, 
corrosion 6 cracking of reactor pressure vessel at 
facilities 

OUIGO, C Pollution b Environmental Problems- Inc 53/10/13 
Division of Rules and Records Ip 16356 001 24X 

f ich-e 50-295, 02/10/ 1 8- 921207041 1 


□212060471 OPERATOR ACTION EVENT TREES FOR THE ZION 1 PRESSURIZED WATER 
REACTOR 

DROWN. R G . VOWHERRMANN, J , QUILLtAM, J F E0&G, Inc NUR.EC/CR-2B0B 
02/10/3! Office of Nuclear Regulatory Research, Director 

204pp 16340 020 24/ Fiche 50-295.62/10/31-8212060471 


0212070414 Responds to FOIA request for all records on embrittlement* 
thermal sh oc Jr , c or ros i fin £. cracking of reactor pressure 
vessel at facility Records available at PDR 

FELTON. J M Division of Rules and Records 02/11/05 GUIGQ.C 
Pollution it Environmental Problems, Inc 4pp 16355 002 247 

fiche 50-295,02/11/05.0212070414 


01’120l0452 Summary of 021115 meeting w/util re interim micrvue 
testing program 

WlGQJNrON.DL Operating Reactors Branch I 92/11/19 Operating 
Reactors Branch L 4pp 16270 222 24X Fiche 50-295,82/11/19, 

0212010452 


02 l 2060036 Clarifies 020712 1 fcr tb seismic design of auxiliary 
feedwater sys branch piping Piping criteria utilized for all 
IE Bulletin 79-H work as documented in S*<W Procedure ZPP-I 
1 ENTfNE. F Q Commonwealth Edison Co 62/11/29 DEN TOM, H R Office 
of Nuclear Reactor Regulation, Director Ip 16316 120 24X 

Fiche 50-295, 82/11/29. 02 12060086 


6^12060219 Requests approval to delay implementation of due dates to 
ac c onoda t p current schedule requirements for Items IJ B 2, 

"Plan* Shielding," II & 3, "Post-Accident Sampling.' 1 & 

If F 1, ''Accident Monitoring Instrumentation " 

l ENTIRE, F 0 Commonwealth Edison Co 02/11/29 EISENHJT, D G 
Division of Licensing 2pp S6313 190 24X Fiche 50-295,02/11/29. 

02! 206 02 19 


021 2060422 FcTward* FR notice cf receipt of B21011 request for action 
i f licensee use of high turnup nuclear fuel & ability of 
facility reactor vessels to withstand embrittlement Request 
being treated per I0CFR2 206 

DENTON, H R Office of Nucledr Reac tor Regulation, Director 
62/11/30 GU1<3G,C obsolete cade Ip 16343 308 24X 

Tlche 50-295,82/11/30,0212060422 


— 0212060430 Notice of Pollution V Environ Pi ob 1 ems , I nc 021011 request 
for action re licensee use of high burnup nuclear fuel 5 , 
ability of facility reactor vessels to w: thstand 
erbr i i t 1 pment 

DENTON, H 1 ft Office of Nuclear Reactor Regulation, Director 
62/U/30 Ip 16343 309 24X Fiche 50-295, 02/ J 1/30, 8212-0 60422 


Cpt 2070472 Forwards Amends 78 6 60 to Licenses DPR-3? & DPR-48, 
respectively 6 notice of issuance L availability Amends 
revise Tech Specs to allow release of radioactive gas decay 
tank contents 

WIGGINTON, D Operating Reactors Branch 1 02/11/30 DELGEORGE, L 0 

Commonwealth Edison Co 3pp 16351 342 24X Fichr 50-295* 

02/11/30, 0212070472 


-'6212070470 Amends 7B 6 60 to Licenses DPfi-39 I< DFR-40, respec t ively, 
revising 7«ch Specs to allow release of radioactive gas 
decay tank contents 

VARGA, S A Operating Reactors Branch 1 02/11/30 0pp 

16351 345 24X Fi che 50-295- 82/11/30, 8212070472 


- W2 1 20704 02 NoMce of issuance 6 availability of Amends 70 6 60 to 
Licenses DPfi-39 t< DPR-48, respec fci vel y 

VARGA, S A Operating Reactors Branch 1 82/11/30 2pp 

16351 353 24X Fiche 50-295- 02/1 1 /30, 821 2070472 


Qi. J l2l30231 Application to amend Licenses DPfl-39 L DPR-49, c h ang i ng 
Section 3 9 2 of Tech Epees to clarify operability 
requirements far containment penetration 6 weld channel 
pressurization $ye 

l ENTIME. F 0 Commonwealth Edison Co 82/12/03 DENTON, H R Office 
of NucJeaT Reactor Regulation, Director 2pp 16397 001 24X 

fiche 50-295, 82/ 1 2/03, 821 21 3023 1 


--021213B236 Proposed changes to Section 3 9 2 of Tech Spec s, c 1 ar 1 fy ing 
operability requirements for containment penetration h weld 
channel pr e ssur 1 1 a t ion sys 

* Commonwealth Edison Co 02/12/03 2p p 16397 003 24X 

Fiche 30-295,02/12/03.0212130231 




Bf'l 2090006 Confirms emergency aut her 1 xation to amend Licenses DPR-39 
6 DPR-4B on 021203 Amend revises penetration pressurization 
t y* 

L AINAS, G C Assistant Director for Operating Reactors 02/12/06 

DELOEQRQE, L 0 Commonwealth Edison Co 2p p 16379 357 24X 

fiche 50-295.82/12/06,0212090006 


B212130035 Informs of addl delay in implementation of offsite dose 
assessment portion of A-model Required radiation monitoring 
tys uill be installed by 830-215. per NUREQ-0737, 

J terns II F 1 I t II F 1 2 

CENTIME, FO Commonwealth Ed is an Co 02/12/07 DENTON, H f? Office 
of Nuclear Reactor Regulation, Director 2pp 16390 174 24X 

Fiche 50-295, 02/12/07,8212130035 


0200190263 Generic Ltr 02-32 to all PWR licensees re potential steam 
g ene r a tor-re 1 a ted generic requirements Forwards Science 
App 1 icat ions, Inc draft rept re subj requirements Comments 
requested uithin 30 days of ltr Svc list end 

E I SENHUT ,D G Division of Licensing 82/12/09 Consolidated 

Edison Co of New Vork, Inc 29pp 16629 247 24X 

f 1 c he 50-000, 82/12/09,0200190263 


0PJ214O1O3 Generic Ltr 02-20 to all licensees of operating 
Westinghouse & C-E PWRs (except Arkansas Nuclear One, Unit 2 
6 San Onofre 2 l* 3> re inadequate core cooling 
i nstrumentati on sys Svc list encl 

EfSENHUt, D G Division of Licensing 82/12/10 Yankee Atomic 
Electric Co 27pp 16690 035 24X Fiche 50-000,02/12/10, 

0212140103 


&P121S0H1 Forwards proprietary 0ER it technical evaluation rept, 

"Review of Licensee Resolution of Outstanding Issues From 
NRC Equipment Environ Qualification SERs <F-11,B~60> " 

Justlf icatlon for continued operation due in 30 days 
VARGA, S A Operating Reactors Branch 1 02/12/14 DELGEOR0E, L 0 

Commonwealth Edison Co 2pp 16427 345 24X Fiche 50-295,82/12/14, 

£12121 50141 


B212220212 Forwards Revision 22 to CE— 1-A, "QA Program for Nuclear 
Generating Stations ri 

b WART Z 1 6 D Commonwealth Edison Co 02/12/14 HAASS, W P Quality 

Assurance Dranch tp 16518 007 24X Fiche 50-000,02/12/14, 

0212220212 


-“0212220231 "G A Program for Nuclear Generating Stations," Revision 22 
a Commonwealth Edison Co CE-l-A R22 02/11/01 I7pp 

16518 009 24X Fiche 50-000,02/12/14,8212220212 


8^12230431 Comments on NRC alternative Tech Specs re auxiliary 
feedwater sy9, prepared in response to util 791231 & 000312 
submittals Proposed Tech Specs ac cep tab 1 e, w/ex c ep 1 1 on of 
minor editorial change* noted in enc 1 

LENTIUE.F 0 Commonwealth Edison Co 02/12/15 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 9pp 16503 311 24X 

Fiche 30-295,82/12/15,021222043 1 


0212220517 Forward* approved spent nuclear fuel route as requested in 
R20914 Hr 

SNERR, T 8 Material Transfer Safeguards Licensing Branch 02/12/16 
DANESE, F L Nuclear Assurance Corp 2pp 16323 041 24X 

Tiche 50-295,02/12/16,0212220517 


— B21222032O "Spent Nuclear Fuel Route, UNI, We st Jefferson, OH to Zion 
Nuclear Power Stat i on, Z 1 on, I L " 

SHERR.T 5 Material Transfer Safeguards Licensing Branch 
02/11/23 10pp 16523 043 24X F i c he 50-295, 02/1 2/16, 021 222051 7 


8212210369 Requests NRC concurrence or comments on revised schedule 
for implementation of fuel mg t program topical rept 
LENTINE,F 0 Commonwealth Edison Co 02/12/17 THOMAS, C 0 
Standard! i*ti on & Special Projects Branch 3pp 16494 275 24X 

Fiche 50-295,82/12/17,8212210369 


B212290453 Forwards Amends 79 L 69 to License* DPR-39 U DPR-48, 
respectively, safety evaluation t notice of issuance It 
availability Amends revise Tech Specs for penetration 
pressurization sys to define operating conditions 
W 1 00 IN TON, D L Operating Reactors Branch 1 82/12/20 

RELGEGRGE, L 0 Commonwealth Edison Go 2p p 16606 060 24 X 

Fiche 50-295,02/12/20,0212290453 


—821 2290496 Amend* 79 (t 69 to Licenses DPR-39 8t DPR-40, res pec t i ve 1 y, 
revising Tech Specs for penetration pressurization sys to 
define conditions of op eration, appl icable modes f< actions 
taken for inoperable sys 

VARGA, S A Operating Roactors Branch 1 02/12/20 7pp 

16606 062 24 X Fiche 30-295,02/12/20,8212290453 


—0212290461 Safety evaluation supporting Amends 79 It 69 to Licenses 
DPR-39 tt DPR— 40, respectively 

* Office of Nuclear Reactor Regulation, Director 02/12/20 3pp 
16606 069 24X Fiche 50-295,02/12/30,8212290453 
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— 02122 90464 Notice of issuance fi availability of Amends 79 fi £9 to 
Licenses DPR-39 fi DPR-40. re sp ec 1 1 ve 1 y 

VARGA, 6 A Operating Reactor* Branch i 02/12/20 2pp 
16606 072 24X Fiche 50-295, 02/12/20. 021 2290453 


BJ'12280212 Forwards updated schedule for ongoing environ qualification 
tasting programs) per 810928 commitment 

SWARTZ ) E D Commonwealth Edison Co 02/12/22 EI9ENHUT, D 0 
Division of Licensing 10pp 16556 161 24X Fiche 30-000.02/12/22. 

0212200212 


Q Inspection reports. IE Bulletins fi c orresp ondenc b 


S208 190240 IE Bulletin 82-03. Revi s inn 1, "Stress Cracking in Thick- 
Wall , Large-Di ameter, Sta i n 1 e ss Steel. Ree ireu lati on Sys Piping 
at BWR Plants " Svc list end 

DEfOUNO.ft C Director's Office. Office of Inspection and 

L nf orcement 02/10/20 Consolidated Edison Co of New York. Inc 

j f 2pp 16462 163 24X Fiche 50-000.02/10/20.8208190240 


62081 90243 IE Info Notice 02-42. "Defects Observed in Panasonic Model 
001 fit Model 002 Thermoluminescent Dosimeters " Svc list 
pne 1 

CO00.L I Division of Fuel Facilities. Materials fit Safeguards 
82/11/03 Consolidated Edison Co of New York. Inc llOpp 
16372 142 24X Fiche 50-000.02/11/05,8200190245 


6212000282 Forwards IE Insp Repts 50-295/02-10 it 50-304/02-16 on 
020030-0903 fit 20-22 No noncompliance noted 

MILLER. JR Division of Engineering fit Technical Programs 62/11/12 
REEDrC Commonwealth Edison Co 2pp 16354 106 24X 

Fiche 50-295,82/11/12,0212000202 


— 0212OBO296 IE Insp Repts 50-295/02-10 fi 50-304/02-16 on 020030-0903 fi 
20-22 No noncompl lance noted Major areas inspected 
compliance w/NUREO-0737, I tern II F I 3, a 1 1 ega 1 1 ons forwarded 
by IL Dept of Nuclear Safety fit radiation protection program 
MILLER, D E . PAUL, R A , OREOER.L R Division of Engineering fi 
Technical Programs 02/11/10 «5p p 16334 100 24X 

Fiche 50-29 5, 82/11/12, 82 1 2000202 


8200190251 IE Info Notice 02-44, "Clar l # l cati on of Emergency Plan 
Exercise Requirements " Svc list end 

■JORDAN, E L Division of Engineering fi Quality Assurance 02/11/18 
Consolidated Edison Co of New York, Inc 109pp 16411 19? 84X 

Fiche 30-000.02/11/10.0208190251 


02 1 2060232 Forwards IE Safety Evaluation Repts 50-295/02-23 !< 
50-304/02-20 of emergency preparedness fit SER 

HIND. J* A Division of Emergency Preparedness fir Operational Support 

02/11/19 REED, C Commonwealth Edison Co 2pp 16312 201 247 

Fich* 30-295,02/11/19,0212060232 


— 02I2O6O23B IE Safety Evaluation Repts 50-295/02-23 fit 30-304/02-20 of 
emergency preparedness plan Emergency plan acceptable 
PHILLIPS, M P , AXELSON, W L , PAPER IELLO, C J Division of Emergency 
Preparedness fit Operational Support 02/11/10 lp 16312 203 
24/ Fiche 50-295,02/11/19,8212060232 


— Q212&60255 SER of emergency preparedness plan Plan acceptable 

* Region 3, Office of Director 02/11/30 27pp 16312 204 24X 

Fiche 50-295,82/11/19,0212060232 


B;"OBJ90256 IE Info Notice 02-46, "Defective fit Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York. Inc 

I27pp 16411 065 24X Fiche 50-000,02/11/26,0200170256 


QP 1 20 60050 Summaries 621103 meeting w/US Atty fit law enforcement 
agencies In Chicago, IL re IE Investigation Repts 
50-295/81-32 fit 50-304/81-30 fit status of ongoing 
i nve* ti gat i on 

KEPPLER, J O Region 3, Office of Director 02/11/2? JDNES.G C 
Illinois, State of 2pp 16314 075 24X Fiche 50-295,02/11/29. 

8212060050 


a;>0ei90257 IE Info Notice 02-47, "Transportation of Typo A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
COBB, L I Division of Fuel Facilities, Materials 4< Safeguards 
62/11/30 Consolidated Edison Co of New York, Inc 356pp 
16307 020 24/ Fiche 50-000,02/11/30,8208190257 


BPO017O259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Ihc 

1 13pp 16411 317 24 X Fiche 50-000,02/12/03,0200170259 


Ot'OBt 90261 IE Info Notice 82-48, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN, E L Division of Engineering 1 Quality Assurance 8 2/12/03 

Consolidated Edison Co of New York. Inc iJOpp 16462 064 247 

fiche 50-000,82/12/03.8208190261 


Qi'12170109 Forward* IE Insp Rep*-* 50-295/82-20 fi 50-304/92-10 on 
021023-29 fi notice of violation 

NORELIUS.C E Division of Engineering fi Technical Program* 
82/12/03 REED, C Commonwealth Edison Co 2pp 16452 336 24X 

Tiche 50-295, 02/12/03,621217010? 


— 8212170114 Notice of violation from insp on 021025-29 

NORELIUS.C E Division of Engineering !< Technical Programs 

62/ 12/03 2pp 16452 338 24X Fiche 50-295,02/12/03,021217010? 


—8212170121 IE Insp Repts 5O-29&/Q2-30 fi 50-304/82-10 on 021025-ft? 
Noncompl i an ce noted form not used to track operator progress 
fi current status of operator training Out-of-tolerance 
parameters fi valve stroke times not recorded 

FARRELL, R E , HASSE.R A , PE8CMEL, J M Division of Engineering fi 
Technical Programs 82/12/02 9pp 16452 340 24X 

Fiche 50-295,82/12/03,0212170109 


0M213O183 Forward* add info re IE Bulletin 00-11, "Masonry Walls," 
in response to NRC 821022 1 tr Eighteen walls qualified 
using horizontal reinforcement 

LENTINE.F 0 Commonwealth Edison Co 82/12/00 EISENHUT, D 0 
Division of Licensing 18pp 16396 099 24X Fiche 50-295, 0 2/12/00, 

021 2130 1B3 


8212280058 Forward* IE Insp Repts 50-295/82-27 fi 50-304/02-24 on 
021119-19 No noncomp 1 lane * noted 

MILLER. J R Division of Engineering fi Technical Programs 02/12/10 
REED, C Commonwealth Edison Co 2pp 16564 279 24X 

Tiche 50-295, 82/ 12/10, 82 1 22800 50 


— 82122B0062 IE In*p Repts 50-295/02-27 fi 50-304/02-24 on 021115-19 No 
hone omp 1 i an c e noted Major area* inspected rodwaste sy-6, 
including effluent release rates.records fi rep ts, procedures 
for controlling releases fi containment air cleaning sys 
MILLER, D E , GRANT. W D , GREGER, L R Division of Engineering fi 

Technical Programs 82/12/10 7pp 16564 201 24X 

Fiche 50-295,02/12/10.8212280058 


8200190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air fi Gas Monitoring " Svc list end 

DCVOUNO, R C Director's Office, Office of Inspoction and 

Enforcement 02/12/16 Consolidated Edison Cd of New York, Inc 

1 27pp (6623 191 24X Fiche 50-000, 02/12/ 16, B208190267 


OE'l 2290309 Forward* IE Insp Repts 50-295/02-29 fi. 50-304/02-26 on 
021115-16 No noncompliance noted 

LITTLE, W S Division of Engineering l Technical Programs 02/12/17 
REED, C Commonwealth Edison Co Pp p 16506 S96 24X 

Fithe 50-275,82/12/17,8212290389 


— 02] 2290400 IE Insp Repts 50-295/02-29 fi 30-304/83-26 on 021115-16 No 
noncompliance noted Major area* inspected actions in 
response to IE Bulletin 79-14, work procedure review fi 
observation of work 

YIN, I T , DANIELSON, D H Division of Engineering fi Technical 
Programs 82/12/10 6pp 16586 298 24X Fiche 90-295,02/12/17, 

0212290309 


8^00190260 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-2/ " Svc li3t end 

JORDAN, E L Division of Engineering fi Quality Assuranc e 02/12/20 
Consolidated Edison Co of New York, Inc 10g p p 1662B 293 24X 

Fiche 50-000,02/12/20,6200190268 


ft Periodic operating reports fi related correspondence 


□PI21400&5 Forwards monthly operating ropfcs for Nov 1982 

GRAESSER.K L Commonwealth Edison Co 02/12/09 Director's 
Office, Office at Inspection and Enforcement Ip 16408 290 24X 

riche 30-295,02/12/09,8212140055 


— 0212140061 Monthly operating repts for Nov 1902 

AUSTIN, 0 Commonwealth Edison Co 82/12/09 llpp 16408 271 
24X Fiche 50-295,82/12/09,0212140055 


S Reportable occurrences, LERs fi related correspondence 


8*11 2020234 Forwards LER 82-039/03L-0 

GRAEBSER.K L Commonwealth Edison Co 82/11/24 KEPPLER, J <? 
Region 3. Office of Director lp 16374 104 24X 

Tiche 50-295, 02/11/24, 821202023 4 
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—0212020237 LER 02-039/031.-0 on 021027, class 1 pipe tunnel mime 
monitor RT-PR07B failed low fr wou 1 d not respond to source 
cheek Caused by high voltage drifting to point below 
detector knee 

JAKI/DAITIS, T C Commonwealth Edison Co 35/11/24 Region 3. 

Oftice of Director lp 16274 JOS 24* Fiche 50-295,92/1 1/24/ 
82120-20234 


Q2J 2020272 Forwards LER B2-O4O/99X-0 

GRAES5ER, K L Commonwealth Edison Co 32/11/24 KEPPLERiJ G 
Region 3. Office of Director tp 16291 005 24X 

fiche 50-295,03/11/24,8212020272 


— Q2 1 2020235 LER 82-040/99X-0 on 021023, C>A fire pump taken out of ivc on 
821013 found still inoperable Cause not stated Parts on 
order Diesel driven fire pump tested once per wfc Design & 
procedures adequate Pump returned fco s vx -by end of yf 
NYXfEL, A CcnutionuBa J th Edison Co B2/11/24 Region 3, Office- 

of Director ]p 16291 006 24X Fiche 50-295,02/11/24, 

321 2020272 


8?J 2140321 Forwards LER 02-O41/O3L-O 

GRAESSEff, K L Commonwealth Edison Co 02/12/OB KEPPLER. J 0 
Region 3, Office of Director lp 16401 292 24X 

fiche 50-295, 92/ J 2/OB. 3212140321 


B2 1 21 40327 LER 32-04 1 /03L-0 since Hay 1975, plant operated w/lou 
steamline pressure compensation lead/lag setting different 
than current We-Stir gh ouse large steam preak analysis Caused 
by inadequate precdut tons, I inu tations 8, setpoints manual 
CANTWELL - P F Commonweal th Edison Co 8 2/I2/C8 Region 3, 
Office of Director lp 16401 283 24X Fiche 50-295,02/12/09, 

5212140321 


GM 2170307 Forwards LER 82-042/03L-0 

C'RAESSER, K L Ccimanwea 1 th Edison Co 82/12/09 KEPPLER, J 0 
Region 3, Office of Director ip 16456 137 24X 

I *che 50-295, 32/12/0?, 821217030 7 


- 021217031 2 L£fl 02-O42/O3L-O on 021116, RW mini-flow control valve switch 
1FTC-610A failed 4, runiflow valve Would not close at 1,000 
gpm per design Caused by Barton Mo-del 208 micro-switch nut- 
of-toleranc e i-Jod initiated to replace switch 

BrNOOELI.B L Commonwea 1 th. Edison to 02/12/09 Region 3, 

Office of Director Ip 16456 133 24X Fiche 50-295, B2/1 2/09, 

5212170307 


OF! 2280432 Forwards LER 82-045/03L-0 

GRAESSEfl, K L Conwnenuea I th Edison Co 92/12/17 KEPPLER, J G 
Region 3. Office of Director Ip 16556 066 24V 

Fiche 50-295, 32/12/17, 3212200432 


— 0312280-442 LER B2-045/03L-0 on 021203, control room makeup charcoal 
filter s.ys chemical analysis showed upstream L downstream 
filter efficiencies below 99/ Caused 6y normal de ter* oration 
due to airbprn contaminants Filters replaced 

STAMMER, F -Commonwea ! th Edison Co 02/12/17 Region 3 , Office 

of Director ip 16556 067 24X Fiche 50-295,02/12/17, 

0212200432 


■GPJ 2280450 Forwards LER 82-043/03L-0 

GRAEGSER, K L Commonuaal th Edison Co B2/ 12/17 KEPPLER.J G 
Region 3, Office of Director lp 16556 011 24X 

Fiche 50-295, 02/12/17.02122804 50 


■*-8 21 22004 61 LER 82-043/03L-Q on 82111 i, heater failure alarm discovered 
cm boric acid tank suction line to boric acid transfer pump 
One of two heat trace circuits failed Caused by valve on 
suction line leaking borated water Valve repaired 

KAPLAN, 3 A Commonwealth Edison Co 02/12/17 Region 3, Office 

of Director lp 16536 012 24X Fiche 50-299,02/12/17* 

02(2280450 


QI'l 2200244 Forwards LER 02-O44/O3L-O 

GRAESSER.K L C ommonw* a l th Edison C D 82/12/21 KEPPLER, -J 0 

Region 3, Office of Director lp 16561 271 24X 

Fiche 50-295,82/12/21,8212260244 


-’0212280249 LER 02-O44/O3L-O on 02i 129, p one tre 1 1 an pressuniat ion (PM) 
air compressor 0 failed to unload on demand Caused by 
corroded inlet valve unloaders All sue ti on/di scharge valves 
It associated internal components rebuilt 

5H1M< K Commonwealth Edison Co 02/12/21 Region 3, Office of 

Director 2pp 16561 272 24X Fi che 50-295, 02/ 12/21. 8212200244 
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F Security, medical, emergency It fire protection plans 


BP1 2030212 Ack receipt of 021119 1 tr informing NRC of steps taken to 
correct violations noted In IE Safeguards Insp Repts 
50-259/02-30, 50-260/02-30 & 50-296/02-00 

LEWIS, R C Division of Project & Resident Programs 82/11/30 
PARRIS, H <? Tennessee Valley Authority lp 16307 067 24X 

Fiche 90-259, 02/11/30, 6212030212 


— B21203Q220 Respond* to NRC 021019 ltr re violations noted in IE 
Safeguards fnsp Repts 50-259/82-30,50-260/02-30 it 
50-296/82-30 Corrective actions withheld (ref 10CFR73 21) 

MILLS, L M Tennessee Valley Authority 82/11/19 0 'REILLY, J P 

Region 2, Office of Director ip 16307 06B 24X 

Fiche 50-259,82/11/30,0212030212 


--0212030226 Forwards IE Safeguards Insp Repts 50-259/62-30,50-260/02-30 
t< 90-296/82-30 on 820920-24 K notice of Violation Rept 
details U notice of violation withheld (ref I0CFR73 21) 

LEWIS, R C Division of Project l< Resident Programs 02/10/19 
PARRIS, H G Tennessee Valley Authority 2pp 16307 069 24X 

Fiche 30-259, 82/11/30, 0212030212 


“8212030532 IE Insp Repts 50 -259 /B2-30, 50-260/92-30 * 50-296/02-30 on 
820920-24 Noncdmp 1 i anc e noted in areas of lock*, keys & 
combinations, phys ical barriers - protected areas, 1 igh ting U 
access control Details withheld (ref I0CFH73 2l > 

HALL, B L Division of Engineering & Technical Programs 02/10/14 
2 pp 16307 071 24 X Fiche 90-239,82/11/30,0212030212 


BP 12 O 0 O 1 Q 0 Releases public version of revised radiological emergency 
plan implementing procedures 

FELTON, J M Division of Rules and Records 02/12/02 Document 
Management Branch lp 16367 276 24X Ficho 50-259,02/12/02, 

0212080100 


-8212080100 Forwards public version of revised radiological emergency 
plan implementing procedures, including Procedures IP-1 re 
emergency plan classification logic & IP-4 re site area 
emergency Receipt form end 

MILLS , L M Tennessee Valley Authority 82/11/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16367 277 
24X Fiche 50-259, 82/12/02, S2120G0100 


-89120001 12 Pub 1 1 c version of revised radiological emergency plan 
implementing procedures, jnc 1 udi ng Procedures ip-l r9 
emergency plan classification logic, IP-4 re site area 
emergency b IP-21 re operations support c tr 

* Tennessee Valley Authority 82/Ji/Ol 76pp 16367 200 24X 

Fiche 50-259,02/12/02,8212000100 


an 2090000 Ack receipt of 021124 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
DO-259/02-36, 50-260/82-36 & 90-296/02-36 

LEWIS, R C Division of Project & Resident Programs 02/12/06 
FARRIS, H 0 Tennessee Valley Authority 2pp 16357 236 24X 

Tiche 50-259,82/12/06,8212090000 


— 8212090092 Responds to NRC 021022 ltr re violations noted in IE 
Safeguards Insp Repts 50-259/02-36, 50-260/02-36 & 

50-296/02-36 Corrective actions withheld (ref IQCFR73 21) 

MILLS, L N Tennessee Valley Authority 02/11/2 4 a'REILLY*J P 

Region 2, Office of Director Ip 16357 23B £4X 

Fiche 50-259, 02/12/06, 0212090000 


■-B312090108 Forwards IE Safeguards Insp Repts 50-239/02-36, 
50-260/02-36 fa 50-296/02-36 on 820908-09 6 notice of 
violation Rept details fa notice of violation withheld 
(ref 10CFR73 21) 

O'REILLY, J P Region S, Office of Director 02/10/22 
PARRIS, H G Tennessee Valley Authority 2pp 16357 239 24X 

Fiche 50-259,02/12/06,8212090080 


—0212090124 IE Safeguards Insp Repts 50-239/02-36, 50-260/B2-36 & 
S0-296/S2-36 on 820900-09 Non c omp 1 1 ance noted in area of 
access control* Details withheld (ref 10CFR73 21) 

TILLMAN,A Division of Engineering 1 Technical Programs 
02/10/20 ip 1633 7 241 24X Fiche 50-23?, 82/12/06, B2120900B0 


8PJ2170104 Releases public version of revised emergency plan 
i<np lament Ing procedure* 

FELTON. J M Division of Rules and Records 82/12/jO Document 
Management Branch lp 16470 104 24X Fiche 50-259,02/12/10, 

8212170104, 
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— 9312370109 Forwards public version of revised emergency plan 
Implementing procedures! including Procedures IP-6, -7 & -23 
re emergency telephone listings 

MILLS i L K Tennessee Valley Authority 92/12/03 DENTON. H R 

Office of Nuclear Reactor Regulation. Director 2pp 16479 103 
24X Fiche 50-239.92/12/10,9212170104 


— B212170H2 Public version of revised emergency plan implementing 
procedures, Including Procedures IP -6, -7 & -23 re emergency 
fcelep hone 1 i stings 

* Tennessee Valley Authority 92/11/30 7pp 16478 107 24X 

Flche 30-259,82/12/10,8212170104 


8212170229 Provides implementation schedule for generic security 
training & qualification plan Public safety employees have 
completed initial training Training per 10CFR50 54 < p ) will 
be completed by 930801 

M ILLS, L M Tennessee Valley Authority 82/12/13 DENTON, H H 
Office of Nuclear Reactor Regulation, Director 2pp 16462 020 
34X Fiche 30-000,82/12/13.8212170229 


G Adjudicatory correspondence 


82 1 2 200020 Forwards nonproprietar y "RWR-l - Radwaste Vol Reduction Bys" 
if NRC topical rept evaluation Natl should aid in settlement 
negotiations W/o end 

RAMSON, R J Hearing Branch 4 92/12/23 PYLE, R D Pyle, R D lp 

16569,143 24X Fiche 30-259,92/12/23,0212290029 


H 0 oner a 1 correspondence 


BPI214047B Forward* missing Page* 65 U 66 of EIA re low level radwaote 
storage for Browns Ferry Nuclear Plant i> SER it EIA on 
low level radwaste storage facility at Sequoyah Nuclear 
Plant W/o end 

L OVSEN, P Advanced Fuel * Spent Fuel Licensing Branch 02/11/23 
DREY, L A Affiliation Unknown lp 1643 1 32 1 24X 

Fiche 90-000,82/11/23,8212140478 


— 02 1 21 40406 Requests missing pages to EIA on low level radwaste storage 
at Drowns Ferry Nuclear Plant copies of SER !< EIA for 
Sequoyah Nuclear Plant 

DREY, L A Affiliation Unknown 82/11/08 Office of Nuclear 

Material 8»fety Safeguards, Direc tor Ip 16431 322 24X 

Fiche 30-000,82/11/23,9212140478 


J Insurance b indemnity information 


0PI2020269 Submits Info re const it warehouse values located offsite as 
result of revised site descriptions under ANI/MAELU nuclear 
liability insurance facility form policies 

DUCK, J R Karsh it McLennan, Inc , N it M Nuclear Consul tants, I nt Div 
02/11/18 HAINES, H L American Nuclear Insurers lp 16288 336 
PAX Fiche 50-000,82/11/18,9212020269 


B21K280861 Forward* Endorsement 63 to NELIA Policy NF-199 & 
Endorsement 53 to MAELU Policy MF-66 

DUCK, J R Karsh it McLennan, Inc i M it M Nuclear Con su 1 tan t«, I nc. Div 
62/12/22 SALTZMAN, J Assistant Director for State S Licensee 
Relations 3pp 16561 304 24X Fiche 50-259,02/12/22,8212280261 


8212290246 Forwards Certificates of Insurance N-3B, N-39 it N-40 for 
Endorsements 1 , 2 it 3 to NELIA Policy NF-199 it Certificates 
of Insurance K-30, M-39 i , M-40 for Endorsements 1,2 U 3 to 
MAELU Policy MF-66 

DUCK.J R Marsh i< McLennan. Inc , N it M Nuclear Consul tants, Inc Div 
82/12/23 SALTZMAN. J Assistant Director for State S< Licensee 
Relations 55pp 16582 045 24X Fiche 30-239,62/12/23,8212290246 


K Utility Final Safety Analysis Report <FSAR) it amends 


8212140323 Forwards FSAR Figure 10 7-2. "Mechanical Control Diagram Raw 
Cooling Water Qys, M inadvertently omitted from 020912 
s ubml ttal 

HAMMER, D S Tennessee Valley Authority 82/12/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16402 054 
PAX Fiche 30-259.82/12/07,9212140323 


P Operating license stage documents & correspondence 


82 1 1230066 Generic Ltr 02-27 to all DWR licensees of operating reactors 
except LACDMR.Big Rock Po int. Dr esden i, Humboldt Bay, 
applicants for OL & holders of CP re transmittal of 
NURE0-0763 it NUREO-0793 Svc list end W/o stated end 
E I SEWHUT » D 0 Division of Licensing 82/11/15 Genera) Public 
Utilities - GPU Service Corp 22pp 16307 004 24X 

Fiche 50-000,82/11/13,821 1230066 


QP1 20901 1 0 Confirms arrang events for 021215 meeting in Region 2 ofc 
re MSI V leakage at Unit 2 Proposed agenda end 

0 'REILLY, J P Region 2, Office of Director 82/12/01 PARR IS, H C 
Tennessee Val ley Authority 2p p 16357 274 24X 

Fiche 50-259,92/12/01,8212090119 


8212090346 Confirms 821102 telcon te 821202 enforcement conference 
in Atlanta, GA to discuss results of survey of waste oil 
facilities i plans for disposing of waste oil 

O'REILLY, J P Region 2, Office of Director B2/I2/01 PARR IS, H G 
Tennessee Valley Authority 2pp 16365 157 24X 

Fiche 30-259, 82/12/01,8212090346 


0212070298 Advises that NUREG-0737, 1 1 em II K 3 27, 'Common Ref Level." 
will be reviewed w/control room design review as required by 
I tern I D 1 Assessment team recommendations will be 
considered final resolution 

MILLS, L M Tennessee Valley Authority 92/12/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16339 013 
PAX Fiche 50-259, 82/ 12/03. 821207028Q 


8?1 20900B3 Application for amend to Licenses DPR-33, DPR-52 L DPR-6B, 
changing duration of containment integrated leak rate test 
From 24 -h to B-h 

M ILLS, L M Tennessee Valley Authority 82/12/03 DENTON, H R 
Orfice of Nuclear Reactor Regulation, Director 3pp 16357 192 
r'4 X Fiche 50-259,92/12/03,8212090003 


-0212090088 Proposed Tech Spec revisions changing duration of 
containment integrated leak rate test from 24-h fcn a-h 
Justification for proposed revisions end 

* Tennessee Valley Authority 92/12/03 36pp 16357 195 24X 

Fiche 50-259, B2/12/03, 0212090083 


0212270192 Forwards ifcem-by — item description of responses discussed 
during 821027 telcon w/F Clemenson re technical evaluation 
rep t, "Control of Heavy Loads - NUREG-0654, " for facility 
MILLS, L M Tennessee Va It ey Author 1 ty 82/12/14 VA59ALL0, D B 

Operating Reactors Branch 2 44pp 16539 303 24X 

Fiche 30-259, 82/12/14,8212270192 


□ P1228D0B5 Application to amend Licenses DPR-33, DPR-52 t< DPR-69, 
changing Tech Specs re bypassing of main steam line tunnel 
temp switches for up to 4-h 

MILLS, L M Tennessee Valley Authority B2/I2/17 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 16564 230 
P4X Fiche 50-259,82/12/17,8212280085 


— Q2I228OO08 Proposed Tech Spec changes te bypassing of main steam lino 
tunnel temp switches for up to 4-h 

* Tennessee Valley Authority 82/12/17 J6pp 16564 240 24X 

Fiche 50-359,82/12/17,8212280085 


8212290295 Forwards draft response to 821100 request For addl info re 
implementation of Revision 1 to NUREO-0313 on matl 
selection t< processing for BUR coolant pressure boundary 
p lp ing 

MILLB, L M Tennessee Valley Authority 03/12/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lOpp 16562 007 
24X Fiche 50-259, 83/132/20, 8212200295 


G Inspection reports, IE Bulletins tc correspondence 


0209190340 IE Bulletin 02-03, Revi s ion 1, "Stress Cracking in Thitk- 
Wal 1, Large-Di am e ter. Stain! ess Steel , Roc ircu lation Sys Piping 
at BUR Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York, Ini 

I ISpp 16462 163 24X Fiche 50-000, 02/10/20, 0209190240 


8209190245 IE Info Notice 02-42, "Defects Observed in Pahasomc Model 
801 it Model 802 Thermoluminescent Dosimeters " Svc list 
e ncl 

COBE3,L X Division of Fuel Facilities, Materials it Safeguards 
02/11/05 Consolidated Edison Co of New York, Tnc liOpp 

16373 142 24X Fiche 50-000,02/11/05,0208190245 


0PJ 2090456 Ack receipt of 821032 ltr Informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-259/03-24, 
50-260/02-24 S< 50-296/82-34 

LEWIS. R C Division of Project & Resident Programs 82/11/12 
PARRIS, H 0 Tennessee Valley Authority lp IA364 009 24X 

Fiche 50-259* 82/11/12,8212090456 


—0212090461 Responds to NRC 020921 ltr re violations noted in It Insp 
Repts 50-259/02-24,50-260/82-24 fc 50-296/82-24 Corrective 
actions eva luation concerning adequacy of review process 
will be provided by 830102 

MILLS, LM Tennessee Valley Authority 02/10/22 O'REILLY.JP 
Region 2, Office of Director 5pp 16364 010 24X 

Fiche 50-259,82/11/12,0212090456 
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- -021 2070467 Forwards IE In&p Repts 50-259/82-24,50-260/82-24 b 
50-296/82-24 on 820725-0825 t notice of violation 
LEWIS. R C Division of Project b Resident Programs 02/09/21 
PARKIS, H 0 Tennessee Valiev Authority 2pp 16364 015 «34X 

Ft cfie 50-25 9, 82/11/12. 6212090456 


— 0212090471 Notice of violation from ih»p on B2O726-0B25 

* Division of Project b Resident Programs B2/09/21 2p p 
16364 01/ 24 X Fiche 50-259. 82/1 1/ 12. 021 2090456 


--02)2090479 IE Insp Repts 50-259/82-24, 50-260/82-24 b 50-296/02-24 on 
620726-0825 No-nconp 1 j ance noted post-maint testing- not 
conducted! on scran pilot valves & test criteria did not 
incorporate r e q,u i renenft s b acceptance limits 

CHASE. J « . PAULK. O L , CANTRELL, F S Division of Project b 
Resident Programs 62/09/09 lOpp 16364 019 24* 

Fiche 50-259, 82/ 11/12, 8212070456 


8« J O0190251 IE Info Notice 92-44. “Clarification t>f Emergency Plan 
Enercise Requirements " Svc list encl 

JORDAN, E L Division of Engineering 4 Quality Assurance 02/1 1/IB 
Consolidated Edison Co of New York, inc l-09p p 16411 199 24X 

Fiche 30-000, 82/1 1/10.8200190251 


GPO019O256 IE Info Notice 82-46. "Defective b Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of Wpw York. Inc 

J27pp 16411 065 24X Fi che 50-000, 82/11/26, 8208170256 


0208190257 IE Info Notice 02-47, “Transportation of Type A Quantities 
of Won-Fissile Radioactive Hat I “ Svc list end 
CO&B, L I Division of Fuel Facilities, Materials *c Safeguards 
82/11/30 Consolidated Edison Co of New York. Inc 356pp 

16367020 24X Fichu 50-000,82/11/30,0208190237 


Be' 1 2030212 Ack receipt of 821119 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
50-259/02-30, 90-260/82-30 b 50-296/32-30 

LEWIS, R C Division of Project b Resident Programs 02/H/3O 
PARRIS, H 0 Tennessee Valley Authority lp 16307 067 24X 

Fiche 50-259, 82/11/30. 0212030212 


--92 12030220 Responds to NRC 021019 ltr re violations noted in IE 
Safeguards Insp Repts 50-259/82-30,50-260/82-30 & 

50-296/02-30 Corrective actions withheld (ref 10CFR73 21) 

HILLS, L H tannoisee Valley Authority 32/11/19 O'REILLY, J P 
Region 2, Office of Director lp 16307 068 24X 

Fiche 50-259,82/11/30,0212030212 


—8212030226 Forwards IE Safeguards tn*P Repts 50-259/B2-30, 50-260/92-30 
ty 50-296/02-30 on 020920-24 t notice of violation Rept 
details b notice Of violation withheld (ref I0CFR73 21) 

LEWIS, R C Division of Project It Resident Programs 02/10/19 
PARRIS, W 0 Tennessee Valley Authority 2pp 16307 069 24X 

Fiche 50-359, &2/JI/30, 8212030212 


- 0212030233 IE Insp Rept* 50-259/82-30. S0-26Q/G2-3Q b 50-296/02-30 on 
020920-24 Noncampi i anc e noted in areas of locks, keys b 
canb i nat i ons, p hy sica 1 barriers - protected ar eas, I i gh 1 1 ng & 
access control Details withheld (ref J0CFR73 211 
HALL, B L , SO0O£, R N . MCGUIRE, D ft Division of Engineering b 
Technical Programs 82/10/14 2p p 16307 071 24X 

Fiche 50-259, 82/1 1/30, 3213030212 


8209)90259 JE Bulletin 02-04. ''Deficiencies in Primary Containment 
Electrical Penetration Assemblies 11 Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co Df Neu York. Inc 

I13pp 16411 317 24X Fiche 50-000, 02/12/03, B20B190259 


8206190261 IE Info Notice 02-40, "Failures of Agastat CR 0095 Relay 
bucket* M Svc list end 

JORDAN, E L Division of Engineering b Duality Assurance 02/12/03 
Consol i da ted Editor Co of New York. Inc J iOpp 16462 064 24X 

Fiche 30-000, 02/1 2/03. B2Q0J 9026 1 


OPi 2090000 Ack receipt of 021124 ltr informing NRC of steps taken to 
correct violation* noted in IE Safeguards Insp Repts 
00-259/02-36. 50-260/02-36 b 50-296/82-36 

LEWIS, ft C Division of Project b Resident Programs 82/12/06 
PARRIS, H 0 Tennessee Valley Authority J2pp 16357 236 24X 

Fiche 50-259. 02/12/06, 0212090080 


-0212090092 Responds to NRC 821022 ltr re violations noted in IE 
Safeguards (nsp Repts 90-259/82-36. 50-260/82-36 b 
SO~296/02-36 Corrective actions withheld (ref 10CFR73 21) 

HILLS, L H Tennessee Valley Authority 82/11/24 0 'REILLY. J P 

Region 2, Office of Director lp J6357 238 24X 

FiChe 50-25 9, 82/ 1 2/06, 021 2090080 


—8212090109 Forwards IE Safeguards Insp Repts 50-259/82-36, 
50-260/82-36 b 50-296/82-36 on 820900-09 b notice of 
violation Rept details b notice of violation withheld 
(ref IOCFR73 21) 

Q 'REILLY, J P Region 2, Office of Director 82/10/22 
PARRIS, H O Tennessee Valley Authority 2pp 16357 239 24X 

Fiche 50-2 59,02/12/06,8212090080 


— Q21 2090124 IE Safeguards Insp Repts 50-259/82-36,50-260/82-36 b 
50-296/82-36 on 020908-09 None omp 1 i ance noted in area of 
access controls Details withheld (ref 10CFR73 21) 

TTLLMAN, A t MCGUIRE, D R Division of Engineering b Technical 
programs 02/JO/2O lp 16357 241 24X Fiche 50-259,82/12/06, 

0212O9OOBO 


8212170345 EN-02-041 on 821 217, no tice of violation b proposed 
imposition of civil penalty in amount of 43,125 will be 
issued to licensee for defective packaging in two shipments 
or low-specific activity radwoste to ftichland.WA 

DROCKETT, T Director's Office, Office of Inspection and Enforcement 
02/ 12/14 Ip 16452 362 24X Fich e 50-296, 02/12/14, 8212170345 


8200190267 IE Info Notice 82-49, “Correction for Sample Conditions for 
Air b Gas Monitoring M Svc list end 

DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consol idated Edison Co of New York, Inc 

1 27pp 16620 191 24X Fiche 50-000, 82/12/ 1 6. 82001 90267 


9200190260 IE Info Notice 82-50, "Hod of Solid State AC Undervoltage 
Relays Type I TE-27 “ Svc list end 

JORDAN, E L Division of Engineering t Quality Assurance 82/12/20 

Consolidated Edison Co of New York. Inc 108pp 16628 293 24X 

Fiche 50-000,82/12/20,8208190268 


ft Periodic operating reports b related correspondence 


Q212290281 Forwards monthly operating repts for Dct 1982 

JONES, G T Tennessee Valley Authority B2/U/10 Office of 
Resource Management, Director Ip 16581 074 24X 

Ftche 50-259. 02/11/10,8212290201 


— 0212290287 Monthly operating repts for Dot 1982 

THOM, T Tennessee Valley Authority 02/11/01 39pp 16581 0/5 
24X Fiche 50-259,02/11/10,8212290281 


8212030071 Forwards central emergency control ctr meteorological data 
availability statistics for Apr-Sept 1982 

MILLS, L M Tennessee Valley Authority 82/11/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16304 210 
24 X Fiche 50-000, 82/11/30, B2I2030071 


8 Reportable occurrences, LER* b related correspondence 


DPI 2020261 forwards LEft 82-051/03L-0 

GREEN, H J Tennessee Valley Authority 82/11/17 O'REILLY, J P 
Region 2, Office of Director lp 16279 360 24X 

fiche 50-296,02/11/17,8212020261 


— 0212020264 LEft 02-O51/O3L-O oh S2i 021 , d ur l n g normal op era t i on , dr ywel 1 
CAM 3-90-256 removed From svc for maint due to erratic flaw 
Caused by vibration Packing on flow control valve NMC Model 
AM-331 DF continuous air monitor tightened 

THORPErD Tennessee Valley Authority 82/11/17 Region 3 j 
O ffice of Director 2p p 16279 361 24* Fiche SO-296, 82/ 1 1/17, 

0212020261 


8PJ 20201 16 Forwards l£R S2-052/03L-0 

GREEN, H J Tennessee Valley Authority 02/11/23 O'REILLY, J P 
Region 2, Office of Director Ip 16272 047 24X 

Me he 30-296,02/11/23,8212020116 


— 8212020124 LER 82-052/03L-0* on 821 103, CAM 3-RR-90-256 (drywell 
atmosphere monitor) became inoperable Caused fay sample pump 
failure due to normal end of svc life Schwitier Series 323 
vacuum pump rebuilt b returned to svc 

PORTER, M R Tennessee Valley Authority 82/11/23 Region 2, 
Office of Director 2pp 16272 040 24X Fiche 50-296,82/11/23, 

8212020116 


0212020240 Forwards updated LEft 02-O43/O3X-1 

GREEN, H J Tennessee Valley Authority 82/11/23 O'REILLY, J p 
Region 2. Office of Director Ip 16274 149 24X 

Fiche 50-296,82/11/23,8212020240 


—8212020244 Updated LER B2-043/03X-1 on 820909, generator/f lywh eel ball 
bearing on 480-volt reactor motor operated valve board 3DN 
motor generator vet became noisy Caused by lack of lubricant 
film on bearing surfaces Bearing replaced 

AARON, JR Tennessee Valley Authority 02/11/23 Region 2, 
Office of Director, 3pp 16274 150 24X Fiche 50-296.82/11/23, 

0212020240 
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0;»j 2150071 Forwards LER 82-054/03L-0 

GREEN. H J Tennessee Valley Authority 82/12/09 O'REILLY, J P 
Region 2> Office of Director Ip 14431 009 24X 

Ttche 50-296, 82/12/09.8212150071 


- 8212150076 LER 82-054/03L-0 on 821110 low-pressure main steamline 
pressure switch 3-PS-1-76 had setpoint less than Tech Spec 
requirements Caused by setpoint drift Switch recallbr & 
returned to 4vc 

IRD/. I? J Tennessee Valley Authority 02/12/09 Region 3. 

Office of Director 3p p 16431 010 24X Fiche 50-296,82/12/09. 

62 121 5007 1 


2150107 Forwards LER 02-OS3/O3L-O 
GREEN. H J Tennessee Valley Authority 02/12/09 O'REILLY, J P 
Region 2> Office of Director ip 16431 001 24X 

nche SO-296, 02/12/09. 8212150107 


- -8212150111 LER 02-O53/O3L-O on 8211 11, while performing daily background 
source check of turbine bldg continuous air monitor 
3-90-251, in 1 et hose found disconnected Probably caused by 
failure to securely latch quick disconnect fittings 
THORPE, D Tennessee Valley Authority 02/12/09 Region J> 

Office of Director 2pp 16431 002 24 X Fiche 50-296,82/12/09, 

8212150107 


DOCKET 50-298 COOPER NUCLEAR STATION 


r Security, medical, emergency £ fire protection plans 


8212070425 Responds to FOIA request for documents re 820B09 notice of 
violation £ order imposing civil penalty Forwards App A 
documents App B documents completely withhold £ Documents 
CE-C4 partially withheld (ref FOIA Exemptions 3,5 £ 7) 
r ELTON, J M Division of Rules and Records 02/11/09 MCGARRY, J M 
Deb e vo i se £ Liberman 5p p 16359 003 24X Fiche 50-000,82/11/05. 

8212070425 


- -82 12070432 Summary of 820412 meeting w/util in Region 4 ofc re concerns 
5 enforcement options being considered pertaining to 
inadequacies in installation of emergency warning sys 
OA0LIARD0.J E Division of Resident, Reactor Project & Engineering 
Programs 02/04/23 COLLINS, J T Region 4, Office of Director 
2pp 16395 012 24X Fiche 50-000.82/11/05,8212070425 


- -8212070437 Forwards J Pliant 020524 1 tr describing util actions takon 
to upgrade public notification sys Tone alert radios will be 
available for all residences within 10-mi lo emergency 
planning mne not covered by fixed sirens 

COLLINS, J T Region 4, Office of Director 82/05/26 GRIMES, 0 ft 
Division of Emergency Preparedness Ip 16355 014 24X 

Fiche 50-000,82/11/05,8212070425 


--G21207044! Forwards questions from Commission Ahearne re facility 
enforcement action 

HARDING, V Commissioners 82/05/28 DEYOUNG, R Director's 
Office, Office of Inspection and Enforcement 5pp 16335 019 
24 X Fiche 50-000,82/11/05,8212070425 


— B2 1 2070457 Requests draft Commission statement for issuance of proposed 
civil penalty to util Statement should indicate Commission 
approval of issuance of notice of violation £ proposed civil 
penalty re notification sys 

CHILK, 8 J Office qf the Secretary of the Commission 82/0//21 
BICKWIT.L Office of the General Counsel Ip 16355 041 ?4X 
Fiche 50-000,82/11/05,8212070425 


--8212070473 Concludes that all Region 4 licensees In compliance w/820P01 
deadline for implementation of prompt notification sys 
COLLINS, J T Region 4, Office of Director 82/02/01 GRIMES,!! K 
Division of Emergency Preparedness 2pp 16335 104 24X 

Fiche 50-000,82/11/03,8212070425 


— 8212070491 Forwards radiological emergency response plans for facility 
£ state 6 local entities within emergency planning Jones 
Plans do not meet requirements of NUREG-0654, Revi s i on 1 
a Nebtaska Public Power District 81/01/02 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 46pp 16355 107 24X 

Fiche 50-000,02/11/05,8212070425 


BP 1 20 30 1 59 Application for amend to License DPft-46, c ont i s t i ng of 
proposed changes to Tech Specs assuring continuous operable 
water supply for fire fighting sys from two fire pumps Class 
III anend fee submitted 

P SLANT, J M Nebraska Public Power District 02/11/24 

VA5SALL0, D B Operating Reactors Branch 2 2pp 16307 095 24X 

Fiche 50-298,82/11/24,8212030159 


--B2J2030162 Proposed changes to Tech Specs assuring continuous operable 
water supply for fire fighting sys from two fire pumps 
* Nebraska Public Power District 02/11/24 52pp 16307 097 
24X Fiche 50-298,82/11/24,8212030159 


QP 120701 37 Ack receipt of 820006 1 tr informing NRC of steps taken to 
correct open items noted in IE Insp Rept 50-290/02-08 
MADSEN, 0 L Division of Resident, Reactor Project £ Engineering 
Programs 82/12/01 PILANT.J M Nebraska Public Power District 
?pp 16326 230 24X Fiche 50-298,02/12/01,8212070137 


-- 82 1 20701 4 i Responds to NRC 820701 Itr re open items noted in IE Insp 
Rept 90-290/82-08 Corrective actions microfiche reader/ 
printer 6 file will be removed from NRC space in technical 
support ctr 

PILANT.J M Nebraska Public Power District 02/00/06 

C0LL1N5, J T Region 4, Office of Director lipp 16326 240 24X 

Fiche 50-298,02/12/01,9212070137 


Q?1 2070402 Responds to NRC 021202 tclcon request for info re emergency 
operation facility Permanent backup facility presently 
ava liable 

PILANT, J M Nebraska Public Power District 02/12/02 
VASSALLO, D B Operating Reactors Branch 2 lp 16336 342 24X 

fiche 50-290,02/12/02,8212070402 


QP 12 Q 80506 Ack receipt of 821110 lfcr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-298/02-20 
J Kelly chief of physical security section, p Ians 82I20B-09 
visit to examine protective resource sys 

COLLINS, J T Region 4, Office of Director 82/12/03 PILANT.J M 
Nebraska Public Power District lp 16352 103 24X 

Fiche 50-298, 02/12/03, 0212090506 


81*12330336 Release* public version of revised emergency plan 
implementing procedure* 

FELTON, J M Division of Rules and Records 02/12/07 Document 

Management Branch lp 16413 244 24X Fiche 50-298,82/12/07, 

0212130336 


— 0212130342 Forwards public version of revised emergency plan 
implementing proc edures , i nc 1 u d i ng Procedures 5 7 7 re 
activation of technical support ctr & 5 7 9 re activation of 
emergency operations facility 

PILANT.J M Nebraska Public Power District 02/11/19 

DENTON, M R Office of Nuclear Reactor Regulation, Director lp 

16413 245 24X Fiche 50-298,92/12/07,0212130336 


- -02121 30346 Public version of revised emergency plan implementing 
procedures, including Procedure* 5 7 7 re activation of 
technical support ctr l 5 7 9 tb activation of emergency 
operations facilities 

LESSOR, L C , 8AYER, J . WHITMAN, D Nebras ka Public Powbt District 
02/1 1/00 ISOpp 16413246 24X Fiche 50-290,92/12/07, 

0212130336 


01*1 2200399 Advises that commitment date, per 820604 Itr, re NUREG-0737, 
Item JI A 1 2, ‘^Upgrade Emergency Support Facilities," will 
not be met, due to extensive contractual negotiations £ legal 
\ eviews 

PILANT.J M Nebraska Public Power District 82/12/16 
EISENHUT, D 0 Division of Licensing lp 16560 052 24X 

Fiche 50-299,82/12/16,8212290399 


P Operating license stage documents £ correspondence 


Dili 2070425 Responds to FDIA request for documents ra 820809 notice of 
violation £ order imposing civil penalty Forwards App A 
documents App 0 documents completely withheld 6 Documents 
CI-C4 partially withheld (ref FOIA Exemptions 3,3 £ 7> 

FELTON, J M Division of Rules and Records 02/11/05 MCGARRYiJ M 
Debevoise £ Liberman 5pp 16355 003 24X Fiche 50-000,02/11/03. 

G212070425 


- 8212070455 Forwards Commissioner Roberts dissenting view on facility 
enforcement action lEA-92-46) 

LAVER TY, J H NRC - No Detailed Affiliation Given 02/07/07. 
CHILK, 8 J Office of the Secretary of the Commission lOpp 
16339 03 J 24X Fiche 90-000,82/11/05,0212070425 


— 0212070467 Statement by Commissioner Roberts disagreeing w/Commisd oil 
decision Fine of *30,000 proposed for failure to comply w/ 
regulatory requirement Util should not be cited £ fined 
for commission of mat! false statements Related info end 
RDBERTSi T H Commissioners 82/11/05 7pp 16355*094 24X 

Fiche 50-000,92/11/05,0212070425 


— 0212070900 Discusses Commission 820928 briefing re proposed 
enforcement action against util 

CHILKrS J Office of the Secretary of the Commission 92/06/00 
DIRCKSjW J Office of the Executive Director foT Operations lp 
16355 254 24X Fiche 50-29B, 02/1 J 705, 021 2070429 
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3211 2300*6 Generic Ltr 02-27 to all BWR licensees of operating reactor*. 
nrep» LACBNR.Qlg Rock Po I n fc, Or «s (Jen 1- Humboldt Day, 
applicants for OL t< holders oF CP re transmittal of 
NUREG-0763 tc NUREG- 0783 Svc list end IJ/o stated end 
EISENHUT.D 0 Division of Licensing 33/11/15 General Public 

Utilities - GPU Service Corp 22pp J 6307 004 24X 

F i che 30-000, 62/11/13, 331 123006* 


31! 1 20-301 5*? Application for amend to License DPR-46, c otis i s 1 1 ng of 
proposed changes to Tech Specs assuring continuous operable 
ureter supply for Fire fighting sys from two fire pumps Class 
111 amend Fee submitted 

PILAfir, J M Nebraska Public Power District 32/11/24 

VASSALLO, 0 8 Operating Reactors Branch 2 2pp 16307 095 24X 

Fiche 50-293. a 2 /l 1/24. 3212030159 


— 32120301*2 Proposed changes to Tech Spec* assuring continuous opeiable 
water supply for Fire Fighting sys from two fire pumps 
» Nebraska Public Power District 32/11/24 52pp 1*307 097 
24 < Fiche 5Q-2 9E, 82/ 1 1/24. 821 2030159 


G.M2070175 Respond* to Franklin Research Ctr 321029 request for info re 
plant unique analysis rapt concerning Mark l containment 
program All small -& targe bore piping associated 
w/containment sys considered in evaluations 

FfLANT.uf Nebraska Public Power District 82/12/01 VA5SALU). D 0 
Operating Reactors Branc-h 2 5pp 1*334 325 24X 

riche 50-293, 82/12/01. 021 2070 J 75 


GM213027* Forwards safety evaluation of BWR owners group 810523.0921 h 
G 2 0902 responses to MilftEG-0737, I torn II K 3 23, ‘'Effect of 
Loss of AC Power on Pump Seals *' Responses acceptable 
VASSALLO, D B Operating Reactor* Branch 2 82/12/01 PILANT, J fl 

Nebraska Public Power District 7pp 1*410 220 24X 

fiche 50-298,62/12/01,321213027* 


0212100293 Responds to NRC 021109 request for adril info re response to 
Generic Ltr Ql-04 Selection of welds m loop of large bo-re 
reactor r ec lr c u 1 Atl on piping will be eramined during 1903 
i e-fuel ing outage 

PILAMT. JW Nebraska Public Power District 82/12/02 

VASSALLO. D 0 Operating Reactors Branch 2 40pp 1*37* 221 24X 

Fiche 30-299, 02/12/02,6212500273 


G21 2100171 Provide* addl info in response to 01 1005 draft technical 
evaluation rept re Guideline 4 of NUREG-OA12 on special 
I i Ft i ng dev i c eg 

PlLANf.J M Nebraska Public Power District B2/I2/03 
F f SEN-HOT. D 0 Division of Licensing 2pp 16373 348 24X 

fiche 50-296,82/12/03,0212100171 


B2 1 228008* Forwards 6ER for NUREG-0737, I toms 1 A 2 1, “Immediate 
Upgrading or React-or Operation * Senior Reactor Operator 
Training U Qualifications" *, 1 1 8 4, "Training for 
Mitigating Core Damage " Items complete 

VA39ALLO, 0 0 Operating Reactors Branch 2 02/12/09 PILANT, J M 

Nebraska Public Power District J6pp 16593 053 24X 

Fiche 50-290, 82/12/09, 821228009* 


G Inspection reports. IE Bulletin* h correspondence 


8807180063 FOIA request for documents re 820809 notice of violation L 
order imposing civil penalty 6 proposed requirement 
concerning conduct of mg fc audit set forth in order 

MCOARRY, J M Oebevoise 6 Liberman 02/09/02 FELTON, J M Division 
of Rules and Records 2pp 1*355 001 24X Fiche 50-290, 02/09/OP, 

02071000*3 


920BJ90340 IE Bulletin 62-03, Rev i sion 1, '‘Stress Cracking in Thick- 
Nail . Large-Diameter, Sta i n less Steel , R ec ire u lat 1 on Sys Piping 
at DWR Plants “ Svc list enel 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of Mew York, Inc 

JlSpp 164*2 1*3 24X Fiche 50-000, 92/10/29, 8209190240 


B2O019O249 IE Info Notice 82-42. "Defects Observed in Panasonic Model 
801 * Model 002 Thermoluminescent Dosimeters “ Svc list 
enc 1 

CQI3S. L 7 Division of Fuel Facilities, Materials U Safeguards 
92/11/05 Consolidated Edison Co of Mew York. Inc 1 lOpp 
1*372 142 24X Fiche 50-000,82/11/09,6208190245 


8212070425 Responds to FOIA request for documents re 820809 notice of 
viofatlan £* order imposing civil penalty Forwards App A 
documents App B documents completely withheld U Documents 
C1-C4 partial ly withheld <ref FOIA Exemptions 3,5 t 7) 

FELTON, J M Division of Rules and Records 82/11/05 MCQARRY, J H 
Debevoise U Liberman 3pp 1*355 003 24X Fiche 50-000, 92/11 /OD, 

G2 12070425 


-82061401*2 Comments on proposed imposition of civil penalty for 
failure to complete early warning sys by 820301 Site & 
c las s i f l cat ion of penalty discussed 

SIECEL-D Operating Reactors Branch 2 82/06/08 NOVAK* T M 

Assistant Director for Operating Reactors 3pp 1*355 027 24X 

Fiche 50-000. 82/1 1/05, 8212070425 


- -&2 120704 43 Forwards D Siegel views re proposed enforcement action 
(EA-02-46) Agretslve action warranted Further action will 
not be taken until response to 820*03 nemo received 
DIRCK5, W J Office of the Executive Director for Operations 
82/06/16 PALLADINO, N, dLINSKY, V , AHEARNE, J Commissioners 
]p 1*355 024 24 X Fiche 50-000,82/11/0 5.0212070425 


- 0212070444 Forwards view expressed by project manager re pending 
enforcement matter 

EISEMHUr, D G NRC - No Detailed Affiliation Given 82/06/08 
CASE, E Office of Nuclear Reactor Regulation. Director 
LIERERHAN, J Director's Office. Office of Inspection and 
Enforcement ip 1*335 025 24X Fiche 50-000,82/11/05, 

6212070425 


— 8212070447 Forwards memo from H Siegel re views on pending onforepment 
action against licensee Enel should be treated as "For 
Official Uie Only » 

NOVAK, T M NRC - No Detailed Affiliation Given 02/06/00 
EISENHVr, D G NRC - No Detailed Affiliation Gwen Ip 
1*355 026 24X Fiche 50-000,82/11/05,8212070425 


- -Q2I2070-4S2 Continues to support enforcement action (EA-82-4*> proposed 
in 820603 I fcr 

DIRCkS, W J Office of the Executive Director for Operations 
82/06/21 PALLADINO, N , GILINSKY, V , AHCARNE, J Commissioners 
Ip 1*355 030 24X Fiche 50-000,82/11/05,8212070425 


8208190251 IE Info Notice 02-44* "Clarification of Emergency Plan 
Ixercise Requirements " Svc list enc 1 

JORDAN. E L Division of Engineering i< Quality Assurance 82/11/10 
Consol idate d Edison Co of New York, Inc 109pp 1*411 199 24k 

Tiche 50-000. 92/ 1 1/18, 8200 1 9025 1 


SM2100197 Discusses issuance of SALP Rept 50-298/82-24 for Ju 1 1981- 
June 1982 Since util did not comment on eva luation, SALP 
hoard rept issued as NRC rept 

CQLLIMS* J T Region 4, Office of Director 82/1 1/24 PILANf. J M 
Nebraska Public Power District 2pp 16377 111 24X 

Tiche 30-298*82/11/24,8212100197 


--Q2I2100212 Forwards SALP Rept 50-298/82-24 for Jui 1981-June 1982 
Comments requested by 821010 

MADSEN, G L Division of Resident, Reactor Project $< Engineering 
Programs 02/09/22 PILANT, J M Nebraska Public Power District 
2pp 1*377 113 24X Fiche SO-290, 82/1 1/24, 8212J00197 


- B212J002I3 SALP Rept 50-298/82-24 for Jul 1931-June 1902 Licensee 
performance rated as Category I 

WE5TERMAM, T F , MADSEN, G L Division of Resident, Reactor Project 
L Engineering Programs 82/09/20 22pp 1*377 115 24X 

Fiche 50-298.02/11/24,8212100197 


821 21002*5 Forwards IE Insp Rept 50-290/82-31 on 821001-31 No 
nonconp ! i ance noted 

MADSEN, -0 L Division of Resident, Reactor Project !< Engineering 
Programs B2/1I/24 PILANT.J M Nebraska Public Power District 
Ppp 1*376 129 24X Fiche 50-298, B2 / U /24 , 02121 002*5 


--8212100271 IE Insp Rept S0-298/G2-31 on 021001-31 No none omp 1 i anc d 
noted Major areas inspected operational safety 
verifications* mon th I y surveillance L maint observations, 
plant trips, safety sys challenges 4 licensee event followup 
DL/OOJS, D L , MCCRDRY.S L , WESTERMAN* T F Division of Resident, 
Reactor Project & Engineering Programs 82/11/23 6pp 
1*37* J 31 24X Fiche 50-290,02/11/24,82121002*5 


820819025* IE Info Notice B2-46, "Defective 4 Obsolete Combination 
Padlock* " Svc list end 

DEYOUNG, R C Director's Office* Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

J 27pp 1*411 0*5 24X Fiche 50-000,82/11/26,8209190256 


S20B190257 IE Info Notice 82-47, "Transportat ion of Type A Quantities 
of Non-Fissile Radioactive Matl ° Svc list end 
COflfl.L 1 Division of Fuel Facilities, Materials t Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 35*pp 

1*387 023 24X Fiche 50-000,02/11/30,8208190257 


0P12O7O137 Ack receipt of 82080* ltr informing NRC of steps taken to 
correct open items noted in IE Insp Rept 50-290/82-08 
MADSEN, G L Division of Resident, Reactor Project b Engineering 
Programs 82/12/01 PILANT, J M Nebraska Public Power District 
2pp 1*326 230 24 ( Fiche 50-298,82/12/01,0312070137 
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8212070141 Responds NRC 020701 ifcr re open items noted in lb In&p 
Rept 50-290/82-08 Corrective actions microfiche reader/ 
printer L file will be removed from NRC space in technical 
support etr 

PILANT. J M Nebraska Public Power District 82/00/06 

COLLINS. J T Region 4, Office of Director Ilpp 16326 240 24X 

Fiche 50-298. 82/12/01. B2 12070 137 


3. '00190259 IE Bulletin 02-04. "Deficiencies in Primary Containment 
k-lectrjcal Penetration Assemblies ° Svc list end 
DEYCUNC, R C Director's Office. Ofnce of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York. Inc 

1 1 3p p 16411 317 24 X Fiche 50-000.02/12/03,8208190259 


82001 9026 1 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
pockets 11 S\ c list end 

JORDAN, E L Division or Engineering It Quality Assurance 92/12/03 

Consolidated Edison Co of New York. Inc llOpp 16462 064 24 X 

fiche 50-000, 82/12/03, 820 0 1 9026 1 


3, '12000506 Ack receipt of 821118 ltr informing NRC of stops taken to 
tarred violations noted in IE Insp Rept 30-278/82-28 
J Kelly chief of physical security s e c t ion, p 1 ana 021208-09 
visit to examine protective resource sys 

COLLINS, J T Region 4, Office of Director 02/12/03 PILANT, J M 
Nebraska Public Power District Ip 16392 103 24X 

riche 50-290,82/12/03,9212000506 


8M2140403 Approves proposed mg t appraisal plan & schedule described in 
021000,1119 l 23 responses to order modifying license, 
effective immediately Plan should be initiated as soon as 
possible 

COLLINS, J T Region 4, Office of Director 03/12/07 JONE0.C R 
Nebraska Public Power District Ip 16405 141 24X 

M c h e 50-298, 82/12/07. 82121 40403 


Dr42280409 Forwards IE Insp Rept 50-298/02-30 on 021010-22 U notice of 
violation 

MADSEN, G L Division of Resident, Reactor Project I< Engineering 
Programs 82/12/08 PILANT, J M Nebraska Public Power District 
Ppp 16560 029 24 X Fiche 90-298,82/12/08,0212280409 


32122934 1 3 Notice of violation from insp on 821018-22 

a Division Df Resident, Reactor Project L Engineering Programs 
82/12/09 Ip 16560 031 24X Fiche 50-298,02/12/00,8212280409 


--S21 22B0420 IE Insp Rept 50-298/82-30 on 821018-22 None omp 1 ian c p noted 
multiple failures to perform biennial procedure review, 
primarily in maint area 

REDANQ, R T , UESTERMAN, T F Division of Resident, Reactor Project 
l Engineering Programs 02/11/30 6pp 16960 032 24X 

Fiche 50-298.02/12/08,8212280409 


□I 1 08190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air h Gas Monitoring ,J Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

fnf orcement 82/12/16 Consolidated Edison Co of New York, Im 

J27pp 1 6626 191 24X Fiche 50-000,82/12/16.8200190267 


0 JOB 1 90268 IE Info Notice 02-50, "Mod of Solid Stato AC Uridervo 1 taqu 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering L Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOBpp 16628 293 24X 

fiche 50-000,82/12/20,8208190268 


f< Periodic operating reports It related correspondence 


8! ’1 22903 12 Forwards monthly operating rept for Oct 1902 

LESSOR, L C Nebraska Public Power District 02/11/02 Office of 

Resource Management, Director lp 16580 029 24X 

Fit he 50-298, 82/11/02, 0212290312 


— 0212290315 Monthly operating rept for Oct 1902 

DALLINQER, P L Nebraska Public Power District 02/11/02 4pp 
16503 030 24 X Fiche 30-298,82/11/02,0212290312 


S Reportable occurrences, LERs >y related correspondence 


0212300106 Forwards LER B2-023/03L-0 Detailed event analysis submitted 
LESSOR, L C Nebraska Public Power District 82/12/23 COLLINS, J T 
Region 4, Office of Director 3pp 16598 249 24X 

Me he 50-290,02/12/23.8212300106 


--B2 12300 lit LER 82-023/03L-0 on 021 12B, while snubber CS-57 taken out of 
svc to repair oil leak, snubber found inverted Caused by 
loose extension tube locknut allowing snubber to rotate 
Snubber replaced 

BALLINGER, P Nebraska Public Power District 82/12/23 Region 
4, Office of Director Ip 16598 252 24X Fiche 30-290,02/12/23, 

8212300106 


T Hearing transcripts on non-ant i trust matters 


G212070425 Responds to FOIA request for documents re 820809 notice of 
violation It order imposing civil penalty Forwards App A 
documents App P documents completely uithheld U Documents 
C 1-C4 partially withheld (ref FOIA Exemptions 3,5 & 7) 

FELTON. J H Owision of Rules and Records 02/11/05 MCGARRY, J M 
Dohevoise 6 Liberman 5p p 16355 003 24X Fiche 50-000, 02/ 1 1 /0*i. 

02 12070425 


—0212070496 Forwards transcript of closed Commission 620528 discussion 
of enforcement action Exemption 5 used to close meeting 
Recommendations re release of portions to public needed by 
82061 1 

CHILK.S J Office of the Secretary of the Commission 82/06/01 
DIRCKS.W J Office of the Executive Director fur Operations Lpp 
16355 154 24X Fiche 50-000,82/11/05,8212070425 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency it fire protection plans 


0212070099 Forwards revised Page iO 3 to safeguards plan Page withheld 
(ref I0CFR2 790 5< 73 2i) 

QURSTEIN.S Wisconsin Electric Power Co 82/12/02 DENTON, H « 

□ rfice of Nuclear Reactor Regulation, Direc tor CLARK, H A 
Operating Reactnrs Branch 3 lp 16327 271 24X 

Fiche SO-266, 82/12/02, 8212070099 


021 2200082 Responds to Burstein 021110 it 1202 ltrs re addition of 
Chapter 10 to physical security plan Changes acceptable Ltrs 
withheld <rof 10CFR73 3U 

CLARK, R A Operating Reactors Branch 3 02/12/13 FAY, C W 

Wisconsin Electric Pouer Co Ip 16593 087 24X 

Fiche 50-266,82/12/13,8212280002 


02 1 2220306 Discusses layout of communications equipment required in 
control ream, onsite technical support C tr tt near-site 
emergency operations facility 

KEPPLER , J O Region 3, Office of Director 02/12/16 
G ummonwea 1 th Edison Co 3pp 16503 351 24X Fiche 50-000,02/12/16, 

G2 1 2220306 


0212290324 Confirms plans for 030110 mg t meeting in Milwaukee, WI re 
f ne protection concerns Written responses to IE Insp Rept# 
bO- 266/82- l 7 L 50-301/02-17 deferred until 030125 
NDRELIU5, C E Division of Engineering i Technical Programs 
02/ 1 2/23 DURSTEIN, S Wisconsin Electric Power Co ip 165U9 15/ 
24 X Fiche 50-266,02/12/23,8212290324 


0 Adjudicatory correspondence 


BI , t20B025 1 Supports steam generator tube sleeving 

Id LA HA, 0 , EH0£LDRECHT,L , SCHMQOCK, D Two Rivers, WI 82/11/29 
ULCCH, P Atomic Safety and Licensing Board Panel lp 16354 126 
24X Fiche 50-266,82/11/29,0212000231 


0212230357 Forward* licensee proposed findings of fact U conclusions of 
law in form of proposed initial decision re repair of 
corroded steam generator tubes 

CHURCHILL, D W Shaw, Pittman, Potts it Trowbridge CHURCWLL, R W 
Wisconsin Electric Power Co 82/12/20 BLOCH, P 8 , KLINE, J R , 
PAXTON, H C Atomic Safety and Licensing Board Panel lp 
16311 207 24X Fiche 50-266,02/12/20,8212230397 


— G212230359 Proposed findings of fact L conclusions of law in form of 
proposed initial decision re repair of corroded steam 
generator tubes by inserting sleeves Certificate of Bvc 
end 

CHURCHILL , 0 1 4 Wisconsin Electric Power Co CHURCHILL, D W Shaw, 

Pittman, Pott# U Trowbridge 82/12/20 31pp 16511 208 24X 

Fiche 50-266,82/12/20,8212230357 


0212270316 Notice of appeal from 921210 special prehearing conference 
order dismissing Decade B20BI0 & 1105 petitions to 
intervene Affidavit of mailing end 

ANDERSON, P Wisconsin's Environmental Decade 82/12/20 3p p 
16530 201 24X Fiche 30-246,02/12/20,8212270316 


□21 2270323 Brief supporting appeal from 021210 specie] prehearing 
conference order denying 020010 petition to intervene L 
request for extension of time to complete brief Dismissal of 
petition on stated grounds contrary to law 

ANDERSON, P Wisconsin's Environmental Decade 82/12/20 Atomic 
Safety and Licensing Board Panel 15pp 16530 215 24X 

Fiche 50-266, B2/I2/20, 8212270323 

I 
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P Operating license stage documents 4 correspondence 


3212170040 Ack receipt of 021123 ltr transmitting Class I fee f m 
U2Q930 application Oasis for not remitting additional 
i oquested fee acceptable 

DIGGS; R /I License Fee Management Branch 02/12/03 FAY* C U 
Wisconsin Electric Pouer Co ip 16490 362 24X 

Tithe 50-266.62/12/03,0212170040 


8,^00190263 Generic Ltr 82-32 to all PWR licensees re potential steam 
qener afeor-r el a ted generic r eqm remen t s Faru/ards Science 
App 1 1 cations, Inc drafr rept re subj requirements Comments 
requested within 30 dags of ltr Svc list end 

EISENHJT. D G Division of Licensing 62/12/09 Consolidated 
Edison Cu of Net*/ York, Inc 29pp 16629 247 24X 

Tiche 30-000. B2/ 12/09, 0206190263 


0JM2140103 Generic Ltr 02-20 to all licensees of operating 
West Nijhogse l> C-£ PWRs (except Arkansas Nuclear One, Unit 2 
V San Onofre 2 6 3) re inadequate core cooling 
instrumentation ays Svc list end 

£ I SENHUT, D G Division of Licensing 02/12/10 Yankee Atomic 
Mectric Co 27pp 16690 035 24X Fiche 50-000, B2/1 2/10, 

6212140103 


02 J 21 70326 Refs West i ng h ous * 791206 ltr in response to RA Clark S2U0B 
request for ECC5 evaluation model addressing two loop upper 
plenum injection plants Calculations for worst case large 
bicalc 5 sensitivity studies will be submitted by 83Q22S 
F'AY. C W Wisconsin Electric Power Co 82/12/10 DENTON, HR 
Office or Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 2pp 16453 224 24* 

Fiche 50-266, 62/12/10,8212170326 


8212210056 Comments an technical evaluation rept re seismic 
qua! l f icatl on or auxiliary feedwater sy*,per 821112 request 
Keco^nendat i on to acquire complete SSE level of seismic 
capacity constitutes unnecessary fc expensive backfit 
I AY, C W Wisconsin Electric Power Co 02/12/15 DENTON* H R 
iiffice of Hue Lear Reactor Regulation, Director CLARK. R A 
Iterating Reactors Branch 3 5pp 16492 248 24X 

ilche 50-266, 02/12/15,8212210056 


Bt‘ 1 2220*122 Application to amend Licenses DPR-24 I, DPR-27 - c ons 1 s 1 1 ng of 
lech Spec Change Request 86 to address hL/REG-0737, Item 
JI K 3 3, ''Reporting Safely & Relief Valve Failures & 
l hallenges, ” in response to Generic Ltr 92-16 
r AY. C U Wisconsin Electric Power Co 92/12/15 DENTON, H R 
[Jffice or Nuclear Reactor Regulation, Director CLARK , R A 
Uperating Reactors Branch 3 3pp 16503 278 24X 

fiche 50-266,02/12/15,9212220422 


9212220427 Proposed Tech Spec Change Request 06 addressing requirements 
of NUflfcC-07 37, Item (I H 3 3, "Reporting Safety «c Relief 
Valve Failures U Cha 1 1 enges , " in response to Generic Ltr 
82-16 

» Wisconsin Electric Power Co B2/J2/15 lp 16503 2B1 24X 

Fiche 50-266.02/12/15,8212220422 


BP12290095 Forwards "Evaluation of PTessurizer Safety Relief Volve 
5ys for Point Beach Nuclear Plant, 11 ’ in further response to 
NURE0-0737, Item II D 1 re relief |c safety valve testing 
T AY, C W Wisconsin Electric Power Co 02/12/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
■Op era * i ng Reactors Branch 3 2pp 16389 169 24X 

fiche 58-266,82/12/33,8212290095 


- -821 2290104 "Evaluation or Pressurlier Safety L Relief Valve Syo for 
Point Beach Nuclear Plant " W/ two oversiie drawings Aperture 
cards are available In PDF 

MCKINNEY, T R , RAMSEY, B L , RAZLAFF, W J EDS Nuclear, Inc 
09-0970-001 R00 82/12/21 64 pp 1 6309 172 24X 

Fiche 50-266,82/12/23,8212290095 


G Inspection reports, IE Bulletins tt correspondence 


9200190240 I£ Bulletin 02-03, Re v I * i on 1, "Stress Cracking in Thick- 
Wall, Large-Di ameter, Sta inless Steel , Recircu la ti an Sus Piping 
at BUR Plants *• 8vc list end 

DEYOUNG, R c Director's Office, Office of Inspection and 

Enforcement 82/10/20 Consolidated Edison Co of New York, Inc 

I I2pp 16462 163 24X Fiche 50-000, 82/10/20, 8208190240 


Br'08I90245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
801 4. Model 80S Thermoluminescent Dosimeters " Svc list 
i ncl 

C030,L r Division of Fuel Facilities Materials 4, Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc 1 lOpp 
16372 142 2 4/C Fiche 50-000,02/11/05,8208190245 


0208190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercite Requirements " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/11/18 
Consolidated Edison Co of Neu York, Inc 109pp 16411 199 24X 

Fiche 50-000, 82/11/10, 8200190251 


BP08190256 IE Info Notice 02-46, "Defective & Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, ft C Director's Office* Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

1 27pp 16411 065 24X Fiche 30-000,82/11/26,8208170256 


0^08190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-fissile Radioactive Natl a Svc list end 
COBB, L I Division of Fuel Facilities. Materials S< Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 
J 6307 020 24X Fiche 50-000,02/11/30,8208190297 


0212170177 Forwards 16 Insp Repts 50-266/02-17 fc 90-301/02-17 on 
020628-0701 it 08 4 notice of violation 

MOREL 1 US, C E Division of Engineering & Technical Programs 
02/11/30 BUR6TEIN, S Wisconsin Electric Power Co 3pp 
16450 192 24X Fiche 50-266,02/11/30,0212170177 


—8212170181 Notice of violation from insp on 020620-0701 & 00 
NORELIUS, C E Division of Engineering $< Technical Programs 
62/11/30 4pp 16450 195 24X Fiche 50-266, 02/1 1 /30, 0212 1 701 77 


-'0212170189 IE Insp Repts 50-266/02-17 & 50-301/82-17 on 020620-0701 U 
08 None onp 1 | anc e noted Inadequate surveillance testing, 
nonfunctional penetration fire barrier it incomplete 
development 6 imp lementation of admin istrati ve controls 
RAMSEY, C , ULIE, J , GROOE, J A Region 3, Office of Director 
82/07/20 21 pp 16450 199 24X Fiche 50-266,82/11/30,0212170177 


8208190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Mectrlcal Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

1 13pp 16411 317 24X Fiche 50-000,02/12/03,0200170259 


020019026 1 IE Info Notice 82-40, "Failures of Agastat CR 0095 Relay 
Dockets " Bvc list end 

JORDAN, E L Division of Engineering L Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 34X 

Fiche 50-000, 02/12/03, 0200190261 


0212100221 Ack receipt of 821129 ltr informing NRC of steps taken tn 
correct violations noted in IE Insp Repts 50-266/02-12 6 
50-301/82-12 

KEPPLER , J 0 Region 3, Office of Director 02/12/07 BURSTEIN, 5 
Wisconsin Electric Power Co 2pp 16377 1 0 1 24X 

fiche 50-266, 02/12/07, 82121 0022 1 


— B2J2100222 Responds to NRC 820915 ltr re violations noted in IE Insp 
Repts 50-266/02-12 L 50-301/02-12 Corrective actions review 
of containment entry control procedures £< controls 8c 
i nter changeafa i 1 ity of keys changed 

FAV,C U Wisconsin Electric Power Co 02/10/15 KEPPLER, J 0 
Region 3, Office of Director 4pp 16377 103 24X 

Fiche 50-266, 02/12/07, 0212100221 


--8212100223 Addl response to NRC 820715 ltr re violation noted in IE 
Insp Repts 50-266/82-12 & 50-301/82-12 Corrective actions 
area roped of f , c onsp icuovsly posted & flashing lights used 
as warning device 

FAY, C W Wisconsin Electric Power Co 02/11/29 KEPPLER, J (i 
Region 3, Office of Director 3pp 16377 107 24X 

Fiche 50-266, 82/ 12/07, 0212100221 


0208190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air it Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Lnforcement 02/12/16 Consolidated Edison Cg of New York, Inc 

I27pp 16620 191 24 X Fiche 50-000.82/12/16,8200190267 


0^12280361 Responds to IE Bulletin 02-04, "Deficiencies in Primary 
Containment Electrical Penetration Assemblies " No Bunker 
Hamo penetration assemblies installed initially or during 
backfit 6 nod 

FAY, C W Wisconsin Electric Power Co 82/12/17 KEPPLER, J 0 
Region 3, Office of Director Ip I6S60 077 24X 

Fiche 50-266,82/12/17,0212200361 


8200190260 JE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type ITE-27 " Svc list end, 

JORDAN, E L Division of Engineering & Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc iOSpp 16620 293 24X 

Fiche 50-000, 82/12/20, 8208190260 
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R Periodic operating reports U related correspondence 


falJ 1 2290253 Forward* revised monthly operating repts for Aug 1982 for 
Units 1 i 2 !i revised Sept 1902 rept for Unit 2 
FAY. C W Wisconsin Electric Power Co 82/11/17 Office of 

Resource Management' Director Ip 16582 037 24X 

Fiche 30-266.02/11/17,0212290253 


- *8212290257 Revised monthly operating i ept* for Aug 1982 

FAY, C U Wisconsin Electric Power Co 02/09/07 2pp 16582 038 
24 X Fiche 50-266. 02 / 1 1 / i 7, 8212290253 


- “321 22 90262 Revised monthly operating rept for Sept 19B2 

FAY, C W Wisconsin Electric Power Co 02/10/04 lp 16502 040 
24 X Fiche 50-266,82/11/17,0212290253 


8212210297 Forwards monthly operating repts for Nov 1982 

FAY. C H Wisconsin Electric Power Co 82/12/10 Office of 
Nuclear Reactor Regulation, Director Ip 16497 089 24X 

Fiche 50-266, 82/12/10,8212210297 


-'0212210299 Monthly operating repts for Nov 1902 

FAY, C W Wisconsin Electric Power Co 02/12/06 1 1 pp 

16497 090 24 X Fiche 50-266,82/12/10,0212210297 


S Reportable occurrences, LERs ic related correspondence 


0^12100208 Foruards LER 82-009/01T-0 

FAY, C W Wisconsin Electric Power Co 02/12/03 KEPPLER, J 0 
Region 3, Office of Director lp 16376 216 24X 

Tiche 50-301,82/12/03,8212100208 


—8212100211 LER 02-OO9/O1T-O on 921122, axial flux differential 
monitoring program U alarm found inadvertent! y halted from 
921120-22 w/o manually logging flux differential Caused by 
operator diagnosing backup computer problem 

FAY. C U Wisconsin Electric Power Co 82/12/03 Region 3, 
Office of Director 2pp 16376 217 24X Fiche 50-301,02/12/03, 

6212100200 


QM22BQ114 Forwards LER 62-010/03L-0 

r AY, C W Wisconsin Electric Power Co 82/12/15 KEPPLER, J 0 
Region 3, Office of Director Ip 16564 0S9 24X 

riche 50-301,02/12/15,8212280114 


— 8212280115 LER 82-010/03L-0 on 021110, during surveillance tost T8-U, 
secondary boric acid heat tracing circuits found inoperable 
Caused by internal defect which tripped breaker 1H52-429A 
Breaker replaced 

TAY.C W Wisconsin Electric Power Co 02/12/15 Region 3, 
Office of Director 2pp 16564 060 24X Fiche 50-301,82/12/15, 

9212280114 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F Security, medical, emergency & fire protection plana 


□P 1 20901 32 Discusses NRC emergency radio communications It results of 
82102Q site meeting Radio sys will be brought to plant 
during emergency High frequency established for hurricane 
alert Placement of antennas outlined 

O 'REILLY, J P Region 2, Office of Director 02/11/24 HANCOCK, J A 
Florida Power Corp 3pp 16357 319 24X Fiche 50-302,02/11/24, 

8212090132 


9P121QD006 Submits info re emergency operations facility, in response tn 
G21202 request Const completed on 821015 

WESTAFER, G R Florida Power Corp 82/12/06 STQLZ.J F Operating 
Reactors Branch 4 lp 16373 362 24X Fiche 50-302,82/12/06, 

02 12100006 


0^12140039 Documents 82120B telcon responding to NRC request for adril 
info re I0CFR50 App R fire study, dtd 021029 & superseding 
Q20630 submittal Revised Table 1 & Figure 2 end 
WESTAFER, 0 R Florida Power Corp 02/12/09 EISENHUT, D 0 
Division of Licensing 14pp 16400 256 24X Fiche 50-302,82/12/09, 

0212140089 


G21222O204 Confirms 821019 telcon re App R submittal Util response to 
lte-m 11, App R end Automatic starting of diesel generators 
on loss of voltage relied upon for safe plant shutdown 
in event of fire 

WESTAFER, 0 H, Florida Power Corp 02/12/17 EI8ENHUT, D 0 
Division of Licensing lp 16517 191 24X Fiche 50-302,82/12/17, 

B2 12320204 


H General correspondence 


0212060084 Documents recent organizational change in nuclear licunsmq 
area All previous author I ixtlons wi th d rawn . ef f ec 1 1 ve 82120! 

HANCOCK, J A Florida Pnwer Corp 82/12/01 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 16316 067 24X 

Fiche 50-302,02/12/01,8212060004 


8212290177 Requests that Bureau of Intergovernmental Relations be 
removed from distribution list V correspondence previously 
addressed to DO Mardis be sent to author 

WESTAFER, G R Florida Power Corp 32/12/17 DENTON. H R Offici of 
Nuclear Reactor Regulation, Director lp £6570 036 24X 

Fiche 50-302,82/12/17,8212290177 


P Operating license stage documents U correspondence 


821 1090043 Provides detailed specs re Orion boron U chloride analyzer 
equipment ta be used to fulfill requirements of NUREG-0737, 

Item II B 3, "Post-Accident Sampling Capability " 

Implementation expected during Refuel 4 

UAYNARD, P V Florid Power Corp B2/J1/03 STOLZ, J F Oporatinp 
Reactors Branch 4 2pp 16004 001 24X Fiche 50-302, B2/i 1 /03, 

821 1090043 


8M2010160 Forwards Amend 59 to License DPR-72, sa f e ty evaluation & 
notice of issuance it availability Amend allows util to 
change modes w/ j n t erme d i a te pressure relief line isolation 
valve replaced w/pipe cap 

STOLZ, J F Operating Reactors Branch 4 02/Jl/i7 HANCOCK, J A 

Florida Power Corp 3pp 16290 281 24X Fiche 50-302,82/11/17. 

G2 1201 0 160 


—£212010164 Amend 59 to License DPR-72, a 11 ow i ng util to change modes 
tip/ i nt ermed i a te pressure relief line isolation valve 
replaced w/pipe cap 

STOLZ, J F Operating Reactors Branch 4 82/11/17 4pp 

16290 204 24X Fiche 50-302, 92/11/17,0212010160 


•8212010167 Safety evaluation supporting Amend 59 to LlCenie DPR-72 
* Officii of Nuc I ear Reactor Regulation, Director B2/JI/I7 2pp 
16290 289 24X Fiche 50-302, 82/ U / J 7, 02 1201 0 1 60 


- -021 20101 72 Notice of issuance V availability of Amend 5? to License 
DPR-72 

STOLZ, J F Operating Reactors Branch 4 02/11/17 2pp 

16290 271 24 X Fiche 50-302, 82/ 11 / 1 7, B2 1 2010 160 


82 1 2010329 Forwards Amend 60 to License DPR-72, safe ty evaluation 8, 
notice of issuance It availability Amend identifies post- 
accident monitoring instrument readouts w/recorders It 
changes measurement units for reactor coolant flow 
M INER, 8 Operating Reactors Branch 4 02/11/23 HANCOCK, J A 

Florida Power Corp 3pp 16271 284 24X Fiche 90-302,82/11/23, 

8212010329 


-- G212010330 Amend 60 to License DPR-72, ident i fytng post-accident 
monitoring instrument readouts w/reeorders t, changing 
measurement units fur reactor coolant Flow from percent to 
lb per hour 

STOLZ,*) F Operating Reactors Branch 4 02/11/23 9pp 

16271 287 24X Fiche 50-302, 02/11/23,0212010329 


— 8212010331 Safety evaluation supporting Amend 60 to License DPR-72 
a Office of Nuclear Reactor Regulation, Director 02/11/23 2pp 
16271 292 24X Fiche 50-302,82/11/53,02 13010329 


— 02 12010332 Notice of issuance t, availability of Amend 60 to License 
DPR-72 

STOLZ, J F Operating Reactors Branch 4 02/11/23 2pp 

16271 274 24 X Fiche 50-302, 02/11/23-0212010329 


QP12060225 Submits response to NUREG-0612, "Control of Heavy Loads 11 
Incore instrument container hoist derated to capacity of 
1 , 000 1 b 

DAYNARD, P Y Florida Power Corp 02/12/01 STOLZ, J F Operating 
Reactors Branch 4 3pp 16315 233 S4X Fiche 50-302,82/15/01, 
G2I2060223 


0212150236 Forwards safety evaluation supporting operation of 
once-through steam generator blowdown lines pressurized from 
cold shutdown to 15X rated thermal power until Refueling V 
STOLZ, J F Operating Reactor* Branch 4 82/12/07 HANCOCK, J A 

Florida Power Corp 2pp 164 4 6 333 24X Fiche 50-305,02/12/07, 

8512150236 


— 8512130240 Safety evaluation supporting operation of once-thrnugh steam 
generator blowdown line* pressurized from cold shutdown to 
15X rated thermal power until Refuel ing V 

# Office of Nuclear Reactor Regulation, Director 02/12/07 Ip 
16446 355 24X Fiche 30-302, 82/12/07,8212150236 
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a,'08l9Q263 Generic Ltr 62-32 to a 11 PWR licensee* re potential steam 
d eneratoj — -related generic r equi remen t s Forwards Science 
Applications. Inc draft rept re subj requi -remenfcs Comments 
requested within 30 days of ltr Svc list end 

ElSENhUT. D 0 Division of Licensing 92/12/09 Consolidated 

Edison Co of New York, Tnc 29pp 16629 247 24X 

T ich* S0-000, 02/12/09,0206190263 


Q;*t227033i Forwards 5ER of util responses to TMI Action Item H H 4 2. 
“Min Containment Pressure Setpoint " Setpoint acceptable 
taTDLZiJ F Operating Reactors Branch 4 02/10/10 HANCOCK, J A 

Florida Poubt Corp 2pp 16566 039 24X Fiche 50-302, 32/12/1 0, 

C32I22703B1 


--9212270305 SER supporting util response to TMI Action Item 1 1 E 4 2, 
"rlrn Containment Pressure Setpoint " 

* Operating Reactors Branch 4 82/12/10 3pp 16566 041 24X 

Fiche 50-302. 02/12/10, B212270381 


GJ'I2270409 Forwards order for license mod requiring installation of 
inadequate core cooling instrumentation sy*«per NUREG-0737, 

Uom II F 2 

blseNNUT.D G Division of Licensing 32/12/10 HANCOCK, J A 
Florida Power Corp 2pp 16372 343 24X Fiche 50-302.02/12/10, 

9212270409 


— 9212270411 Order far license mod requiring installation of inadequsti 
core cooling instrumentation sys,per Nl/REG—0737, I tem II F 2 
Checklist for reviewing sys end 

eiSENHLfT.D G Division of Licensing 82/12/10 Florida Power 

Corp llpp 16572 345 24X Fiche 50-302,92/12/10,3212270409 


QfM222027O Responds to Item 10 of 620919 request for addl info ru 
IHr Item II E I I, "Auxiliary Feedwater Sys Evaluation M 
Response to Item 4 L a re TMI I tDm II El 2. "Emergency 
f eedwater Upgrade, " to be submitted upon resolution 

WESTAFER,G R Florida Power Corp 02/12/17 5T0LZ, J F Operating 
Reactors Branch 4 9pp 16517 353 24X Fiche 50-302,02/12/17, 

0212220270 


0 Inspection reports, IE Bulletins & correspondence 


0200190240 IE Bulletin 92-03, flevi « i on 1, "Stress Cracking in Thick- 
Wa I l, Large-Diameter, Stainless Steel, Rec ircu latlon Sys Piping 
u t 0UR Plante " Svc list end 

l/EYOUflfl. fl C Director's Office. Ofnce of Inspection and 

I- n for cement 82/10/20 Consolidated Edison Go of New York, Inc 

I I2pp 16462 163 24X Fiche 50-OO0, 62/10/23, 3208190240 


GPOQt 90245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 & Mode! 002 Thermoluminescent Dosimeters " Svc list 
unc 1 

LQaa.L r Division of Fuel Facilities, Materials & Safeguards 
82/11/05 Consol idaterf Edison Co of New York, Inc 1 lOpp 

16372 142 24X Fiche 50-000,82/11/05,0203170245 


G21 2090423 Confirms 021105 fcelcon re arrangements for 621124 mg t 
meeting in St Pe t*T sburg, Fi_ Meeting tatll review results of 
first phase of NRC annual appraisal of util regulatory 
performance proposed agenda enc 1 

LEWIE. R C Division of Project l< Resident Programs 92/11/16 
HANCOCK, J A Florida Power Corp 3p p 16364 266 24X 

Fiche 50-302,92/11/16,8212090423 


□J'Q019O251 IE Info Notice 62-44, "Clarification of Emergency Plan 
Liertlse Requ ir prnents " Svc list enc 1 

JORDAN. E L Division of Engineering 6 Quality Assurance 62/11/16 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

fiche 30-000.62/11/16,0208190251 


0FOGI9O2S6 IE Info Notice 02-46, "Defective it Obsolete Combination 
Padlocks H Svc list end 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York. Inc 

I2?pp 1641 1 065 24X Fiche 90-000,82/11/26,0200190256 


0 ;-oa 190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-fie s 1 1 e Radioactive Mat] " Eve list end 
CGDB> L I Division of Fuel Facilities, Materials & Safeguards 
82/11/30 Consolidated Edison Co of New York. Inc 356pp 

16367 026 24X Fiche 50-000.82/11/30,0208190257 


OJ'OS 190259 IE Bulletin 02-04, "Deficiencies In Primary Containment 
electrical Penetration Assemblies " Svc list end 
DEY0UN3, R C Director's Office. Office of Inspection and 

Enforcement 32/12/03 Consolidated Edison Co of New York. 1t«c 

U3pp 1641 I '317, 24X Fiche 50-000, 02/12/03,0209190299 


8?'O019O261 IE Info Notice 62-40, "Failures of Agastat CR 00 95 Relay 
Sockets " Svc Hit end 

JORDAN, E L Division of Engineering V Quality Assurance 02/12/03 
Consol i dated Edison Co of New York, Inc llOpp 16462 064 24X 

fiche 50-000,82/12/03,0208190261 


GP08190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air £t Qas Monitoring " 8vc list end 

DEYQUNO# R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Jnc 

1 27 pp 16620 1 9 1 24X Fiche 50-000,02/12/16,0208190267 


03J 2220930 Ac k receipt of S20119 & 0027 applications for changes in 
administrative contrdla section of Tech Specs i< relief from 
requirements of ASME Code Section XI for visual & volumetric 
insp of reactor vessel# & head cladding 

MILLER, W 0 License Fee Management Branch 02/12/16 HANCOCK, J A 
Florida Power Corp 2pp 16923 039 24X Fiche 50-302,02/12/16, 

0212220530 


0200190260 TE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 *' Svc list end 

JORDAN, E L Division of Engineering L Quality Assurance 02/12/20 

Consolidated Edison Co of New York. Inc lOSpp 16620 293 24X 

Fiche 50-000, 82/12/20, 0200190260 


R Periodic operating reports & related correspondence 


Br'l 2140040 Forwards monthly operating rept for Nov 1982 

NESTAFER, 0 R Florida Power Corp 02/12/09 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement lp 
16400 201 24X Fiche 50-302, 82/ 1 2/09, 021 21 40040 


- 0212140051 Monthly operating rept for Nov 1902 

BOGART, D Florida Power Corp 02/12/02 4pp 16408 202 24Jf 
Fiche 50-302, 02/12/09, 8212140040 


□ Reportable occurrences. LER* & related correspondence 


□212020045 Forwards LER 82-068/O3L-0 

DAYNARD.P Y Florida Power Corp 02/11/24 O'REILLY, J P Region 
2. Office of Director lp 16272 057 24X Fiche 50-302,02/11/24, 
8212020045 


— B212020052 LER 02-O60/O3L-O an 021029, feedwater ultrasonic flow 
indicator FH-312-FI found inoperable during daily 
sur ve i i 1 anc p. r ender mg emergency feedwater train A 
inoperable Caused by insufficient cable clearance 

BROWN, C G Florida Power Corp 82/11/26 Region 2, Office of 
Director 2pp 16272 050 24X Fiche 30-302,02/11/24,0212020045 


0P1 2020063 Forwards LER 02-O67/O3L-O 

U AYNAFD, P Y Florida Power Corp 82/11/24 O'REILLY. J P. Region 
H, Office of Director Ip 16272 001 24X Fiche 50-302,02/11/24, 
□212020063 


— 0212020071 LER 82-067/03L-0 on 021020, feedwater ultrasonic flow 
Indicator FW-313-FI discovered inoperable Caused by 
defective scale card Scale card replaced & functional 
check satisfactorily completed 

HUQHE8, P G Florida Power Corp 02/11/26 Region 2, Office pf 
Director 2pp 16272 002 24X Fiche 50-302,82/11/24,0212020063 


0212020077 Forwards LER 62-069/03L-0 

RAYNARD.P Y Florida Power Corp 82/11/24 O'REILLY. J P Region 
2, Office of Director lp 16272 Oil 24X Fiche 50-302,02/11/24. 
02120200 77 


— 0212020097 LER 02-O69/O3L-O on 021029, remote it local 175-ft wind 
direction channels found out of tolerance Caused by failed 
direction sensor, Sensor replaced & instrument recalibr 
Meteorological monitoring sys under evaluation 

BROWN, C O Florida Power Carp 02/11/26 Region 2, Office of 
Director 2pp 16272 012 24X Fiche 50-302,02/11/24,8212020077 


0212030102 PMO- I I-82-I30 on 021125,high airborne radioac tivity levels 
caused evacuation pf plant auxiliary bldg Caused by packing 
plug hole in letdown valve, No personnel con taminated Gaseous 
l please BY, at Tech Spec limit 

ROOOE, J F , DANCE, H C Region 2, Office of Director 82/11/29 
2pp 16304 111 24 X Fiche 50-302,02/11/29,0212030102 


0212150085 PNO- U-02-13OA on 021 125, inadvertent release of radioactive 
water amounted to BOX of plant instantaneous liquid 
concentration release limit Preliminary licensee calculation 
Indicated limit exceeded 40Ji 

NEJFELTiO M. j DANCE, H C. Region 2, Office of Director 82/12/07 
lp 16430 160, 24 X Fiche 50-302,82/12/07, 0212150085 
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8P1 21 50099 Forwards LER 82-070/03L-0 Detailed event analysis ancl 

WESTAFER.G R Florida Pouer Corp 02/12/07 O'REILLY, J P Region 
2. Office of Director 2pp 16427 359 24X Fiche 50-302, 02/12/07* 
0212150099 


— 0212150102 LER 82-070/03L-0 on 021 107i during Mode 1, nuclear overpowei 
Channel E tripped due to failure of reactor coolant flow 
transmitter RC-14A-FT2 Caused by shorted capacitor in power 
supply Capacitor replaced & transmitter returned to svc 
HUGHES, P 0 Florida Power Corp 92/12/07 Region 2, Office of 

Director lp 16427 361 24X Fi c he 50-302. 02/12/07, 82121 30099 


G 31 21 50105 Forwards LER 02-O71/O3L-O 

WESTAFERrO R Florida Power Corp 92/12/07 O'REILLY, J P Region 
2, Office of Director lp 16430 360 24X Fiche 50-302,02/12/07, 

32121 50105 


— 0212130100 LER 02-O71/O3L-O on 021114. during Mode 1. radiation monitor 
RM-A5, contr ol room iodine channel found inoperable Caused by 
failure of rotary selector switch Switch replaced L monitor 
placed in svc 

BROWN. C O Florida Power Corp 02/12/07 Region 2, Office of 
Director 2pp 16430 361 24X Fiche 50-302,82/12/07,0212130105 


9212150046 Forwards LER 82-073/04T-0 

HAYWARD, P Y Florida Power Corp 82/12/10 □ 'REILLY, J P Region 
2, Office of Director lp 16422 324 24X Fiche 50-302,02/12/10, 
0212150046 


- -9212150033 LER 02-O73/O4T-O on 02 11 26, i sol a t i on setpoint on liquid 
waste effluent monitor (RK-L7) not sufficiently conservative 
to preclude release in excess of 10CFR20 Caused by 
inadequate process Procedure revised 

HUGHES, P 0 Florida Power Corp 02/12/10 Region 2, Office of 
Director 5pp 16422 325 24X Fiche 50-302,02/12/10,0212190046 


OP 121 50060 Forwards LER 82-072/03L-0 

BAYNARD,P Y Florida Power Corp 02/12/10 O'REILLY, J P Region 
2, Office of Director lp 16427 323 24X Fiche 50-302,02/12/10, 
9212150060 


--02121 50064 LER 82-072/03L-0 on 821 125, d etormine d reactor coolant water 
leaking to nuclear sves closed cycle cooling sys through 
letdown cooler B Caused by thermal shock due to long 
isolation during rapid restoration to svc Cooler replaced 
HUGHES, P O Florida Power 6 Light Co 02/12/10 Region 2, 

Office of Director 2pp 16427 324 24X Fiche 50-302,02/12/10. 

0212150060 


02 1 222031 4 Forwards LER 02-O74/O3L-O 

UAYNARD, P Y Florida Power Corp 02/12/16 O'REILLY, JP Region 
2, Office of Director lp 16517 191 24X Fiche 50-302,02/12/16, 
9212220314 


—0212220322 LER 92-074/03L-0 on 821 1 16, dun ng performance of BP-106, 
control complex charcoal filters failed Freon portion of 
surveillance required by Tech Specs Caused by moisture 
absorption by charcoal filters Filters replaced & tested 
BROWN, C 0 Florida Power Corp 82/12/16 Region 2, Office of 

Director 2pp 16S17 102 24X Fiche 30-302, 92/ 12/16, 021222031 4 


0212200060 PNQ-II-02-139 on 021222, dur i ng feed 8< bleed operation to 
remove boron from reactor coolant water, rad iation monitor in 
auxiliary bldg sounded twice resulting In two evacuations 
Probably caused by compressor leak 

BROWNLEE, V Region 2, Office of Director 02/12/22 2pp 
£6565 139 24X Fiche 50-302,82/12/22,0212200060 


DOCKET 50-304 ZION NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency ^ fire protection plans 


B2 L 2060232 Forwards IE Safety Evaluation Repts 50-295/92-23 & 
50-304/02-20 of emergency preparedness & 9ER 

HIND, J A Division of Emergency Preparedness & Operational Support 
92/11/19 REED, C Commonwealth Edison Co 2pp 16312201 24X 

Fiche 50-293,82/11/19.8212060232 


- -921 £060238 IE Safety Evaluation Repts 30-295/82-23 & 50-304/82-20 of 
emergency preparedness plan Emergency plan acceptable 
PHILLIPSrM P Division of Emergency Preparedness & Operational 
Support 92/11/18 lp 16312 203 24X Fiche 30-295,82/11/19, 

6212060232 


— 0212060255 SER of emergency preparedness plan Plan acceptable 

* Region 3, Office of Director 02/11/30 27pp 16312 204 24X 

Fiche 50-295,82/11/19*0212060232 


G2I2O70065 Forwards revised exemption requests documenting info 
provided at 921104 it 05 meetings re post-fire shutdown 
capab i 11 ty 

LENTINE, F 0 C ornmonuiea 1 1 hi Edison Co 02/11/29 DENTON, H R Offici 
of Nuclear Reactor Regulation, Director Gflpp 16326 010 24X 

Fiche 50-295, 02/11/29,0212070065 


G2I2090383 Forwards info re emergency operations facilities per 
021122 6 1202 requests Info previously submitted by telcon 
Request for written response unnecessary burden on licensee 
DELQEORGE, L □ Commonwealth Edison Co 82/12/03 EISENHUT, D G 

Division of Licensing 2pp 16365 051 24X Fiche 50-000 02/12/03, 

0212090303 


81' 12 130149 Releases public version of revision to emergency plan 
implementing procedure 

FELTON, JM Division of Rules and Records 82/12/03 Document 
Management Branch lp 16410 295 24X Fiche 50-295,82/12/03. 

0212130149 


— 0212130153 Forwards public version of Revision 5 to Emergency Plan 
Implementing Procedure EP IP 330-1, "Classification of 
Generation Station Emergency Plan Conditions <r Procedure 
change request foTm one 1 

PLIML.G Commonwealth Edison Co 92/11/19 DENTON, H R NRC - Nr 
Detailed Affiliation Given 3pp 16410 297 24X 

Fiche 50-295,92/12/03,0212130149 


— 8212130136 Public version of Revision 5 to Emergency Plan Implementing 
Procedure EPIP 330-1, " Cl as s i f i ca 1 1 o n of Generating Station 

Emergency Plan Conditions " 

* Common we a J th Edison Co 82/11/16 *6pp 16410 300 24X 

Fiche 50-295,82/12/03.9212130149 


□212130017 Releases public version of Revision 1 to Emergency Plan 
Implementing Procedure EG-2, "Pre-Established Onsite 
Uffsite Monitoring Locations (Maps) " 

FELTON, J M Division af Rules and Records 02/12/07 Document 
Management Branch lp 16417 062 24X T ichB 50-000,02/12/07, 

B2 1 213001 7 


— 6212130020 Forwards public version of Revision 1 to Emergency Plan 
Implementing Procedure EG-2, "Pre-E s tab 1 i shod Onsite ! 

Offsite Monitoring Locations (Maps) " Revised table of 
c ontents enc 1 

FAJ0W5KI.J Commonweal th Edison Co 02/11/01 DENTON, H R Nf<t 
No Detailed Affiliation Given 2pp 16417 063 24X 

Fiche 50-000, 82/12/07, 0212130017 


-8212130041 Public version of Revision l to Emergency Plan Implementim 
Procedure EG-2, ”Pre~Es tabl i shed Onsite & Offsite Monitoring 
Locations <Maps> " 

PAJOWSKI, J E Commonwealth Edison Co 92/11/29 4pp 16417 065 
24X Fiche 50-000,92/12/07.0212130017 


G212140243 Advises of distribution nf revisions to "Generating Station 
Emergency Plan " Braidwood annex not prepared 

TRAMM, T R Commonwealth Edison Co 92/12/07 DENTON, H R Officr 
of Nuclear Reactor Regulation, Director 2pp 16409 302 24X 

Me he 50-000, 02/ 12/07, BH1 21 40243 


□.'12220175 Releases public version of revised generating station 
emergency plan implementing procedures 

FELTON. J M Division of Rules and Records B2/12/10 Document 
Management Branch lp 16529 029 24X Fiche 50-000,92/12/10, 

8212220175 


— 8212220190 Forwards public version of revised generating station 
emergency plan implementing p rocerfur es, inc luding Procedures 
ED-3 re demand polling of meteorological data & ED-20 re 
emergency forecast request 

PAJOWEKI i 0 E Commonwealth Edison Co 82/11/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 16529 030 
24X Fiche 50-000, 82/ 12/ £ O, 021 22201 7 5 


— 8212220202 Public version of revised generating station emergency pl,,ri 
implementing p roeedures , inc luding Procedures ED-3 re demand 
polling of meteorological data V ED-20 re emergency 
forecast tb quest 

L ITERBK J , L A Commonwealth Edison Co 82/10/13 4Bpp 

16529 031 24X Fiche 50-000,02/12/10,0212220175 


B212210454 Forwards a-ddl Info documenting discussions at 821104 & 05 
meeting w/NRC & BNL re remaining open items from technical 
evaluation rept, "Post-Fire Shutdown Capability " 

LENTINE, F G Commonwealth Edison Co 82/12/15 DENTON, H R Officr 
of Nuclear Reactor Regulation, Director 39pp 16409 289 24 X 

Fiche 50-295, 02/12/15,9213210454 
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Qd 1 2220306 Discusses layout of cofnitiunicafeions equipment required in 
control room. onsite technical support ctr It near-site 
emergency operation* facility 

KEPPLER.J 0 Region 3. Office of Director 02/12/16 

Commonwealth Edison Co 3pp 16503 351 24X Flthe 50-000(92/12/16. 

G2 12220306 


0212270093 Releases public version of corrected page to emergency plan 
implementing procedure 

FELTON. J M division of Rules ^nd Records 02/12/20 Document 

Management Drench Ip 16606 343 24X Fiche 50-295,62/12/20 , 

6212290003 


— 8212290096 Forwards public version of corrected Page 4 to Emergency 
Plan Implementing Procedure EPTP 410-1 Receipt form end 
PLlMLfG Commonweal th Edison Co 02/11/30 DENTON* M R NRC — No 
Detailed Affiliation Given 2p p 16606 344 24X 

Fiche 50-295, 02/12/20. 02 1 2290093 


— 0212290009 Public version of corrected Page 4 to Emergency Plan 
Implementing Procedure EPIP 4JO-I 

* Commonwealth Edison Co 02/11/30 Ip 16606 346 24X 

Fich* 50-295* 82/1 2/20, 82 12290083 


8P1B290Q9Q Releases public version of revision to emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records 02/12/20 Document 
Management Branch lp 16606 334 24X Fiche 50-295,02/12/20. 

0212290090 


— Q21229010S Forwards public version of Revision 6 to Emergency Plan 
Implementing Procedure EPIP 110-1, "Station Director " 

Receipt form It procedure change request farm, end 

PLIML.O Commonwealth Edison Co 82/11/24 DENTON, H R NHC - No 
Detailed Affiliation Given 2pp 16606 335 24X 

Fiche SO-293, 02/12/20. 0212290098 


’-£1212290110 Public version of Revision 6 to Emergency Plan Implementing 
Procedure EPTP 110-1* "Station Director " Revised index 
enc 1 

# Commonwealth Edison Co 02/11/24 6pp 16606 337 24X 

Ftche 50-29 5. 82/12/20* B212290098 


G212P90S09 Releases public version Of revised emergency plan 
implementing procedure 

FELTON i J M Division of Rules and Records 02/12/20 Document 

Management Branch lp 16593 349 24X Fiche 50-295. 02/ 12/20. 

B2I229D309 


— 821 229051 1 Forwards public version of Revision fl to Emergency Plan 
Imp lament in g Procedure EPIP 700-1* "Emergency Phone List " 

Procedure change request end 

PLIML.O Commonwealth Edison Co Q2/U/24 DENTON, H R NRC - Nu 
Detailed Affiliation Given 2pp 16593 350 24X 

Fiche 50-295.82/12/20.0212290509 


— 8212290513 Public version nf Revision 8 to Emergency Plan Implementing 
Procedure EPIP 700-1. "Emergency Phone List u 
• Commonwealth Edison Co 02/11/22 6p p 16593 352 24X 

FfChe 50-293,02/12/20,0212290509 


□2 J 2300167 Releases public version of revised generating station 
emergency plan telephone directory 

FELTON* 0 M Division of Rules and Records 02/12/20 Document 

Management Branch Ip 16612’ 215 24X Ftche 30-000.62/12/20, 

D21 2300 167 


--Q212300179 Forwards public version of revised generating station 
emergency plan, telephone directory 

MOORE* P D Commonwealth Edison Co B2/12/02 DENTON. H R OPPice 
of Nuclear Reactor Regulation. Director lp 16612 216 24X 

Fiche 50-000*02/12/20,0212300167 


— 8212300199 Public version of revised generating station emergency 
plan telephone directory 

CALLS. DP Commonwealth Edison Co 02/11/05 60pp 1661321/ 
24X Fiche 50-000,03/13/20*0212300167 


8312290415 Forwards proposed agenda for 030104-05 site visit by 
security review committee re safeguards requirements 
KEPPLERiJ 0 Regions* Office of Director, 02/12/27 REED, C 
Commonwealth Edison Co 2pp 16507 099 24X Fiche 50-295.82/12/27, 

821 229041 5 


H Oeneral correspondence 


821 2280176 Notifies of change in mailing address for NRC licensing 
mat 1 

WRIGHT, Q N Illinois. State of* Dept Hue Safety (formerly Dept 
Public Health) 02/12/20 EfSENMJT. D G Division of Licensing 
Ip 16356 135 24 X Fiche 50-000.02/12/20,0212200176 


P Operating license stage documents & correspondence 


B212070411 F01A request for all records on embr ittl ement, therma 1 shock, 
corrosion & cracking of reactor pressure vessel at 
facilities 

OUTGO* C Pollution 6 Environmental Problems, Inc 82/10/10 
Division of Rules and Records lp 16356 001 24X 

Fiche 50-295,82/10/10,0212070411 


0P 1207041 4 Responds to FOIA request for all records on embrittlement, 
thermal shock , corrosion !< crack ing of reactor pressure 
vessel at facility Records available at PDR 

FELTON* J M Division of Rules and Records 82/11/05 guIGG.C 
Pollution t Environmental Problems, Inc 4pp 16356 002 24X 

Fiche 30-295,82/11/05,8212070414 


QP1201O432 Summary of 821115 meeting w/util re interim inservice 
testing program 

WIGOINTON, D L Operating Reactors Branch I 82/11/19 Operating 
Reactors Branch 1 4pp 16270 222 24X Fiche 50-295.82/11/19, 

8212010452 


0212060096 Clarifies 820712 J tr re seismic design of auxiliary 
Feedwater sys branch piping Piping criteria utilized for all 
IE Bulletin 79-14 work as documented in S&W Procedure ZPP-i 
LENTINE.F O Cammonuiea 1 th Edison Co 82/11/2? DENTON, H R Dfficr 
of Nuclear Reactor Regulation, Director lp 16316 120 24X 

Fiche 50-295. 82/11/29, 8212060086 


021206021? Requests approval to delay implementation of due dates to 
accommodate current schedule requirements for Items II 0 2, 

’‘Plant Shielding," II IT 3, "pos t-Acci dent Sampling," & 

II F I. ’’Accident Monitoring Instrumentation " 

LENTINE.F 0 Commonwealth Edison Co 82/11/29 EISENHUT, D G 
Division of Licensing 2pp 16313 190 24X Fiche 50-295,83/11/29, 

D2 1206021 9 


0212060422 Forwards FR notice of receipt of 021011 request for action 
re licensee use of high burnup nuclear fuel i, ability of 
facility reactor vessels to withstand embrittlement Request 
being treated per 10CFR2 206 

DENTON* H R Office of Nuclear Reactor Regulation, Director 
02/1 1/30 GU1QQ.C ob&olete code ip 16343300 24 X 

Mche 50-295,82/11/30,8212060422 


— 8212060430 Notice of Pollution L Environ Prob lems, Inc 821011 request 
for action re licensee use of high burnup nuclear fuel $, 
ability of facility reactor vessels to withstand 
embrittlement 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
02/1 1/30 lp 16343 30? 24X Fiche 50-295. 02/ 11 /30, 021 206042P 


0P 1 2070472 Forwards Amends 78 6 68 to Licenses DPR-3? & DPR-48, 
respectively A notice of issuance & availability Amends 
revise Tech Specs to allow release of radioactive gas decay 
tank contents 

WIGOIMTON, D Operating Reactors Branch i B2/II/30 DELGEDRGE, t 0 
Commonwealth Edison Co 3pp 16351 342 24X Fiche 30-295, 

82/11/30. 0212070472 


—8212070479 Amends 70 t* 60 to Licenses DPR-39 U DPR-48, reap ec t we 1 y, 
revising Tech Specs to allow release of radioactive gas 
decay tank contents 

VARGA, S A Operating Reactors Branch 1 02/11/30 Bpp 

16351 345 24 X Ficha 50-295,82/11/30,0212070472 


— 8212070482 Notice of issuance «* availability of Amends 70 & 60 to 
Licenses DPR-3? & DPR-48, reap ec tive ly 

VARGA. S A Operating Reactors Branch 1 82/11/30 2pp 

16331 353 24X Fiche 50-295,02/11/30,8212070472 


6212130231 Application to amend Licenses DPR-39 6 DPR-48, c hang i ng 
Section 3 9 2 of Tech Specs to clarify operability 
requirements for containment penetration & weld channel 
pressur i lation sys 

L ENTIf/E* F 0 Commonwealth Edison Co 82/12/03 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16397 OQi 24X 
Fiche 50-299,82/12/03,0212130231 


— 0212130236 Proposed changes to Section 3 9 2 of Tech Sp ec s . c 1 ar i F y i n g 
operability requirements for containment penetration & weld 
channel pressuri ration sys 

# Commonwealth Edison Co 02/12/03 2pp 16397 003 24X 

Fiche 50-295,02/12/03,0212130231 


£3f'l 2090006 Confirms emergency aut hor i ration to amend Licenses DPR-39 
8, DPR-49 on 821203 Amend revises penetration pressur i ration 
sys 

LAJNAS, 0 C Assistant Director for Operating Reactors 02/12/06 
DELGEORQEi L O Commonwealth Edison Co 2pp 16379 357 24X 

Fiche 50-295,82/12/06,0212070006 
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3212130035 Informs of addl delag in implementation of offsite dose 
assessment portion of A-model Required radiation monitoring 
ty* (Jill be installed by 030215, per NUREG-0737, 

1 tens II F 1 1 & II F 1 2 

LENT I NE, F G Commonwealth Edison Co 02/12/07 DENTON, M R Officr 
of Nuclear Reactor Regulation, Director 2pp 16390 174 24X 

Fiche 50-295. 02/12/07, 0212130035 


3^00190263 Generic Ltr 82-32 to all PWR licensees re potential steam 
generator-related generic requirements Forwards Science 
Applications, Inc draft rept re subj requirements Comments 
requested within 30 dags of i tr Svc list end 

tlSEUHUT, D 0 Division of Licensing 02/12/09 Consolidated 

Edison Co of New York, Inc 29pp 16629 247 24X 

r i e h e 50-000, 82/12/09. 0200190263 


02X214OIO3 Generic Ltr 82-20 to all licensees of operating 
Westingbouse 6 C-E PWRs lexcept Arkansas Nuclear One, Unit 2 
St San Onofre 2 Sc 3) re inadequate core cooling 
instrumentation sys Svc list end 

EISENHUT.D G Division of Licensing 82/12/10 Yankee Atomic 

Electric Co 27pp t6690 033 24X Ficho 50-000,02/12/10. 

Q2 I 21 40103 


3e J i 2 1 SOI 4 1 Forwards proprietary SER ft technical evaluation rept. 
"Review or Licensee Resolution of Outstanding Tssues From 
NRC Equipment Environ Qualification SERs <F-ll,B-6Q) " 

Justification for continued operation due in 30 days 
VARGA. 5 A Operating Reactors Branch 1 82/12/14 DELGEOROL, L U 

Commonuiea 1 th Edison Co 2pp 16427 345 24X Ficho 50-275.02/12/14, 

C*2121 50141 


0^12220212 Forwards Revision 22 to CE-l-A, "QA Program for Nuclear 
Generating Stations ” 

0WARTZ.E D Commonwealth Edison Co 02/12/14 HAASS, W P Quality 
Assurance Branch lp 16510 007 24X Fiche 50-000,82/12/14. 

□2 1 2220212 


— 0212220231 "QA Program for Nuclear Generating Stations," Revision 2 2 
» Commonwealth Edison Co CC-l-A R22 82/11/01 J7pp 

16510 009 24 X Fiche 50-000.82/12/14.0212220212 


0**12220431 Comments on NRC alternative Tech Specs re auxiliary 
feedwater sys, prepared In response to util 791231 b 000312 
submittals Proposed Tech Specs ac c ep ta b 1 e. w/o * c ep 1 1 on of 
minor editorial changes noted in end 

LENTire, F 0 Commonwealth Edison Co 02/12/15 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 5pp 16503 311 24X 

fiche 50-295,02/12/15,8212220431 


Qf-’i 222051 7 Forwards approved spent nuc 1 ear fuel route as requested in 
020914 ltr 

SHEAR. T S Material Transfer Safeguards Licensing Branch 82/12/16 
DANESE , F L Nuclear Assurance Carp 2pp 16523 041 24X 

Fiche 50-295.82/12/16,0212220517 


- '0212220520 "Spent Nuclear fuel Route, BM1. We st Jefferson. OH to Zimt 
Nuclear Power Stat i on, Z i on, IL " 

SHERR, T S Material Transfer Safeguards Licensing Branch 

02/ l 1/23 lOpp 16523 043 24X Fiche 50-295,02/12/16,0212220517 


0212210369 Requests NRC concurrence or comments on revised schedule 
for implementation of fuel mg t program topical rept 
LENTINE, F G Commonwealth Edison Co 02/12/17 THOMAS, C 0 
standard l rati on V Special Projects Branch 3pp 16494 275 34X 

Fiche 50-295.02/12/17,8212210369 


0^12290453 Forwards Amends 79 h 69 to Licenses DPR-39 6 DPfl-40, 
respectively, safety evaluation 6 notice of issuance 6 
availability Amends revise Tech Specs for penetration 
p ressur 1 lation sys to define operating conditions 
W1GGINT0N, 0 L Operating Reactors Branch 1 82/12/20 

DELCEORGE, L □ Commonwealth Edison Co 2p p 16606 060 24X 

Fiche 50-295,02/12/20,8212290453 


--92 1 22 90456 Amends 79 b 69 to Licenses DPR-39 br DPR-48, r esp ec t i ve 1 ij . 
revising Tech Specs for penetration press uri lation sys to 
define conditions of operation, app 1 icab 1 e modes b. actions 
taken for inoperable sys 

VARGA, S A Operating Reactors Branch 1 82/12/20 7pp 

16606 062 24X Fiche 50-295,02/12/20,8212290453 


— 32 j 2290461 Safety evaluation supporting Amends 79 b 69 to Licenses 
DPR-39 b DPR-48, respect ively 

* Office or Nuclear Reactor Regulation, Director 02/12/20 3pp 
16606 069 24X Fiche 50-275,02/12/20.8212290453 


-3212290464 Notice of issuance b availability of Amends 79 b 69 to 
Licenses DPR-3? b DPR-48. resp ec tive ly 

VARGA, 5 A Operating Reactors Branch 1 92/12/20 2pp 

16606 072 24X Fiche 50-295,82/12/20,8212290453 


9212280212 Forwards updated schedule for ongoing environ qualification 
testing programs, per 810520 commitment 

SWARTZ, E D Commonwealth Edison Co 82/12/22 EISENHUT, D 0 
Division of Licensing 10pp 16556 161 24X Fiche 50-000,02/12/22. 

0212200212 


Q Inspection reports, IE Bulletins 6 correspondence 


01*08190240 IE Bulletin 02-03, Revi s l un 1. "Stress Cracking in Thick- 
Ua i 1 . Large-Dt ameter, Etain less Steel, Rec ircu lation Sys Piping 
at 8WR Plants *' Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

1 1 2pp 16462 163 24X Fiche 90-000,02/10/20,9208190240 


S20819O245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 Zt Model 802 Thermoluminescent Dosimeters " Bvc list 
enc 1 

COBB, L I Division of Fuel Facilities, Materials b Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc i lOpp 

16372 142 24 X Ficho 50-000,02/11/05,8200190243 


0212080282 Forwards IE Insp Repts 90-299/82-18 b 90-304/82-16 on 
820030-0903 be 20-22 No noncomp I lance noted 

MILLER, J R Division of Engineering t Technical Programs 02/11/12 
REED, C Commonwealth Edison Co 2p p 16354 186 24X 

Fiche 50-295,82/11/12,8212000292 


— 02I2OBO296 IE Insp Repts S0-295/B2-1B 6 50-304/02-16 on 820930-0903 & 
20-22 Ho none gmp 1 lance noted Major areas inspected 
compliance w /NUREG-0737, I tem II F 1 3, a 1 1 e gat i ons forwarded 
by IL Dept of Nuclear Safety 6 radiation protection program 
MILLER, D E , PAUL, R A , GREOER, L R Division of Engineering b 
Technical Programs 02/ll/iO 15pp 16354 180 24X 

Fiche 50-299, 02/1 1/12, 821 2000202 


B!'08i90251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list encl 

JORDAN, E L Division of Engineering L duality Assurance 02/11/10 
Consol l da to d Edison Co of New York, Inc 109pp 16411 199 24X 

Tiche 50-000, 02/11/18, 820B1 90251 


0P12O6O232 Forwards IE Safety Evaluation Repts 50-295/82-23 b 
50-304/02-20 of emergency preparedness b SER 

HIND, J A Division of Emergency Preparedness & Operational Support 

B2/11/19 REED, C Commonwealth Edison Co 2pp 16312 201 24X 

Ficho 50-295,02/11/19,0212060232 


—8212060230 IE Safety Evaluation Repts 50-295/02-23 b 90-304/02-20 of 
emergency preparedness plan Emergency plan acceptable 
PHILLIPS, M P , AXELSGN, W L , PAPER I ELLO, C J Division of Emerqency 
Preparedness b Operational Support 82/11/1B Ip 16312 203 
24X Fiche 50-295,02/11/19,0212060232 


8208190296 IE Info Notice 82-46, "Defective b Obsolete Combination 
Padlocks " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York. Inc 

I27pp 1641 1 065 24 X Fiche 50-000,02/11/26,0200190256 


8212060050 Summaries 821103 meeting w/US Atty b law enforcement 
agencies in Chicago, IL re IC Investigation Repts 
50-295/01-32 b 50-304/81-30 b status of ongoing 
i nvesti gation 

KEPPLER, J 0 Region 3, Office of Director 02/11/29 JONES, G C 
Illinois, State of 2pp 16314 075 24X Fiche 50-295,02/11/29, 

0212060050 


0PO0I9D257 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl '* Svc list encl 
COBB, L I Division of Fuel Facilities, Materials b Bofeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 

16307 028 24 X Fiche 30-000,02/11/30,8208190257 


0PO019O259 IE Bulletin 02-04* "Deficiencies in Primary Containment 
Electrical Penetration Assemblies “ 3vc list encl 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

I13pp 16411 317 24X Fiche 50-000, 02/12/03, 0208190259 


0200190261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Socket* " Svc list encl 

JORDAN, E L Division oP Engineering b Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc ilGpp 16462 064 24X 

fiche 50-000, 02/12/03,0200190261 


0P121 70109 Forwards IE Imp Repts 50-295/02-20 b 50-304/02-10 on 
821025-2? b notice of violation 

NORELIUSj C E Division of Engineering b Technical Programs 
02/12/03 REED, C Commonwealth Edison Co 2pp 16452 336 24X 

fiche 50-295,82/12/03,0312170109 
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— 93M217DJ14 Notice of violation from i nsp 
NQREL t <JS# C E Division of Engineering 
82/12/03 2pp 16452 339 24X Fiche 


on 821025-29 
8c Technical Programs 
50-295.62/12/03, 8212170109 


--821 2170121 IE r r>sp Repts 50-295/B2-20 Sc 50-304/02-19 on B21025-29 
Noncomp lianc* noted form not used to track operator progress 
it current statu* of operator training Out-of -to 1 eranc « 
parameters & valve stroke times not recorded 

FARRELL, R E , HASSE. R A , PE6CHEL, J M Division of Engineering *< 
Technical Programs 82/12/02 9pp 16452 340 24X 

Fiche 50-293. 92/12/03, 62121 70109 


6212270003 Release* 
response plan imp I 
FELTON, J M Divis 
Management Branch 


public version of r 
ementing procedure 
ion of Rules and Re 
Ip 16551 276 


cvised 

cords 
24X Fic 


radiological emergency 

82/12/16 Document 
he 50-305, 02/12/16, 


8212270003 


-■-02 12270007 Forwards public version of Revision A to Radiological 
Emergency Response Plan Implementing Procedure EP-ENV-6B, 

"Site Access Facility Environ Sample Analysis Relocation " 
GJESLER, C W Wisconsin Public Service Corp 62/12/09 
DENTON, MR Office of Nuclear Reactor Regulation, Director 
16531 277 24X Fiche 50-305,02/12/16,9212270003 


Ip 


9212130163 Forwards add 1 info re IE bulletin BO-11, "Masonry Walls." 
in response to NRC 621022 1 tr Eighteen walls qualified 
using hornontal reinforcement 

LENT1NE, FO Ccmmoruea 1 th Edison Co 82/12/09 EISENMUT, D 0 
Division of Licensing 18pp (6396 099 24X Fiche 50-295,92/12/09, 

6212130183 


—8212270010 Public version of Revision A to Radiological Emergency 
Response Plan Implementing procedure EP-ENV-6B, "Site 
Access Facility Environ Sample Analysis Relocation " 

LUNA, C R Wisconsin Public Service Corp 02/11/24 9pp 
16551 278 24X Fiche 50-305,62/12/16,8212270003 


Q?1 2200056 Forwards IE Insp Repts 50-295/82-27 Sc 50-304/82-24 on 
821115-19 No noncoatp I lance noted 

MTLLER, J R Division of Engineering & Technical Programs 62/12/10 
REED, C Commonwealth Edison Co 2pp 16564 279 24X 

Fiche 50-295,82/12/10.8212260030 


— 8212290062 IE Intp Repts 50-295/62-27 & 50-304/92-24 un 821115-19 No 
none umplianca noted Major areas inspected radwaste ays, 
including effluent release rates, record* t r ep ts, pt ocedures 
for controlling releases & containment air cleaning sys 
MILLER, D E , GRANT, W D , GREGER, L 6 Division of Engineering Sc 

Technical Programs 62/12/10 7pj> 16564 281 24X 

Fiche 50-29 5,82/12/10.8212290058 


9208190267 IE Info Notice 62-49, "Correction for Sample Conditions for 
Air Sc 0a» Monitoring " Svc list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 62/12/16 Consolidated Edison Co of New York, Inc 

127 P p 16628 191 24* Fiche 50-000,62/12/16,8208190267 


0212290389 Forwards IE Insp Repts 50-295/82-29 & 50-304/62-26 on 
821115-16 No n one otnp 1 l anc • noted 

LITTLE, W B Division of Engineering & Technical Programs 62/12/17 
REED, C Commonweal th Edison Co 2pp 16566 296 24X 

Fiche 50-295, 92/12/17,9212290389 


82122B0230 Requests approval of propose 
first aid training requirements, clari 
refresher training schedule 
GIE6LER,C IV Wisconsin Public Serviq 
Office of Nuclear Reactor Regulation, 
24X Fiche 50-305,02/12/22,0212280230 


d chan 
f y ing 

e Corp 
Direc 


ge to emer gone y plan rp 
Red Cross 3-yr 

02/12/22 DENTON, It H 
tor 2pp 16562 264 


J Insurance & indemnity information 


9P12-030076 Forwards Endorsement 
Endorsement 58 to NELIA Policy 
GIESLERiC W Wisconsin Public 
Division of Engineering 3pp 
02/11/30, 8212030076 


16 to MAELU Policy MF-7I «. 

NF-204 

Service Corp 82/11/30 DINITZ.I 
16304 299 24X Fiche 50-305, 


P Operating license stage documents & correspondence 


O212D30267 Forwards request for addl info re SER on environ 
quail ficati on of saf e ty-r e 1 at b d equipment U on SER Item 3 4 
re temp , pressure & humidity conditions outside containment 
VARGA, S A Operating Reactors Branch 1 82/11/30 GIESLER, C W 

Wisconsin Public Service Corp 3pp 16316 346 24X 

Ticbe 50-305,01/1 1/30,0212030267 


— B2 12290400 IE Insp Repts 50-295/02-29 *c 50-304/82-26 oh 821115-16 Nn 
noncomp 1 lance noted ffajor areas i nsp e c t ed * a c 1 1 ons in 
response to JE Bulletin 79-14, work procedure review It 
observation of work 

YIN, r T , DaniELSON.D H Division of Engineering U Technical 
Programs 82/12/JO 6pp 16508 298 24X Fiche 50-295,02/12/17, 

9212290389 


8212160003 Forward* addl info re environ qua 1 l f i c a t i on of safaty- 
r e late tf electrical equipment installed per TMI action plan 
items Oua I i r i cat i on documentation will be submitted bu 
030 117 

GIESLER, C W Washington Public Power Supply System 82/11/19 
VARGA, S A Operating Reactors Branch 1 603pp 16444 154 24X 

Fiche 50-305,62/11/15.8212160003 


0200190268 IE Info Notice 82-50, "Mod of Solid State AC Unde rvo I tag n 
Relays Type I TE-27 " SvC list encl 

JORDAN, E L Division of Engineering h Duality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOBpp 16620 293 24X 

Fiche 50-000, 02/ 12/20, 8280 19026 B 


R Periodic operating reports & related correspondence 


8212140055 Forwards monthly operating T*pts for Nov 19B2 

GRAESSER, K L Commanuea 1 fch Edison Co, B2/ 12/09 Director's 
Office, Office of Inspection and Enforcement lp 16400 290 24X 

Fiche 50-295, 02/12/09, 8212140035 


BUI 20303 42 Requests that licensee propose license conditions, similar tu 
condition included in NRC 790801 1 tr. re implementation of 
secondary water chemistry progr am, wi th in 60 days 

VARGA, 8 A Operating Reactors Branch J 02/11/29 GIESLER, 0 W 
Wisconsin Public Service Carp 2pp 16316 163 24X 

Fic ho 50-305,02/11/29,0212030342 


0212070492 Forward* Amend 47 to License DPR-43, safety evaluation k 
notice of issuance & availability Amend revises Tech Epees 
to include revised table of contents & corrects 
typographical errors 

GROTENHU IS, M Operating Reactors Branch 1 02/11/29 GIESLER, C W 

Wisconsin Public Service Corp 2pp 16351 305 24X 

Fiche 50-305, 82/ i 1/29, B21 2070492 


— 8212140061 Monthly operating repts fur Nov 1902 

AUSTIN, G Commonwealth Edison Co 82/12/09 Hpp 1640B 291 
24X Fiche 50-295.82/12/09,0212140055 


DOCKET 50-309 KEWAUNEE NUCLEAR POWER PLANT 
F Security, medical, emergency & fire protection plan* 


9212090257 Notifies of relocation of emergency operations facility 
Relocation satisfies requirements of NUREG-0696 
Communications drill vi 1 1 be conducted prior to move 
GIESLER, C W Wisconsin Public Service Corp 82/11/29 GRIMES* B 
Division of Emergency Preparedness lp 16363 244 24X 

Fiche 50-305, 82/11/29, 92£ 2090257- 


■8212070496 Amend 47 to License DPR-43, revi s i ng Tech Epees to include 
rearrangement of table of contents S, correcting 
typographical errors 

VAROA, S A Operating Reactors Branch 1 92/11/29 29pp 

16351 307 24X Fiche 50-305,82/11/29,0212070492 


— 0212070501 Safety evaluation supporting Amend 47 to License DPR-43 
* Office of Nuclear Reactor Regulation, Director 82/11/29 4pp 
16331 336 24X Fiche 50-305,82/11/29,8212070492 


— 6212070504 Notice of issuance fr availability of Amend 
DPR-43 

VARGA, S A Operating Reactor* Branch 1 02/11/29 

16351 340 24 X Fiche 50-305,62/11/29,8212070492 


47 to Licence 

2pp 


6212220306 Discusses layout of 
control room, onsite technical 
emergency operations facility 
KEPPLER , J 0 Region 3. Offiei 

Commonwealth Edison Co 3pp. 
B2 12220306 


communications equipment required 
support ctr & near-site 


e of Director 
16503 391. 


62/12/16 

24 X Fiche: 50-000, 82/ 


in 


12/16, 


821 2070149 Forwards status 
Accident Samp ling, " II B 
Damage" fc II F 1, "Noble 
Analysis of Plant Effluen 
GIESLER, C N Wisconsin P 
EI0ENHUT , D 0 Division o 
Fiche 50-305. 02/11/30,821 


rept on NUREG-0737, I terns II R 3, "Post- 
4, "Training for Mitigating Core 
Gas Effluent Monitor" & "Sampling i 
ts " 

ublic Service Corp 02/11/30 

f Licensing Spp 16327 080 24X 

2070149 
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B2 12090026 Ac k receipt of 011217 ltr re application fees for review of 
adequacy of station electrical distribution sys voltages 
Voltages relate to proposed Amend 29 No fees due 

MILLER. U 0 License Fee Management Branch 02/11/30 GIESL EH. C W 
Wisconsin Public Service Corp Ip 16367 164 24X 

Fiche 30-305. 92/11 /30» 921 2080026 


8212070333 Anticipates submittal of proposed Amend 5i to Tech Specs 
re /i sing item re RCS leakage, before 021228 

OIESLER.C U Wisconsin Public Service Corp 02/12/02 l/ARGA, S A 
Operating Reactors Branch i ip 16339009 24X 

Fjche 50-305.82/12/02.0212070333 


0W214O4Q7 Submits results of evaluation of need to provide 
around-the-clock chemistry coverage by radiological 
chemistry technologist Commitment to provide coverage, 
made in 810910 1 tr , retrac ted 

GIESLER.C W Wisconsin Public Service Corp 02/12/00 

E ISENHJT, D G Division of Licensing 3pp 16403 333 24X 

Tiche 50-305-82/12/08.8212140407 


0208190263 Generic Ltr 82-32 to all PWR licensees re potential steam 
q enerator-ra 1 ated generic requirements Forwards Science 
Applications. Inc draft rept re subj requirements Comments 
requested within 30 days of ltr Svc list enci 

E ISENHUT. D G Divisiah of Licensing 02/12/09 Consolidated 
Edison Co of New York. Inc 29pp 16629 247 24X 

Fiche 50-000,02/12/09.8200190263 


81' I 21 40103 Generic Ltr 82-20 to all licensees of operating 
We * t i ngbouse it C-E PWRs (except Arkansas Nuclear One, Unit 2 
it 8*n Onofre 2 & 3) re inadequate core cooling 
instrumentation sys Svc list enc 1 

EJSENHUT.D G Division of Licensing 82/12/10 Yankee Atomic 

Electric Co 27pp 16690 035 24X Fiche 50-000.82/12/10. 

G2 1 21 40103 


e;>l2I40i43 Corrects typographical error in 821123 ltr re NUREG-0/37. 
Item III D 3 4. "Control Room Habitability " Physical mods 
eipecfced to be completed by June 1983 

OIESLER.C W Wisconsin Public Service Corp 02/12/10 
EISENH'JT.D G Division of Licensing lp 16408 100 24X 

Fiche 50-305,02/12/10.0212140143 


Gr‘12210161 Advises that info ie ECCS models incorporating upper plenum 
i n j ection. per 821101 request, will be submitted no later than 
83021 S 

GIESLER.C W Wisconsin Public Service Corp 82/12/15 VARGA. S A 
Operating Reactors Branch 1 ip 16484 330 24X 

liche 50-305. 02/12/15. 0212210181 


0212270197 Application to amend License DPR-43. revi sing Tech Specs re 
limiting conditions for operati on. turve (1 1 anc e 
requirements & administrative controls 

GIESLER.C W Wisconsin Public Service Corp 02/J2/2O DENTON, H R 
Office of Nuclear Reactor Regulation. Director 6pp 16535 155 
£'4X Fiche 50-305,82/12/20.8212270197 


■B212270203 Proposed Tech Spec changes re limiting conditions for 
operation, s urvei 1 lance requirements It administrative 
c otitrols 

* Wisconsin Public 3ervice Corp 82/12/20 24pp 16535 161 
24X Fiche 30-305. 02/12/20. 02 1 2270 1 97 


□212280193 Provides accuracy & time response info on NUnEG-0737, Items 
II F I 4,5 it 6 re wide-range containment pressure monitoring 
sys, sump water IsvbI sys it placement of hydrogen monitoring 
«ys 

GIESLER.C W Wisconsin Public Service Carp 02/12/22 VARGA, B A 
Operating Reactors Branch 1 2pp 16562 OBB 24X 
Fiche 50-305,02/12/22.8212280193 


Or' 1 229031 0 Discusses NUREQ-0737 items to be incorporated in revisions 
to Tech Specs, per Generic Ltr 02-16 t, util 821220 ltr 
GIESLER,C W Wisconsin Public Service Corp 02/12/23 

E ISENHUT. D 0 Division of Licensing 4pp 16362 073 24X 

Fiche 50-305, 02/12/23, 021 22803 1 8 


□^'12280467 Forwards "Control of Heavy Loads. M 6-month response to 
Generic Ltr B 1-07, NUREG-0612 Response to Section 2 2 through 
P 4 scheduled to be submitted by 030215 
GIESLER.C W Wisconsin Public Service Corp 82/12/23 

EJSENHUT.D G Division of Licensing 2pp 16556 179 24 X 

Fiche 50-305,82/12/23,8212280467 


—3212200473 "Control of Heavy Loads," 6-month response to Generic Ltr 
91 -07, NURE0-0612 

*■ Wisconsin Public Service Corp 82/12/23 68pp 16556 181 
24X Fiche 50-305,82/12/23.8212200467 


Q Inspection reports. IE Bulletins correspondence 


0208190240 IE Bulletin B2-03, Re vi s i on 1, "Stress Cracking in Thick- 
Wall . Large-Di ameter. Sta in 1 ess B te e 1 < Rec ire u 1 at i on Sys Piping 
rt BWR Plants " Svc list encl 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 82/10/20 Consolidated Edison Co of New York, Inc 

1 12pp 16462 163 24X Fiche 50-000,82/10/26,0208190240 


0200 190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
□01 6 Model 802 Thermoluminescent Dosimeters " Svc list 
mcl 

CODB.L I Division of Fuel Facilities, Materials it Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Fiche 50-000,02/11/09,8208190245 


0PO8I9O251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 82/11/10 
Const? 1 i date d Edison Co of New York, Inc l0?pp 16411 199 24X 

fiche 50-000,02/11/18,8208190251 


0P1 2 i 00 1 4 1 Forwards IE Insp Rept 50-305/82-10 on 020901-1031 *< notice 
of violation 

SPE5SARU, R L Division of Project tt Resident Programs 82/11/23 
GIESLER.C W Wisconsin Public Service Corp 2pp 16376 020 24X 

Tiche 50-305, 02/11/23, 8212100-14 1 


— 3212100144 Notice of violation from insp on 020701-1031 

SPE55ARD. R L Division of Project it Resident Programs 82/11/23 
Ip 16376 022 24X Fiche 50-305,82/11/23,6212100141 


— B212100149 IE insp Rept 50-305/62-10 on 020901-1031 Non c omp 1 i anc o 
noted failure to perform required surveillance for 
radiation monitoring channels ft-11 & R-12 

NELSON, R L , -REYES, R A Division of Project 6 Resident Programs 
82/11/23 6p p 16376 023 24X Fiche 50-305,82/11/23,0212100141 


8208190256 IE Info Notice 82-46, "Defective t< Obsolete Combination 
Padlocks " Svc list enc 1 

DEYOUNG , R C Director's Office, Office of Inspection and 

Enforcement 02 / 11/26 Consolidated Edison Co of New York, Inc 

127PP 1641 1 063 24X Fiche 50-000,82/11/26,8200190256 


82 J 206004 4 Ac k receipt of 021112 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-305/02-13 
STREETER, J F Division of Project tt Resident Programs 82/11/26 

GIESLER.C W Wisconsin Public Service Carp lp 16313 202 P4X 

Fiche 50-305,02/11/26.0212060044 


♦-0212060049 Responds to NRC 021013 ltr re violations noted in IE Insp 
Rept 50-305/02-13 Corrective actions duplicate file will be 
established to assure that documentation of memos will be 
estab 1 ished 

GIESLER.C W Wisconsin Public Service Corp 02/11/12 
SPE8SARD, ft L Division of Project Sf Resident Program* 2pp 
16313 203 24X Fiche 90-305, B2/1 1 /26, 821 2060044 


8200190257 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Non-Fissilp Radioactive Natl " Svc list end 
CO0D.L I Division oF Fuel Facilities, Materials it Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 

16387 028 24 X Fiche 50-000,02/11/30,8208170257 


QPO019O259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Ltectrical Penetration Assemblies " Svc list end 
UEYOUNQiR C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

t!3pp J6411 3J 7 24X Fiche 5 0-000,82/12/03,0200190259 


0PO8I9O261 IE Info Notice 82-49, "Failures of Agastat CR 00?9 Relay 
□octets " Svc list end 

JORDAN, E L Division of Engineering 8t Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp. 16462 064 24X 

Fiche 50-000,02/12/03,8200190261 


QP 12270334 Forwards IE Insp Rept 50-305/02-22 on 821110-12 No 
noncomp 1 iancq noted 

LITTLE, W S Division of Engineering 1< Technical Programs 02/12/10 
QTESLER.C W Wisconsin Public Service Corp 2pp 16530 037 24X 

Fiche 50-305,02/12/10,0212270334 


—0212270337 IE Insp Rapt 5O-3QS/02-22 on 021110-12 No noncomp 1 i anc e 
noted Major areas inspected followup on previous insp 
findings review of non-licenses personnel training & 
licensed personnel requ* 1 if i c at i on programs 

HASSE.R A , HAWKINS, F C Region 3. Office of Director 02/12/00 
Spp 16530 039, 24 X Fiche 50-305,82/12/10,0212270334 
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6203190367 IE Info Notice 82-49. “Corr e c t ion 
Air b Oas Monitoring " Svc list encj 
DEYOUNG, R C Director's Office# Office of 
Enforcement 92/J2/16 Consolidated Ed i 

I27pp 16623 191 24X Fiche 5 O-OOO. 82/12/ 


for Sample Conditions 

Inspection and 
son Co- of New York, 
16. 02081 90267 


for 


nc 


— 8212220048 Exemption granting extensi 
lighting until 330101 
DENTON. H R Office of Nuclear Rear 
82/12/08 Northern States Power 
Fiche 50-282.82/12/08,0213220045 


on for installation of emergency 

tor Regulation, Director 
Co 7pp 16526 359 24X 


0208 190260 IE Info Notice 02-50, "Mod of Solid State AC Undergo I ta ge 
Relay* Type ITE-27 " Svc list end 

JORDAN. E L Division of Engineering & Quality Assurance 03/12/20 
Consol i dated Edison Co of N«w York, Tnc I08pp 16638 393 24X 

Tiche SO' 0 DO, 62/12/20, 8203 1 90268 


R Periodic operating report* & related correspondence 


8212290211 Forward* monthly operating rept for Oct 1982 

QIESLER, C W Wisconsin Public Service Corp 03/M/O9 Management 
Information Branch Ip I6S70 135 24X Fiche 50-305. 82/1 i/09, 

Q2I22902U 


— 0212290216 Monthly operating rept for Oct 1902 

RUITEft.Q H Wisconsin Public Service Corp 02/11/01 App 
16570 136 24X Fiche S0-303, 02/11 /09. B 2 i 229021 1 


S Reportable occurrences. LERs b related correspondence 


0212060090 Lists correct LER numbers for cover ItT* transmitting repfes 
GIESLERjC W Wisconsin Public Service Corp 02/11/24 KEPPLER , J Q 
Region 3, Office of Director lp 16316 07B 24 X 

Fiche 50-303, 02/1 1/24, 921 2060070 


QP12 170167 Forward* LER 02-O34/Q3L-O 

OIESLER, C W Wisconsin Public Service Corp 02/12/10 KEPPLER, J Q 
Region 3. Office of Director Ip 16462 028 24X 

Fiche 30-305, 82/12/10,8212170167 


--3212170171 LER B3-034/03L-0 or> 821 11 1, valve M5-10OA,main *t*am to 
turbine driven ancillary feedwater pump, torquerf cut when 
closing Caused by torque switch sticking !< manual de-clutch 
unit out of adjustment Switch b tripper assembly replaced 
BERNHCFT.S L Wisconsin Public Service Corp 32/13/10 Region 

3, Office of Director Ip 16462 029 24X Fiche 50-305,82/12/10, 

02J21 70167 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


82J2220306 Discusses layout of communications equipment required in 
control room, onalte technical support c tr b near-site 
emergency operations facility 

KEPPLER, J 0 Region 3, Office of Director 02/12/16 
Commonweal th Edison Co 3pp 16503 351 24X Fiche 50-000,82/12/16, 

02 12220306 


8212300412 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 82/12/22 Document 
Management Branch Ip 16613 075 24X Fiche 50-282,02/12/22, 

0212300412 


—B212300416 Forwards public version of revised Emergency Plan 
Implementing Procedures F3-5 re emergency not i f l cat i one, 

F3-I0 re personnel ac c a untab 1 1 1 ty b F3-23 re emergency 
samp 1 ing 

WARD, E C Northern States Power Co 82/12/15 Region 3, Office 
Of Director lp 16613 076 24X Fiche 50-202,02/12/22, 

8212300412 


— 9213300417 Public version of Emergency Plan Implementing Procedures 
F3-5 re emergency no t i f » c at i ons, F3- 10 re personnel 
accountability & F3-23 re emergency sampling 
SCMUELKE, D A Northern States Power Co 02/11/04 102pp 

16613 077 24X Fiche 50-282,82/12/22,8212300412 


P Operating license stage documents tc c orre s pond one e 


8212090057 Forwards Revision 1 to 750B47 license amend request to 
change Tech Specs re containment leakage rate testing, 
incorporating required changes Wo fee appropriate since 
icquest submitted earlier 

MUSCLFr D Northern States Power Co B2/12/03 Office of Nuclear 
Reactor Regulation, Director lp 16359 041 24X 

fiche 50-282, 82/12/03,0212090057 


-8212090059 Revision i to 750807 license amend request to chanqe Tech 
Spec re containment leakage rate testing 

flUSDLF, 0 Northern States Power Co 82/12/03 20pp 16359 042 
24X Fiche 50-202,02/12/03,8212090057 


F Security, medical, emergency b fire protection plans 


8212030134 Forward* IE In*p Rept* 50-202/02-1/ b 50-306/02-17 pn 
820921-1031 No noncomp I ianc* noted 

STREETER, J F Division of Project b Resident Programs B2/1I/17 
LARSON, C E Northern States Power Co 2pp 16306 03| 24X 

Fiche 50-282. 02/11/17, 8212030134 


□212090172 Forward* addl info re methods of compliance w/NUREG-0/37, 
Item If 0 3 on post-accident sampling sys, in response to 
02090 3 reques t 

MUSOLFp D Northern States Power Co 02/12/03 Office of Nucleai 

Reactor Regulation, Director Upp 16359 221 24X 

Fiche 30-282,02/12/03,0212090172 


—0212030150 IE ln*p Repts 50-202/82-17 b 50-306/02-17 on 020921-1031 No 
noncompliance noted Major area* inspected preparation for 
refuel ing, f ire drills it r ierc tees, opera fcl ons safety 
ver i f ica* 1 on, f ol I ouulp on fuel oil iplll & followup on LERs 
FEIERADEND, C. D Division of Project 6 Resident Programs 

02/11/17 Spp 16306 033 24X Fiche 30-282,82/11/17,0212030134 


□208190263 Generic Ltr 82-32 to all PWR licensees re potential steer,, 
generator-related generic requirements Forward* Science 
Ap p| lea t ions, Inc draft rept re subj requirements Comments 
requested within 30 days of ltr Svc list enel 

CISENHUT, D Q Division of Licensing 82/12/09 Consolidated 
Edison Co of New York, Inc 2?pp 16629 247 24X 

Tiche 50-000, 02/ 1 2/09, 8208 1 90263 


0212210329 Forward* IE Insp Repts 50-202/82-J 0 b 50-306/02-10 on 
821013-15 b 1109 No noncompliance noted 

HIND. J A Division of Emergency Preparednesi b Operational Support 

82/12/02 LARSON, C E Northern State* Power Co 3pp 16496 229 

?4X Fiche SO-202. 02/13/02, 0212210329 


- 02122 10340 IE In«p Rept* 50-202/02-10 U 50-306/02-10 on 021013-15 b 
1109 No noncompliance noted Major areas inspected emergency 
exerc i *e, *s pec lal I y command & control of control room, 
technical support c tr b operations support ctr 

PATTERSON, J P r PAP ER I ELL 0, C J Division of Emergency Prep are dues* 
t Operational Support 83/12/01 12pp 16496 232 24X 

Fiche* 50-202, 82/12/02, 0212210329 


0212140279 Request* exemp tion, under 10CFR50 4B( c ) (ft ) , from automatic 
suppression requirement of App R. Section III <? 3 for 
control room 

MUSDLF, D Northern States Power Co 02/12/06 Office of Nuclear 
Reactor Regulation, Director 3pp 16402 104 34X 

Fiche 50-282, 83/13/06,0212140279 


8212220045 Advise* that 020520 b 0623 exemption request* granted 
extending deadline for installation of emergency lighting 
until 030101 Add! time needed to complete engineering 
analys 1 *. proc urement- b installation 

ElSENHUTi D 0 Division of Licensing 02/12/08 MUSCLF, D M 
Northern State* Power Go 4pp 16526 355. 24X 

Tiche 50-202 , 02/ 12/08, 02i 2220045 


0J1214O411 Forward* summary of NRC review of Exxon NutJear Co thermal 
hydraulic methodology for mixed cores in PWRs Enel TOPROD 
sensitivity b thermal margin studies submitted on 620610 & 

29, respective ly, rema in valid Comment* requested 

COOKE# Q C Exxon Nuclear Co , Inc (subs of Exxon Corp ) 

82/12/09 HOLONICH, J J Core Performance Branch 7pp 16403 322 
P4X Fiche 50-202, 02/1 2/09, 02121 4041 1 


01212140103 Generic Ltr 02-38 to all licensees of operating 
West! nghouse b C~E PWR* (except Arkansas Nuclear One, Unit 2 
& San Onofre 263) re inadequate core cooling 
instrumentation *y# Svc list end 

EJSENHUT, D 0 Division of Licensing 02/12/10 Yankee Atomic 

Electric Co 27pp 16690 035 24X Fiche 30-000, 02/12/10, 

0212140103 


0212170262 Respond* to 021104 request for ECCfi mod el , sp ec i f i c a 1 1 y 
treating upper planum injection Exxon model will be ready 
for submittal by 030131 

MUSOLF, D Northern States Power Co 02/12/10 Office of Nuclear 
Reactor Regulation, Director Ip 16456 307 24X 

Fiche 50-282, 02/12/10, 8212170262 


82 J 2210290 Forwards NSPNAD-B101P. Revision i. "dual i f i cation of Reactor 
Physic* Methods for Application to Prairie Island Units," 

& NSFNAD-8102P, Revisi on 1, ''Reload Safety Evaluation Method* 

P dt Application *' Repts withheld (ref 10CFR2 790) 

MUSOLF, D Northern States Power Co 82/12/13 Office of Nuclear 
Reactor Regulation, Director Ip 16497 134 24X 

Fiche 50-202. 02/12/13, 8212210290 
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0 Inspection reports, IE Bulletins 1* correspondence 


G20B190240 IE Bulletin 02-03. Revi si on 1, “Stress Cracking in Thick- 
1*1 a L 1 < Large— Diameter. Stainless S tee 1 , R ec l rc u 1 a t i on Sys Piping 
at BWR Plants " Svc list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York. Inc 

Il2pp 14462 163 24XFiche 50-000,02/10/28.8208190240 


0208190245 IE Info Notice 82-42. "Defects Observed in Panasonic Model 
001 h Model 002 Thermoluminescent Dosimeters " Svc list 
end 

COBB. L I Division of Fuel Facilities. Materials & Safeguards 
□2/11/05 Consolidated Edison Co of New York. Inc llOpp 

16372 142 24X Fiche 30-000,02/11/05,0200190243 


C2 1 2030134 Forwards IE Insp Repts 50-202/02-17 & 50-306/02-17 on 
□ 20’92i-1031 No noncompliance noted 

STREETER, J F Division of Project & Resident Programs B2/1 1/17 
LARSON, C E Northern States Power Co 2pp 16306 031 24X 

Fiche 50-282. 02/11/17.8212030134 


—□212030150 IE Insp Repts 50-282/02-17 U 50-306/02-17 on 020921-1031 No 
noncomp 1 ian ce noted Major areas inspected preparation for 
T*f ue 1 ing, f ire drills A, e xer c i s e s , o p era 1 1 ons safety 
veri f i cati on, f ol 1 owup on fuel oil spill followup on LERs 
FEIERAQENO, C D , REYES, L Division of Project 8< Resident Programs 
92/1 1/17 8pp 16306 033 24X Fiche 50-202. B2/1 1/17. 821 20301 34 


Sr'CS 1 9025 1 IE Info Notice 02-44, "Clarification of Emergency Plan 
tiercise Requirements " Svc list end 

JORDAN, E L Division of Engineering t< Quality Assurance 02/11/18 
Consolidated Edison Co of New York, Inc 109pp J64I1 199 e >4X 

Mch« 50-000,02/11/10,8200190251 


□JOG 1 90256 IE Info Notice 82-46, "Defective «, Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office. Office of I nsp ec t i or\, and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 065 24X Fiche 50-000,02/11/24.0200190256 


□POS 190257 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Won-Fissile Radioactive Matl " Svc list end 
COBB, L X Division of Fuel Facilities, Materials t* Safeguards 

O2/U/30 Consol i dated Edison Co of New York, Inc 356pp 
16307 020 24X Fiche 50-000, 82/1 1 /30, 02OB1 90257 


Q212210329 Forwards IE Insp Repts 30-202/02-10 & 5O-3O6/B2-10 on 
021013-15 t, 1109 No noncompliance noted 

MIND. J A Division of Emergency Preparedness U Operational Support 

02 / 1 2/02 LARSON, C E Northern States Power Co 3pp 16494 229 

24X Fiche 30-282,02/12/02,0212210329 


—8212210340 IE Insp Repts 50-202/02-18 6 50-306/82-18 on 821013-13 & 
110? No noncomp I lance noted Major areas inspected emergency 
exercise, especially command ?< control of control room, 
technical support ctr i> operations support ctr 

PATTERSON, J P , LICKUS,R M , AXELS0N, W L Division of Emergency 
Preparedness 6 Operational Support 02/12/01 12pp 16496 232 
24X Fiche 30-282,82/12/02,0212210329 


0JO819O259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
hlectriea) Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

I 13pp 16411 317 24X Fiche 50-000,82/12/03,8200190259 


0208 19026 1 IE Info Notice 82-40, "Failures of Agastat CR 0095 Relay 
Sockets * Svc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 30-000, 02/12/03, 0208190261 


E?l 3270272 Forwards IE Insp Repts 50-282/82-19 b 50-306/02-19 on 
£«21 126 No noncomp 1 lance noted 

LITTLE, W S Division of Engineering $ Technical Programs 02/12/10 
LARSON, C E Northern States Power Co 2p p 16530 122 24X 

Fiche 50-282, 02/12/ 1 0, 82 1 2270292 


- -8212270305 IE Insp Repts 50-282/82-19 fc 50-306/02-19 on 021126 No 
none omp 1 lance noted Major areas inspected review of 
Inservice insp procedures, N0E personnel certifications &< 
data Sc IE Bulletin 70-12 activities 

WARD, K D , DANIELSON, D H Region 3, Office of Director 02/12/09 
4pp 16530 124 24X Fiche 50-202,02/12/10,8212270292 


8208190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air 6 Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

1 27pp 16628 191 24X Fiche 50-000,82/12/16,8208190267 


B21220O325 Responds to IE Bulletin 82-04 No electrical penetration 
assemblies referenced in bulletin in use or planned for use 
in safety-related sys 

LARSON, C E Northern States Power Co 82/ 12/17 KEPPLER, J 0 
Region 3, Office of Director Ip 16562 087 24X 

Tiche 50-232,82/12/17,8212280325 


8200190269 IE Info Notice 82-50, "Mod of Solid Btate AC Und ervo 1 tag r 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/12/20 

Consolidated Edison Co of New York, Inc lOfipp 16628 29J 24X 

Tiche 50-000,02/12/20,8200190260 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F Security, medical, emergency & fire protection plans 


8212140435 Forwards "1902 ME Yankee Nuclear Power Station Emergency 
Response Exercise & Evaluation Plan," detailing scenario fc 
evaluation criteria for B21211 emergency plan exercise 
GAHFITY.J H Maine Yankee Atomic Power Co 82/11/24 HAYNES, R C 
Region 1, Office of Director 2pp 16405 250 24X 

Fiche 50-309,02/11/24,0212140435 


— 8212140442 "1902 ME Yankee Nuclear Power Station Emergency Response 
Exercise & Evaluation Plan " 

a Maine Yankee Atomic Power Co 82/12/31 192pp 16405 260 

24X Fiche 50-309,82/11/24,0212140435 


— 0212140453 Forwards util S, State of ME objectives for 021211 emergency 
plan ex ere l se 

GARRITY, J H Maine Yankee Atomic Power Co 82/09/20 HAYNES, R C 
Region 1, Office of Director Spp 16404 350 24X 

Fiche 50-309,82/11/34,8212140435 


021 2030291 Releases public version of revision to emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records 82/11/30 Document 

Management Branch lp 16322 231 24X Fiche 90-309, B2/ !1 /30, 

82120302*71 


—8212030299 Forwards public version of Revision 2 to Emergency Plan 
Implementing Procedure 3 50 7, "Emergency Onsite Radiation 
Monitoring Procedure " Receipt form end 

# Maine Yankee Atomic Power Co 02/11/20 Office of Nuclear 

Reactor Regulation, Director Ip 16322 232 24X 

Fiche 50-309,82/11/30,0212030291 


— 8212030304 Public version of Revision 2 to Emergency Plan Imp 1 pmonting 
Procedure 2 50 7, "Emergency Onsite Radiation Monitoring 
Procedure 11 index of Series 250 procedure* end 

» Maine Yankee Atonic Power Co 82/11/20 33pp 16322 233 24X 

Fiche 50-309,02/11/30,8212030291 


0P1215O159 Forwards IE Insp Rept 50-309/02-16 on B20B24-1C05 & 
notice of violation 

6TAR0STECKl.fi Division of Project l Resident Programs 82/12/02 
RANDAZZA, J B Maine Yankee Atomic Power Co 2pp 16430 165 24X 
Tiche 50-309,82/12/02,0212150159 


—0212150169 IE Insp fiept 50-309/02-16 on 820024-1005 Noncompliance 
n-oted failure to review & update written Class A procedures 
for new fuel insp within 2 yr period 

SHETLAND, P , GALLO, R Division of Project & Resident Programs 
02/11/10 1 4p p 16430 160 24X F i c he 50-309, B2/1 2/02, 021 2 1 50 1 5? 

0212210349 Forwards IE Safeguards Insp Rept 50-309/02-20 on 021025-20 
No noncompliance noted 

MARTIN. T T Division of Engineering V Technical Programs 02/12/06 
RANDAZZA.J B Maine Yankee Atomic Power Co 1 2pp 16495 163 24X 

Fiche 50-309,02/12/06,8212210349 


— 8212210351 IE Safeguards Insp Rept 50-309/02-20 on 021025-28 No 
nonenmp 1 lance noted Major areii inspected security plan «< 
implementing proc ed ure s , tec ur i ty or gani ia tion, securi ty 
pregram audit & records Safeguards Info deleted 
MADDEN, W , ODOY.A T Region i. Office of Director 82/12/03 
4 p p 16495 165 24X Fiche 30-309, 82/12/06. 02122 10349 


0212270025 Forwards request for addl info to complete review of App R 
fir* protection It safe shutdown Plant manager should be 
contacted within 10 days of receipt of Itr to arrange 
suitable meeting 

CLARK. R A Operating Reactors Branch 3 82/I2/0B GARRITY, J 

Maine Yankee Atomic Power Co 6pp 16551 336 24X 

Tiche 50-309,82/12/09,0212270025 
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8^12160751 Suit *iari ibs status of reactor coolant pump lube oil fire 
eienption request ft containment leak testing Meeting 
requested 

CLARK, R A Operating Reactors Branch 3 82/12/10 GARRITY, J H 

Maine Yankee Atonic Power Co 3pp 16465 357 24X 

Fiche 50-307, 82/ 13/ 10,021 21607 51 


— 0212010427 "Improvements In Training ft Requalification Programs As 
Required by TMI Action r terns l A 2 1 & 1 1 0 4# M technical 
evaluation rept 

* Science App 1 icat ions, Inc SAI- 106-029-23 82/00/17 NRC 

No Detailed Affiliation Given 1 4 p p 16267 345 24X 

Fiche 50-309*82/11/18*8212010417 


8212230046 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 82/13/15 Document 

Management Branch Ip 16545 110 24X Fiche 50-309*82/12/15, 

0212230046 


0212070454 Forwards questions re instrumentation & control concerns for 
feedwater trip sys design Meeting to discuss responses 
should be arranged within 30 days 

CLARK. R A Operating Reactors Branch 3 02/1L/24 GARR1TY# J If 

Maine Yankee Atomic Power Co 4pp 16355 325 24X 

Ft che 50-309*82/11/24,021207045 4 


*-8212330057 Forwards public version of revised emergency plan 
implementing procedures, including Procedure 2 50 0 re 
declaration ft catagor t latiom of emergency condition ft 2 50 5 
re emergency plan training ft exercise 

» Maine Yankee Atonic Power Co 02/13/06 Office of Nuclear 

Reactor Regulation, Director 2pp 16545 111 24X 

Fiche 50-309,02/12/15,8212230046 


8P12130092 Forwards Amend 60 to License DPR-36* safety evaluation 
notice of issuance ft availability Amend revises Tech Specs 
to support operation of plant at full rated power during 
Cycle 7 

CLARK, R A Operating Reactors Branch 3 03/11/29 GARRITY, J 

Maine Yankee Atomic Power Co 4pp 16417 072 24X 

Fiche 50-309,02/11/29,0212130092 


-8212230069 Public version of revised emergency plan implementing 
procedures, ire lud ing Procedures 2 50 0 re declaration ft 
categor i rat ion of emergency condition & 2 50 5 re emergency 
plan training ft exercise 

* Maine Yankee Atonic Power Co 82/12/04 I04pp 16545 113 
24< Fiche 50-309* 02/12/15, 82i2230046 


— B212130095 Amend 69 to License DPR-36, revi s i ng Tech Specs to support 
operation of plant at full rated power during Cycle 7 
CLARK* R A Operating Reactor* Branch 3 02/11/29 31pp 

16417 076 24X Ficbe 50-309,82/11/29*0212130092 


G2122I03D8 Updates plans for upgraded emergency response facilities 
.Primary emergency operations facility ft technical support 
c tr will be relocated to new staff bldg per NUREG-0&96 
final design criteria not yet established 

GARRITY, J H Maine Yankee Atomic Power Co 82/12/16 MEITNER, K 
Operating Reactors Branch 3 2pp 16477 107 24X 

I iche 50-309,02/12/16.0212210300 


— 0212130099 Safety evaluation supporting Amend 68 to License DPH-36 
* Office of Nuclear Reactor Regulation, Director 02/11/29 
4Gpp 16417 107 24X Fiche 50-309,02/11/29,0212130092 


9212130102 Notice of issuance & availability of Amend 69 to 
License DPR-36 

CONNER, E L Operating Reactors Branch 3 02/11/29 2pp 

16417 147 24X Fiche 50-309,02/11/29,8212130092 


Bf 1 221:0344 Provides addl info to better prepare util shift crews for 
types ot questions NRC duty officer may ask during telephone 
repts via NRC emergency notification sys Revised event 
notification form iParts I ft ID end 

S TARGSTECKI , R Division of Project 6 Resident Programs 02/12/16 

RANDAZZA* J B (lame Yankee Atomic Pouer Co 6pp 16496 320 24X 

fiche 50-309*62/12/16,8212210344 


8212060042 Ack receipt of 021020 request for issuance of order to show 
cause uhy license should not be revoked or suspended, 
submitted on behalf of Safe Power for ME Request will be 
treated as petition under 10CFR2 206 

DENTON, H R Office of Nuclear Reactor Regulation* Director 
02/11/30 MURRAY, P L Murray. Plumb it Murray Ip 16343 221 24X 

Fiche 50-309,02/11/30,0212060042 


0 Adjudicatory correspondence 


□212060042 Ack receipt of 821020 request for issuance of order to 
cause why license should net be revoked or suspended* 
submitted on behalf of Safe Power for ME Request will 6b 
treated as petition under 1GCFR2 206 

DENTON* H R Office of Nuclear Reactor Regulation, Director 
02/11/30 MURRAY, P L Murray. Plumb it Murray Ip 16343 221 
Tiehe 50-309,02/11/30,0212060042 


show 


24 / 


— 82 1 2060046 Notice of Safe Power for ME B21020 request under 1 OCFR2 206 
for issuance of order bo show cause why license should not 
be suspended or revoked 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
02/11/30 lp 16343 222 24X Fiche 50-309,02/11/30,0212060042 


P Operating license stage documents ft correspondence 


3t*J 20 1D33 4 Forwards safety evlauation it ECftC technical evaluation on 
degraded grid protection for Class IE power sys Plant 
operating p ro ce d urn, des i gn details ft Tech Specs to cover 
relay setpoint ft time delay requested within 120 days 
CLARK, ft A Operating Reactors Branch 3 02/11/12 OARRITY, J H 

Maine Yankee Atomic Power Co 3pp 16271 296 24X 

Fiche 50-309,82/11/12,0212010334 


-BS12010335 Safety evaluation supporting licensee proposed Level 2 
degraded voltage design providing automatic separation of 
Class IE power sys from offsite sys if degraded grid exists 
coincident u/saf«ty injection sys Addl info required 
PREVATTE, R NRC - No Detailed Affiliation Given 82/11/12 
16271 299 24 X Fiche 50-3094 02/11/12,0212010334 


6pp 


0212010417 Advises that requirements of NUR EG -0737, TMI Action Plan 
items I A 2 4, "Upgrading of Reactor Operator & Senior 
Reactor Operator Training," ft 1 1 B 4 I, "Training for 
Mitigating Core Damage," has been met 

CLARK, R A Operating Reactors Branch 3 82/11/10 OARRITY, J H 

Maine Yankee Atomic Power Co 2pp 16267 34i 2«X 

Fiche 50-309,82/11/10,02120104 1 7 


B2 i??i 04 ? a A 8 S^ ty .,.,^ valuation re Implementation of NURE0-O737, TMI Action 
Items I A 2 4, Upgrading of Reactor Operator ft Senior 
Reactor Operator Training." ft 11 B 4 I, "Training for 
Mitigating Core Damage " Item* met 

J T Operating Reactors Branch 3 02/11/10 

16267 343. 24X Fiche 50-309,02/11/10,02 1 2010417 


2pp 


8212060046 Notice of Safe Power fnr ME 821020 request under 10CFR2 206 
for issuance of order to show cause why license should not 
be suspended or revoked 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
02/11/30 lp 16343 222 24X Fiche 50-309,02/11/30.0212060043 


0212060259 Forwards updates on selected TMI action items per Generic 
Ltrs 82-05 ft 82-10, "Post-TMI Requirements " TMI Action 
I terns II B 2, 1 1 B 3, II £ 1 2, I 1 F 1 , I I D 1 2* 1 1 D 1 3ft 
J II D 34 discussed 

GARRITY, JH Maine Yankee Atomic Power Co 02/11/30 CLARK, R A 
Operating Reactors Branch 3 3pp 16312 269 24X 

Fiche 50-309*02/11/30,0212060259 


0212150229 Forwards interim position on radiation environs for environ 
qualification of saf e ty-r e 1 at ed electrical equipment open 
issues Response requested in 30 days 

CLARK, R A Operating Reactors Branch 3 82/12/06 OARRITY, J H 

Maine Yankee Atomic Power Co 3pp 16437 330 24X 

Fiche 50-309,02/12/06,8212150229 


0212100266 Provides addl info supplementing 010919 ft BS0927 It™ to 
clarify items discussed during 02102? telcon re control of 
heavy loads 

GARR ITY, J N Maine Yankee Atomic Power Co 02/12/07 CLARK* R A 
Operating Reactors Branch 3 2pp 16376 137 24X 

Fiche* 50-309, 02/12/07, 8212100266 


‘!>»* ‘**|nin 9 projr,™ r. pr.« 1U ri,«d thermal shack 
will not be revised Training program fulfills intent of 
post-TMI Action r tern 1 C 5 

o Maine Yankee Atomic Power Co 02/lfi/OB CLARK , H A 
Operating Reactors Branch 3 2p p 16389 26S 24X 

Fiche 50-309,02/12/08,8212130324 


8212140204 Provides recommendations to Improve control room 
habitability, par NUREG-0737. I tem III D 3 4 Redundant imm 
not necessary to ensure habitability H 

GARR1TY, J N Maine Yankee Atomic Power Co 62/12/09 dark 
O perating Reactors Branch 3 3pp 16409 341 »4X 

Fiche 50-309*82/12/00,8212140204 


S2O0I9O263 Generic Ltr 82-32 to a 11 PWR licensees 
generator-related generic requirement* Forwards 
Applications, Inc draft rept re subj requirements 
requested within 30 days of ltr Svc list end 
EJSENHUTiD 0 Division of Licensing 82/12/09 
Edison Co of New York* Inc 29pp 16629 247 
Fiche 50-000*82/12/09.8208190263. 


re potential atoam 
Science 
Comments 

Consol Ida ted 

24X 
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8^12140103 Generic Ltr 82-28 to ell licensees of operating 
Westinghouse $< C~E FWRs (except Arkansas Nuclear One, Unit 2 
& San Onofre 2 & 3) re inadequate care cooling 
instrumentation sys five list end 

E ISENNUT, 0 0 Division of Licensing 02/12/10 Yankee Atomic 

Electric 00 27pp 16690 035 24X Fiche 50-000.82/12/10, 

8212140103 


QR12J60751 Summarises status of reactor coolant pump lube oil fire 
exemption request 4 containment leak testing Mooting 
requested 

CLARK. R A Operating Reactors Branch 3 82/12/10 GARR1TY, J H 

Maine Yankee Atomic Power Co 3pp 16465 357 24X 

Fiche 50-309, 82/ 12/1 Oi 0212160751 


0 Inspection reports, IE Bulletins 4 correspondence 


0200190240 IE Bulletin 02-03, Rev i s l on 1, "Stress Cracking in Thick- 
Wall , Large-Di ame ter . Sta in 1 ess Steel. Recircu lation Sy* Piping 
at EUR Plants 11 Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York. Inc 

I 1 2pp 16462 163 24X Fiche 50-000, 02/10/20, 0200190240 


G2O8190245 IE Info Notice 82-42. "Defects Observed in Panasonic Model 
801 4 Model 802 Thermoluminescent Dosimeters " Svc list 
pne ] 

COSB.L f Division of Fuel Facilities, Materials 6 Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc 1 1 Op p 
16372 142 24X Fiche 50-000.02/11/05,8200190245 


8208190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering St Quality Assurance 82/1J/10 
Consolidated Edison Cd of New York, Inc I09pp 16411 199 24 X 

Fiche 50-000, 02/11/10, 0208190251 


BP 120602 IS Forwards IE Insp Rept 50-309/82-21 on 021025-27 No 
noncomp 1 lance noted 

MARTIN, T T Division of Engineering it Technical Programs 82/11/22 
RANDAZZA, J B Maine Yankee Atomic Power Co 2pp 16312 029 24X 

riche 50-309,82/11/22.8212060215 


— 021 2060217 IE Insp Rept 50-309/02-21 on 821025-27 No noncompliance 
noted Major areas inspected inservice insp program 
KERCH. H ■ DURR. J Region J. Office of Director 02/ll/i9 3pp 
16312 031 24X Fiche 50-309, 82/1 1 /22, 821 206021 5 


Br? 120701 44 Forwards IE Insp Rept 50-309/82-10 on 020927-1001 No 
noncompliance noted 

HARTTN. T T Division of Engineering it Technical Programs 02/11/23 
RANDAZZA, J S Maine Yankee Atomic Power Co 2pp 16327 043 24 X 

Fiche 50-309,82/11/23,0212070144 


— S21207014B IE Insp Rept 50-309/02-18 on 020927-1001 No none ompl ianc o 
noted Major areas inspected procedure review, test witnessing 
■5* resul t», evaluation of local leak rate test It integrated 
leak rate test 5c facility tours 

R/LLANlrS V , DETTENHAU8EN. L Division of Engineering & Technical 
Programs 82/11/12 9pp 16327 045 24X Fiche 50-309,02/11/23, 

B2 12070144 


0208190236 IE Info Notice 02-46. "Defective 5< Obsolete Combination 
Padlock* " Svc Hat one I 

DEYOUMJ, ft C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

I 27 p p 16411 065 24X Fiche 50-000.92/11/26,8208190256 


0209190257 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
COBB, 4. ( Division of Fuel Facilities, Materials & Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 
16387 028 24X Fiche 50-000,82/11/30.8200190257 


02 1215015? Forwards IE Insp Rept 50-309/02-16 on 020824-1005 It 
notice of violation 

STAROSTECKl, R Division of Project 5, Resident Program* 82/12/02 
RANDAZZA, J D Maine Yankee Atomic Power Co 2pp 16430 165 24X 

Fiche 50-309,02/12/02.8212150159 


— 0218150163 Notice of violation from insp on 020824-1005 

* Division of Project & Resident Programs 82/12/02 Ip 
16430 167 24X Fiche- 50-309, 82/12/02.0212150159 


— 8212150169 IE Insp Rept 50-309/82-16 on 020824-1005 Noncompliance 
noted failure to review It update written Class A procedures 
for new fuel insp within 2 yr period 

SHETLAND, P • GALLO, R Division of Project It Resident Programs 
32/11/18 14p p 16430 160 24X Fiche 50-309,02/12/02,8212150159 


S20BI90239 IE Bulletin 02-04. "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Con sol i dated Edison Co of New York. Inc 

1 I3pp 16411 317 24X Fiche 50-000,02/12/03.0200190259 


8P09I90261 IE Info Notice 82-48, "Failures of Agasfcat CR 0095 Relay 
Socket* J> Svc list «ncl 

JORDAN, E L Division of Engineering L Quality Assurance 02/12/03 
Consolidated Edison Co of New York. Inc UOpp 16462 064 24X 

Fiche 50-000, 82/12/03, 020 9190261 


0212210349 Forwards JE Safeguards Insp Rept 50-309/82-20 on 021025-28 
No none amp 1 la nee noted 

MARTIN. T T Division of Engineering U Technical Programs 62/12/06 
RANDAZZA. J 0 Maine Yankee Atomic Power Co 2pp 16495 163 24X 

Fiche 50-309, 02/12/06,0212210349 


-821 2210351 IE Safaguards Insp Rept 50-309/82-20 on 021O25-2D No 
none ompl i an ce noted Major areas inspected security plan U 
implementing procedures, security or gani la tion, security 
program audit lr records Safeguards info deleted 
.MADDEN. U , CODY, A T Region I, Office of Director 02/12/03 
4pp 16495 165 24X Ftche 50-309, 92/ 1 2/06, 92 1 2210349 


BJ'J 2210263 Ack receipt of 021108 ltr informing NRC of steps taken to 
correct violations noted 1 in IE Insp Rept 50-309/02-11 
MARTIN, T T Division of Engineering it Technical Programs 82/12/13 
RAMDAZZA, J D Maine Yankee Atomic Power Cd lp 16483 254 24X 

Fiche 50-309, 02/12/ i3, 8212210263 


— 0212210266 Responds to NJlC 821007 ltr re violations noted in IE Insp 
Rept 50-309/02-11 Corrective actions site inventory of all 
sources it detectors involving 5NM completed & discrepancies 
ident tried 

RANDAZZA, J P Maine Yankee Atomic Power Co S2/M/O0 

HAYNES. ft C Region 1, Office of Director 3pp 16403 255 24X 

Fiche 50-309, 02/12/13, 8212210263 


8208190267 IE Info Notice 82-49. "Correction for Sample Conditions for 
Air it Gas Monitoring " Svc list end 

DEYCUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Conso l l dated Edison Co of New York, Ini 

127pp 16628 1 9 J 24X Fiche 50-000,82/12/16,8208190267 


0212220430 Forwards NURE0-09O3 containing result* of interviews re 
drug 6 alcohol abuse t> rehabilitation programs pur IE InfD 
Notice 82-05 Util will be contacted shortly to arrange 
similar interviews U/o NUREG 

STAR03TECKI,R Division of Project fx Resident Programs 82/12/16 
RANDAZZA, J 0 Maine Yankee Atomic Power Co 3pp 16503 307 24X 

Tiche 50-309,82/12/16,8212220430 


8? J 2220386 Ack receipt of 820737, 2B. 29 t, 1124 ltrs informing NRC pf 
step* taken to correct violations noted in IE Insp Rept 
50-30? /B2 -26 

STARCSTECXT, R Division of Project lr Resident Program* 02/12/17 
RANDAZZA. J B Maine Yankee Atomic Power Co lp 16517 239 24Y 

Fiche 50-309,32/12/17,8212220306 


— 0212230390 Responds to NRC 020722 ltr re violations noted in IK Insp 
Rept 90-309/82-26 Corrective actions low pressure safety 
injection pumps verified to be limiting re NFSH 

GARRITY,J H Maine Yankee Atomic Power Co 82/07/27 HAYNES, R t 
Region I, Office of Director 2pp 16517 240 24X 

Fiche 50-309,82/12/17,8212220386 


— 8212230396 Responds to NRC B20722 ltr re violations noted in lb Insp 
Rept 50-309 / 02-26 Corrective actions evaluation to confirm 
it redefine refueling water tank level 6 temp limits which 
ensure NPEH for all safeguards pumps completed 

QARRITY . J H Maine Yankee Atomic Power Co 82/1 1/24 HAYNES, R C 
Region 1, Office of Director 3pp 16517 246 24X 

Fiche 50-309, B2/12/I7, B212220386 


8208190268 IE Info Notice BB-50, "Mod of Solid State AC Undervo l ta gt 
Fie lays Type ITE-27 «■ Svc list end 

JORDAN, E L Division of Engineering I; Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc I08pp 16620 293 24X 

Fiche 50-000, 62/12/20. 8200 1 90260 


R Periodic operating reports l< related correspondence 


8^12290116 Forwards monthly operating rept for Oct I9B2 

GRQCE.R H Maine Yankee Atomic Power Co 82/11/03 Office of 
Resource Management, Director Jp 16583 220 24X 

Fiche 50-309,82/11/05.8212290116 


— B2I2290128 Monthly operating rept for Dct 1902 

PHILLIPS, J Maine Yankee Atomic Power Co 82/11/04 5pp 
16583 229 24X Fiche 50-309. 02/11/05,8212290116 
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b Re [>o r- tab 1 e- occurrence*, L£R* ft related cor re ap on d ent e 


8P12210165 Forwards updated LEft B2-03I/O3X-1 

CARRITY, J M Maine Yanks* Atomic Power Co 62/ 1 2/0? Region 1, 
Office of Director 1 p- 16464 299 24X Fiche 50-309,02/12/07, 

□212210(65 


--G2I22IQ17Q Updated LER 02-031 /03X-1 on 620924, sc* edu 1 e d inservice ini>p 
of shock suppressors revealed empty hydraulic Tcaervoir on 
snubber 72, SHP-MSS-1 10 Caused by leakage through cylinder 
seals it valve fittings Snubber rebuilt 

NELSQMi-fl H Maine Yankee Atomic Power Co 82/12/07 Region 1, 
Office of Director 2pp 16404 300 34 X Fiche 50-309,02/12/07, 

0212210165 


0212220456 LER B2-039/0iT~0 on 021210, do tec tor response to given coi e 
power level found low Caused by reduced leakage neutron flu* 
at ei—core detector* Ex-core detectors adjusted using 
analytical calibr factor 

WOOD, E C Maine Yankee Atomic Power Cq 02/12/10 Region 1, 

Office of Director Ip 16503 258 24X Fiche 50-309.02/12/10, 

0212220456 


0;’J 2290291 Forwards LER Q2-03B/03L-0 

CARRITY, J H Maine Yankee Atomic Po-wer Co 02/12/14 Region 1, 
Office of Director lp 16560 010 24X Fiche 50-309,02/12/14, 

□212290291 


—0212390306 LER 82-038/03L-0 on 021109, RW pump P-I2A removed from svr h 
water level in core dropped below 23 ft Caused by need to 
install emergency diesel generator improvement mod, coupled 
w/lack of clearly worded Tech Spec* License mod forthcoming 
NELSON, R H . CAYJA, A J Maine Yankee Atomic Power Co 02/12/14 

Region I, Office of Director 5pp 16500 €11 24X 

Fiche 50-309,62/12/14.8212290291 


0« l 12?20276 PND~ 1-02-082 on 021217. con f irmatory surface measurements 
on Cli em-Nuc I e ar cask containing 21 drums of compacted 
radioactive dry waste above spec requirement* State of SC 
considering fine & suspension of waste disposal privileges 
WHITE, J j GORES, R Region I, Office of Director 02/12/17 Jp 
16910 025 24 X Fiche 50-309,02/12/17,8212220276 


DUCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F Security, medical, emergency & fire protection plans 


Ol? 1 20 104 62 Confirms that Div of Safeguards regulatory ef f ective nea s 
review scheduled for 021203 it 06-10 Info re review end 
ReviOM will evaluate security program it safeguards 
i emulations 

VARGA, S A Operating Reactors Oranch 1 G2/J1/23 UDERITZ.R A 

Public Service Electric & Gas Co of Mew Jersey 6pp 16501 327 
P4X F t Che 50-272, 82/ 1 1 /23. 62120 10462 


0212290525 Forward* Amend 15 to License DPR-73, safety evaluation fc 
notice of issuance & availability Amend authoriios deferral 
of fire protection Tech Spec surveillance requirement from 
021205 until first refueling outage in Jan 1903 
NOSS, W J Operating Reactors Drench 1 82/12/03 ODER JTZ, R A 

Public Service Electric U 0a* Co of New Jersey 3pp 16605 1 5*.' 
24X Fiche 50-31 J, 32/12/03, B2 12290325 


6P12290435 Forwards IE Enforcement Conference Repts 50-272/02-31 & 
50-311/02-28 on 020012 No reply required 

MARTIN, T T Division Of Engineering fc Technical Programs 02/12/14 
UDERITZ.R A Public Service Electric & Gas Co of New Jer9eij 2pp 
16505 222 24X Fiche 50-272,82/12/14,0212290433 


— B212290443 IE Enforcement Conference Repts 50-272/82-31 it 50-311/32-28 
on G20812 Areas discussed implementation tt mgt of physical 
security program 

SMITH, O C Division of Engineering V Technical Programs 
02/12/07 4pp t 6 505 224 24X Fi che 50-272, 02/12/ 14, 8212290435 


0212210038 Offers arfdl info to prepare operating shift crews to 
respond to types of questions NRC duty officer may ask re 
telephone repts made via NRC emergency notification sys 
STAR05TECKI, R Division of Project fc< Resident Programs 02/12/16 
UDER1T2,R A Public Service Electric it Gas Co of New Jersey 6pp 
16490 214 24Y Fiche 50-272,02/12/16.0212210030 


0212300306 Confirms 621220 telcon re fire protection program review 
Smoke detectors & non safe ty-g ra d e source range neutron flux 
monitors will be installed ?* 1 h fire barrier matl will be 
wrapped an £ diesel control coble trays 

LIDEN.E A Public Service Electric *< Gas Co of New Jersey 

82/12/22 VARGA, S A Operating Reactors Branch 1 lp 16594 309 

24 X Fiche 50-272, 02/12/22, 0212300306 


P Operating license stage documents it correspondence 


0211230066 Generic Ltr 02-27 to all DWR licensees of operating reactors 
except LACBWR.Dig Rock Po i nt, Dr esden 1, Humboldt Day, 
applicants for QL t holders of CP re transmittal of 
NUREG-0763 b NUREG-0783 Svc list end W/o stated end 
fc ISENH'JT , D 0 Division of Licensing 02/H/15 General Publu 

Utilities - GPU Service Cdrp 22pp 163B7 004 24X 

fiche 50-000-02/11/13,021 1230066 


02J2O1O159 Submits addl info to support 021005 request for amend to 
Licenses DPR-70 & DPR-75 Info Includes analysis results 
demonstrating motivation for Tech Spec change it effects on 
core llmts 6 axial offset DNB limit* 

L I DEN, E A Public Service Electric & Gas Co of New Jersey 

02/11/10 VARGA, S A Operating Reactors Branch 1 flpp 16250 094 

24 X Fiche 50-272,02/11/10-0212010155 


621 201 0400 Advises that License DPR-75 is amended per 82M22 telecopy 
Amend extend* deadline for completion of repairs to 
ronponent cooling HX22 

L AINAS, C C Assistant Director for Operating Reactors 02/11/33 
UDERITZ.R A Public Service Electric (, Gas Co of New Jersey Jpp 
16271 OBO 24X Fiche 30-311,02/11/23,0212010400 


821 2010 1 46 forwards Revision 1 to "Safety Evaluation of P5£G Rod 
Exchange Methodology," for info 

LIDEN.E A Public Service Electric & Gas Co of New Jersey 

82/11/24 VARGA. S A Operating Reactors Dranch 1 3pp 162')0 ill 

24X Fiche 50-272, 82/11/24, B212O1O140 


— 0212010150 "Safety Evaluation of PSEG Rod Exchange Methodology," 
Revision 1 

BLAKE, R A . BRDWN- R T , ROSENFELD, E S Public Service Electric & 
Gas Co of New Jersey NFG 004 R01 82/11/16 34pp 16238 1 1 4 
24/ Fiche 50-272,82/11/24,0212010140 


--831 229-0520 Amend 13 to License DPR-75, defer r i ng lB-month fire 
protection Tech Spec surveillance item from required date of 
821205 to startup following final refueling outage in Jan 
1983 

VARGA, 8 A Operating Reactor* Dranch 1 62/12/03 4pp 

16603 155 24 X Fiche 50-311,02/12/03.0212290525 


8212130192 Requests License Condition 2 L be expanded to include 
deferral of 10-month surveillance Tech Spec by adding addl 
safety evaluation page to Amend 14 granted on 021027 Change 
is Class 111 amend Fee to be forwarded 

LIDEN.E A Public Service Electric A Gas Co of New Jersey 

02/12/02 VARGA, S A Operating Reactors Dranch 1 2pp 16396 147 

24 X Fiche 50-311,02/12/02,0212130192 


— 0212270S30 Safety evaluation supporting Amend 15 to Liters* DPR-75 
» Office of Nuclear Reactor Regulation, Director 82/12/03 lip p 
16603 IS9 24X Fiche 30-31 1 , 82/12/03, 0213290925 


— 0212290532 Notice of issuance fc availability of Amend 19 to 
License DPR-73 

VARGA, S A Operating Reactors Branch 1 82/12/03 2pp 

16603 162 24X Fiche 50-311.82/12/03.0212290525 


Or 1 i 2290525 Forwards Amend 13 to License DPR-75, safe ty evaluation » t 
notice of issuance it availability Amend authorires deferral 
of fire protection Tech Spec surveillance requirement from 
021205 until first refueling outage in Jan 1983 
H OSS, W J Operating Reactors Branch 1 02/12/03 UDERITZ.R A 

Public Service Electric it Gas Co of Now Jersey 3pp 16605 152 
t*4X Fiche 50-311,02/12/03,0212290525 


8212130212 Respond* ta 821202 telcon re emergency operations facility 
survey Facility 7 5 miles from generating station & consist* 
of concrete block facility within- concrete block bldg 
Protection factor is 13 Ventilation sys isolable 
LIDEN.E A Public Service Electric it Gas Co of New Jersey 

02/12/06 VAROAiS A Operating Reactors Dranch 1 2pp 16390 110 

24X Fiche 30^272,82/12/06.0212130212 


— 0212290526 Amend 15 to License DPR-75, deferring 18-month fire 
protection Tech Spec surveillance item from required date of 
821205 to startup following final refueling outage in Jan 
1963 

VARGA, S A Operating Reactor* Branch 1 02/12/03 4pp 

16605 155 24X Fiche 50-311,82/12/03,8212290525 


'-0212290530 Safety evaluation supporting Amend 15 to License DPR-75 
* Office of Nuclear Reactor Regulation, Director 02/12/03 Jpp 
16605 159 24X Fiche 50-311,82/13/03,8212290525 
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— -ti2 1 2590532 Notice of issuance & availability of Amend 15 to 
License OPR-75 

VARGA. S A Operating Reactors Branch 1 02/12/03 2pp 

! 6605 162 24X Fiche 50-311.02/12/03.0212290925 


920B190263 Generic Ltr 82-32 to all PWR licensees re potential steam 
generator-related generic requirements Forwards Science 
Applications. Inc draft rept re sufaj requirements Comments 
requested uithin 30 days of ltr Svc list end 

EISENHUT.D 0 Division of Licensing 82/12/09 Consolidated 
F d 1 son Co of New York. Inc 29pp 16629 247 24X 

Fiche 50-000,02/12/09.0208190263 


9^1 2160623 Not i fl cat ion of B21214 meeting w/util in Bethesda.MD to 
discuss util proposal for restructuring safety review 
f unc 1 1 ons 

R0S9, W J Operating Reactors Branch 1 02/12/14 VARGA, 6 A 

Operating Reactors Branch 1 2pp 16466 039 24X 

Fiche 50-272, 02/12/14. 0212160623 


31*12300072 Notification of 830104 significant licensee meeting w/util 
for presentation of OA or gam za t i ora 1 & functional changes 
TRIPP, L E Division of Project & Resident Programs 82/12/21 
Division of Project i> Resident Programs 2pp 16624 280 24X 

f iche 50-000.82/12/21,0212300072 


Q Inspection reports, IE Bulletins & correspondence 


BJ'00190240 IE Bulletin 02-03, Revi s i on 1, "Stress Cracking in Thick- 
Mall j L arge-Di ame tor, Sta in less S teal » flee ireu lation Sys Piping 
at DWR Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York, Inc 

I 1 2p P 16462 163 24X Fiche 50-000.02/10/20,0200190240 


0^08190245 IE Info Notice 02-42, “Defects Observed in Panasonic Model 
001 h Model 002 Thermoluminescent Dosimeters " Svc list 
one 1 

LODB.L r Division of Fuel Facilities, Materials 6 Safeguards 
02/11/09 Consolidated Edison Co of Now York, Inc llOpp 
16372 142 24X Fiche 30-000,02/11/05,0200190245 


OPOOi 9023 1 IE Info Notice 82-44, "Clarification of Emergency Plan 
Frercise Requirements M Svc list end 

JORDAN, E L Division of Engineering Sc Duality Assurance B2/1I/1B 
Consolidated Edison Co of Now York, Inc 109pp 16411 199 84X 

Fiche 50-000.02/11/10,0200190251 


821 2060270 Forwards IE Insp flepts 50-272/02-27 50-311/02-26 on 
020928-1100 !< notice of violation 

STAROSTECKI, R Division of Project & Resident Programs 02/11/22 
UDERITZ.R A Public Service Electric & Oas Co of New Jersey 2pp 
16312 036 24X Fiche 50-272,82/11/22,0212060278 


— 8212060201 Notice of violation from insp on B2O920-11O0 

* Division of Project h Resident Programs 82/11/22 2pp 
1631? 038 24 X Fiche 50-272,02/11/22,0212060270 


-0212060207 IE Insp Repts 50-272/02-27 It 50-311/82-26 on 620920-1100 
None omp 1 tan ce noted failure to perform surveillance in time 
specified & failure to observe limiting condition of 
operation on fire protection instrumentation 

NDRflHtJLM, M J , SUMMERS, R , TRIPP, L E Division of Project fc 
Resident Programs 82/11/09 lBpp 16312 040 24X 

Fiche 50-272,02/11/22,0212060278 


0!’Dei90256 IE Info Notice 82-46, "Defective *< Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

t nf ore ement 02/11/26 Consolidated Edison Co of New York, liir 

1 27pp 16411 065 24 X Fiche 50-000, 82/11/26, 0208190256 


Ur‘12030144 Acfc receipt of 021119 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-272/02-22 U 
DO- 311/02-21 

MARTIN., T T Division of Engineering fc Technical Programs 02/11/29 
UDERITZ.R A Public Service Electric h Gas Co of New Jersey Jp 
16306 1 12 24X Fiche 50-272, 02/1 1/29, 0212030144 


— G212030153 Responds to NRC 021019 ltr re violations noted in IE Insp 
Repts 50-272/02-22 V 50-311/02-21 Corrective actions 
rtotBT M- 137 properly re ca 1 i br , Me ter s (1-76 l< M-184 accounted 
for & inadequate housekeeping conditions corrected 
UOERITZtR A Public Service Electric it Gas Co of New Jersey 
82/11/19 HAYNES, R C Region 1, Office of Director 5pp 
16306 113 24X Fiche 50-272,02/11/29,8212030144 


CJJ'O81?0257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl 11 Svc list end 
COBB, L I Division of Fuel Facilities, Materials it Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 

1.6387 020 24X Fiche 50-000,02/11/30,8208 1 90257 


0200190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consol i dated Edison Co of New York, Inc 

1 13p p 16411 317 24X Fiche 30-000, 92/12/03, 820Q1 90259 


0208190261 IE Info Notice 82-48, “Failures of Agaslst CR 0095 Relay 
Sockets " Svc list encl 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 50-000,02/12/03.8205190261 


0212140124 Ack receipt of 021 105 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-272/02-25 6 
50-311/02-24 

STAROSTECKI, R Division of Project t* Resident Programs 02/12/06 
UDERITZ.R A Public Service Electric L Gas Co of New Jersey Ip 
16408 240 24X Fiche 50-272,82/12/06,0212140124 


—0212140133 Responds to NRC 021006 ltr re violations noted in lb Insp 
Repts 50-275/82-25 6 50-311/82-24 Corrective actions Tech 
Spec 3 0 4 will be discussed w/parsonnel Tech Spec 3 3 3 5 
limiting condition for operation not violated 
UDERITZ.R A Public Service Electric It Gas Co of New Jersey 
62/11/05 HAYNES, R C Region 1, Office nf Director 4pp 
16408 241 24X Fiche 50-272,82/12/06,0212140124 


0212200020 Submits addl info per IE Bulletin 00-11, “Masonry Nall 
Design," in response to NRC request One oversixe drawing 
encl Aperture card is available in PDR 

LIEENiE A Public Service Electric & Oas Co of New Jersey 

82/12/09 VARGA, 5 A Operating Reactors Branch 1 3pp 16470 106 

24 X Fiche 30-272,02/12/08,0212200020 


0P1 227043 3 Forwards IE Enforcement Conference Rept* 50-272/82-31 h 
50-311/02-20 on 020012 No reply required 

MARTIN, T T Division of Engineering 6 Technical Programs 02/15/14 
UDERITZ.R A Public Service Electric b Gas Co af Nbw Jersey 2pp 
16505 222 24X Ficho 50-272, 82/12/1 4, B2J2290435 


— 0212290443 IE Enforcement Conference Repts 50-272/82-31 «< 50-311/02-28 
on 820812 Areas discussed imp 1 amenta t i on 6 mgt of physical 
security program 

SMI TK» 0 C , MCKEOWN, L M , GODY, A T Division of Engineering !< 
Technical Programs 82/12/07 4pp 16505 224 24X 

Fiche 50-275, 02/12/14, 8212290435 


01*06190267 IE Info Notice 82-49, “Correction for Sample Conditions for 
Air It Qas Monitoring " Svc list end 

UEYOUNO.R C Director's Office, Office of Inspection and 

L n f ore ement 82/12/16 Consolidated Edison Co of New York, Inc 

1 27 p p 16620 191 24X Fiche 50-000,02/12/16,0200190267 


0212220444 Forwards listing of topic areas For discussion at Reqion 1/ 
licensee meeting on drug & alcohol abuse programs per IE 
Info Notice 02-05 & NUREG-0903 W/o NUREQ 

STAROSTECKI , R Division of Project «, Resident Programs 02/12/16 
UDERITZ.R A Public Service Electric L Gas Co of New Jersey 3pp 
16503 322 24 X Fiche 50-275,82/12/16,02122204 44 


0208190260 IE Info Notice 02-50, "Mod of Solid State AC Undorvoltagc 
Relays Type ITE-27 " 8vc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc lOBpp 16620 293 24 X 

Fiche 50-000,82/12/20,8200390268 


R Periodic operating reports & related correspondence 


0212270274 Forwards monthly operating rept for Nov 1902 

MIDURA, H J Public Service Electric t Oas Co oP New Jersey 
02/12/10 Director's Office, Office ef Inspection and Enforcement 
lp 16330 332 54 X Ficho 50-31 1. 82/12/10, 0212270274 


—0212270280 Monthly operating rept for Nov 1902 

MILLER, L K Public Service Electric & Gas Co nf New Jersey 
82/12/10 19pp 16530 333 24X Fi che 50-311 , 02/ 12/ 10, 021 2270274 


0212280066 Forwards NPDE5 discharge monitoring rapt for Nov 1902 
MILLER, L K Public Service Electric l Gas Co of New Jersey 
02/12/15 BAKER, R A , LUNDIN, C Environmental Protection Agency 
ip 16564 256 24X Fiche 50-2 72,02/12/13,02 1 220 0066 


— 0212200069 NPDES discharge monitoring rept for Nov 1982 

MILLER, L K Public Service Electric i Gat Co of New Jersey 
02/12/14 l?pp 16564 257 24X Fiche 30-272, 02/ 12/ 1 5, B21 22B0066 
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S Reportable occ urrences > LEfl* ft related correspondence 


0210210078 Forward* LER B2-111/01T-Q Detailed event analysis end 
MIDURA.H J Public Service Electric ft Oar Co of New Jersey 
02/10/06 HAYNES, R C Region t, Office of Director 4p p 
157A3 329. 24X Fiche 30-311,02/10/06,8210210070 


— 8210210093 LER 82-lll/OlT-O on B21002, small svc water leak Of 0 3 gpm 
discovered on cooling coil* of containment fan coll unit 23 
Caused fay erosion of cooling coil* by slit in svc water 
Oeliona metal filler used in repair New coil* purchased 
FRAHM, R Public Service Electric ft Gas Co of New Jersey 
82/10/06 Region t, Office of Director Ip 15765 333 24X 

Fiche 50-311,82/10/06,8210210078 


B212060I65 Forwards LER 02-131/O3L-O Detailed event analysis end 
MFDURA*H J Public Service Electric ft Gas Co of New Jersey 
82 / i I / 1 7 HAYNES, R C Region 1, Office of Director 3pp 

16311 066 24X Fiche 50-31 1. 02/1 1 /I7. 02! 206GI65 


—8212060174 LER 82-I31/03L-0 on 821028 ft 1106.F-250 computer observed 
operating erratically ft RCS suftcooling margin monitor 
declared inoperable Caused by 4-volt dc power supply 
drifting low Power supply adjusted 

FRAHM.fi Public Service El ec trie ft Gas Co of New Jersey 
82/11/17 Region 1. Office of Director Ip 16311 069 ?4X 

Fiche 50-31 I, 82/1 1/17. 8212060163 


B2 12060202 Forwards LER B2-130/03L-0 Detailed event analysis end 
MIDURA.H J Public Service Electric ft Gas Co of New Jersey 
82/11/17 HAYNES, fi C Region 1. Office of Director 3pp. 
16313 198 24X Fiche 50-311,82/11/17,8212060202 


— G212Q602I4 LER 82-130/03L -0 on 821031 ft U05,svc water flow to 
containment fan coil unit 23 observed low. Caused by silt 
clogging back pressure control valves Valve* cycled during 
cooler leak repair Low flow eliminated when unit started 
FRAHM, R Public Service Electric ft Gas Co of New Jersey 
ea/ll/17 Region 1, Office of Director Ip 16313 201 24X 

Fiche 50-31 Ir 82/1 1/17,8212060202, 


8212080434 Forward* LER 02-1 35/0 iT-0 Detailed event analysis end 
MI DURA, H J Public Service Electric ft Gas Co of New Jersey 
02/11/24 HAYNES, R C Region 1, Office of Director 3pp 
1635S 171 24X Fiche 50-311, 82/1 1/24,8212080434 


— 82120B0443 LER 92- 12 5/0 IT- 0 on 82 1 121 , d url ng routine BUrvei 1 1 anc e, Sme 1 1 
svc water leak discovered ora cooling colt of containment fart 
coil unit 25 Caused by silt in svc water Coil repaired New 
design coils will be installed during next refueling 
FRAHM.ft Public Service Electric ft Gas Co of New Jer*ey 
82/11/24 Region 1, Office of Director. Ip 16352 174 24X 

Ficfie 50-311, B2/U/24, 8212080434 


8212140079 Forwards LER B2-132/03L-0 Detailed event analysis end 
HI DURA, H J Public Sarvice Electric ft Gas Co of New Jersey 
□ 2/11/24 HAYNES, R C Region 1, Office of Director. 3pp 
I640B 251 24X Flche 50-31 1, 82/ IJ /24, B212 1 40077 


— B21214OO05 LER 02-132/O3L-Q on 821 106 ft 15, spurious actuation of 
safeguard* equipment control cabinet 2A resulted in 
de-energjc za ti on of vital bus 2A Caused by noise in sy * 
control circuitry. Noise suppression devices will be added 
FRAHM, R Public Service Electric ft Gas Co of New Jersey 
82/11/24 Region 1, Office of Director Ip 16408 254 24X 

Fiche 50-311,02/11/24,8212140079 


021 21 40099 Forwards LER 92-134/03L-0 Detailed event analysis end 
HI DURA, M J Public Service Electric ft 0a* Co of New Jersey 
S2/1I/24 HAYNES, ft. C Region 1* Office of Director 3pp 
16409 264 24X Fiche 50-31 1, 02/11/24, 8212140099 


— B212I40L07 LER SB-134/03L-0 on 821 1 1 0, dur i n g routine surveillance, 
turbine trip low autostop oil pressure channel II bistable 
observed to trip low Caused by mechanical wear in channel 
pressure switch. Switch replaced 

FRAHM, R Public Service Electric ft Gas Co of New Jersey, 
02/11/24. Region I. Office of Director lp. 16409 267 24X 

Fiche 50-311,82/11/34,6212140099 


e2‘iSfl&0048 Forwards LER B2-137/03L-G Detailed even* analysis end, 
M £ DURA, H J Public Service Electric ft Gas Co of New Jersey 
62/12/01 HAYNES, R. C Region 1, Office of Director 3pp 
16446.203. 24X Fiche 50-31 1, 82/ 1 2/01, 8212160048 


— 0212160054 LER 82-137 /03L-0: on B2i 1 15, dur ing routine operation, control 
room operator discovered that auxiliary alanm typewriter 
not printing intelligibly Caused by tilt ring assembly being 
out of adjustment Assembly readjusted 

FflAHli, fl Public Service Electric ft Gas Co of New Jersey, 

82/12/01 Region 1* Office of Director Ip 16446 206 24X 

Fiche - 50-31 I, 82/12/01,8212160048 


8212160381 Forwards LER 02- 133/03L-0 Detailed event analysis end 
HI DURA, H J Public Service Electric ft Gas Co of New Jersey 
02/12/01 HAYNES, R C Region l, Office of Director 3pp 
16442 342 24X Fiche 50-311,82/12/01,8212160301 


'-0212160390 LER 02-133/O3L-O on 021 107, d i/r l n g routine operation, conttnl 
room operator discovered containment gaseous activity 
monitor malfunctioned Caused by intermittent connection on 
integrated circuit or circuit board Units reseated 
FRAHM, R Public Service Electric ft Oafi Co of New Jersey 
82/13/01 Region 1, Office of Director ip 16442 345 ?4X 

Fiche 50-31 1, 82/12/01, 6212160381 


8212160399 Forward* LER 02-136/O1T-O Detailed event analysis end 
MIDURA, H J Public Service Electric ft Gas Co of New Jersey 
02/12/01 HAYNES, R C Region 1, Office of Director 3pp 
16442 147 SAX Fiche 50-311,02/12/01,0212160399 


— 02 121604 1 4 LER B2-136/01T-0 on 021124, small svc water leak of 0 5 gpm 
discovered on cooling coil of containment fan coil unit 23 
Caused by erosion of cooling coil by silt in svc water 
Coil blanked off to seal leak 

FRAHM. fl Public Service Electric ft Gas Co Of New Jersey 
02/12/01 Region 1, Office of Director Ip 16443 150 24/ 

Fiche 50-311,82/12/01,8212160399 


8212220391 Forwards LER 82-142/03L-0 Detailed event analysis end 
MIDURA.H J Public Service Electric ft Gas Co of New Jersey 
82/12/00 HAYNES, R C Region 1, Office of Director 3pp 
16517 260 24 X Fiche 50-311,82/12/08,821222 0381 


—0212220385 LER 82-142/03L-0 on 021 123, steam generator 21 level channel 
TV indication read 4/ higher than other channels ft declared 
inoperable Caused by failure of channel level transmitter 
Transmitter replaced 

FRAHM, R Public Service Electric ft Gas Co of New Jersey 
92/12/00 Region 1, Office of Director lp 16517 263 247 

Fiche 50-311.02/12/08,8212220381 


8212220395 Forward* LER B2-13B/03L-0 Detailed event analysis end 
MlDURAiH J Public Service Electric ft Gas Co of New Jersey 
02/12/08 HAYNES, R C Region 1, Office of Director 3pp 
1650-3 212 24X Fiche 50-311,82/12/08,8212220395 


— 8212220406 LER 92-130/O3L-O on 021119, shift supervisor realned that 
surveillance requirement to check local sightglass levels 
of accumulators 23 ft 24 was overdue Caused by personnel 
oversight Personnel counseled 

DICKEY. F Public Service Electric ft Gas Co of New Jersey 
82/12/OS Region 1, Office of Director Ip 16503 215 24X 

Fiche 50-3 1 1 , 02/ 1 2/09, 82 1 2220395 


0212220420 Forwards LER B2-139/03L-0 Detailed event analysis end 
Ml DURA, H J Public Service Electric ft Gas Co of New Jersey 
82/12/00 HAYNES, R C Region 1, Office of Director 3pp 
16503 274 24X Fiche 50-311,02/12/00,8212220420 


—8212220424 LER 82-139/03L-0 on 021 11 9, aux i 1 i ary feedwater storage tank 
dropped below Tech Spec min vol of 200,000 gallons Caused by 
personnel error Tank level restored ft operator counseled 
DICKEY, F Public Service Electric ft 0a* Co of New Jersey 
02/12/00 Region 1, Office of Director lp 16503 277 24X 

Fiche 50-31 1 , 82/12/00. B2 12220420 


0212220433 Forwards LER 02-143/O3L-O Detailed event analysis end 
MlDURAiH J Public Service Electric ft Gas Co of Now Jersey 
82/12/00 HAYNES, fl C Region 1. Office of Director 4pp 
16503 317 24X Fiche 50-311.82/12/08,8213220433 


— B212220435 LER 82-143/03L-0 on 821 124, during surveillance review, 
discovered reactor trip breaker manual trip feature not 
tested before B211I7 startup Caused by confusion Involving 
recent changes In procedures re testing of trip breaker 
FRAHM, R. Public 9ervice Electric ft Gas Co of New Jersey 
82/12/00 Region 1. Office of Director lp 16503 321 24/ 

Fiche 50-311,82/12/00.8212220433 


DOCKET 50-312 RANCHO SECO NUCLEAR GENERATING STATION 


F Security, medical, emergency ft fir* protection plans 


8212130337 Forward* response to S Miner 021202 telcon request re 
emergency operations facility (EOF) Permanent primary EOF 
located 23 miles from reactor bldg 

MATTlNOEf J J Sacramento Municipal Utility District 82/12/0/. 
STOLZ, J F Operating Reactor* Branch 4 2pp 16399 272 24X 

Ffche 50-312,02/12/07,8212130337 
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SEi 1 2 J 70-3 1 9 Application for proposed Amend 07 to License OPR-54 
relocating on o fire hydrant to permit const of new training 
tt records bldg 

MATT! HOE* J J Sacramento Municipal Utility District 62/12/07 

E ISENH'JT, D Q Division of Licensing lp 16453 191 24X 

Fiche 50-312.62/12/07,9212170319 


- -02 i 21 70320 Proposed Tech Specs for Amend 07 to License DPR-94, 
relocating one fire hydrant to permit const of n«u training 
4 records b 1 d g 

+ Sacramento Municipal Utility District 82/12/07 ip 
16453 192 24X Fiche 50-312,02/12/07,8212170319 


•QJ'l 2 1 30163 Forwards IE Safeguards Insp Rept 50-312/02-39 on 921115-19 
No none onp 1 1 anc e noted Rept withheld (ref 10CFR2 790) 

NORDERHAUG.L R Division of Radiological Safety Jr Safeguards 
Program 02/12/09 HATTIMOE, J U Sacramento Municipal Utility 
District 2pp 16396 070 24X Fiche 50-312,02/12/09,0212130163 


£!2i2L7Oi90 Forwards response to Region 5 comments on security training 
t< qualification, p 1 an. Re v i s i on 4 

HAYTlMDE, J J Sacramento Municipal Utility District 02/12/10 
STOLZ. J F Operating Reactors Branch 4 4pp 16450 008 24X 

Fiche 50-312,62/12/10,6212170198 


8212210439 In Fo this that next requai i f i c ation cycle for station 
blackout training begins after annual operator exams 
scheduled to be completed by Jan 1903 

MArTimE. J J Sacramento Municipal Utility District 02/12/10 
STOLZ, J F Operating Reactors Branch 4 lp 16493 126 24X 

Fiche 50-312, 62/12/15,0212210439 


0 Adjudicatory correspondence 


0212220136 Forwards NUREO/CR-3013 t< ED Sylvester affidavit in rtsponso 
to AS LAO 020930 order NflC position in SER re acceptability 
of current auxiliary feedwater *ys until upgraded sys 
complete remains unchanged 

LESSV,R P Hearing Branch 3 02/12/01 ROSENTHAL, A S , DUCK, J H , 

KOHL, C N Atomic Safety and Licensing Appeal Panel 49pp 
16503 099 24X Fiche 50-312,02/12/01,9212220136 


— 0212220141 Affidavit of ED Sylvester in response to ASLAB B20930 order 
requesting info re auxiliary feedwater ays NRC evaluation 
awaits licensee info Sys upgrades provide significant 
improvement over present design M/prof quai ificatinns 
SYLVESTER , £ D Auxiliary Systems Branch 02/12/01 64pp 
16503 140 24 X Fiche 50-312,82/12/01,8212220136 


Q 21 22 00 02 6 Comments responding to ASLAD 021123 Memorandum t< Qrd or 
ALAG-7Q3 ASLAD should modify tentative conclusion & endorse 
alternative insp program re HPI noixle radiographic exam 
PAXTER. T A Sacramento Municipal Utility District BAXTER, T A 

Shaw, Pittman, Potts 4 Trowbridge B2/12/14 Bpp 16474 273 24* 

Fiche 50-312,02/12/14.6212200026 


8212300004 Advises of status of two items remaining From ALAD-703 NRC 
comments on frequency of radiographic insps for HPI Noizles 
C t D end in 5 Hou affidavit NRC review of licensee info re 
auxiliary feedwater sys mods will be submitted 1 by 630331 
DFSSY.fl P Hearings Division 02/12/23 ROSENTHAL, A S , BUCK, J H , 
KOHL, C M Atomic Safety and Licensing Appeal Panel 2pp 
16598 144 24X Fiche 50-312,02/12/23,0212300004 


■0212300007 Affidavit of S Hou re ALAB-703 Item 3 on adequacy of 
licensee in service insp program for HPI Noules C l D More 
trequent insps scheduled than schedule proposed by licensee 
on 821214 warranted Prof qualifications end 

HOU, 3 Office of Nuclear Reactor Regulation, Director 82/12/20 
3p p 16990 146 24X Fiche 50-312, 02/12/23, 0212300004 


0212300152 Memorandum 4, order directing NRC to file supplemental 
response to licensee 021214 submittal re radiographic insp 
of HPI Nojtles C & D by B30112 3 Hou affidavit is of limited 
assistants Response should focus on util insp schedule 
T0MPKIN3, B A Atomic Safety and Licensing Appeal Panel 02/13/29 
Office of the Executive Legal Director 5pp 16570 087 24X 

Fiche 50-312, 62/12/29, 6212300152 


P Operating license stage documents & correspondence 


8212170070 Forwards notice of consideration of issuance of amend to 
License DPR-5-4 re 820928 application to permit expansion of 
spent fuel storage capacity 

MINER, 8 Operating Reactors Branch 4 92/12/01 MATTIM0E,J J 

Sacramento Municipal Utility District 4pp 16460 200 24X 

Fiche 30-312,02/12/01,8212170078 


— 02 1 2170009 Notice of consideration of issuance of amend to License 
DPfl-54 re 020928 application to permit expansion of spent 
fuel storage capacity 

STOLZ, J F Operating Reactors Branch 4 02/12/01 4pp 

16400 2B4 24X Fiche 30-312,02/12/01,0218170070 


0212000110 Notification of 021216 meeting ui/BScW owners group in 
Dethesda.MD to discuss results of long-term program far 
evaluation of cracking problem in B&U plant makeup noule* 
MINER, S Operating Reactors Branch 4 02/12/03 STQLZ.J 

Operating Reactors Branch 4 3p p 16369 296 24X 

Fiche 50-312,82/12/03,0812000110 


0212140351 Forwards proposed Amend 62 to OF-R-54, c on * l * fc in g of entire 
Tech Spec s , re vi sing environ portion per EGL Cj request S< 
updating nonenviron portion to include amends approved by 
NRC as of 790713 

MATTIMOE. J Sacramento Municipal Utility District 02/12/07 
E15ENKUT, D 0 Division of Licensing ip 16402 125 24X 

Fiche 30-312, 02/12/07,8812140351 


— 8212140356 Proposed Tech Sp ecs. revi s i ng environ portion t* updating 
nonenviron portion to include amends approved by NRC as of 
79Q713 

* Sacramento Municipal Utility District 92/12/07 3S8pp 
16402 126 24 X Fiche 50-312,92/12/07,9212140331 


— 6212140363 “Rancho Seco Nuclea-r Generating Station, Offsite Dose 
Calculation Manual " 

* SacT amen to Municipal Utility District 02/10/31 77pp 
16403 077 24X Fiche 50-312,02/12/07,8212140351 


0PJ217OOO9 Concurs -w/utll conclusion that no Tech Spec changes or addl 
analyses required to support operation to 305 effective full 
power days during Cycle 5, per util 820922 & 1102 ltrs 
STOLZ, JF Operating Reactors Branch 4 B2/I2/07 MATT IMOE, J J 

Sacramento Municipal Utility District 3pp 16490 2?6 24X 

Tiche 50-312,02/12/07,0212170009 


Bl'12170319 Application for proposed Amend B7 to License DPR-54 
relocating on e fire hydrant to permit const of -new training 
Sc records bidg 

MATTIMOE, J J Sacramento Municipal Utility District 82/12/07 
CISFHHUT, D 0 Division of Licensing lp 16453 171 24X 

Fiche 50-312, 02/12/07, 9212170319 


□ 212170320 Propmed Tech Specs for Amend 67 tu License EPR-54. 
relocating one fire hydrant to permit const of new training 
<t rec ords b a d g 

* Sacramento Municipal Utility District 02/12/07 lp 
16453 i 92 24X Fiche 50-3 1 2, 02/12/07, 021 21 7031 9 


8212170110 Forwards request fur addl info & status rept re NUREG-073/, 
Itcfn II E J 1, “Auxiliary Feedwater Sy* Evaluation " 

Confirmation that required Info will be submitted by 030-114 
requested within 7 days 

STOLZ. J F Operating Reactors Branch 4 Q2/12/0B MATTIMOE, J J 

Sacramento Municipal Utility District 62pp 16478 023 24 X 

Fiche 50-312, 82/12/00, 62121701 10 


91*08190263 Generic Ltr 62-32 to all PUR licensees re potential steam 
g e n era tor-r e 1 a tBd generic requirements Forward* Ecience 
Applications, Inc draft rept re eubj requirements Comment* 
requested within 30 days nf ltr Svc li*fe end 

EISENHUTrD G Division of Licensing 02/12/09 Consolidated 
Edison Co of Mew York, Inc 29pp 16629 247 24X 

riche 50-000,02/12/09,9200190263 


0212170220 Forwards list of hook travel speeds for crane* util 
reported in response tc, NUREG-0612 Info requested by C 
Domberger of Master Svc*, Inc for evaluation of util 
response 

MATTIMOE, J J Sacramento Municipal Utility District 82/12/09 
MINOR, S Office of Nuclear Reactor Regulation, Director 2pp 
J 6462 011 24X Fiche 30-312,82/12/09,8212170220 


6212140391 Application to amend License UPFl-54, extending 18~month 
interval between normal reactor refueling* to 24 month* for 
one time only, due to shutdowns resulting from turbine rotor 
repairs It auxiliary feedwater spray header mod* 

MATTIMOE , 0 J Sacramento Municipal Utility District, 92/12/10 
8ISENHUT, D G DivUinn of Licensing 3pp 16402 110 24X 

riche 30-312,82/12/10,8212140391 


0212140401 Advise* that operability test performed on HPI6 during 
refueling outage* Monthly operability te*t conducted on 
individual p Ump * , break er i & valves Failure of integrated 
mode response considered remote 

COLOMGO, R Sacramento Municipal Utility District 82/12/10 
MINOR, S NRC - No Detailed Affiliation Given lp 16404319 24X 

Fiche SD-3121 02/12/10, 02I214O4O1 
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021 2270396 Forward* order For license mod to implement NUREG-0737, Item 
II F 2 "inadequate Core Cooling " 

eiSEUHJT. D 0 Division of Licensing 05/12/10 MATTIMOE, J J 
fjacremento Municipal Utility District 3p p 16573 349 24X 

F i ch e 50-3 1 2, 02/ 13/10. B21 2270396 


- 0212270399 Order for license mod to implement NUftEG-0737, Item II F 2* 
r ' Ina deque te Core Cooling " 

ElEEMHUT.D 0 Division of Licensing- 02/12/10 Sacramento 

Municipal Utility Dfstriet llpp 16573 353 24X 

Fiche 50-3 i 2. 82/ 12/10. B212270396 


□2121 70255 Notifies that Final rept re safety relief valve testing 
will not be completed until Mar 19S3 POflV block valve 
issue satisfies NUREO-0737. I tern II D 1. closing issue 
Qualification based on CPC 020601 submittal 

NATTIfiDE , J J Sacramento Municipal Utility District 82/12/13 
ftTOLZ/J F Operating Reactors Branch A Ip 16456 SOB 24X 
Fiche 50-312. S2/12/13i 8212 1 70255 


BP12220241 Lists reasons for delay in implementation of abnormal 
transient operating guideline < NUREG-0737, Item I C 1 ) l< 
delay in operator training as stated in 020604 response tn 
Generic Ltr 02-10 

MATTIMOE . J J Sacramento Municipal Utility District 02/12/M 
STOLZ.J F Operating Reactors Branch 4 2pp 16518 005 247 

Fiche 50-312.02/12/14.0212220241 


021 22702S5 Forwards check to cover Fees For Tech Spec waiver re 
addition to Amend 30 to License DPR-S4 

COLOMBO.fi W Sacramento Municipal Utility District 02/12/20 
CTSENHUT. D 0 Division of Licensing lp 16530 318 24X 

Fiche 50-312, 62/12/20. 8212270285 


821 229028 3 Forwards Amend 42 to License DPR- 54, safety evaluation it 
nature ef issuance fc availability Amend changes Tech Spec 
refueling interval f-rom 10 to 24 -months if outage starts on 
or before 030229 

M INER, S Operating Reactors Branch 4 82/12/20 MATTIMOE, J ,1 

Sacramento Municipal Utility District Spp 16606 249 24X 

Fiche 30-312.02/12/20.8212290293 


■0212290280 Amend 42 to License DPR-54, Chang ing Tech Spfccs for 
surveillance tests for refueling interval to 24 months 
provided refueling outage starts by B3022B Upon 1983 
startup, de f ini 1 1 on of interval expires 

STOLZ, J F Operating Reactors Branch 4 02/12/20 4pp 

166-06 254 24 X Fiche 50-312, 02/12/20,0212290283 


—8212290293 Safety evaluation supporting Amend 42 to License DPH-54 
4 Office of Nuclear Reactor Regulation, Director 92/12/20 ;>pp 
16606 258 24 X Fiche 50-312, 02/1 2/20, 02 i 22902B3 


— G242290299 Notice of issuance & availability of Amdtid 42 tn 
License DFH-54 

STOLZi J F Operating Reactors Branch 4 B2/J2/20 2pp 

16606 260 24X Fiche 50-312.02/12/20.0212290203 


0,'1220O23P Advises that current facility operation acceptable since 
reactor vessel matl irradiation Tech Specs valid for 
accumulated neutron fluence corresponding to 5 EFPY Tech 
Specs being revised to extend app J i c *b i 1 i ty period 
MATT I M0£. J J Sacramento Municipal Utility District 02/12/22 

STOLZ.J F Operating Reactors 9r*n<h 4 2pp 16562 266 24X 

Fiche 50-3 1 2, 82/ 1 2/22. 82 1 228023 3 


<i Inspection reports, IE Bulletins & correspondence 


fl .‘001902 40 IE Bulletin 82-03, Revi » i on 1, "Stress Cracking in Thick- 
Wal 1» Large-Di ameter , Sfcainl ea* Steel, Rec Ircu la tion Bya Piping 
at BWR Plants “ Svc list end 

UEYpUNO.R C Director's Office. OPfice of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New Tor*. Inc 

U2pp 16462 163 24X Fich* SO-QOO, 82/10/28, 8208 190240 


8208190245 IE Info Notice 02-42. "Defects Observed in Panasonic Model 
BOl U Model 002 Thermoluminescent Dosimeters " Svc list 
enc 1 

COD0I L 1 Division of Fuel Facilities, Materials & Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Fiche 50-000,02/11/05,0200190245 


on 2060163 Forwards IE Insp Rept 50-312/82-38 on 021001-1104 & notice 
□f violation 

STERNDERO, D Division of Resident. Reactor Project te Engineering 
Programs 02/11/16 MATTIMOE. J Sacramento Municipal Utility 

District 2pp 16313 301 24X Fiche 50-312, 82/ 11 /16. 831 20&01&3 


-0212060167 Notice of violation from insp on 821001-1104 

VCJUKQ, T Division of Resident, Reactor Project & Engineering 
Programs 02/11/16 Ip 16313 103, 24X Fiche 50-312. 02/ 1 t/16. 

6212060163 


—8212060171 IE Insp Rept 50-312/82-38 on 021001-1104 Noncomp 1 1 ante 
noted failure to log changes in plant status rept 

CANTER, H L , O'BRIEN, J P , YOUNG, T Division of Resident. Reactor 
Project 6 Engineering Programs 82/11/15 llpp 16310 101 P4 * 
Fiche 50-312, B2/i 1/16. 9212060163 


02OB19O2SJ IE Info Notice 02-44, "Clarification of Emergency Plan 
Eierciie Requirements " Svc list end 

JORDAN. E L Division of Engineering !, Quality Assurance 82/11/1 0 
Consolidated Edison Co of New York, Inc 109pp 16411 199 .'4/ 

Fiche 30-000, S2/1 1/1 B, 0200190231 


B,‘J2060 | 024 Requests arfdl in f o- oil th in 30 days, re IE Bulletin 80-1/ on 
masonry wall design 

&TOLZ, J F Operating Reactors Branch 4 82/11/22 MATTIMOE, J J 

bacramenfo Municipal Utility District 4pp 16325 324 24X 

Tiche 50-312,02/11/22.8212060024 


—0212060027 “Structural Engineering Branch Criteria for Safety -lie lat(?c 
Masonry Nall Evaluation " 

* Operating Reactors Branch 4 01/07/31 Bpp 16325 328 2*/ 

Fiche 50-31 2. 02/11/22, 8212060024 


QP12070033 Forwards order extending time within which penalties must bi 
paid or hearing requested u- Enforcement Action 02-50 
DEYOUNG. R C Director's Office, Office af Inspection and 

Enforcement 02/11/24 MATTIMOE, J J Sacramento Municipal Utility 

District 2pp 16334 306 24X Fiche 50-3 1 2. 82/ 1 1 /24 , 021 2070033 


--Q2i2070146 Order extending time within which licensee must pay civil 
penalty or request hearing on Enforcement Action 02-50 until 
30 days after Issuance of decision on request for 
recoils i dera t j on 

DEYOUNG , P C Director's Office, Office of Inspection and 
Enforcement 82/11/24 Sacramento Municipal Utility District 

2pp 16334 BOB 24X Fiche 50-312.02/11/24,0212070033 


G208J90256 IE Info Notice B2-46, "Defective * Obsolete C omb i na t i or 
Fad locks " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Lnforcement 02/11/26 Consolidated Edison Co of New York. I lie 

I 2/p p 16411 065 24 X Fiche 50-000.02/11/26,0200190256 


G.M2070277 Forwards addl info re diesel generator relays reset from 
control room for reconsideration of order imposing 
penalties Enel Qualification Evaluation Sys Corp rept to be 
attached to 821123 |tr 

MATTIMOE, J J Sacramento Municipal Utility District 02/11/29 DL 
YOUNG, R C Director's Office, Office of Inspection and Enforcement 
35pp 16339 075 24X Fiche 50-3 12. 132/ 1 1 /29, 021 2070277 


0208170257 IE Info Notice 02-47, “Transportation of Type A Quantities 
nf Non-’Fissile Radioactive Matl " Svc list end 
COBD.L I Division of Fuel Facilities, Materials *< Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 336pp 

1 6337 OSB 24/ Fiche 50-000, 82/ 1 J /30, 82001 90257 


02 J 207 O 41 O Submits results of steam generator Insp & safety evaluation 
re future plant operation On 021120, 4-5 gpm primary to 
secondary leak identified in A steam generator Deposits in 
insp lane region determined to enhance tube corrosion 
MATTIMOE, J J Sacramento Municipal Utility District 02/12/0 1 
STOLZ.J F Operating Reactors Branch 4 2pp 16336 347 24X 

Tiche 5Q-312, 02/ 12/01. 8212070410 


Qt'OBl90259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list enc I 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, liir 

4 13pp 16411 317 24X Fiche 50-000,82/12/03,0200190259 


a.''08l90261 IE Info Notice B2-40, "Failures of Agastat CR 0095 Relay 
dockets 14 Svc list one] 

JORDAN, E L Division of Engineering 6 Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 ,'4> 

Fiche 50-000,82/12/03.8200190261 


0^12070220 Informs of results of fiberscope insp of leaking steam 
generator A tube 77-2 Results dp not change 021201 
evaluation BS-U will review insp documentat i on 

MATTIMOE, J J Sacramento Municipal Utility District 82/12/03 
STOLZ.J F Operating Reactors Branch 4 Ip 16329 356 24 X 

Fiche 50-312.02/12/03,8212070220 


B2 1 2130163 Forwards IE Safeguards Insp Rept 50-312/82-39 on 821115-19 
No noncanpl iance noted Rept withheld (ref 1 0CFR2 790) 

NORDERHAUG.L R Division of Radiological Safety It Safeguards 
Program 82/12/03 MATTIMOE, J J Sacramento Municipal Utility 
District 2p p 16396 070 24X Fiche 50-3 12. 82/12/00, 0212130163 
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□IM217O301 Notifies that util unable to provide response to 021103 
i equest for addl analysis re IE Bulletin 00-04, "Main Steam 
Line DreaV ^/Continued Feedwater Addition," until 030415 
MATT1MQE,J J SacTamento Municipal Utility District 02/13/13 
STGLZ, J F Operating Reactors Branch 4 Ip 16486 120 24X 

riche 50-3 12. 02/12/13, 02 1 2 1 7030 1 


-8212030095 LER 02-O27/O3L-O on B210l2,weeU 
sys revealed presence of contamination in 
Cause undetermined Sys purged % activitie 
detectable levels Investigation underway 
COLOMBO, R W Sacramento Municipal UfciJit 
Region 5, Office of Director ip 16303 
Fiche 50-3 I 3, 82/ 1 ( /l 6, 621 2030001 


y surveillance of 
form of Xe-J33 
a reduced to below 
Rept i±i ill follow 
V District 02/11 
207 24 X 


nitrogen 


/O0 


8. '08190267 IE Info Notice 02-49, "Correction for Sample Conditions 
Air t Gas Monitoring “ Svc list enc 1 

UEiElUiJG- R C Director s Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, 

I27p#> 1&62B 191 24X Fiche 50-000,03/12/16,0200190267 


for 


Inc 


0212060294 Forwards supplemental LER B3-025/04X-1 
MATTIMOE* J J Sacramento Municipal Utility Diatr 
ENGELKEN-R H Region 5. Office of Director Ip 
Fiche 50-312,02/11/19.0212060294 


ct 92/11/19 
16312 034 24X 


3, '00190260 IE Info Notice 02-50, "Mod of Solid State AC Und ervo 1 taq e 
delays Type I TE-27 ' Svc list end 

JORDAN, E L Division of Engineering 8c Quality Assurance 82/12/20 
Consolidated Edison Co of New Vork, Inc lO0pp 16630 293 24X 

Fiche 50-000, B2/ 1 2/20, 0200 1 90268 


0312300350 Ac k receipt of 821215 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-312/02-30 
STERU8ERQ,D M Division of Resident, Reactor Project t< Engineering 
Programs 02/12/23 MATTIHOE, J J Sacramento Municipal Utility 
District ip 16594 229 24X Fiche 30-312,02/12/23,0212300350 


-'8212300353 Responds to NRC 021116 ltr re violations noted in IE Insp 
Rept 50-312/82-38 Corrective actions operators personally 
directed to comply u/alarm logging requirements in 
Adnmiatrat i ve Procedure 23, Revision 11 

MA7TIMQE, J J Sacramento Municipal Utility District 02/12/15 
ENGELKEN.R H Region 5, Office of Director 2pp 16594 230 24 X 

Fiche 50-3 1 2, 02/12/23, 0212300350 


It Periodic operating reports l related correspondence 


02 J 2060300 Supplemental LER 02-O25/O4X-1 on 
downstream m Wadselville Creek during CA 
Board review Caused by impoundment far iTr 
Analyst Instructed to sample downstream of 
COLOMBO, R U Sacramento Municipal Utility 
Region 5, Office of Director tp 16312 
Fiche 50-3 1 2, 02/1 1/ I 9, 9212060294 


820910, low o* y gen detect rd 
Water Quality 
igation purposes 
impoundment 
District 82/10/27 
035 24X 


Gf 4?3 3 on£ 2 in 0 i 8 ?~ 31 S" ®?“ ao '°"CB-th rough steam generator A developed 
4 9 <jpm leak 6 controlled shutdown commenced Event 
tormina ted on 821121 after reaching cold shutdown Followup 
i opt ui 1 1 be provided in 14 days K 

?8«5| , 2™ Z iV' a« r am,|nto Municipal Ut , 1 i t ^ Ol.tritt BS/il/31 
ENGELKENpR H Region 5, Office of Director Ip 16304 190 24/ 

Tiche 50-312* 02/11/22, 0212030062 


8P J 203009 1 PNQ-V-82-047 on 021120, steam generator tube leak occurred 
in A steam generator Noble gas release less than 17 of 
amount allowed by Tech Specs Facility will be shut down for 
appro* 4 uts 

J 5^ S ° N ' P n «9*on 5 ' Office of Director 02/11/22 Ip 16304 103 
?4X Fiche 50-312,02/11/22,0212030091 P J 


CJI’12170231 Forwards monthly operating rept for Nov 1902 

RODRIGUEZ, ft J Sacramento Municipal Utility District 82/12/07 
Director's Office, Office of Inspection and Enforcement Ip 
16462 013 24X Fiche 50-312,02/12/07,8212170231 


BP120300B4 Forwards LER B2-029/03L-0 Detailed 
MAFTIMOE. J J Sacramento Municipal Utility 
LNCELKEN, R H Region 5, Office of Director 
fiche SO-31 2, 02/ 11/24, 02 12030004 


event analysis submitted 
District 02/11/24 
2pp 16303 203 24X 


— 0212170235 Monthly operating T«pt for Nov 1982 

COLOMBO, R Sacramento Municipal Utility District 02/12/07 6pp 
L6462 014 24X Fiche 50-312,02/12/07,8213170231 


BIM2200042 Forwards resist'd monthly operating rept foT Oct 19B2 
RODRIOJCZ, R J Sacramento Municipal Utility District 02/12/13 
Director's Office, Office of Inspection and Enforcement Ip 
16474 201 24X Fiche SO- J12, 02/ 12/ 13, 8212200042 


- 8212200046 Revised monthly operating rept for Oct 1902 

COLOMBO, R Sacramento Municipal Utility District 02/11/30 Ip 
16474 202 24X Fiche 50-312-82/12/13,0212200043 


- 0212030106 LER S2-029/O3L-0 on 021026, QA dept reported that port 
ausiliary feedwater start circuit was not being tested per 
requirement* Caused by transposed requirements in Tech 
Specs Tech Specs will be amended 

CDLOMBD.R w Sacramento Municipal Utility District 02/10/26 
Region 5, Office of Director ip 16303 205 24X 

Fiche 50-31 2, 82/11/24, 0212030094 


QPJ 2060347 PNO-U-82-049 on 0211 
testing equipment on A steam 
200 dpm received Individual h 
bruises 

JOHNSON, P , YOUNG, T Region 
J6311 001 24X Fiche 50-312, 


27, employee fell 20 ft while 
generator Contamination of 
osp i tallied w/broken arm & 

5, Office of Director 02/11 
02/1 1/29,82120 6 0347 


setting 


/29 lp 


up 


2270203 Forwards Revision 1 to monthly operating rept* 
J 952 

RODRIQUEZ, R J Sacramento Municipal Utility District 
Director '* Office, Office of Inspection and Enforcement 
16530 161 24X ficho 50-312,02/12/15,0212270203 


for Apr L May 

02/12/15 

ip 


■0212270200 Revision 1 to 
COLOMBO, R Sacramento 
16530 162 24 X Fiche 


monthly operating rept for Apr 1902 
Municipal Utility District 02/04/30 
50-312, 02/12/15, 82 1 2270203 


t>pp 


V Operator Examinations 


01*12210439 Inform* that next re qua 1 ifi cation cycl 
blackout training begins after annual operator 
scheduled to b e completed by Jan 1983 
MATTIMOE, J J Sacramento Municipal Utility Dis 
STPLZ, J F Operating Reactors Branch 4 ip 
fiche 50-312,02/12/15,0212210439 


e for 
exams 

tr ic t 
16493 


* tat ion 


82/12/ 15 
126 24 X 


- U212270£91 Revision 1 to 
COLOMBO, R Sacramento 
16530 167 24 X Fiche 


monthly operating rept for May 1902 
Municipal Utility District 02/05/31 
50-312. 92/12/15, 8212270283 


5pp 


DCltKET 50-313 ARKANSAS NUCLEAR ONE, UNIT 1 
I- Security, medical, amergency 5, fire protection plans 


L» Reportable occurrences, LERs !■ 


related correspondence 


0J12O5O11O Forward* LER 02-O23/O3L-O Detailed 
MATTIf'GF, J J Sacramento Munic Jpa) Utility 
LNCELKEN, R H Region 5, Office of Director 
fiche 50-312, 02/ 1 0/06, 8212030 1 1 0 


event analysis submitted 
District 02/10/06 
lp 16303 027 P4X 


B, U070J25 Respond* to FQIA request for documents re 02000? notice qf 
violation V order imposing civil penalty Forward* App A 
documents App B documents completely withheld i Document* 

CI-C4 partially withheld (ref POJA Exemptions 3,9 f< 7) 

TELTON, J M Division of Rule* and Record* 82/11/05 MCOARRY, J M 
021 2070425^ L ‘ b *™ an 5pp 16355 003 24X Fi the 50-000,02/11/0!,, 


0212030116 LER 02-O23/O3L-O on 020909, wee k 1 y nitrogen sys surveillance 
showed Xe-133 activity Hn auxiliary bldg nitrogen header 
Cause undetermined Investigation will be conducted Followup 
rept on cause & corrective actions will be provided 
-COLOMBO, R W Sacramento Municipal Utility District 82/10/06 
Region 5, Office of Director lp 16303 020 24 X 

Fiche 50-312,92/10/06,0212030110 


11212030031 Forward* LER 82-027/03L-Q Detailed event analysis submitted 
MATTlMOFrJ J Sacramento Municipal Utility District 02/11/16 
HJOELKEN, R H Region 5, Office of Directoi lp 16303 206 24X 

fiche 30-312. 02/ !i/ 16, 8212030001 


- 0212070473 Concludes that all Region 4 licensee* in com 
deadline for implementation of prompt notification sy 
COLLINS, J T Region 4, Office of Director 02/02/01 
Division of Emergency Preparedness 2pp 16355 104 
Fiche 50-000,82/11/05,8212070425 


lance w/020201 

GRIMES, fl K 
24X 


D2120B0074 Releases public 
I 1 roc edure 

FELTON, J M Division of 
Management Branch lp 
02 12000074 


version of revised emergency plan 

Rule* and Records 02/12/01 Document 
16367 105 24X Fiche 80-31 3, 82/ 12/0 i , 
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'"02 1 2080082 Forwards public version of Revision 4 to Emergency Plan 
Procedure 1*703 30.. "Plant Evacuation 41 Receipt form enc 1 
* Arkansas Power lc Light Co 02/11/12 WRC - No Detailed 

Affiliation Given Ip 16367 106 24X Fiche 50-313,02/12/01, 

021 20S0074 


'-8212080085 Public version of Revision 4 to Emergency Plan Procedure 
1903 30, "Plant Evacuation " 

* Arkansas Power & Light Co 32/il/Jl 3pp 16367 167 24X 

Fiche 50-313, 62/12/01. Q21 20B0074 


6212090311 Forwards emergency operations facility (EOF) summary info, 
per 0 Vissing 821203 request & Generic Ltr 62-10 Const of 
permanent backup EOF completed 

MARSHALL, Jfi Arkansas Power t Light Co 82/12/06 5T0LZ, J F 
Operating Reactors Branch 4 CLARK. R A Operating Reactors Branch 
3 2pp 16365 127 24) C Fiche 50-313,82/12/06,8212090311 


0212100380 Releases public version of revision to emergency plan 
implementing procedure 

FELTON. J M Division Of Rules and Records 02/l2/'O7 Document 

Management Branch tp 16389 224 24X Fiche 30-313,02/12/07, 

82 12100330 


— 0212100305 Forwards public version of Revision 3 to Emergency Plan 
Implementing Procedure 1903 60, "'Emergency Supplies U 
Equipment 11 Receipt form end 

* Arkansas Power lc Light Co 82/11/29 NRC - No Detailed 
Affiliation Given Ip 16339 225 24X Fiche 50-31 3, 82/ 1 2/07. 

B2 1 2100380 


— 3212100394 Public version of Revision 3 to Emergency Plan Implementing 
Procedure 1903 60, "Emergency Supplies & Equipment " 

LEVINE, J M Arkansas Power & Light Co 02/11/26 75pp 
163 3 9 226 24X Fiche 50-313,82/12/07,8212100300 


8^12150272 Releases public version of at k of receipt of licensee ltr 
transmitting amend to emergency plan 

FELTON, J M Division of Rules and Records 02/12/08 Document 

Management Branch Ip 16446 276 24X Fiche 30-313,02/12/0 0, 

0212150272 


— 0212150280 Submits public version of ad of receipt of licensee 02002/ 
ltr transmitting Amend 3 to emergency plan Info re 
compliance w/requ 1 rements of 1GCFR50 54(t) re annual review 
f< audits of emergency plan requested 

£EI£)LE,WC Division of Resident* Reactor Project & Etigineermq 
Programs 02/11/24 CAVANAUGH, W Arkansas Power & Light Co 
2pp 16446 278 24X Fiche 50-313, 92/1 2/ 08, 021 21 S0272 


'-82I21502EB Forwards public version of transmittal of Amend 5 to 
emergency p lan, incorporating both State of AR tc In-house 
co*- 7 ient* W/o end 

MARSHALL, J R Arkansas Power t Light Co 82/08/27 COLL INS, J 
Office of Nuclear Regulatory Research, Director DENTON.H R 
Office of Nuclear ReactoT Regulation, Director 2pp 16446 280 
24 X Fiche 50-313,02/12/00,0212150272 


01*12160542 Forwards draft safety evaluations of util request* for 
exemptions from fire protection of safe shutdown capability 
& of safe shutdown capability in event of fire Proposed mods 
will be reviewed in 1983 Conf ir matlon of 821111 ltr needed 
CLARK, R A Operating Reactors Branch 3 0TDLZ, J F Operating 
Reactors Branch 4 82/12/00 CAVANAUGH, U Arkansas Power & Light 

Co 57pp 16447 125 24X Fiche 50-313.92/12/00,0212160542 


BP121A0772 Releases public version of change to Revision 3 to emergency 
plan implementing procedure 

f ELTON, J M Division of Rules and Records 02/12/10 Document 
Management Branch ip 16464 160 24X FI ch e 50-313, 02/12/1 0. 

0212160772 


— 0212160782 Forward* public version of Permanent Change PC-1 to Revision 
3 to Emergency Plan Implementing Procedure 1903 22, "Fire 
or Explosion “ Revised index end 

LEVINE. JM Arkansas Power ft Light Co 02/11/30 NRC - No 
Detailed Affiliation Given lp 16464 161 24X 

Fiche 50-313, 92/12/10, 8212160772 


— 0212160707 Public version of Permanent Change PC-1 to Revision 3 to 
Emergency Plan Implementing procedure 1903 22, "Fire or 
Explosion " 

a Arkansas Power & Light Co 02/11/29 3pp 16464 162 24X 

Fiche 50-313.02/12/10,8212160772 


07I217OD12 Releases public version of change to revised emergency plan 
implementing procedure 

FELTON, J H Division of Rules and Record* 02/12/10 Document 
Management Branch lp 16400- 299 24X Fiche 50-313*02/12/10. 

3212170012 


-”8212170010 Forwards public version of Change PC-I to Revision 2 of 
Emergency Plan Implementing Procedure 1903 24, "Oil Spill 
Prevention Control 6 Countermeasure Plan '* 

* Arkansas Power & Light Co 02/11/30 NRC - No Detailed 

Affiliation Given lp 16400 300 24X Fiche 90-313.82/12/10, 

8212170012 


— 0212170025 Public version of Change PC-1 to Revision 2 of Emergency 
Plan Implementing Procedure 1903 24, "Oil Spill Prevention 
Control 6 Countermeasure Plan " Revision Index end 
* Arkansas Power 6 Light Co 82/11/29 3pp 16480 301 24X 

Fiche 50-31 3, 02/12/10, 02121 700 12 


0P1217O445 Releases public version of changes to revised emergBnry 
plan implementing procedure 

FELTON, J M Division of Rules and Records 02/12/10 Document 

Management Branch lp 16470 161 24X Fiche 50-313,02/12/1 0. 

0212170445 


--B212170448 Forwards public version of Change PC-2 to Revision 1 of 
Emergency Plan Implementing Procedure 1903 61, 

"Communi-cat Jon* Equipment Tests " 

* Arkansas Power h Light Co 82/11/30 NRC - No Detailed 

Affiliation Given lp 16478 162 24X Fiche 50-313,82/12/10, 

0212170445 


—0212170453 Public version of Change PC-2 to Revision I of Emergency 
Flan Implementing Procedure 1903 61, "Communi ca t i on s 
Equipment Teats " 

LEVINE, J M Arkansas Pnu/er lc Light Co 82/11/29 2pp 
16478 163 24X Fiche 50-313, 05/12/ 10, 821 21 70445 


0212210508 Releases public version of Revision 2 to Emergency Plan 
Procedure 1903 01 

FELTON, J M Division of Rules and Records 02/12/10 Document 
Management Branch lp 16502 352 24X Fiche 50-313,02/12/10, 

8212210503 


— 8212210514 Forwards public version of Permanent Change PC-2 to Revision 
2 to Emergency Plan Procedure 1903 OJ, "0 r gan i i a 1 1 on It Use 
of Emergency Plan Implementing Procedures " Revised index 
enc I 

LEVINE, J M Arkansas Power t Light Co 02/11/30 NRC - No 

Detailed Affiliation Given lp 16502 3 33 24X 

Fiche 50-313, 02/12/10, 8212210508 


—0212210521 Public version of Permanent Change PC-2 to Revision 2 to 
Emergency Plan Procedure 1903 01, "Organi lati on It Use of 
Emergency Plan Implementing Procedure* " 

» Arkansas Power 6 Light Co 02/1 J/19 ip 16502 354 24X 

Fiche 50-31 3 , 02/ 12 / 10 , 8212210500 


6? 12220031 Releases public version of revised emergency plan procedure 
FELTON, J M Division of Rules and Records 82/12/10 Document 
Management Branch lp 16529 152 24X FI che 50-313, 02/12/10, 

0212220001 


— 0212220002 Forwards public version of Change PC-3 to Revision 4 of 
Emergency Plan Procedure 1903 43, “Duties of Emergency 
Radiation Team " Revised index end 

# Arkansas Power 6 Light Co 82/11/30 NRC - No Detailed 
Affiliation Given Ip 16529 153 24X Fiche 50-313,05/12/10, 

8212220001 


■8212220004 Public version of Change PC-3 to Revision 4 of Emergency 
Plan Procedure 1903 43, "Duties of Emergency Radiation 
Team M 

« Arkansas P-ower It Light Co 82/11/19 3pp 16529 154 24X 

Fiche 50-313,82/12/10,8212220001 


0^12290224 Discusses util 820701 response documenting results of review 
of fire iones fof compliance w/ 10CFR50 40 !< App R Alternate 
shutdown capability would be provided by cross-feed between 
Units 1 & 2 Special entry for G valves will not be made 
MARSHALL, J R Arkansas Power b Light Co 82/12/10 EISENHUHD 0 
Division of Licensing lp 16562 176 24X Fiche 50-313,82/12/10, 

02 12280224 


0? 1 2210526 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 05/12/13 Document 
Management Branch lp 16502 316 24X Fiche 50-313, 82/12/1 3, 

021321 0526 


—0212210934 Forward* public version of revised emergency plan 
impl emenfcing procedures, including Procedures 1903 31 re 
exclusion area evacuation It 1904 03 re auxiliary bldg 
ventilation exhaust emergency radiation monitor 
a Arkansas Power It Light Co 82/12/06 NRC - No Detailed 
Affiliation Given 4pp 16502 317 24X Fiche 50-313,02/12/13, 

82 1221 0526 
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- -8212210539 Public version of revised emergency plan implementing 
procedural including Procedures 1903 31 re exclusion area 
evacuation it 1904 03 re auxiliary bldg ventilation exhaust 
emergency radiation monitor 

LEVINE. J H Arkansas Pouier ft Light Co 02/12/03 23pp 
l A 502 321 24X Fiche 5o-31 3, 02/ 1 2/ 1 3, B21 2210526 


t£'|2E3GtS2 Releases public version of revised nuclear contingency plan 
pr oc edure 

FELTON. J M Division of Rules and Records 02/12/15 Document 

Management Branch lp 16543 279 24X Fiche 50-313,02/12/15, 

G21 2230 152 


— 8212230165 Forwards public version of Revision 1 to Nuclear Contingency 
Plan Procedure 9, "Emergency Response Support " 

MARSHALL. J R Arkansas Power & Light Co 82/12/10 COLLINS, J T 
Region 4. Office af Director EISENHUT, D G Division of 
Licensing lp 16543 200 24X Fiche 50-313,02/12/15,0212230152 


--CJ21 2230 172 Public version of Revision I to Nuclear Contingency Plan 
Procedure 9, "Emergency Response Support " 

* Arkansas Power ft Light Co 62/11/15 86pp 16343 292 24X 

Fiche 50-313,02/12/15,8212230 1 52 


P Operating license stage documents ft correspondence 


GPI 2060492 INTERIM RELIABILITY EVALUATION PROGRAM ANALYSIS DF THE 
ARKANSAS NUCLEAR GNE-UNIT 1 NUCLEAR POWER PLANT Appendices 
A-D Docket No 50-313 (Arkansas Power And Light Company! 

KOLB, G J Sandia Laboratories NUREO/CR-2707 V02 82/10/31 

Division of Risk Analysis 1091pp 16340 294 24X 

riche 50-313.02/10/31.9212060492 


8P i 2030 1 69 Forwards info re NUREG-0737, Item I I B 3, "Post-Accident 
Sampling Sys," in response to NRC 020701 request Grab sample 
i>ys utilized as backup to online sampling ays 

MARSHALL, J R Arkansas Power ft Light Co 02/11/24 CLARK, R A 
Operating Reactors Branch 3 STOLZ, J F Operating Reactors Branch 
4 ]2pp 16306 254 24X Fiche 50-313,02/11/24,0212030169 


□£* L 2060262 Requests extension until 830228 to respond to NRC 020921 
request for Tech Spec revision re snubber surveillance 
Extension needed to review implications of ANSI /ASME 
HM4- 1982 

MARSHALL, J R Arkansas Power ft Light Co 02/11/26 STQLZ.J F 
(jperating Reactors Branch 4 CLARK, R A Operating Reactors Branch 

3 2pp 16312 272 24X Fiche 50-313,82/11/26,0212060262 


□;'12060333 Requests extension to 830228 for submittal of App I 
> p v l s ions 

MARSHALL, J R Arkansas Power ft Light Co 82/11/30 ST0 lZ,J F 
•Operating Reactors Branch 4 CLARK, R A Operating Reactors Branch 
3 2pp 16312 190 24X Fiche 50-313,02/11/30,0212060303 


0IP12O7O2S4 Forwards summary of analysis of pressuriier safety ft relief 
valve discharge piping, as required by NUREG -0737, I tern 
I J 03 Piping stresses ft support loads do not meet code, 
h ouever , pip ing ft valves will remain operable 

MARSHALL, J R Arkansas Power ft Light Co 02/11/30 STQLZ.J T 
Operating Reactors Branch 4 CLARK, R A Operating Reactors Branch 
3 4pp 16343 195 24X Fiche 50-313,82/1 1/30,0212070204 


■QP122I0013 Forwards SER on NUREO-0737, Item II A 2 1, "Upgraded Reattor 
Operator ft Senior Reactor Operator Training" ft Item If B 4, 

"Training for Mitigating Core Damage 11 Item* resolved 
STOLZ, J F Operating Reactors Branch 4 CLARK, R A Operating 
ffeactor s Branch 3 02/12/01 CAVANAUGH, W Arkansas Power ft Light 

to epp 16543 221 24X Fiche 50-313,02/12/01, 0212210013 


0^12210010 Discusses util request for changes to Tech Specs re steam 
line break instrumentation ft control sys setpoints Schedule 
for resolving listed concerns requested within 10 days of 
receipt of ltr 

STOLZ.UF Operating Reactors Branch 4 82/12/06 CAVANAUGH, W 

Arkansas Power ft Light Co 2pp 16502 361 24X 

fiche 50-313,82/12/06,9212210010 


31/L21OO480 Requests confirmation on failures re cote flood tanks 
bubitii tta I on NUREG-0737, 1 tem II K 3 17, "ECCS Outages,'' 
did not specifically identify failures 

8T0lZ,JF Operating Reactors Branch 4 82/12/00 CAVANAUGH, W 

Arkansas Power ft- Light Co 2pp 16309 056 24X 

Pic he 50-313, 02/12/00,8212100488 


G»'0£H90263 Generic Ltr 62-32 to all PUR licensees re potential steam 
qenerator-rel afced generic requirements Forwards Science 
Applications, Inc draft rept re subj requirement* Comments 
requested within 30 days of ltr Svc list end 

EISENHUT, DG Division of Licensing 02/12/09 Consolidated 
Edison Co of New York, Inc 29pp 16629 247 24X 

Fiche 50-000, 82/12/09, 8200 1 90263 


8212170113 Responds to NRC 821109 ltr re MURE G/CR -2707. "Interim 
Reliability Evaluation Program Analysis of AR Nuclear One 
Unit l " Addl mods to facility design or operation heyond 
mods underway not required 

MARSHALL, V R Arkansas Power ft Light Co 82/12/09 STOLZ, J F 
Operating Reactors Branch 4 2pp 16450 303 24X 

H c he 50-313, 02/12/09, 8212170113 


0^12270421 Forwards order foT mod of 1 1 c arts as » requ i r i hg installation 
of inadequate core cooling instrumentation sys conforming w/ 
NUREG-0737, Item II F 2 

EISENHUT, DG Division of Licensing 82/12/10 CAVANAUGH, U 
Arkansas Power ft Light Co 2pp 16572 330 24X 

Fiche 50-313,92/12/10,921227042 1 


--B212270427 Order for mod of licenses requiring installation of 
inadequate core cooling Instrmentat i on sys conforming u> / 
NUREG-0737, Item II F 2 Checklist for review of sys encl 
EISENHUT, D O Division of Licensing 82/12/10 Arkansas Power 
ft Light Co llpp 16572 332 24X Fiche 50-313,02/12/10, 

0212270421 


GP1 2290022 Responds to 021130 ltr requesting extension of response 
date re App I submittal to B3022B Delay acceptable 
CLARK, R A Operating Reactors Branch 3 ETOLZ,J F Operating 
Reactor* Branch 4 02/12/14 CAVANAUGH, W Arkansas Power ft Liqht 

Co 2pp 16607 181 24X Fiche 50-313,02/12/14,0212290022 


Qi‘12220515 Requests remittance of add! sum for 021105 application for 
spent fuel pool expansion 

MILLER, WO License Fee Management Branch 82/12/15 CAVANAUGH, W 
Arkansas Power ft Light Co 2pp 16323 027 24X 

fiche 50-313,02/15/15,0213320515 


02122BO3O7 Application for amend to License DPR-51 , propos i ng change to 
Tech Spec 4 IB re steam generator tubing surveillance to 
assure that known problem areas are adequately inspected 
Class III amend fee encl 

GRIFFIN, J fl Arkansas Power ft Light Co 32/12/17 STOLZ. J F 
Operating Reactors Branch A 4pp 16561 006 24X 

fiche 90-313,02/13/17,0213300307 


•0312200309 Proposed Tech Gpec 4 IB re steam generator tubing 
survei i lane e 

* Arkansas Power ft Light Co 02/13/17 5pp 16561 090 24X 

Fiche 50-313,02/12/17,0212280307 


0 Inspection reports, IE Bulletins ft correspondence 


8308190240 IE Bulletin 02-03, Rev l s i on 1, "Stress Cracking in Thick- 
Wall p Larg e-Di ameter , Sta i n 1 est 0 tee 1 , Rec i rcu 1 a ti on Sys Piping 
at QWR Plants " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Fnforcement 82/10/28 Consolidated Edison Co of New York, Inc 

I 12pp 16462 163 24X Fiche 30-000, 02/10/20, 02OBJ 90240 


Gr’OB 1 9024 5 IE Info Notice 32-42, "Defects Observed in Panasonic Model 
801 ft Model B02 Thermoluminescent Dosimeters " Svc list 
unci 

CORO, L I Division of Fuel Facilities, Materials ft Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 34X Fiche 50-000, 92/1 1/05, 03OB 190245 


021231024-5 Forward! IE Irsp Repts 90-313/82-21 ft 90-360/92-10 on 
820002-06 No noncomp 1 ia he c noted 

3EIDLE, W C Division of Resident, Reactor Project ft Engineering 
Program* 02/11/09 CAVANAUGH, W Arkansas Power ft Light Co 2pp 
16483 317 24X Fiche 50-313,83/11/05,0212210249 


- 021221 0250 IE ln*p Repts 50-313/02-21 ft 50-360/02-19 on B20B02-06 No 
none amp liance noted Major areas Inspected licensee action 
on previous in*p f lnd ings, pro cedures re vi eu qua Hf i ca tion ft 
exposure control 

DAER, R , WILDORN, L , HDLLEV. W Division of Resident, Reactor 
Project ft Engineering Program* ©2/10/20 29pp 16483 319 24X 

Fiche 50-313,95/11/03,8212210249 


02 1 2140491 Forward* addl info re IE Bulletin 82-02, c larify ing 020929 
commitments Results of matl review to determine number of 
leaks on bolted closure* listed 

MARSHALL, U R Arkansas Power ft Light Co 82/11/09 COLLINS, J T 
Region 4, Office of Director 5pp 16403 395 34X 

Fiche SO-313, 92/11/09, 8212140481 


0200190251 IE Info Notice 92-44, "Clari f i cati on of Emergency Plan 
Fxercise Requirements " Svc list encl 

JORDAN^ E L Division of Engineering ft Quality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche- 50-000, 02/11/10. 820919Q2S1 
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0300190256 is Info Notice 02 -46, "Defective ft Obsolete Combination 
Pad locks “ Svc list end 

OEYOUN0, R C Director'* Office/ Office of Infection end 

Enforcement 02/11/26 Consolidated Edison Co of New York/ Inc 

I37pp 16411 063 24X Flche 50-000/ 82/1 1 / 26/ 0200 J 90256 


0209190257 IE Info Notice 02-47/ -'Transportation of Type A Quantities 
of Non-pissile Radioactive Mat! " Svc list end 
C08B/L I Division of Fuel Facilities. Materials & Safeguards 
02/11/00 Consol idated Edison Co of New York. Inc 356pp 
16807 02 & 24X FI che 50-000/82/11/30.0200 1 90257 


0212060087 Forward* response to NRC 920914 request fpr add! info re 
inservu# insp of reactor coolant pump flywheels Util 82O0IB 
1 tr requested acoustic emission insp as alternative to 
ultrasonic testing method 

MARSHALL* J R Arkansas Pouir ft Light Co 82/11/30 ST0L2,J F 
Operating Reactors Branch <4 I3pp 16316 108 24X 

Fiche 30-213, 02/1 1/30*0212060087 


0PO9S9O259 IE Bulletin 82-04, ‘‘Oe f ieiencies in Primary Containment 
Electrical Penetration Assemblies *' Svc list end 
UEYQUNO/R C Director's Office* Office of Inspection and 

l-nforcement 02/12/03 Cons »1 1 dat ed Edison Co of N*u> York* Inc 

J 13pp 16411 317 24/ Fiche 50^000. 03/12/03*8200190259 


8200170261 IE Info Notice 82-49. "Failure* of Agastat CR 0075 Relay 
Cjocket* •' Svc list end 

JORDAN. E L Division of Engineering ft duality Assurance 02/12/03 
Consolidated Edison Ca of New York* ln c J 10pp 16462 064 24x 

Fiche 30-000,82/12/03*0208190261 


0200190367 IE Info Notice 82-49* "CoTTee tion for Sample Conditions for 
Air ft Ga* Monitoring " five list enc 1 

DEYGUN-Q/ R C Director'* Office/ Office of Inspection and 

£ nf oreidient 02 / 12/16 Consolidated Edison Co of New York, Inc 

I27pp 16620 191 24X Fi Che: SO-OOO* 02/12/16, 02081 90267 


B2I2280307 Application for amend to License DPH-3J . p ropos i ng change to 
Tech Spec 4 10 re steam generator tufting surveillance to 
assure that known problem areas are adequately inspected 
Class Mi amarni f*U &<\cl 

GRIFFIN, J M Arkansas Power it Light Co 82/12/17 STOLZ, J F 
Operating Reactor*. Branch 4 4pp 16361 006 24X 

Fiche 50-313, 82/12/17* 8312200307 


— 021228Q3O9 Proposed Tech Spec 4 18 re steam generator tubing 
survsjllam; e 

* Arkansas Power 6 Light Co 02/12/17. 5pp 16561 090 24/ 

Fiche 50-313, 82/ 15T/1 7. 0212200307 


8208190260 IE Info Notice 02-50, "Mod of Solid State AC tlnd ervo 1 tag e 
Relays Type ITE-27 " five list end 

JORDAN* E L Division of Engineering ft Quality Assurance 02/12/20 
Consolidated Edison Co 0 f New York* Inc lOBpp 16628 293 24X 

Fiche 50-000. 62/12/20, 02001 9026S 


82.12290192 A-ck receipt of Q21 105 Itr informing NRC of steps taken to 
corrects deviation noted in IE Insp Repts 50-313/82-19 ft 
00-363/82-16 

3EIDLE. w C Division of Resident* Reactor Project ft Engineering 
Programs 02/12/23 CAVANAUGH* W Arkansas Pouior ft Light Co ip 
1 6570 132 24X Fiche 90-313*02/12/23.021229019 2 


— 0212290198 Respond* to NR-C 821007 Itr re deviation noted in IE Insp 
Repts 90-313/82-19 ft SO-368/02-|6 Corrective actions environ 
qua! i f i cat! on info submitted in 020729 ft 0013 ltrs 
Commitment tracking sys implemented 

MARSHALL, J fl Arkansas Power 6 Light Co 32/11/05 5EIPLE, H C 
Division of Resident* Reactor Project ^Engineering Programs iipp 
16578 133 24X Pick* 50-31 3r B2/J 2/23. 02 12290192 


R Periodic operating reports ft related correspondence 


9212290168 Forwards luppl to "Annual Environ Monitoring Rept, 1981 " 
MARSHALL/ J R Arkansas Power ft Light Co 82/11/12 COLLINS/ J T 
Region 4, Office of Director Ip 1 6502 1 0J 24X 
Fich* 50-313*82/11/12*0212270160 


-0212290171 8uppl to "Annual Environ Monitoring Rept* 1901 " 

* Arkansas Power ft Light Ca 82/11/12 15pp 16502 182 24X 

Fiche' 50-313, 02/1 i/12, 0212290168 


0212290194 Forward* monthly operating rept for Oct 1902 

MARSHALL* J R Arkansas Power ft Light Co 02/11/15 HALLER, N M 
Management Information Branch lp 16970 140 24X 

Flthe 50-313, S3/U /IS* 8X1 2290 194 


— 0212270196 Monthly operating rept for Get 1982 

OERTSCH/A J Arkansas Power ft Light Co 82/11/15 9pp, 
16579 141 24 X Fi the, 50-313, 02/1 1/15/ 0212290194 


S Reportable occurrences, LEffs ft related correspondence 


0212030097 Advises that historical documentation re LER 02-O18/O3L-O m, 
821 1 19, concerning fire barrier penetrations , dlffi cul t to 
retrieve Info will be provided by 021220 

MARSHALL, J R Arkansas Power ft Light Co 02/11/19 SEIDLE, W C 
Region 4/ Office of Director lp 1 6304 1 10 24X 

Fiche 50-313* 02/J 1/19, S2 12030077 


0212100254 PNO- 1 V-02-044 on 021203, normal phone communication lost dup 
to local flooding caused by heavy rains ft severe weather 
Backup radio communications feasible from elevated ground 
northwest of Little Rock Add! heavy ram possible 

SEJDLFiW C , QAGLIARDO, J £ Region 4/ Office of Director 82/12/03 

2pp 16376 127 24X Fiche 50-313,02/12/03/8212100254 


0212210166 Forwards LER 02-024/ 03L-0 

MARSHALL, J R Arkansas Power ft Light Co 82/12/06 SEIDLE, U C 
Division of Resident. Reactor Project ft Engineering Programs lp 
16483 017 2 4X Fiche 50-313,02/12/06,8212210166 


—8212210169 LER 02-O24/O3L-O Q n 021104. at 60X power, control rod drive B 
«c breaker failed to trip Caused by latch adjusting screw 
being improperly adjusted Breaker replaced 

MARSHALL, J FI Arkansas Power ft Light Co 82/12/06 Region *>* 

Office of Director lp 16403 010 24X Fiche 50-313, 02/1 2/06. 

0212210166 


BP1 2270143 LER 82-030/01 T-0 on 021214, five tubes in onee-through steam 
generator B fi>und w/greater than or equal to 4D7. through- 
wall indication* during expanded testing program Further 
info will be provided in followup rept 

LEVINE, J M Arkansas Power ft Light Co 02/12/13 COLLINS, J T 
Region 4/ Office of Director 2pp 16538 338 24X 

riche 50-313, 02/12/13, 0212270 1 43 


8212290486 LER 82-Q31/01T-0 plugs found installed in two reactor bldg 
transmitter sensing input ports, rendering input to 
engineered safety actuation sys analog channel outside 
Tech Spec limit Cause not stated 

LEVINE, JM Arkansas Power ft Light Co 02/12/16 COLLINS, J 
Region 4, Office of Director 2 pp 16583 263 24X 

Fiche 50-313,82/12/16,8212290406 


8212280345 PNO- 1 V-82-049 ports on two transmitters found blacked 
u/brass pipe plugs Transmitter provided signal to one of 
three safety thannel* Licensee conducting investigation 
J0HN5DN.MD , CALLAN. L J Region 4, Office of Director 02/12/20 
lp 16561 051 24 X Fiche 50-313,02/12/20,8212200345 


8212290321 Responds to 021010 Itr requesting addl info re fire barrier 
penetration *eals per LER 82-0 1 8/03L-0 All penetrations ft 
conduits properly sealed 

MARSHALL , J R Arkansas Power ft Light Co 82/12/20 BE I DUE, W C 
Division of Resident, Reactor Project ft Engineering Programs 3pp 

16589 154 24X Fiche 90-313,02/12/20,0212290321 


8*12290210 PND- I V-02-OSO while in refueling outage, spec la I insp fount) 
cracked thermal shield bolts During replacement of bolts, 
bolt heads found separated from bolts Bolts to he replaced 
w/ecc up tab 1 e fasteners 

JOHNSON, W D , CALLAN, L J Region 4, Office of Director 82/ 12/21 
Ip J6S78 201 24X Fiche 50-313,82/12/21, 0212290210 


DOCKET 50-315 DONALD C COOK NUCLEAR POWER PLANT. UNIT I 


r Security* medical/ emergency ft fire protection plans 


8T*1206D009 Forwards IE Emergency Preparedness Insp Repts 5D-315/B2-1B ft 
90-316/82-18 on 821020-22 Discussion of excessive weaknesses 
rnc I 

HIND, J A Division df Emergency Preparedness ft Operational Support 
82/11/15 DOLAN, J E American Electric Power Service Corp 
DOLAN, J E Indiana ft Michigan Electric Co 3pp 16313,336 24X 

Fiche 50-315,02/11/19.0312060009 


— '0212060017 IE Emergency Preparedness Insp Repts 50-315/82-18 ft 
50-316/62-10 on 821020-23 Np noncompliance noted Major areas 
inspected emergency preparedness exercise involving 
obiervation of key functions ft locations 

PL0SKI/T J . SMITH* M J , AXELSON, W L Division of Emergency 
Preparedness ft Operational Support 02/11/10 32pp |6313 339 
24X Fiche 50-315, 02/11/15,8212060009 


8212010033 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 02/11/24 Document 
Management Branch Ip 1628? 106 24X Fiche 50-315,03/11/24, 

82 1201 0033- 
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--8212010037 Forwards public version of revised emergency plan 
irtp 1 ementing procedures , inc lud 1 ng Procedures PMP 2000 
EPP Oil re natural emergency guidelines & PMP 2002 EPP 009 
re (rairit of emergency plan procedures Receipt form end 
* Indiana At Michigan Electric Co 62/11/16 GRIMES, B NRC - No 
Detailed Affiliation Given lp 16289 107 24 X 

Pi c he 50-315,02/11/24,0212010033 


'-B212010039 Public version of revised emergency plan implementing 
procedures, inc lud ing Procedures PMP 2000 EPP Oil re natural 
emergency guidelines & PMP 2002 EPP 009 re maint of 
emergency plan procedures 

« Indiana 6 Michigan Electric Co 02/11/16 23pp 16209 100 
24X Fiche 50-315,02/11/24,6212010033 


BP 120 00099 Releases public version of Tevisod pages to emergency plan 
procedures index 

FELTON, J M Division of Rules and Records 02/12/02 Document 

Management Branch lp 16367 190 24X Fiche 30-315,82/12/02, 

0212000009 


-8212080091 Forwards public version of revised Pages 6-13 to 
emergency plan procedures index re list of exhibits Receipt 
form end 

■9 Indiana A Michigan Electric Co 62/11/23 GRIMES, B NRC - Nn 
Detai led Affiliation Given Ip 16367 191 24X 

Fiche 50-315,82/12/02.6212000069 


-0212080096 Public version of revised Pages 6-13 to emergency plan 
procedures index re list of exhibits 

« Indiana 6 Michigan Electric Co 62/11/23 8pp 16367 192 
24 X Fiche 30-315,82/12/02,6212080009 


GP12150323 Releases public version of revision to emergency plan 
implementing procedures 

FELTON . J M Division of Rules and Records 02/12/07 Document 

Management Branch Ip 16446 219 24X Fiche 50-313, B2/12/07 P 

0212150323 


-D21Z150329 Forwards public version of Revision 1 to Emergency Plan 
Implementing Procedure PMP 2000 EPP 014. "Personnel Injury" 

At Revision 1 to PMP 2001 EPP 008, "Emergency Medical Plan 
Guidelines " Receipt form end 

■* Indiana A Michigan Electric Co 02/12/01 GRIMES, B NRC - No 
detailed Affiliation Given Ip 16446 220 24X 

Fiche 90-31 5, 02/12/0/, 8212150323 


- -0212) 50335 Pub 1 ic version of Revision I to Emergency Plan Imp lemon tiny 
Procedure PMP 2000 EPP 014, "Peisannel Injury" & Revision 1 
to PMP 2001 EPP 000, "Emergency Medical Plan Guidelines " 

* Indiana A, Michigan Electric Co 02/12/01 12pp 16446 222 
24X Fiche 50-313,02/12/07,0212150323 


G21216Q301 Forwards proposed Tech Spec Page 6-il for performing audits 
of emergency preparedness programs A safeguards contingency 
plans (security plan), in response to Generic Ltrs 02-17 A 
tf2~23 

HUNTER. R S Indiana A Michigan Electric Co 82/12/09 DENTON- H Ji 
Office of Nuclear Reactor Regulation, Director 2pp 16446 141 
VAX Fiche 50-319,82/12/09,8212160001 


-0212160002 Proposed Tech Spec Page 6-11 for performing audits of 
emergency preparedness programs A safeguards contingency 
plans (security plan) 

# Indiana A Michigan Electric Co 02/12/09 3pp 16446 143 
24X Fiche 50-313,82/12/09,0212160001 


62)2220306 Discusses layout of communications equipment required in 
control room, onsite technical support c tr A near-site 
emergency operations facility 

KEPPLER, J 0 Region 3, Office of Director 02/12/16 
C orr-inonw ea 1 th Edison Co 3pp 16503 351 24X Fiche 30-000,02/12/16, 

US 1 2220306 


J Insurance A indemnity information 


0212100253 Forwards Endorsement 41 to HAELU Policy MF-79, Endors ement 
51 to NELIA Policy NF-206 A Endorsements 10 A 9 to NELIA 
Hinders EB-64 A EB-45, respective 1 y 

ALEX ICH, M P American Electric Power Service Corp 82/12/07 
DENTON.HR Office of Nuclear Reactor Regulation, Director 0pp 
16376 117 24X Fiche 50-315,82/12/07,0212100253 


82)2290213 Forwards Endorsements 5S to NELIA Policy NF-206J 45 to 
MAELU Policy MF-79i 1 , 2. 3 A 4 tq NELIA Pol tcy N-64* 1 , 2, 3 A 
A to MAELU Policy M-64i 1, 2, 3 A 4 to NELIA Policy N-4S A 
J, 2,3 A 4 to MAELU Policy M-45 

BUCKLES, J Marsh A McLennan, Inc , M A M Nuclear Consul tants, Inc 
Div 62/12/22 SALTZKAN, U Assistant Director for State A Licenser 
Relations 43pp 16578 089 24X Fiche 90-315,82/12/22,0212290213 


P Operating license stage documents A correspondence 


8212020002 Notification of 021202 meeting w/util A Enon in Qethcsda, 
HD to discuss outstanding questions on Exxon analysis method 
far Cycle 4 reload 

WIGOINTON, D Operating Reactors Branch 1 02/11/24 VARGA, S A 

Operating Reactors Branch 1 2pp 16317 083 24X 

Tiche 50-315,82/11/24,8212020002 


G?I 2030125 Follows up 021014 1 fcr re emergency request for relief from 
lech Spec 3 5 2 on safety injection pump operability 
i equ irementa Repairs to south safety injection pump 
completed A pump returned to operable status on 021016 
HUNTER, R S Indiana A Michigan Electric Co 82/11/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 16303 310 
/4X Fiche 50-319,02/11/29,8212030125 


'-8212030145 Application to amend License DPR-58, requesting relief from 
Tech Spec 3 5 2 to allow addl 10 days to restore south 
safety injection pump to operable status Safety evaluation 
encl Class III amend fee forthcoming 

HUNTER, R S Indiana A Michigan Electric Co 02/10/14 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
VARGA, S A Operating Reactors Branch I 4pp 16303322 24X 

Fiche 50-313,82/11/29,0212030125 


QP1 2060072 Forwards completed questionnaire in response to Generic Ltr 
82-22 re steam generator tube integrity 

HUNTER, R S Indiana A Michigan Electric Co 02/11/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16314 318 
24X Fiche 50-315,02/11/29,8212060072 


8212090296 Forwards Phase M b response to Enel 3,8ection 3 4 of 
DO Elsenhut 801222 ltr re overhead handling sys operation 
for control ef heavy loads, per WUREO-0612 Two aperture cards 
available in PDR 

HUNTER. R 8 Indiana A Michigan Electric Co 02/12/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 16pp 16365 190 
MX Fiche 50-315,02/12/03,0212090296 


8212100290 Forwards revised loser vice test program for safety-related 
pumps Tech Spec change request reflecting revisions will be 
provided under separate cover 

HUNTER, R S Indiana A Michigan Electric Co 02/12/06 DENTON, Hi R 
U F f ice of Nuclear Reactor Regulation, Diroctor 2pp 16377 002 
24X Fiche 50-315,02/12/06,0212100290 


--02 12 100300 Revision 1 to pump Inservice test program 

* Indiana A Michigan Electric Cn 02/11/30 3pp 16377 004 
24 X Fiche 50-315,02/12/06,8212100290 


8212210125 Forwards update on activities re NUREG-0737, Items 11 B 3, 
"Post-Accident Sampling, " II F 1, "Noble Gas Monitoring" A 
III D 3 4, "Control Room Habitability " Info supersedes 
previous correspondence on topics 

HUNTER, R S Indiona A Michigan Electric Co 02/12/14 DENTON, HR 
Office of Nuclear Reactor Regulation, Director 4pp 16485 130 
24X Fichfl 50-315,82/12/14,8212210125 


0212270136 Forwards description of coding errors recently discovered ir, 
CLAB1X computer program Errors associated only w/motfeling of 
flame propagation between containment compartments Coding 
errors do not affect previously transmitted analyses 
HUNTER , R S Indiana A Michigan Electric Co 02/12/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 6pp 16530 137 
24 X Fiche 50-31 5. 02/ 12/ J 7 , 021 2270136 


Q Inspection reports, IE Bulletin? & correspondence 


0200190240 IE Bulletin 02-03, Rev 1 s ion 1, "Stress Cracking In Thirt- 
Wa 1 1, Large-Diameter, Stainl ess S tea 1 , R ec ire u 1 a ti on 0y« Piping 
at EUR Plants Svc list end 

DEYOUNG, R C Director'? Office, Office of Inspection and 

Enforcement 82/10/20 Consolidated Edison Co of New Yorlt* Inc 

1 1 2p p 16462 163 24X Fiche 50-000,82/10/28,0208190240 


Sl'00190245 IE Info Notice 02-42, "’Defects Observed in Panasonic Model 
001 A Model 002 Thermoluminescent Dnsimeters " 8vc list 
one 1 , 

COHDpL 1 Division of Fuel Facilities, Materials A Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Fiche 50-000,02/11/05,8200190245 


0212060009 Forwards IE Emergency Preparedness Insp Repts 50-319/02-10 A 
AO-3 1 6/02-10 on 021020-22 Discussion of excessive weaknesses 
one 1 

HIND, J A Division of Emergency Preparedness A Operational Support 
02/11/15 DOLAN, J E American Electric Power Service Corp 
DOLAN , J E Indiana A Michigan Electric Co 3pp 16313 336 24X 

Tiche 50-315,82/11/15,0213060009 
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— 0212060017 IE Emergency Preparedness Insp fiepts 30-315/62-13 fc 
50-31 6/02— 1 13 on 021020-22 No no n c snip 1 i anc e rioted Major area* 
Inspected emergency preparedness eiercise involving 
observation of key functions fc locations 

PLOSKI.T J . SMITH. M J . AX EL SO N, W L Division of Emergency 
Preparedness & Operational Support B2/11/10 32pp 16313 339 
24X Fiche 50-31 Si 02 / 11/ IS, 3212060009 


02QB19O25I IE Info Notice B2-44, "C lar 1 fleet! on of Emergency Plan 
Exercise Requirements 11 Svc list enc 1 

JORDAN. E L Division of Engineering & Duality Assurance 82/11/10 
Consolidated Edison Co of Neiu York. Inc 10?pp 16411 1?9 24X 

Fiche 50-000.02/11/18,8200190251 


8200190236 IE Info Notice S2-46, "Defective fc Obsolete Combination 
Padlock* ■' Svc list enc 1 

DEYOUNG, R C Director ■'s Office. Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York. Inc 

127pp J 64 1 1 063 24X Fiche 50-000, 32/1 1 / 26, 02031 90256 


B?O019O257 IE Info Notice 02-47. "Transportation of Type A Quantities 
of Non-Pissile Radioactive Matl " Svc Ifst end 
CDQBi L I Division of Fuel Facilities. Materials fc Safeguards 
B2/II/30 Consolidated Edison Co of Natu York, Inc 356pp 

1 6337 02B 2 4X Fiche 30-005. 02/ 11 /30i 52001 90257 


B208190259 IE Dulletin 02-04. "Deficiencies i ti Primary Containment 
Electrical Penetration Assemblies Svc list end 
DEYQUMQ, fl C Director'* Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York. Inc 

U3pp 16411 317 24 X Fiche 50-000.82/12/03.0200190259 


8FOBI9026I IE Info Notice 82-40. "Failures of Agastat CR 0095 Relay 
Sockets " Svc list encl 

JORDAN. E L Division d f Engineering fc Duality Assurance 82/12/03 
Consolidated Edison Co of New York. Ire HOpp 16462 064 24X 

Ftche 50-000.02/12/03,8200190261 


0212280242 Forwards IE Insp Repts 50-315/32-15 fc 50-316/32-15 on 
020901-0915 fc notice of violation <Jnsp date changes noted 
throughout rept ) 

SPESBARD, R L Division of Project fc Resident Programs 02/12/10 
DOLAN, J E American Electric Power Service Corp DOLAN, J E 
Indiana fc Michigan Electric Co 2pp 16561 184 24X 

Fiche 30-315, 02/12/10.6212200242 


—0212280246 Notice of violation from insp on 020001-0914 

SPESSARDiR L Division of Project 4 Resident Programs 82/12/10 
2pp 16561 106 24X Fiche 50-315,82/12/10.8212200242 


— 0212200251 IE Insp Repts 50-315/82-15 6 50-316/02-19 on 020801-0915 
Nuncomp 1 lance noted failure to remove add I charging pump fc 
safety injection pump circuit breakers from electrical power 
circuit within l-h 

SWANSON, E R . DU0RY, N E . lULLIAMS, D Division of Project 6 
Resident Programs 82/12/03 I7pp 16561 iEB 24X 
Fiche 50-315,82/12/10.9212200242 


9212290330 Forwards IE Insp Repts 50-315/82-19 1 50-316/62-19 on 
020916-1031 U notice of violation 

SPESSARD.R L Division of Project fc Resident Programs 02/12/15 
DOLAN, J E American Electric Power Service CcTp DOLAN, J £ 
Indiana 6 Michigan Electric Co 2pp 16506 189 24 X 

Fiche 50-315.82/12/15,8212290330 


— 9212290331 Notice of violation from insp on 620?16-i031 

SP£5SARD,R L Division of Project fc Resident Programs 82/12/15 
2pp 16586 E 90 24X Fiche 50-315, 02/12/15.8212290330 


— 9212290335 IE Insp Repts 50-315/92-19 6 50-316/82-17 on 020916-1031 
Moncompliance noted failure to comply w/actlon requirement 6 
failure to follow clearance permit sy* procedure 

SWANSON, e n . DUDR Y,N E , BOYD, 0 C Division of Project fc Resident 
Programs 83/12/19 1 lpp 16586 192 24X Fiche 30-315,82/12/15, 

9212290330 


8PO&190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air fc Ca* Monitoring M Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

J27pp 16626 191 24X Fiche 50-000, 02/12/ 16, 0209190267 


0PO0 190268 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
HeUvjs Type ITE-27 " 8vt list encl 

JORDAN, E L Division of Engineering fc Quality Assurance 62/12/20 
Consolidated Edison Co of New York. Inc lOBpp 16620 273 P4X 
Fiche 50-000,82/12/20,8200190268 


S2I2280165 Forwards addl info re mservjte insp weld program Revised 
pages to Tabic 1. Class 2 components & welds fc to Table 2 for 
components 6 welds for which relief requested encl 

MERINO. R F Indiana fc Michigan Electric Co 82/12/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 43pp 16563 335 
24X Fiche 50-315, 02/12/20, 821 2280165 


H Periodic operating reports 6 related correspondence 


B2122904I9 Forwards monthly operating rept for Dc fc 1982 fc revised repfcs 
for Aug fc Sept 1982 

SMITH, W 0 Indiana fc Michigan Electric Co 82/11/12 Office of 

Resource Management, Director Ip 16504 317 24X 

fiche 50-315,82/11/12,0212290419 


— 0212290424 Monthly operating rept for Oct 1902 

GILLETT.W T Indiana fc Michigan Electric Co 02/11/02 Gpp 
16584 310 24 X Fiche 50-31 5, 82/1 1 / 12. 021 2290419 


— B21229042B Revised monthly oporating rept for Aug 1902 

QILLETT, W T Indiana fc Michigan Electric Co 02/09/07 lp 
16526 326 24* Fiche 50-315,82/11/12,0212290419 


— B212290434 Revised monthly operating rept for Sept 1902 

TETZLAFF, A L Indiana fc Michigan Electric Co 02/10/04 Ip 
16504 327 24X Fiche 50-31 5. 82/1 1 / 1 2, 02! 22904 1 9 


82122001 1 9 Forwards monthly operating rept for Nov 1902 

SMITH, W Q Indiana fc Michigan Electric Co 02/12/14 Office of 
Resource Management, Director Ip 16470 176 24X 

fiche 50-31 5, 8 2/12/14. 02122001 19 


•-8212200122 Monthly operating rept for Nov 1982 

GILLETT. W T , MIGHT, A . SVENSSON, D A Indiana fc Michigan Eloctiic 
Co 82/12/02 6pp 16470 177 24X Fiche 50-315,82/12/14. 

0212200119 


S Reportable occurrences, LERs fc related correspondence 


021 2020283 Forwards LER 02-O99/O3L-O 

SMITH, W 0 Indiana fc Michigan Electric Co 02/11/23 KEPPLER. J 0 

Region 3, Office Of Director lp 16280 251 24X 

Fiche 50-315,02/11/23,0212020233 


— 0212020209 LER Q2-099/Q3L-0 on 821025, d ur i n g Mode 1, Channel 2 lower 
containment pressure indication fPPP-3201 found reading 
approx 1/2 lb higher than other channels Caused by water 
collecting in transmitter junction bo* causing corrosion 
PALMER, R A indiaria fc Michigan Electric Ca 02/11/23 R«<j urn 
3, Office of Director Ip 1629B 252 24X Fiche 50-31 5, 82/ i 1 /L»J, 

0212020283 


BP 1 2060031 RO on 821 123, ess ential svc water sys motor operated valve 
WMD-753 failed to open Caused by reverse operation or valve 
due to incorrect installation of cable feeding motor control 
c tr during Q2I117 design change 

SMITH,W G Indiana fc Michigan Electric Co 02/11/24 KEPPLER, J O 

Region 3, Office of Director 2pp 16313 271 24X 

Fiche SO-315, 82/11/24, B21206003I 


0IM 8100251 Forwards LER 82-10J/01T-0 

SMITH, W G Indiana fc Michigan Electric Co 02/12/03 KEPPLER, J G 

Region 3, Office of Director 1> 16376 046 24X 

Fiche 50-315, 02/12/03, 8213100251 

--8212J00259 LER 02-IO1/O1T-O on 021123, motor operated valve WMQ-753 tn 
west turbine driven auxiliary feed pump would not open 
Caused by motor damage to WMO-753 fc erhaust fan IHV-AFP-T2 
for pump room operating in reverse 

PALMER, R A Indiana fc Michigan Electric Co 02/12/03 Region 
3, Office of Director 2pp 16376 047 24X Fiche 50-315, 

02/12/03, 8212100251 


0212100322 Forward s LER B2-100/03L-0 

SMITH, W G Indiana fc Michigan Electric Co 02/12/03 KEPPLER* J 0 

Region 3, Office of Director 1 p» 16377 064 24X 

Fiche 50-315,82/12/03,8212100322 


--B212100327 LER 82-100/03L-0 on 821 f05, during normal operation, fire door 
437 found inoperable Caused by door scraping on stair 
step Clearance between door fc step improved 

P TEHL, fi H Indiana fc Michigan Electric Co 02/12/03 Region 3, 
Office of Director lp 16377 065 24X Fiche 50-31 5, 02/1 2/03* 

8212100322 


Q3I2I70283 Forward* LERs B2-102/03L-0 fc 82-I03/O3L-O 

SMITH, W G Indiana fc Michigan Electric Co 82/12/OB KEPRLER, J G 

Region 3, Office of Director ip 16450 049 24X 

Fiche 50-315, 82/ 12/08, 8212170203 
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-'-0212170292 LER 82-102/03L-0 on 821 1 1 0 , Pry ra 1 arm fire detector in 
auxiliary bldg Zone 2 alarmed Caused bg low setpoint 
Detector assembly c 1 ean e d i ver i f l e d h returned to svc 
Setpoint ad justed 

PALMER i R A Indiana Michigan Electric Co 02/12/00 Region 

3, Office of Director Ip 16450 050 24X Fiche 50-315.02/12/00, 

8212170203 


— 0212170296 LER 02-1O3/O3L-O on 021127, fire door 387 at entrance to 
quadrant 2 of auxiliary bldg around containment found in 
nonconservative configuration Caused bg active leaf of 
double doors closing before inactive leaf 

WIZNER, D 0 Indiana & Michigan Electric Co 02/12/08 Region 
3, Office of Director Ip 16458 051 24* Fiche 50-315,02/12/08, 

82 121 702 B3 


D£J(KET 50-316 DONALD C COOK NUCLEAR POWER PLANT, UNIT 2 


F Securitg, medical, emergency t< fire protection plans 


0212060009 Forwards IE Emergency Preparedness Ihsp Repts 50-313/02-10 & 
L0-316/B2-18 on 831020-22 Discussion of excessive weaknesses 
one 1 

MINDpJ A Division of Emergency Preparedness & Operational Support 
02/11/15 DOLAN, J E American Electric Power Service Corp 3p p 
16313 336 24X Fiche 50-315,82/11/15,8212060009 


— B21 2060017 IE Emergency Preparedness Insp Repts 50-315/02-18 5* 
50-316/82-10 on 021020-22 No none omp 1 ianc e noted Major areas 
inspected emergency preparedness exercise Involving 
obser\ation of Ifey functions & locations 

PL0SKI,T J Division of Emergency Preparedness & Operational 
Support B2/I1/10 32 p p 16313 339 24X Fiche 50-315,02/11/15, 

0212060009 


--B212150335 Public version of Revision 1 to Emergency Plan Implementing 
Procedure PMP 2000 EPP 014, "Personnel Injury" 6 Revision 1 
to PMP 2001 EPP 000, "Emergency Medical Plan Guide lines " 

* Tndiana «< Michigan Electric Co 02/12/01 12pp S6446 222 
24X Fiche 50-315,02/12/07,0212150323 


0212160001 Forwards proposed Tech Spec Page 6-11 for performing audits 
of emergency preparedness programs &e safeguards contingency 
plans (security plan), in response to Gener ic Ltrs 02-17 & 

HUNTER, R S Indiana 6 Michigan Electric Co 02/12/09 DENTON* H R 
Office of Nuclear Reactor Regulation, Director 2p p 16446 141 
24X Fiche 50-315,02/12/09,0212160001 


— -3212160002 Proposed Tech Spec Page 6-li for performing audits of 
emergency preparedness programs & safeguards contingency 
plans (security plan) 

* Indiana 4, Michigan Electric Co 02/12/09 3p p 16446 143 
24X Fiche 30-315,02/12/09.0212160001 


0212220306 Discusses layout of communications equipment required in 
control room, onsite technical support ctr & near-sit© 
emergency operations facility 

KEPPLER.J 0 Region 3, Office of Director 02/12/16 

Commonwealth Edison Co 3pp 16503 351 24X Fichu 50-000,02/12/16, 

02U22O3O6 


J Insurance h indemnity information 


81H 21 00253 Forwards Endorsement 4 1 to MAELU Policy MF-79, Endors ament 
51 to NELIA Policy NF-206 J, Endorsements 10 U 9 tn NELIA 
Hinders EB-64 It EB-45, re 3 p ec t i v ely 

ALEX 1 CH, M P American Electric Power Service- Corp 62/12/07 
DENTON, H R Office of Nuclear Reactor Regulation, Director Bpp 
16376 117 24X Fiche 50-315,02/12/07,0212100233 


QPI20-10033 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 82/11/24 Document 
Management Branch lp 16209 106 24X Fiche 50-315,02/11/24, 

OS l 301 0033 


0212010037 Forwards public version of revised emergency plan 
implementing procedures . i nc lud ing Procedures PMP 2000 
EPP Oil re natural emergency guidelines I* PMP 2002 EPP 009 
re maint of emergency plan procedures Receipt form end 
* Indiana U Michigan Electric Co 02/11/16 GRIMES, 0 NRC 
Detailed Affiliation Given lp 16209 107 24X 

Fiche 50-313,02/11/24,8212010033 


*—6212010039 Pub 1 1 c version of revised emergency plan imp 1 omont i ng 
procedures, including Procedures PMP 2000 EPP Oil re natural 
emergency guidelines 6 PMP 2082 CPP 009 re maint of 
emergency plan procedures 

« Indiana t Michigan Electric Co 02/11/16 23pp 16209 100 
24X Fiche 50-313,82/11/24,0212010033 


>1 2000099 Re 

leases 

public 

vcrsi< 

procedures 

index 



FELTON, J M 

Dlvi 

s i on of 

Rules 

Management 

Branch 

ip 

16367 

0212000089 





n of revised pages to emergency <ilon 

and Records 02/12/02 Document 
190 24X Fiche S0-3IS, 82/12/02, 


* -821200007 i Forwards public version of revised Pages 6-13 to 
emergency plan procedures index re list of exhibits Receipt 
form encl 

* Indiana L Michigan Electric Co 82/11/23 GRIMES, B NRC - No 
Detailed Affiliation Given lp 16367 191 24X 

Fiche 50-315,62/12/02,6212000009 


— 0212000096 Public version of revised Pages 6-13 to emergency plan 
procedures index re list of exhibits 

* Indiana l Michigan Electric Co 82/11/23 0pp 16367 192 
24 X Fiche 50-315.02/12/02,8212000009 


B, .*12150323 Releases public version of revision to emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 02/12/07 Document 

Management Branch lp 16446 219 24X Fiche 50-315,82/12/07, 

0212150323 


—0212150329 Fo 
Imp lementin 
V Revision 
Guide 1 ines 
* Indiana 
Detailed Af 
Fiche 50-31 


rwards public version of Revision l to Emergency Flan 
g Procedure PMP 2080 EPP 014, "Personnel Injury" 


1 to PMP 2081 EPP 008, 
" Receipt form enc 1 
It Michigan Electric Co 
filiation Given lp 
5, 82/12/07, 0212150323 


"Emergency Medical Plan 


62/12/01 GRIMES, D 
16446 220 24 X 


8212290213 Foruard9 Endorsements 55 to NELIA Policy NF-206j 45 to 
MAELl) Policy MF-791 1,2.3 L 4 tn NELIA Policy N-64il,2,3 t< 

4 to I1AELU Policy M-64,l,2, 3 Ii 4 to NELIA Policy N-45 6 
1,2,3 It 4 to MAELU Policy M-45 

BUCKLES, J Marsh & McLennan, Inc , M & M Nuclear Consultants, Int 
Div 02/12/22 SALTZMAN.J Assistant Director for State tt Licenser 
Relations 43pp 1637B 009 24X F i c h e 50-31 5, BP/ 12/22, B21 229021 3 


P Operating license stage documents U correspondence 


E3212060072 Forwards completed questionnaire in response to Generic Ltr 
02-22 re steam generator tube integrity 

HUNTER, fl S Indiana t, Michigan Electric Co 82/11/29 DENTON, If fl 
Office of Nuclear Reactor Regulation, Director 2pp 16314 310 
24X Fiche 30-315,82/11/29,8212060072 


Q2 1 2090296 Forwards Phase II b response to End 3, Sec t Ion 2 4 of 
DG Eisenhut 0OJ222 ltr re overhead handling sys operation 
for control of heavy loads, per NUREG-0612 Two aperture cards 
available In PDR 

HUNTER, R S Indiana & Michigan Electric Cu 02/13/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director I6pp 16369 190 
24X Fiche 50-315,82/12/03,8212090296 


Q21210Q290 Forwards revised Inservice test program for safety-r elated 
pumps Tech Spec change request reflecting revisions will bo 
provided under separate cover 

HUNTER, R S Indiana t , Michigan Electric Co B2/12/06 DENTON, H Fl 
Office of Nuclear Reactor Regulation, Director 2pp 16377 0B2 
24X Fiche 50-315,82/12/06.0212100290 


--8212100300 Revision 1 to pump inservice test program 

* Indiana ft Michigan Electric Co 02/11/30 3pp 16377 0B4 
24X Fiche 50-315,92/12/06,8212100290 


6,112160573 Summary of 021202 mooting w/licensee & Exxon re fuiil reload 
for Cycle 4 T«ch Epee description one! 

WIQGINTON, D L. Operating Reactors Branch 1 02/12/07 Operating 

Reactors Branch 1 I40pp 16466 039 24X Fiche 50-316,82/12/07, 

0212160373 


8212140167 Responds to question re basis for Pull ECCB flow used in 
LOCA-ECCS analysis in XN-NF-B2-35. Sup p 1 l,per B21208 tel con, 
JENSEN, S E Exxon Nuclear Co , Inc (subs of Exxon Corp > 

02/12/09 QR R, F, Reactor Systems Branch 2pp 16409 361 24X 

Fich® 50-316, 82/12/09,0212140167 


0212170179 Application for amend to License DPR-74, consisting of 
proposed changes to Tech Specs allowing Cycle 4 operation 
tu/Exxon fuel at reactor thermal power level of 3,411 MWt 
HUNTER, R 8 Indiana tt Michigan Electric Co 02/12/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2p p 16462 03B 
24X Fiche 50-316,02/12/09,8212170179 
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— B2I217OIQ0 Proposed -change* to Tech Specs allowing Cycle <1 operation 
ui/Eixan fuel at rtfactor thermal power level of 3*411 MWt 
* Indiana fc Michigan Electric Co B2/12/09 20pp 16462 040 
24 X Fiche- 50-316,93/12/09*0212170179 


0212210125 Forward* update on activities re NUREG-0737, J terns II B 3, 
"Peat-Accident Sampling*" U F 1, "Noble Qat Monitoring" fc 
III D 3 4, "Control Room Habitability " Info supersedes 
previous correspondence on topics 

HUNTER. R S Indiana fc Michigan Electric Co 82/12/14 DENTON* H R 
Office of Nuclear Reactor Regulation* Director 4p p 16405 130 
24X Fiche 50-313.82/12/14,9212210125 


8212270136 Forwards description of coding errors recently discovered jt> 
CLASIX computer program Errors associated only u/modeling of 
flame propagation between containment compartments Coding 
error* do rot affect previously transmitted analyses 
HUNTER. R 8 Indiana 6 Michigan Electric Co 82/12/17 DENTON* H R 
Office of Nuclear Reactor Regulation* Director 6pp £6530 137 
24X Fiche 50-315.82/12/17,0212270136 


0212280404 Forward* Table 1 providing reactivity parameters for Unit 2, 
ean«i*tent u/ parameters used in F0AR issued in Jul 1982 
OWSLEY* 0 F Exxon Nuclear Co , fnc (subs of Eicon Corp ) 

82/12/20 Li CCAROO. ft Reactor Systems Branch 2pp 16360 024 

?4X Fiche 50-316.82/12/20*0212200404 


8212200242 Forwards IE In*p Repts 50-315/02-19 & 50-316/82-15 on 
820901-0915 fc notice of violation (Insp date changes noted 
throughout rept ) 

SPE90ARD.R L Division of Project & Resident Programs 82/12/10 
DOLAN* J £ American Electric Power Service Corp DOLAN. J E 
Indiana fc Michigan Electric Co 2 pp 16561 104 24X 

Fiche 50-315,02/12/10.8212200242 


— 8212280246 Notice of violation from insp on 820801-0914 

SPESSARD.R L Division of Project fc Resident Program* 82/12/10 
2pp 16561 106 24X Fiche 50-315,82/12/10,8212280242 


—8212260251 IE ln*p Repts 50-315/82-15 fc 50-316/02-15 on 820801-0915 
Noncompliance noted failure to remove add! charging pump fc 
safety injection pump circuit breakers from electrical power 
c ircui t within 1-h 

SWANSON, E R * DtlfiRV, N E , WILLIAMS, D Division of Project fc 
Resident Programs 82/12/03 17pp 16561 188 24X 

Fiche 50-315,02/12/10*0212280242 


0212290330 Forward* IE In*p Rept* 50-315/82-19 fc 50-316/82-19 on 
020916-1031 6 notice of violation 

SPESSARD.R L Division of Project fc Resident Program* 82/12/15 
DOLAN, J E American Electric Power Service Corp DOLAN, J E 
Indiana fc Michigan Electric Co 2 pp 16506 1B8 24X 

Fiche 50-315. 02/12/15* 8312290330 


Q Inspection reports* IE Bulletins & correspondence 


0200190240 IE Bulletin B2-03, ftevi s i on 1, "Stress Cracking in TMck- 
Wa 11, Large-Di ameter. Stainless Ste e 1 < R e c ire u 1 ati on Sys Piping 
at BWR Plants " Svc list ©nd 

DEYOIWOjR C Director's Office, Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York. Inc 

1 12pp 16462 163 24X Fiche 50-000,82/10/28*8200190240 


0209190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 fc Model 80S Thermoluminescent Dosimeters “ Svc list 
one 1 

COBfl.L I Division 9f Fuel Facilities, Materials & Safeguards 
B2/II/05 Consolidated Edison Co of New York, Jne llOpp 

16372 142 24X Fiche 30-000.62/11/05,820819024 3 


8212060009 Forward* IE Emergency Preparedness Insp Rept* 30-315/S2-IB ?< 
50-316/02-16 on 821020-22 Discussion of excessive weaknesses 
end 

HIND, J A Division of Emergency Preparedness fc Operational Support 
32/11/15 DOLAN* J E American Electric Power Service Corp 
DOLAN, J E Indiana fc Michigan Electric Co 3pp 16313 336 24X 

Fiche 50-315,02/11/15*8212060009 


—0212060017 IE Emergency Preparedness Insp Repts 50-31 5/62- IB I* 
50-316/82-1 S on 821020-22 Mo noncompliance noted Major areas 
inspected emergency preparedness exercise involving 
observation of key Functions fc locations 

PL05KI.T J , SMITH, H J , AXELEON, W L Division of Emergency 
Preparedness & Operational Support 02/11/iO 32pp 16313 339 
24X Fiche 50-315*32/1 1/ i 5, 3212060009 


— 0212290335 IE Insp Repts 50-315/82-J9 it 50-316/02-19 on 020916-1031 
Non c omp J i an c e noted failure to comply w/action requirement fc 
failure to follow clearance permit ays procedure 

SWANSON, E R , DURRY, N E * BOYD* D C Division of Project it Resident 
Programs 82/12/15 llpp I65S6 192 24X Fiche 50-315,02/12/15, 

8212290330 


0208190267 IE Info Notice 82-49* "Correction for Sample Conditions for 
Air fc Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office* Office of Inspection and 
Enforcement 82/12/16 Consol idated Edison Co of New Ynrk, Inc 

1 27pp 16620 191 24X Fiche 50-000* 02/1 2/ 1 6, 82O0J 90267 


0208190260 IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 "Svc list end 

JORDAN, E L Division of Engineering 4* Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc 108pp 16620 293 24/ 

Tiche 50-000,02/12/20*0200190268 


0212200165 Forwards addl info re inservice insp wold program Revised 
pages to Table l.Class 2 components & welds & to Tabic 2 for 
components 6 welds for which relief requested enc! 

MERINO, R F Indiana fc Michigan Electric Co 02/12/20 DENTON* H fl 
Office of Nuclear Reactor Regulation. Director 43pp 16563 335 
24X Fiche 50-315,02/12/20*9212200163 


6212290310 Forwards description of pos t- i rrad i a fc i on fuel surveillance 
program implemented for Exxon |7xI7 fuel 

HUNTER, R B Indiana fc Michigan Electric Co 02/12/22 DENTON* H R 
Office of Nuclear Reactor Regulation* Director 2pp 16561 130 
f’4X Fiche 50-316. 02/12/22, 0212200310 


0206190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN* E L Division of Engineering- & Quality Assurance 02/11/10 
Consolidated Edison Co of New York. Inc 109pp 16411 199 P4X 

Fiche 90-000, 82/11/10, 92081 90291 


B2091902S6 IE Info Notice 02-46, "Defective in Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office* Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York. Inc 

127pp 16411 065 24X Fiche 1 50-000, 82/11/26,6208190256 


8200190257 IE Info Notice 82-47, "Tran sporta t ion of Type A Quantities 
of Noti-Fissile Radioactive Matl " Svc list end 
COflBiL I Division of Fuel Facilities* Material* 8* Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc* 396pp 
16367 020 24X Fiche 30-000,82/11/30.3208190257 


R Periodic operating reports & related correspondence 


821 2590217 Forwards monthly operating rept for Oct 1982 

SMITH. W 0 Indiana fc Michigan Electric Co 82/11/12 Management 
Information Branch Ip 16570072 24X Fiche 50-316,02/11/12, 

8212290217 


— 82 1 2290228 Monthly operating rept for Oct 1902 

GILLETT.W T , LEASE, R S r SVEN550N, B A Indiana fc Michigan 
Electric Co 82/11/02 6pp 16570 073 24X 

Fiche 90-316, 02/11/12, 8212290217 


8P12200056 Forwards monthly operating rept for Nov 1902 

SMITH, W 0 Indiana fc Michigan Electric Co 02/12/14 Management 
Information Branch lp 16470 016 24X Fiche 50-316,82/12/14* 

8212200056 


8208190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " 8vt list end 
DEYQUNO.R C Director's Office. Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York* Inc 

113pp 16411 317 24* Fiche 50-000* 82/12/03, 0200190259 


8308190261 IE Info Notice 82-48* "Failures of Agastat CF? 0095 Relay 
Sockets ” Svc list enc 1 

JORDAN, E L Division of Engineering fc Ouality Assurance 02/12/03 

Consolidated Edison Cp of New York, Inc llOpp 16462 064 24 i 

Fiche 50-000, 02/12/03, &208 190261 


- -8212200065 Monthly operating rept for Nov 1902 

GILLETT, U T Indiana fc Michigan Electric Co 82/12/02 6pp 
16470 017 24X Fiche 50-316,02/12/14,0212200056 


9 Reportable occurrences, LERs fc related correspondence 


8212020229 Forwards LER 82-08B/03L-0 

SMITH*!/ 0 Indiana fc Michigan Electric Co 02/11/23 KEPPLER, J 0‘ 

Region 3, Office of Director Ip 16274 090 24X 

Tiche 50-316* 82/1 1/23, 8212020229 
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— 0212020232 LER 02-OBB/O3L-O on 02 1027. c on ta i nment sample isolation 
valve ECR-2 1 mould not cycle Caused by defective solenoid 
coil Coll replaced 

PALMER, R A Indiana & Michigan Electric Co 82/11/23 Region 

3, Office of Director lp 16274 091 24X Fiche 50-316,02/11/23. 

6212020229 


□Pi 2060048 Forwards LERs 82-OB9/03L-0 S. 82-090/03L-0 

SMITH. H 0 Indiana it Mithigan Electric Co 02/11/24 KEPPLER, J G 

Region 3, Office of Director lp 16314 009 24X 

Fiche 50-316, 02/11/24, 821206004S 


— 0212060057 LER 02-O89/O3L-O on 021027, fire damper 2-HV-ACES-l failed to 
close during automatic actuation of carbon dioxide fire 
protection *ys in auxiliary cable vault Caused by failure of 
guillotine door to close due to dent in door Door repaired 
W; ZNER, D 0 Indiana & Michigan Electric Co 02/11/24 Region 
3, Office of Director lp 16314 010 24X Fiche 50-316,02/11/24. 

6212060040 


— 8212060060 LER 02-O9G/O3L-O on 021026, stem leakage discovered at valve 
CS-3S6 in boric acid makeup syfl Caused by hole in diaphragm 
of ITT OnnnelJ 2-inch valve Cause of hole unknown 
Diaphragm replaced 4, flow path returned to sve 

PIEHLiR H . PALMER, R A Indiana L Michigan Electric Co 02/11/24 
Region 3, Office of Director lp 16314 011 24X 

Fiche 90-316.02/11/24.0212060040 


8P121C0177 RO on 021201. west centrifugal charging pump rendered 
inoperable following nod on east & west centrifugal pump 
common mini flow line Caused by cut made on pressurized 
portion of piping Investigation in progress 

SMITH, W G Indiana it Michigan Electric Co 02/12/02 KEPPLEH, J G 

Region 3. Office of Director 2pp 16373 331 24X 

Fiche 50-316.02/12/02,0212100177 


QP12I40196 Forwards LER 02-O91/O3L-O 

SMITH, W Q Indiana & Michigan Electric Co 82/12/06 KEPPLER, J G 

Region 3, Office of Director lp 16410 176 24X 

Fiche 50-316,02/12/06,0212140156 


— 8212140165 LER B2-091/03L-0 on 02 1 105, d ur in g steam generator blowdown, 
radiation monitor R-19 a 1 armed, indi cati ng flow continued 
through Loop 1 sample valve DCR-3QJ Caused by leakage due to 
valve stroke not maintaining positive seat Valve replaced 
WIZNER.D G , PALMER, R A Indiana * Michigan Electric Co 
62/12/06 Region 3. Office of Director Ip 16410 177 24X 

Fiche 50-316,02/12/06,0212140196 


0,* J 2 1 70224 Forwards LERs 02-O92/O3L-O. 62-093/ 03L-0 it 02-O94/O3L-O 
SMITH, W 0 Indiana & Michigan Electric Co 62/12/00 KEPPLER, J Q 

Region 3, Office of Director lp 16459 323 24X 

fiche 50-316,02/12/00,0212170224 


— 8212 170220 LER 82-092/03L-0 on 021 109, dur ing normal op e ra 1 1 on , aux il iary 
cable vault (Zone 1 1 > experienced inadvertent carbon dioxide 
discharge !< Pyralarm detector alarming Caused by water 
entering base Detector S. base replaced 

PALMER, R A Indiana V Michigan Electric Co 82/12/00 Region 

3, Office of Director lp 16459 324 24X Fiche 50-316, 02/12/OB, 

8212170224 


—8212170232 LER 02-O93/O3L-O on 621 121 , folio wing s hu td own, RGB dose 
equivalent 1-131 concentration exceeded Tech Specs Cause not 
stated Fuel sipping will be performed during refueling 
operation 

PALMER, R A Indiana i Michigan Electric Co 82/12/00 Region 

3, Office of Director 6pp 16459 325 24X Fiche 50-316, 

62/ 12/OB, 8212170224 


—8212170237 LER 02-O94/O3L-O on 021 122, during Mode 5 operation, RCS tomp 
decreased below Tech Spec limit for charging pump operation 
Caused by loss of four reactor coolant pumps it RHR trains 
Two of three pumps racked out 

KRAUSE, 0 F Indiana * Michigan Electric Co 02/12/OB Region 
3, Office of Director lp 16459 331 24X Fiche 50-316,62/12/00, 

6212170224 


Q?'J 2170267 Forwards LER 62-095/03L-0 

SMITH, WG Indiana «, Michigan Electric Co 62/12/10 KEPPLER, J G 

Region 3, Office of Director lp 16457 167 24X 

fiche 50-316,02/12/10.8212170267 


- 8212170260 LER 82-095/03L-0 on 821111, door to U-2 CD diesel engine fuel 
oil day tank room designated as Tech Spec related fire door 
found held open Cause not determined Door secured it 
redesignated as nonsafety-related fire door 

SVENSSON.a A Indiana U Michigan Electric Co 82/12/10 Repion 
3, Office of Director 2pp 16457 168 24X Fiche 50-316, 

82/12/10, 0212170267 


□2122903S5 Forwards LER 02-096/01 T-0 

SMITH, W Q Indiana «, Michigan Electric Co 02/12/15 KEPPLER, J Q 

Region 3, Office of Director lp 16506 220 24X 

Fiche 50-316, 02/12/13,9212290355 


—S2 12290350 LER B2-096/01T-0 on 02J2O1, west centrifugal charging pump 
rendered inoperable by incorrect cut on mini flow line from 
pump Caused by poor communication between plant & 
contractor Cut locations will be verified prior to work 
DEILMAN, T P Indiana It Michigan Electric Co 02/12/15 Region 
3, Office of Director 2pp 16506 221 24X Fiche 50-316, 

02/1 2/15, 6212290355 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F Security, medical, emergency & fire protection plans 


0212010042 Releases public version of revised emergency response plan 
implementing procedures 

FELTON, J M Division of Rules and Records 02/11/24 Document 

Management Branch lp 16289 131 24X Fiche 50-317,62/11/24, 

3212010042 


--S212010050 Forwards public version of revised emergency response plan 
implementing procedur es, inc luding Procedures ERPIP 3 6 re 
immediate action - alert it ERPIP 3 9 re immediate action - 
site emergency Receipt form end 

* Baltimore Gas & Electric Co 92/11/12 CLARK. R A Operating 
Reactors Branch 3 lp 16209 132 24X Fiche 50-317,02/11/24, 

0212010042 


--□212010055 Public version of revised emergency response plan 
implementing procedures, including Procedures ERPIP 3 8 n 
Immediate action - alert & ERPIP 3 9 re immediate action - 
site emergency 

* Baltimore Gas K Electric Co 82/11/05 19pp 16209 133 P4X 
Fiche 90-317, 02/1 1/24, B212010042 


0P1 21 30065 Responds to Generic Ltr B2-17. "Inconsistency Between 
Requirements of 10CFR50 54(t> STS for Performing Audits of 
bmergency Preparedness Programs " Difference between "audit" 

& "review" should be clarified 

LUNOVALL.A E Baltimore Qa* tt Electric Co 02/11/29 CLARK. R A 
Operating Reactors Branch 3 3pp 16371 165 24X 

Fiche 50-317.02/11/29,0212130065 


□P120B0491 Confirms info provided in 921202 telcon re status of 
emergency operations facility (EOF) EOF located on company 
property, 1 mile from plant structures 

OLSON, R C Baltimore Gas it Electric Co 02/12/03 CLARK, R A 
Operating Reactors Branch 3 lp 16392 262 24X 

Fiche 50-317,02/12/03,0212000491 


0212300204 Releases public version of change to revised list of 
effective pages to emergency response plan implementing 
procedures 

FELTON, J M Division of Rules and Records 02/12/20 Document 
Management Branch lp 16624 150 24X Fiche 90-317,62/12/20, 

□212300204 


--□212300209 Forwards public version of Change 5 to Revision 0 of list of 
effective pages to emergency response plan Implementing 
procedures Receipt form end 

* Baltimore Gas & Electric Co 82/12/00 CLARK, R A Operating 
Reactors Branch 3 lp 16624 159 24X Fiche 50-317,02/12/20, 

0212300204 


— B212300211 Public version of Change S to Revision 0 of list of 
effective pages to emergency response plan implementing 
procedures 

* Baltimore Gas 8c Electric Co 02/12/00 17pp 16624 161 24X 

Fiche 50-317,82/12/20,8212300204 


021 2260200 Ack receipt of 821027 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
50-317/02-10 it 50-318/82-22 

MARTIN, T T Division of Engineering S, Technical Programs 02/12/21 
BOWNAKER.N J Baltimore Gas it Electric Co 2pp 16562 093 24X 

Fiche 50-317, 02/12/21,8212280200 


■-821 2200200 Responds to NRC 62100B ltr re violations noted in IE 
Safeguards Insp Repts 90-317/02-10 it 50-3 10/62-22 Corrective 
actions withheld (ref 10CFR73 21) 

BONMAKER, N J Baltimore Gas 8, Electric Co 02/10/27 MARTIN, T T 
Division of Engineering it Technical Programs lp 16962 095 
24X Fiche 50-317,02/12/21,6212200200 
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P Operating lurn$« stage documents 6 correspondence 


82J2080012 Responds to 820922 request to withhold info submitted in 
"Result? of Eddy Current Testing on Cuide Tube? at Calvert 
Cliffs Unit I After Cycle 3 " Document withheld 
<r*f 10CFR2 790) 

CLARK. R A Operating Reactors Branch 3 82711703 LUNDVALL, A C 

Ha J fc more Gas t Electric Co 3pp 16367 179 24 X 

Fiche 50-317, 82/ 11/03.02 120800 1 2 


8212060071 Responds to Generic Ltr 62-22 Plant reduction pr outage has 
not been attributed to leak of maint on steam generators 
tte eupat i onaj radiation exposure resulting from routine insp 
minima 1 

LUNOVALL.A E Haiti more Gas U Electric Co 82/11/24 EISENWT, 0 0 
Division of Licensing !p 16316 106 24X Fiche 50-317, 02 / i l /24, 

02 1 2060071 


3212070002 Advises that CEN-220<8 >-P, “Supplemental Info on FATES3 
Stored Energy Conservatism," will be withheld per 
10CFR2 790 

CLARK. R A Operating Reactors Branch 3 B2/I1/24 LUMDVALL.A E 

Baltimore Gas & Electric Co 3pp 16356 271 24X 

F t c h e 50-31 7 , 02/ i 1 /24 . 62 1 2070032 


QM207Q105 Forwards SER 6 technical evaluation of "Improvements in 
Training it Re qualifi cation Programs as Required by TMf 
Action I tens I A 2 1 Mf B 4 for Calvert Cliffs. 

Units I l 2 " 

CLARK, R A Operating Reactors Branch 3 02/11/24 LUNDVALL, A E 

Baltimore Gas i Electric Co 4pp 16354 239 24X 

Tiche 50-317, 02/11/24,9212070105 


■•'0212070115 "Improvements in Training t Requal If ication Programs as 
Required by TMI Action Items I A 2 1 & II B 4, Calvert 
Cl iff s, Uni t s ( & 2. " technical evaluation rept 
e Science App 3 icatiom, Inc NRC -03-8 2-096 SAI -106-029- 1 9 

82/08/31 NRC - No Detailed Affiliation Given 13pp 

16354 293 24X Fiche 50-317,92/11/24,8212070105 


0PI 2070034 Forwards documentation satisfying each criterion of 
NUREO- 0737, Item 1 1 B 3, “Post-Accident Sampling.' 1 per NflC 
820630 request W/ene overdie drawing Aperture card is 
available In FOR 

LUNDYALL.A E Baltimore Gas l> Electric Co 02/11/30 CLARK, R A 
Operating Reactors Branch 3 9pp 16326 001 24X 

Fiche 50-317,82/11/30.0212070054 


0212170252 Informs that source range flux monitoring capability now 
scheduled to he provided at alternate shutdown panel for 
Unit 1 by end of Fall 1993 refueling outage & for Unit 2 
by end or Spring 19S4 outage 

L UN DU ALL, A E Baltimore Gas 6 Electric Co 02/12/10 CLARK, R A 
Operating Reactors Branch 3 2pp 16456 209 24* 

Fiche 50-317, 92/12/10, 8212170252 


8212300041 Forwards safety evaluation 6 technical evaluation repts 
supporting environ qual if ication of saf ety-related 
electrical equipment Just i f scat ion for continued operation 
k qualification or replacement of equipment requested 
CLARK, R A Operating Reactors Branch 3 02/12/16 LUNDVALL, A E 

Baltimore Gas it Electric Co 3pp 16624 200 24 X 

Fiche 50-317, 02/12/16, 021 2300041 


— 921 2300040 Safety evaluation supporting environ qualification of 
safety-related electrical equipment Flans for quel i f ication 
or replacement pf equipment in Topics I B, 11 A {< II B 
requested 

» Office of Nuclear Reactor Regulation, Director 02/12/16 5pp 
16624 291 24X Fiche 50-317,02/12/16,0212300041 


— 8210220403 "Review of Licensee Resolution of Outstanding Issues From 
NRC Equipment Environ Gual if l cation SERs < F— 1 1 & B-60), 

Calvert Cliffs Nuclear Power Plant Unit 1,“ technical 
evaluation rept 

PAMDEY, B Franklin Ins fci tvte/Frank 1 in Research Center 
NRC -03-79-1 10 TER-C 5257-407 02/10/13 LE, N B NRC - No 

Detailed Affiliation Given 650pp 16624 296 24X 

Fiche 50-317,02/12/16,0212300041 


— 0210220470 "Review of Licensee Resolution of Outstanding Issues From 
NRC Equipment Environ dual l f i cation SERs (F-ll fc B-60). 

Calvert Cliffs Nuclear Power Plant Unit 2," technical 
evaluation rept 

FANDEV, 0 Franklin Ins ti tu te /Fran k 1 i n Research Center 
NRC-03-79-1 IS TER-C 5257-400 02/10/13 LE, N D NRC - No 

Detailed Affiliation Given 60ipp 16627 001 24X 

Fiche 50-31 7, 82/12/16, 021230004 1 


Q2J 2210420 Forwards results of review of TMI Action Items I A 1 3. 
"Limit Over time, 11 II E 1 1, "Short Term Auxiliary Feedwater 
Sys Evaluation" 6IIE126IIK33 Tech Spec change under 
i evi ew 

LUNDVALL, A E Baltimore Gas 6 Electric Co 82/12/17 EI6ENHUT, I) Q 
Division of Licensing 3pp 16493 075 24X Fiche 50-317,02/12/17, 

0212210420 


BF120900G2 Forward* notice of consideration of issuance of amend re 
util 820929 application for revised pressuriier level Tech 
£>pecs 

CLARK, R A Operating Reactor* Branch 3 B2/I1/30 LUNDVALL, A E 

Baltimore Qas U Electric Co 3pp 16304 260 24X 

Fiche 50-317,62/11/30,8212090032 


0212230274 Forwards response to NRC questions on pressurised level 
limiting conditions Tech Specs Table presenting summary of 
evaluation of impact of changing water level for each DUE 
t nc 1 

LlPPOLDf W J Baltimore Ga* h Electric Co 83/12/17 CLARK, R A 
Operating Reactors Branch 3 8pp 16500 265 24X 

Fiche 50-317, 02/12/17, 0212230274 


— B2J2090036 Notice of c ons 1 6 era 1 1 o n of issuance of amend for revised 
pressumer level Tech Specs 

CONNER. E L Operating Reactors Branch 3 82/11/30 4pp 

16304 263 24 X Fiche 50-317, 82/1 J /30, 821 2090032 


GJ’J 2310447 Forward* "Integrated Leak Rate Test Rept •’ 

tUNOVALL, A E Baltimore Gas 6 Electric Co 02/11/30 CLARK. R A 
Operating Reactors Branch 3 t? 16406 231 54X 

1 Uhe S 0-31 7, 32/11/30. 021221044 7 


Q Inspection reports, IE Bulletin* & correspondence 


0200190240 IE Bulletin 82-03, Revi * i on 1, "Stress Cracking in Thick- 
Wall, Large-Diameter, Stainless Steel , R sc ire u la t i on By* Piping 
at BUR Plants “ Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

112pp 16462 1*3 24X Fiche 50-000, 02/10/20, 0208190240 


- *8212210449 "Integrated Leal Rate Tost Rept " 

* Baltimore Gas it Electric Co 82/11/30 47pp 16486 232 24X 

Fiche 50-317,02/11/30,0212210447 


8212080197 Discusses ambiguity re use of terminology "review" & "audit" 
in Generic Ltr 02-23 tt 10CFR73 40 ANSI Sfcd NI0 7-1976 used 
For itrict definition of terms 

BDNNAKERrN J Baltimore Ga* 4 Electric Co 82/12/02 CLARK, R A 
Operating Reactor* Branch 3 3pp 16354 007 24X 

fiche 50-317, 02/12/02, 021200019? 


BL'0019026 3 Generic Ltr 02-32 to all PUR licensees re potential steam 
generator— related generic requirement* Forwards Science 
Applications. Tnc draft rept re subj requirements Comments 
requested within 30 days of ttr-8vc list end 

EISENHUT.DG Division of Licensing 82/12/09. Con*olid*ted 
Edison Co of New VoTk, Inc 29pp 16629 247 24X 

Tiche 50- GOO, 82 / 1 2/09, B30B 190263 


0200190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
BOl it Model 802 Thermoluminescent Dosimeters " Svc list 
end 

COBB, L I Division of Fuel Facilities! Materials & Safeguard* 
02/11/05 Consolidated Edison Co of New York, Inc HOpp 
16372 142 24X Fiche 50-000,02/11/05,82001 90243 


0208190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 82/11/10 
Consolidated Edison Co of New York, Inc, 10?pp 16411 199 24X 

Fiche 50-000, 02/11/10,0208190251 


8212020003 Notification of 021214 significant licensee meeting w/wtll 
in Lusby.MD te discuss SALP 

MCCABE, E Region 1, Office of Director 02/11/19 Region 1, 
Office of Director lp 16317 089 24X Fiche SO-317, 02/1 1/ 19, 
0212020003 


02J2J4-OIO3 Generic Ltr 92-20 to all licensees of operating 
Was t inghouse & C-E PWRs (except Arkansas Nuclear One, Unit 2 
tt San Onofre 2 & 31 re inadequate core cooling 
instrumentation sy* Svc list end 

EISENHUT, D.O Division of Licensing 02/12/10 Yankee Atomic 
Electric Cd 27pp. 16690 033 24X Fiche 30-000,02/12/10, 

0212140103 


0212100007 Forward* IE Insp Repts 50-317/02-27 & 50-310/82-23 on 
021012-1109 it notice of violation 

3TAR0STECKI, R Division of Project fc Resident Program* 02/11/24 
LUNDVALL, A E Baltimore Gas & Electric Co 2 PP 1637? 133 24X 
Tiche 50—317, 82/1 1/24, 0212100007 
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— 8212100010 Notice of violation from insp on 021012-1109 

* Region 1, Office of Director 02/11/24 Ip 16379 135 24X 

Fiche 50-317.02/11/24,0212100007 


—0212100013 IE Insp Repts 50-317/02-27 4 50-316/82-23 on 021012-1109 
Noncomp 1 lance noted Unit 2 placed in Mode 6 w/o operable 
audible indication of source range neutron flux in control 
room 

ARCHITZEL, R E , TRIMBLE. D C , MCCABE, E C Division of Project 4 
Resident Programs 82/11/17 1 3p p 16379 136 2 4X 

Fiche 50-317,82/11/24,8212100007 


— 0212220210 Monthly operating rep ts for Ndv 1902 

LQTITO, E Baltimore Gas 4 Electric Co B2/12/15 10pp 
1 651 B 310 24X Fiche 90-317,02/12/15,8212220200 


S Reportable occurrences, LERs & related correspondence 


62121 60259 Forward 3 LER 81-034/03L-0 

RUSSELL , L B Baltimore Gas b Electric Co 81/06/01 GRIER. D H 
Region 1, Ph i la d e 1 p h ia , Office of the Director (01/03/01) lp 
16442 356 24* Fichu 50-317,81/06/01,0212160259 


0208190256 IE Info Notice 82-46, "Defective & Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New Vor k, Inc 

137pp 16411 065 24X Fiche 50-000,02/11/26.0200190236 


820 0£ 90257 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Nan-Fissile Radioactive Matl " 8vc list end 
CDBB.L I Division of Fuel Facilities, Materials 4 Safeguards 
82/11/30 Consolidated Edison Co of Neu York, Inc 356pp 
16307 028 24X Fiche 50-000,02/11/30,8200190257 


D21 2060285 Ack receipt of 021028 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/82-07 4 
S 0-3 J 6/02-07 

STAROSTECKI.R Division of Project b Resident Programs B2/12/0J 
LUNDVALL, A E Baltimore Gas 4 Electric Co lp 16312 059 24X 

Fiche 30-317,02/12/02.0212060285 


— 6212060293 Responds to NRC 820929 ltr re violations noted in IE Insp 
Repts 50-317/82-07 fc 50-318/82-07 Corrective actions audit 
by QA of selected plant procedures which incorporate Tech 
Spec limits completed 

LUNDVALL, A E Baltimore Gas 4 Electric Co 82/10/28 
STAROSTECKI.R Division of Project b Resident Programs 3pp 
16312 060 24X Fiche 50-317,82/12/02,0212060205 


0208190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " 8vc list enc t 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of Neu York* Inc 

1 I3pp 16411 317 24X Fiche 50-000,02/12/03,0208190259 


B20B190261 IE Info Notice 02-40, "Failures of Agastafc CR 0095 Relay 
Sockets " Bvc list dncl 

JORDAN, E L Division of Engineering b Quality Assurance 02/12/03 
Consolidated Edison Co of Neu York, Inc llOpp 16462 064 24X 

Fiche 50-000,02/12/03.0208190261 


B2fl 2160384 Forwards response to 020914 request to auppl response to IE 
Bulletin 00-11, "Masonry Wall Design " One overslie drawing 
end Aperture card available in PDR 

LUNDVALL, A E Baltimore Gas 4 Electric Co 82/12/13 CLARK, R A 
Operating Reactors Branch 3 99pp 16442 151 24X 

Fiche 50-317, 02/12/13,8212160304 


— 8212160270 LER 0 1 -034/03L-Q on 8 J 0500 , emerg enc y diesel generator 11 
failed to reach rated speed while returning generator to 
svc Caused by fuel racks & operating linkages sticking & 
damaged set screw rubbing against 1 tnkage 
LAG1EWSK1, J S , HU8EBY, D E Baltimore Gas b Electric Co 
Ql/06/01 Region 1, Philadelphia, Office of the Director 

(01/03/01) lp 16442 357 24X Fiche 50-317,81/06/01,8212160^59 


0212060149 Nonroutine radiological environ operating rept on B2102/, 
oyster samples collected f i am Camp Conoy revealed presence 
of Ag-llOm, less than Aug samples Probably due to 
d ep urat i on 

PUKRMAN, G R Baltimore Gas b Electric Co 02/11/23 HAYNES, R C 
Region 1, Oft-ice of Director 3pp 16313 146 34X 

Fiche 50-317, 02/11/23,0212060149 


8P1 2060196 Forwards LER 82-066/03L-0 

RUSSELL, L B Baltimore Gas * Electric Co 02/J1/24 HAYNES, R C 
Region I, Office of Director lp 16313 196 24X 

Fiche 30-317, 02/11/24,8212060196 


— 8212060206 LER B2-066/03L-0 on B2 1 026, r eac t or protective sys channel B 
trip units for h i g hp owe r» th erena 1 margin/low pressure b axial 
shape index bypassed when Tc failed high Caused by noise 
producing transmitter circuitry oscillations 
LAGfEWSKI, J S , HINKLE, L s Baltimore Gas 4 Electric Co 
02/11/24 Region t, Office of Director Jp 16313 197 ?4X 

Fiche 50-31 7, 02/1 1/24, 821 2060 196 


0212060301 Foruards LER a2-065/03L-0 

RUSSELL, L D Baltimore Gas b Electric Co 02/11/24 HAYNES , R C 
Region 1, Office of Director lp 16312 119 24X 

Fiche 50-317,02/11/24,821206030 1 


—0212060306 LER B2-065/03L-0 on 82 1025, e 1 eq t r l c a 1 bus supplying power to 
containment atmosphere particulate 4 gaseous rad l oac 1 1 v i ty 
■monitoring sy» de-onerg i * ed Caused by ground on tendon insp 
platform power cab Ie> induced by high winds 

JUNGE, M A i BASSO, L F Dal tl more Gas b Electric Co 02/11/24 

Region 1, Office of Director lp 16312 1 20 24X 

Fiche 50-317,82/11/24,8212060301 


0212OBO441 Forwards LER 02-O72/O4X-O 

RUSSELL, L B Baltimore Gas b Electric Co 02/11/29 HAYNES , R C 
Region l, Office of Director ip 16352 1 12 24X 

Tfche 50-317, B2/ 1 1 /29. 821 208044 1 


BDO8190-267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air b Gas Monitoring rt Svc list enc 1 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

127pp 16620 191 24X Fiche 50-000,02/12/16,0208190267 


8209190260 IE Info Notice 82-50, "Mod of Solid State AC Undervoitag* 
Relays Type ITE-27 " Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc 108pp 16628 293 24X 

Fiche 50-000, 82/12/20, 0200190260 


821 228 0200 Ack receipt of 021027 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
30-317/82-18 b 50-318/02-22 

MARTIN, T T Division of Engineering 4 Technical Programs 02/12/21 
BOWMAKER, N J Baltimore Gas b Electric Co 2pp 16962 093 24X 

Fiche 50-317,02/12/21,8212200200 


— B2122B0208 Responds to NRC 821000 ltr re violations noted in IE 
Safeguards Insp Repts 50-317/02-10 4 50-310/02-22 Corrective 
actions withheld (ref 10CFR73 21 > 

BDWMAKER, N J Baltimore Gas b Electric Co 82/10/27 MARTIN, T T. 

Division of Engineering 4 Technical Programs lp 16562 0?5 
24 X Fiche 50-317,02/12/21,8212200200 


R Periodic operating reports 4 related correspondence 


0212220208 Forwards monthly operating repts for Nov 1962 

LOTITO, E M Baltimore Gas 4 Electric Co 02/12/15 Director's 
Office, Office of Inspection and Enforcement lp 16518 317 24X 

Fiche: 50-317 , 02/12/15,8212220208 


— 8212080440 LER B2-O72/O4X-0 on 82 1027, h l g h e r than normal background 
radioactive Ag-110m level® found in oyster samples taken 
from Camp Canoy location on B2I123 Caused by natural 
tendency of oysters to concentrate environ silver 
BHOBST,G E Baltimore Gas 4 Electric Co 02/11/29 Region 1, 
Office of Director ip 16352 113 24X Fiche 50-317,02/1 1/29, 

0212000441 


0212000456 Corrects 821123 ltr re nonroutine radiological environ 
operating rept Capacity fatter for Oct 1902 was 105 20X, not 
/2 5VA 

FUHRMAN, G R Baltimore Gas 4 Electric Co 02/11/29 HAYNES ■ R C 

Region 1, Office of Director lp 16352 163 24X 

Fiche 50-317 ,82/1 1/29* 021 20B045 6 


0212060305 PND-I-02-077 on 021201 , c ontrae tor employee Intentionally 
poisoned lunch 4 placed in refrigerator Employee 
notified licensee of actions upon discovering lunch missing 
Warning announced on page sys No known harm occurred 
ARCHITZEL, MCCABE Rogion 1, Office of Director 02/12/01 ip 
16312 III 24X Fiche 50-317,02/12/01,0212060305 


GP1 21 40125 Forwards LER 82-070/01 T-0 

RU9BELL, L B Baltimore Gas 4 Electnc Co 02/12/02 HAYNES, K C 
Region 1, Office of Director lp 16400 236 24X 

Fiche 50-317,02/12/02,0212140125 


'“0212140131 LER 82-070/01T-0 on 021 1 10, chemi cal vol 4 control isolation 
signal <CV/C IS) sys declared inoperable since generation of 
CVC1S may be prohibited by single failure Cause nob stated 
Corrective action ongoing to verify sys design adequacy 
PAVIS, G S , WENGER, L 0 Baltimore Gas 4 Electric Co 02/12/02 

Region 1, Office of Director 3pp 16408 237 24X 

Fiche 50-317,82/12/02,8212)40135 
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81-12210370 Forwards LER 62-069/ 03L-0 

RUSSELL# L 0 Haiti more Ga® t Electric Co 02/ 12/OS HAYNES . R C 

Region 1. Office of Director Ip 16494 302 24X 

Fiche 50-317, 62/12/00,8212310370 


— 321221 039-1 LER 03-O6B/O3L-D on 821 109# dur i n 3 Mode 1, power lost to 120- 
vol t ac vital bus Caused by inadvertent opening of tfc input 
breaker to inverter supplying bus Mod ui 1 1 1 be performed trt 
Inverter cabinets to prevent inadvertent breaker opening 
WEND ERLICH, R L Baltimore Gas & Electric Co 82/12/08 Region 
1, Office of Director 2pp 16494 303 24X Fiche 50-317# 

92 / 12 / 09 # 0212210378 


Q212210043 Forwards LEU 82-071/03L-0 

RUSSELL, L 3 Baltimore Cat tt Electric Co 82/12/09 HAYNES, R C 
Region 1, Office of Director lp 16490 224 24X 

Fiche 50-31 7# 82/12/09, 82 122 1 004 3 


— 8212210048 LER 02-07 1 /03L-0 on 621 109, d uring reactor tTip recovery# 
charging pump 12 breaker mould not close Caused by dirty 
breaker charging motor cutoff switch contacts Caii replaced 
& cutoff switch contacts cleaned 

JUMGE, M A # BASSO, L F Baltimore Gae «# Electric Co 83/12/09 
Region I# Office of Oirettor 2pp 16490 225 24X 

Eiche 50-317. 02/12/09# 8212210043 


Q2 12210076 Forward* LER 83-073/03L-0 

RUSSELL, L B Baltimore Gab fc Electric Co 92/12/09 HAYNES# R C 
Region 1# Off fee of Director Jp 16485 250 24X 

F i che 5Q-317, 02/12/09,0212210076 


—8212210080 LER 02-O73/O3L-O on 821 110, pres s ur i ier Uvei deviated from 
program level by more than +/-5X several times Caused by 
loading of main turbine generator Reanalysis far 
justification of relaiation of Tech Specs in progress 
JUNGE.M A Baltimore Gas fc Electric Co 82/12/09# Region i, 
Office of Director ip 16405 251 24X Fiche 50-317,82/12/0 9, 

■8212210076 


0212210294 Forward* LER 02-06 7/03L-0 

RUSSELL, L 8 Baltimore 0a 5 U Electric Co 82/12/09 HAYNES. R (. 
Region 1, Office of Director If 16497 OlO 24* 

Fiche 50-317, 02/12/09# 0212210394 


--8212210303 LER 82-067/03L-0 on 821 1 09. safe t y injection tank high levc-1 
alarm annunciated despite indicated level within Tech Spec 
limits Caused by level transmitter 1-LT-34J being out of 
calibr Transmitter to bo replaced during rent told shutdown 
PA VIS# 0 8 , RAYNOR# J W Baltimore Gas J, Electric Co 02/12/09 

Region 1, Office at Director 2pp 16497 Oil 24X 
Fiche 50-31 7# 02/12/09, 82f 221 0294 


QP12S90275 Forwards updated LER 62-07 1/OlX-l 

RUSSELL, L 8 Baltimore Gas & Electnc Co 62/12/16 HAYNES, H C 
Region 1# Office of Director Ip 16581 061 24X 

Fiche 50-317, 02/12/16,8212290275 


— S2I229O203 Updated LER 82-071/01 X-l on 021 1 09# charg mg pump 12 brpakcr 
would not c J ose, rendering pump inoperable Caused 6y dirty 
breaker charging motor cutoff switch contacts resulting in 
long ceil charging time Burnt coil replaced 

^/UNCE.rt A , BASGO.L F Baltimore Gas & Electric Co 82/12/16 
Region 1, Office of Director 2pp 16531 042 24X 

Ficfie. 50-31 7, 92/12/16, B2I2290275 


DOCKET 50-3 IQ CALVERT CLIFFS NUCLEAR POWER PLANT# UNIT 2 


F Security# medical, emergency fc fire protection plans 


8212010042 Releases public version of revised emergency response plan 
implementing procedure* 

FELTON, J M Division of Rules and Records 62/11/24 Document 
Management Branch Ip <6289 13J 24X Fiche 90-317,32/11/24# 

9212010042 


— 0212010050 Forwards public vereinn of revised emergency response plan 
implementing procedures , including Procedures ERP1P 3 Q re 
immediate action - alert & ERPTP 3 9 re immediate action - 
site emergency Receipt farm enc! 

* Baltimore Gas h Electric Co 82/11/12 CLARK# R A Dperotinfl 
Reactors Branch 3 Ip. 16269 132 24X Fiche 30-317,62/11/24# 

9212010042 


— 8212010055 Public version of revised emergency response plan 
implementing procedures, int ludi nj Procedures ERRip 3 9 re 
immediate action - alert it ERPIP 3 9 re immediate action - 
site emergency 

* Daltimor* Gas & Electric Co 62/11/09 19pp 16299 133 24X 

Fiche 30-317,62/11/24,6212010042 


8212130063 Responds to Generic Ltr B2-I7# "Inconsistency Between 
Requirements of 10CFR50 S4(t) & STS for Performing Audits of 
Emergency Preparedness Programs ,J Difference between "audit" 
t# "review" should be clarified 

LUNDVALL, A E Baltimore Gas 8 # Electric Co 02/11/29 CLARK . fl A 
Operating Reactors Branch 3 3pp 16391 169 24X 

Fiche 50-317, 02 /i 1/29# 8212130065 


0212000491 Confirms info provided in 821202 teleon re status of 
emergency operations facility (EOF) EOF located on company 
property, i mile from plant structures 

OLSON, R C Baltimore Gas & Electric Co 62/12/03 CLARK, R A 
Operating Reactors Branch 3 Ip 16352 262 24X 

Tiche 50-317, 82 / 12 / 03 , 821 2QB049 1 


021 2300204 Releases public version of change to revised list of 
effective pages to emergency response plan implementing 
p rocedures 

FELTON, J M Division of Rules and Records 02/12/20 Document 
Management Branch lp 16624 150 24X Fiche 30-317,82/12/20, 

621230D204 


— 3212300209 Forwards public version of Change 5 to Revision 8 of list of 
effective pages ta emergency response plan implementing 
procedures Receipt form end 

* Daltimor e Gas 6 Electric Co 62/12/00 CLARK# R A Operating 
Reactor* Dranch 3 lp J6624 J59 24X Fiche 50-317,02/12/20, 

0212300204 


--B2123Q0211 Public version of Change 5 to Revision 0 of list of 
effective pages to emergency response plan implementing 
procedures 

* Baltimore Gas 6 Electric Co 02/12/09 17pp 16624 161 I!4X 
Fiche SO-31 7, 32/12/20, 0212300204 


□212280200 Ac k receipt of 021027 ltr informing NRC of steps taken to 
correct Violations noted in IE Safeguards Insp Repts 
50-317/82-18 fc 50-316/02-22 

MARTIN# T T Division of Engineering & Technical programs 82/12/21 
pawMAKER.N J Daltlmore Gas Electric Co 2pp 16562 093 24 X 

fiche 50-317,62/12/21,0212280200 


- -*0212200208 Responds to NRC 021000 ltr re violations noted in lb 
Safeguards Insp Repts 50-317/02-19 1# 50-319/02-22 Corrective 
actions uithheid (ref 10CFR73 2D 

BQWMAKER.N J Baltimore Cas & Electric Co 82/10/27 MARTIN, T T 
Division of Engineering S# Technical Programs ip 16562 099 
24X Fiche 50-317# 02/ 12/21 # 921 2200200 


P Operating license stage documents it correspondence 


0P12O3OO31 provides relief from ASME Doiler t# Vessel Cod e # Sec t i on XI 
requirement re hydrostatic test pre 1 sur b# f d und impractical 
in B2O03O application Acceptable alternate test method 
approved in accordance w/lOCFH 50 S 3 a 

CLARK# R A Operating Reactors Branch 3 02/H/I9 LUNDVALL# A L 

Baltimore Gas 6 Electric Co 2pp 16367 147 24X 

Fiche 50-310# 82/t 1/19, 6212030031 


-0212089036 8 ER supporting 020030 request for relief from pressure 
testing requirements of ASME Boiler & Pressure Vessel Cpde 
after mod of <au*iiiery feedwater sys piping & components 
* Office of Nuclear Reactor Regulation# Director 82/11/19 Opp 
16367 J49 24X Fiche 50-318# 92/1 1 /19, 82 12080031 


— 0212OBOO4O Notice of granting of relief frum ASMC Section XI# inservjre 
insp requirements 

CLARK, R A Operating Reactors Branch 3 82/11/19 2pp 

16367 152 24 X Fiche 50-310, 02/11/ 19# 821 2000031 


0212060071 Responds to Generic Ltr 02-22 Plant reduction or outage has 
not been attributed to leak of maint on steam generators 
Occupational radiation exposure resulting from routine in»p 
minimal 

LUNDVALL# A 6 Baltimore Gas fc Electric Co 02/11/24 EjSENHUT# D G 
Division of Licensing Ip 16316 106 24X Fiche 50-317# 82/1 1 /24, 

0212060071 


Q21 2070105 Forwards SER 4- technical evaluation of "Improvements m 
Training 6 Requali f icatian Programs as Required by TMI 
Action Items I A 2 t it II D 4 for Calvert Cliffs, 

Units 162" 

CLARK, R A Operating Reactors Branch 3 02/11/24 LUNDVALL# A C 

Baltimore Gas it Electric Co 4pp 16354 289 24X 

Fiche 50-317.02/11/24,8212070105 


— 0212070115 " I mpr ovement s in Training & Requalification Programs ao 
Required by TMI Action Items 1 A S 1 UI D 4, Calvert 
Cl i f f *# Unit t i tt 2#" technical evaluation rept 
* Science Appl ieations# Inc NRC" 03-82-096 6AI-166-029- 19 

02/00/3 J NRC - No Detailed Affiliation Given I3pp 

16334 293 24X Fiche 50-317,65/11/24,0212070105 
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82120 70034 Forward* documentation satisfying each criterion of 
NUflEG-0737. Item II B 3. "Post-Accident Sampling." per NRC 
6 20 630 request W/one overawe drawing Aperture card is 
available in PDR 

LtiMOVAUL.A E Baltimore Gas b Electric Co 82/11/30 CLARK, R A 
Operating Reactors Branch 3 9pp 16326 001 24X 

riche 50-317.02/11/30,8212070054 


BP1209QQ32 Forward* notice of consideration of issuance of amend re 
util Q20929 application for revised prossurlrer level Tech 
bpecs 

CLARK, f? A Operating Reactors Branch 3 02/11/30 LUNDVALL, A E 

Baltimore Gas b Electric Co 3pp 16384 260 24X 

Fiche 50-317. 82/11/30. 8212090032 


--821 2090036 Notice of consideration of issuance of amend for revised 
pressurwer level Tech Specs 

CONNER. E L Operating Reactors Branch 3 82/11/30 4pp 

16384 263 24X Fiche 50-317,02/11/30.0212090032 


G212090090 Forwards notice of consideration of issuance of amend re 
util 821015 application for Cycle 5 operation 

CLARK. R A Operating Reactors Branch 3 02/11/30 LUNDVALL.A C 

Baltimore Gas b Electric Co 3pp 16304 237 24X 

Tiche 50-318.82/11/30,0212090050 


— 8212090053 Notice of cons idera t ion of issuance of amend for Cycle 5 
operation 

CLARK, R A Operating Reactors Branch 3 02/11/30 4pp 

16334 240 24X Fiche 50-318,02/11/30,8212090050 


G1M2080197 Discusses ambiguity re use of terminology "review" & "audit 11 
in Generic Lt r 82-23 b 10CFR73 40 ANSI Std NlQ 7-1976 used 
for strict definition of terms 

ROWMAKER.N J Baltimore Gas b Electric Co B2/12/02 CLARK, R A 
ttpeTafcing Reactors Branch 3 3pp 16354 007 24X 

Fiche 50-317,82/12/02,0212080197 


OlHSaOOOSB Forwards responses to NRC questions re S21015 amend to 
Cycle 5 license application 

LUNDVALL.A E Baltimore Gas b Electric Co 82/12/06 CLARK, R A 
Operating Reactor* Branch 3 3pp 16474 303 24X 

fiche 30-310, 02/ 1 2/06, 8212200000 


gy, 12270542 Forwards notice of consideration of issuance of amrnds to 
License BPR-69 Amend revise* Tech Specs re auxiliary 
feedwater sy* 

CLARK, R A Operating Reactors Branch 3 02/12/06 LUNDVALL.A L 

Baltimore Gas b Electric Co 3pp 16546 346 24X 

Fiche 90-310,82/12/06,0212270542 


--82 1 2270546 Notice of consideration of issuance of amend* to License 
DPR-69 

CLARK, R A Operating Reactor* Branch 3 82/12/06 4pp 

i 6546 349 24X Fiche 50-318,02/12/06,0212270542 


Qi’08190263 Generic Ltr 82-32 to a 1 1 PWR licensees re potential steam 
g enerator-r e 1 ated generic requirements Forwards Science 
Applications,;^ draft rept re subj requirements Comments 
requested within 30 day* of ltr Svc list oncl 

EISENHUT.D 0 Division of Licensing 82/12/09 Consolidated 
Edison Co of New York, Inc 29pp 16629 247 24X 

f ich* 50-000, 02/12/09,0208190263 


8212140103 Generic Ltr 82-20 to all licensee* of operating 
West i nghouso & C-E PURs (except Arkansas Nuclear One, Unit 2 
b Sati Onofre 2 Ik 3) re inadequate core cooling 
instrumentation sy* 8vc list encl 

FtSENHJT,D O Division of Licensing B2/12/10 Yankee Atomic 
r lee trie Co 27pp 16690 035 24X Fiche 50-000,02/12/10, 

02121 40103 


BJU2170252 Informs that source range Plux monitoring capability now 
scheduled to be provided at alternate shutdown panel for 
Unit 1 by end of Fail 1903 refueling outage b for Unit 2 
by end of Spring 1904 outage 

LUNDVALL.A E Baltimore Gas & Electric Co 62/12/10 CLARK, I? A 
Operating Reactors Branch 3 2pp 16456 209 24X 

Fiche 50-317,02/12/10,0212170252 


8215300041 Forwards safety evaluation b technical evaluation repta 
supporting environ qualification of safety-related 
electrical equipment Just i f teat ion for continued operation 
b qualification or replacement of equipment requested 
CLARK, R A Operating Reactors Branch 3 82/12/16 LUNDVALL.A C 

Haltinore Gas b Electric Co 3pp 16624 288 24X 

Fiche 50-317, 02/12/16,0212300041 


— 0210220470 "Review of Licensee Resolution of Outstanding Issues From 
NRC Equipment Environ Qualification SERs <F-ll & B--60>i 
Calvert Cliff* Nuclear Power Plant Unit 2," technical 
evaluation rept 

PANDEY, 8 Franklin Insti tute /Frank 1 in Research Center 
NRC- 03-79-1 10 TER-C 52 57-400 82/10/13 LE.N D NRC -No 

Detailed Affiliation Given 681pp 16627 001 24X 

Fithe 50-31 7, 02/12/16, 6212300041 


8212210420 Forward* results of review of TMI Action Items I A 1 3, 
"Limit Overtime," II E 1 I, "Short Term Auxiliary Feedwater 
Sy s Evaluation" k II E 1 3 Hi K 3 3 Tech Spec change under 
r ev 1 eu 

LUNDVALL.A E Baltimore Gas b Electric Co 82/12/17 EISENHUT, D G 
Division of Licensing 3pp 16493 075 24X Fiche 50-317,02/12/17, 

8212210420 


Scfl 2530274 Forwards response to NRC questions on pressurlied level 
limiting conditions Tech Specs Table presenting summary of 
evaluation of impact of changing water level for each DBE 
t?nc 1 

L JFPGLDj W J Baltimore Gas b Electric Co 02/12/17 CLARK, R A 
Operating Reactors Branch 3 Bpp 16308 265 24X 

Fiche 50-317,82/12/17,0212530274 


BL! 1 22303 12 Responds to NRC question an Cycle 5 instrument loop 
uncertainties Uncertainty includes allowance for drift based 
on plant experience 

L IPPOLD, W J Baltimore Gas fic Electric Co 02/12/17 CLARK, R A 
Operating Reactors Branch 3 3pp 16507 0?i 24X 

Fiche 30-310,82/12/17,8212230312 


0212290120 Responds to NRC question re Cycle 5 instrument loop 
uncertainties Instrument loop uncertainty is added 
a 1 gebra ical ly to setpoint of plant parameter used in safety 
analysis which yields value stated in Tech Specs 
L I PPOLD, W J Baltimore Gas b Electric Co 82/12/17 CLARK, R A 
Operating Reactors Branch 3 2pp 165B3 226 24X 

fiche 50-310.02/12/17,0212290120 


8212280199 Application for amend to License DPR-69, c hang 1 ng measurement 
range for Tech Spec Table 3 3-9 re remote shutdown 
monitoring instrumentation Class III fee encl 

LUNDVALL.A E Baltimore Ga* b Electric Co 82/12/23 CLARK, R A 
Operating Reactors Branch 3 App 16962 299 24X 

Tiche 50-31©, 62/12/23. 821 2230 199 


— 0212200202 Proposed changes to Tech Spec Table 3 3-9 re measurement 
range change* to remote shutdown monitoring instrumentation 
# Gal timer e Gas b Electric Co 62/12/23 lp 16562 293 24X 

Ficho 50-3 10, 02/ 1 2/23, 02 1 2280 1 99 


0212290122 Forwards response to NRC question re impact of NRC-lmposed 
FAT EE 3 grain siio restriction on Cycle 5 operating limits 
L IPPOLD, W J Baltimore Ga* b Electric Co 62/12/27 CLARK, R A 
Operating Reactors Branch 3 2pp 165B3 200 24X 

Fichu 50-310,02/12/27,0212290122 


Q Inspection, reports, IE Bulletins b correspondence 


0508190340 IE Bulletin 02-03, Revi * ion l, "Stress Cracking in Thick- 
Wall. Large-Diameter , Stainless Steel, Rec ircu lat Ion figs Piping 
at BWR Plants " 9vc list encl 

DEYOUNG, R C Director's Office* Office of Inspection and 

Lnforcement 02/10/28 Consolidated Edison Co of New York, Inc 

i I2pp 16462 163 24X F i c h«r 50-000, 02/10/20, 02001 90240 


B20 81 90245 IE Info Notice 82-42. "Defects Observed in Panasonic Model 
801 b. Model 002 Thermoluminescent Dosimeters " Svc list 
encl 

CODPtL I Division of Fuel Facilities, Materials h. Safeguards 
©2/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372: 142 24X Fiche 30- 000.62/11/05,82001 9024 5 


0^00190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirements * Svt list encl 

JORDANiE L Division of Engineering b Ouality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche 50-000,82/11/18,0200190251 


8212020003 Notification of 821214 significant licensee meeting w/utll 
in Lusby,MD to discuss SALP 

MCCABE, E Region 1, Office of Director 92/11/19 Region I. 
Office of Director lp 16317 089 24X Fiche 50-317,02/11/19, 
0212020003 


B212080031 Provides relief Prom ASHE Boiler 1* Vessel Code, Section XI 
requirement re hydrostatic test pressure, found impractical 
in 020030 application Acceptable alternate test method 
approved In accordance w/lOCFRSO 35a 

CLARK, R A Operating Reactors Branch 3 02/11/19 LUNDVALL.A E 

Baltimore Ga* & Electric Co 2pp 16367 147 24X 

Fiche 90-310,02/11/19,8212000031 
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— 0212000036 SER supporting 820030 request for relief from pressure 
testing requirements of ASME Boiler J, Pressure Vessel Code 
after mod of auxiliary feedwater sys piping & components 
# Qrfice of Nuclear Reactor Regulation Director 82/11/19 3pp 
16367 149 24 X Fiche 50-318,02/11/19,0212000031 


0200190263 IE Info Notice 02-50, "Mod of 
Relays Type I TE-27 " Svc list end 
JORDAN, E L Division of Engineering it 
Consolidated Edison Co of New York, 
F 1 c he 50-000, 02/12/20, 0200190268 


Solid State AC Ondorvo 1 tagt> 

Duality Assurance 03/12/20 
Inc 108pp 16620 293 24/ 


— 0212080040 Notice af granting of relief from ASME Section XI. inservice 
insp requirements 

CLARK, ft A Operating Reactors Branch 3 02/11/19 2pp 

16367 152 24X Fiche 50-310,02/11/19,0212000031 


9212100007 Forward* IE Insp Rapt* 50-317/62-27 It 50-310/82-23 on 
021012-1109 6 notice of violation 

8TAR03TECK1, R Division of Project it Resident Programs 82/11/24 
LUN0VALL.A £ Baltimore Gas U Electric Co 2pp 16379 133 24X 
Fiche 50-317.82/11/24,8212100007 


— 9212100010 Notice of violation from insp on 021012-1109 

* Region 1. Office of Director B2/11/24 jp 16379 135 24X 

Fiche 50-317,02/11/24.0212100007 


- 8212100013 IE Insp Rapt* 50-317/82-27 * 50-310/82-23 on 021012-1109 
None omp 1 lance noted Unit 2 placed in Mod* 6 w/o operable 
audible indication of source range neutron flux in control 
room 

ARCH1TZEL,R E , TRIMBLE, [> C , MCCABE, E C Division of Project 6 
Resident Programs 82/11/17 I3pp 16379 136 24X 

Fiche 50-317,02/11/24,0212100007 


8208190256 IE Info Notice 02-46, "Defective * Obsolete Combination 
Padlocks * Svc list enci 

DEYCUNQ, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Ca of New York, Jtic 

I27pp 16411 065 24X Fiche 50-000,02/11/26,0208190256 


0212290200 Act receipt of 821027 Itr informing NRC uf steps taken to 
correct violations noted in IE Safeguards Insp Repts 
50-317/02-18 & 50-310/82-22 

MARTIN, T T Division of Engineering 1 Technical Programs Q2/12/2I 
BOWMAN ER, N J Baltimore Gas it Electric Co 2pp 16362 093 
Fiche 50—317, 02/12/21 , 8212200200 


—0212280200 Responds to NRC 821000 ltr re violations noted In IE 
Safeguards Insp Rept* 50-317/02-18 t 5O~3i8/02-2 S Corrective 
actions withheld iref 10CFR73 21) 

B OWN AKER, N J Baltimore Gas & Electric Cd 02/10/27 MAP TIN, T 1 
Division of Engineering it Technical Programs Ip 16362 095 
24X Fiche 30-317,02/12/21,0212200200 


8212290330 Forwards fee for inservice insp program request for coliuf 
from ASME Code Section XI re hydrostatic pressure testing 
requirements for mods made to s a f ety~r e la fee d sys Request 
clarified tt flow diagrams end 

L UNO V ALL, A E Baltimore Gas Electric Co 82/12/21 CLARK , R A 
Operating Reactors Branch 3 5pp 16506 212 24X 

Fiche 50-310,02/12/21,8212290338 


ft Periodic operating report* & related correspondence 


8P12220209 Forwards monthly operating repts for Nov 19B2 

LOTITCJ,e M Baltimore Gas it Electric Co 82/12/15 Director's 
Office, Office of Inspection and Enforcement Ip 16510 317 24 X 

fiche 50-317, 02/12/15, 9212220200 


0200190257 I£ Info Notice 92-47, "Transportation pf Type A Quantities 
of Non-Fi as 1 1 e Radioactive Matl " Svc list end 
COBB, L I Division, of Fuel Facilities. Materials £, Safeguards 
92/11/30 Consolidated Edison Co of New York, Inc 356pp 
16307 02B 24X Fiche 50 - 000,82/11/30,0208190257 


0212060205 Ack receipt of 821020 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/02-07 «c 
50-310/82-07 

STARCSTECKI, fi Division of Project 6 Resident Programs 82/12/02 
LUNDYALL, A E Baltimore Gas «, Electric Co Ip J63I2 059 24X 

Fiche 50-317,02/12/02.0212060285 


— 0212060293 Responds to NRC 020929 ltr re violations noted in IE Insp 
Repts 50-317/82-07 & 50-310/02-07 Corrective actions audit 
by OA of selected plant procedures which incorporate Tech 
Spec limits completed 

U/NOVALL, A E Baltimore Gas A Electric Co 02/1O/2B 
STAROSTECKI , R Division of Project 6 Resident Programs 3pp 
16312 060 24X Fiche 50-317,62/12/02,8212060285 


0PQS19O259 IE Bulletin 02-04, '‘Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Cpnsol idated Edison Co of New York, Inc 

J I3pp 16411 317 24X Fiche 50-000,82/12/03.0208190259 


0200190261 IE Info Notice 02-48, "Failures of Agastafc CR 0095 Relau 
Dockets " Svc list end 

J'ORDAN, E L Division of Engineering it Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc HOpp 16462 064 24X 

F l c h e 50-000, 02/ 1 2/03, 0200 1 9026 1 


021 21 70349 Informs of results of Nov 1982 steam generator eddy current 
tests Two tubes, one each in steam generator* 21 & 22 sludge 
areas, showed excessive tube wall loss Tubes removed from 
svt by plugging ends w/mechanical plug* 

LUNDVALL.A E Baltimore Gas & Electric Co 02/12/09 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement 2pp 
16456 113 24X Fiche 50-318,82/12/09,0212170349 


— 021222 0210 Monthly operating repts for Nov 1902 

LOTITO.E Baltimore Gas it Electric Co 82/12/15 lOpp 
16518 318 24 X Fiche 50-317,02/13/15,0212220208 


S Reportable occurrence*. LERs ii related correspondence 


0212060149 Nonroutine radiological environ operating rept on 821027, 
oyster sample* collected from Camp Conoy revealed presence 
of Ag-llOm, less than Aug samples Probably due to 
depuration 

FUHRMAN, G R Baltimore Gas 6 Electric Co 02/11/23 HAYNES, ft C 
Region 1, Office of Director 3pp 16313 146 24X 

Fiche 50-317, 82/11/23,8212060149 


8212000456 Corrects 821123 ltr re nonroutine radiological Bnviron 
operating rept Capacity factor for Oct J9B2 was 105 207„ not 
72 SIX 

FUHRMAN, 0 ft Baltimore Gas It Electric Co 82/11/29 HAYNES , f? L 

Region I, Office of Director Ip 16352 163 24X 

Fiche 50-3 J 7, 02/ i 1 /29, 82 1 2000456 


0212060303 PNO-I-02-O77 on 021201 , c on trae tor employee intentionally 
poisoned lunch it placed in refrigerator Employee 
notified licensee of action* upon discovering lunch cussing 
Warning announced on page sy* No known harm occurred 
AflCHlTZEL, MCCABE Region 1, Office of Director 82/12/01 Ip 
16312 111 24X Fiche 50-317,02/12/01,0212060309 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 
F Security, medical, emergency fire protection plan* 


0212010092 Releases public version of revision feo emergency plan 
Implementing procedure 

FELTON, J M Division of Rule* and Records 02/11/24 Document 

Management Branch Ip 16209 338 24X Fiche 50-320r 02/11/24, 

0212010092 


0212160304 Forwards response to 820914 request to suppl retponte to IE 
Bulletin 80—11, "Masonry Mall Design " One oversite drawing 


end Aperture card available in FOR 
LUNDVALL, A E Baltimore Gat 6 Electric Co 
Operating Reactors Branch 3 99pp 16442 
Fiche 50-317, 02/12/13, 0212160304 


02/12/13 
l St 24X 


CLARK, ft A 


for Sample Conditions 


0?O0I9O267 IE Info Notice 02-49. "Correction 
Air 6 Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edi,on Co of New York, 

1 27pp 16620 191 24X Fiche 50-000,02/12/16,8200170267 


—0212010097 Public version of Revision 5 to Emergenc 
Procedure 1054 6, "Add! Assistance it Notification 
* General Public Utilities - GPU Service Corp 
16239 33? 24X Fiche 50-320,02/11/24,0212010092 


y Plan Imp 1 emont Inp 
82/11/05 24 pp 


mi Z : * « u u c * i on ax raemty in three phase* per 

821110 presentation Imp lamentafc i on will require close 
coordination of recovery effort* consistent w/ALARA 
practices 

EJbppt? j K u PubHc Utilities - GPU Service Corp 02/12/03 

BARRETT, C H TMI Program Office 4pp 16309 270 £> 4 X 

Hebe 50-320,82/12/03,8212130310 
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Gr J l22204lS Forwards listings of major employers within facility 
emergency planning isne. in response to NRC request 

MCKELVV, 0 A General Public Utilities - GPU Service Corp 02/12/06 
KANTOR.F NRC - No Detailed Affiliation Given 7pp 16504 001 
2*1 X Fiche 50-289. 02/1 2/03. 82122204 15 


— 8212220421 Forwards listings of hotel s< mote 1 s< campgrounds h marinas 
within facility emergency planning zone 

MCKELVV. G A General Public Utilities - GPU Service Corp 
82/11/16 KANTQR, F NRC - No Detailed Affiliation Given 7pp 
16504 008 24X Flche 50-289.82/12/00.0212220415 


Q, 1 |2160745 Releases public version of revised emergency plan 
implementing procedures 

f-ELTQN, J M Division of Rules and Records 02/12/10 Document 

Management Branch Ip 16464 165 24X Fiche 50-320.02/12/10, 

02 121 60745 


- -02 12160752 Forwards public version of revised Emergency Plan 
Implementing Procedures 1094 16, "Contami nat&d Injuries/ 

Radiation Overexposure" it 1054 21. "Emergency Repair/ 

Operations ° 

SHAVER, L General Public Utilities - GPU Service Corp 02/12/03 
DENTON, H R NRC - No Detailed Affiliation Given lp 16464 166 
24X Fiche 50-320, 02/12/ 10, B212160745 


— 02 1 2160764 Public version of revised Emergency Plan Implementing 
Procedures 1054 16, "C ontam i na t ed In jurie s/Rad la t ion 
(Jverexposur e“ it 1054 21, ‘'Emergency Repat r/Qperations " 

KANGA, B K General Public Utilities - GPU Service Corp 82/11/23 
lOpp 16464 167 24X Flche 50-320.02/12/10.8212160745 


9P12270149 Forwards interim security precauti ons, pending completion of 
requested clarification of security plan Enel withheld 
< ref 10CFR2 790 & 10CFR73 21) 

KANGA, B K General Public Utilities - GPU Service Corp 82/12/20 
&NYOER.B J Till Program Office ip 16938 340 24X 

fiche 50-320,02/12/20.0212270149 


GM22Q0285 Ac k receipt of 021100 ) tr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
!i 0-320/02-09 

MARTIN. T T Division or Engineering k Technical Programs 02/12/21 
KANOA, B K General Public Utilities - GPU Service Carp 5p p 
16559 01 B 24 X Fiche 50-320.82/12/21.0212280309 


— 0212280390 Responds to NRC 021008 Itr re violations noted in IK 
Safeguards Insp Rept 50-320/02-09 Corrective actions 
withheld (ref 1QCFR2 790 U 73 21) 

KANOA.fl K General Public Utilities - GPU Service Corp 02/11/00 
HAYNES, R C Region I. Office of Director ip 16559 020 24X 

Fiche 50-320. 82/12/21. 8212280305 


0 Adjudicatory correspondence 


Cj'’J 2I40186 Request for extension of time until 021224 to file petition 
for review of ALAO-701 Time necessary due to holidays, 
sickness S' vacations Certificate of 8vc enc 1 

JQHNSflUD, J H Environmental Coalition on Nuclear Power 02/12/09 
Commissioners 4pp 16403 167 24X Fiche 50-000.82/12/00. 

021 SI 40186 


01*12140439 Order extending time until 821227 for TMI t< Peach Bottom 
intervennrs to file petition for review of ALAB-701 
CHILK.S J Office of the Secretary of the Commission 02/12/13 
Environmental Coalition on Nuclear Power lp 16404 360 24/ 

fiche 50-000,02/12/13,0212140430 


B212210009 Advises that intervenor petition for review of ALAB-701 
should be served on NRC when filed 

GORDENICK.B M Hearing Branch 3 02/12/16 JOHNSRUD, J 

Affiliation Unknown 2pp 16486005 24X Fiche 50-000.02/12/16. 

8212210009 


8212300134 Petition for review of consolidated radon proceedings 
Commission should grant financial assistance to interveners, 
should reopen record on all issues it remand case for full 
consideration Certificate of Svc end 

JOHNSRUD, J H Environmental Coalition on Nuclear Power 02/12/27 
Commissioners 15pp 16590 1 12 24X Fiche 50-000,02/12/27. 

0212300134 


P Operating license stage documents it correspondence 


0005071094 Research Info Ltr 02 transmits preliminary results of 
research on socio-economic effects of TM1 accident Direct 
economic effects include interrupted local production & 
reduced local income h employment 

bUDi‘yrTZ,R J Office of Nuclear Regulatory Research, Director 
KIL-O02 80/02/29 DENTON, H R Office of Nuclear Reactor 
Regulation, Director 4p p 16565 340 24 X Fi c h e 50-320, 00/02/29, 

KQ05071094 


0312060395 Supplemental response to 820906 FOIA request for eight 
categories of documents Forwards documents listed in App A 
for Items 4 it 5 No other documents aub-j to request located 
FELTON# J M Division of Rules and Records 82/11/09 AUDIN.L 
Affiliation Unknown 2p p 16322 34? 24X Fiche 50-320,92/11/00, 

0212060395 


— 9212060403 Items of interest re CRBR fuel cycle environ review, spent 
fuel reprocessing b TMI-2 waste mg t task force for wk ending 
820709 

* Office of Nuclear Material Safety & Sa feguards, Director 
92/07/09 lp 16322 345 2 4X Fiche 50-000.02/11/08,0212060395 


8212010366 Concurs that adequate radiological controls considered in 
020721 plan to remove radioactive metis in once through 
steam generator 20 Detailed procedures (par Tech Spec 6 0 2) 
required for approval of final ays operation 

BARRETT, L H TMI Program Office 02/11/16 KANGA, B K General 
Public Utilities - GPU Service Corp 3pp 16271 090 24X 

Fiche 50-320.82/11/16.8212010366 


0212270028 Responds to 021015 request for comments on Commission 
paper "Development of Scope of Guide-lines to Facilitate 
Recovery Efforts in Event of Nuc l«ar-Re lated Accidents at 
Operating Power Plants “ 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
82/11/22 MJNOGUE, R D Office of Nuclear Regulatory Research, 
Director 2p p 16351 344 24X Fiche 50-320,82/11/22,8212270050 


8212020408 Submits review of util B21013 b 1111 SERs re s ubmerg ed 
d emineral izeT sys liner recombiner b vacuum outgassing sye 
9ER acceptable 

BARRETT, LH TMI Pro gr am Of f i c e 82/11/23 KANGA. B K General 
Public Utilities - GPU Service Corp App 16297 344 24X 

Tithe 90-320, B2/1 1/23, 8212020400 


8212020403 Responds to util 821014 proposal tD modify nitrogen qOb 
inerting of shipping casks for -future EPICOR II prefilter 
shipments Proposed change in conformance w/requ i rements in 
NRC 920723 ltr 

BARRETT, L H TMI Program Office 02/11/24 KANGA. B K Qeneral 
Public Utilities - QPU Service Co-rp 2pp 1629? 351 24X 

Fiche 90-320,82/11/24.8212020405 


□212020407 Submits review of 821103 suppl to reactor coolant procoaslnq 
plan to assess safety aspects of processing reactor coolant 
uj/RCS in depressurized it drained down condition Approves 
implementation of suppl 

U ARRETT , L H TMI Program Office 82/11/24 KANGA, D K Geneial 
Public Utilities - GPU Service Corp Ip 16297 348 24X 

Fiche 50-320,92/11/24,8212020407 


9212060015 Forwards application for amend to License DPR-73 for 
proposed Tech Spec Change 40. consist ing of administrative 
control changes in areas of res p ons i b 1 1 x ty ■ or gan 1 1 at i on , 
staff qualifications, revi ew b audit b RO action 

ARNOLD, R C General Public Utilities - GPU Service Corp 02/11/29 
SNYDER, B J TMI Progr-am Office lp 16311 020 24X 

fiche 50-320.02/11/29,021206001 5 


— B212060019 Application to amend License DPR-73 for proposed Tech Spec 
Change 40, c on* i *t i n g of administrative control changes in 
areas of re sp onsib 1 1 l ty , arg a n i i a 1 1 on , staf f qualifications, 
review 5 < audit k RO action 

ARNOLD, R General Public Utilities - GPU Service Corp ARNOLD, R 
Metropolitan Edison Co ARNOLD, R Jersey Central Power & Light 
Co 02/ 11/29 2pp 16311 021 SAX Fiche 90-320,92/11/29, 
0212060013 


— B2I2060022 Proposed Tech Spec Change 40, c on s 1 st i ng of administrative 
control changes ifi areas of respoms i bll i ty, organi zation, 
staff qualifications, review t< audit It RO action 

* General Public Utilities - GPU Service Corp 82/11/29 I4pp 
16311 023 24X Fiche 50-320,02/11/29,0212060015 


0212060085 Forwards proposed organization p Ian, Revl sion 6 Mutually 
agreeable implementation plan will be established after 
approval 

ARNOLD, R C General Public Utilities -GPU Service Corp B2/11/29 
SNYDER, B J TMI Program Office I7pp 16314 325 24X 

Fiche 30-320, 82/1 1/29, 6212060005 


0P12O9OOO4 Forwards amended sections to recovery operations plan, as 
approved Change 18, which changes operability requirements 
for airborne particulate monitor H/o end 

BARRETT, L H TUT Program Office 82/11/30 KANGA. D K General 
Public Utilities - OPU Service Corp Spp 16379 359 24X 

fiche 50-320, B2/1 1/30. 8212090004 
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8212280324 "Cha ra c (ter 1 la 1 1 o n of TMl-Typ e Wastes 6 Solid Products,." 
quarterly progress rept for Jol-Sapt 1902 

SWYLER* K J » DAY'LL, ft BrooJcbaven National Laboratory FIN A-3236 
02 1 22003 i 4 62/11/30 KIN, K Office of Nuclear Regulatory 

Research, Director 27pp 16590 115 24X Fiche 50-320,02/11/30, 

82 ! 22005 J 4 


6212130039 Forwards Procedure iOOO-PLN-4010 01, "CPU Nuclear Corp. 
Radiation Protection Plan " 

KANQA, & K General Public Utilities - GPU Service Corp 82/12/06 
BARRETT, L H TNI Program Office lp I639I 168 2AX 
Tiche 50-320, 82/12/06,0212130059 


—8212130060 Procedure 1000— PLN-4O10 01, "GPU Nuclear Corp Radiation 
protection Plan*" Revision 0 

HILDEBRAND, J E , LONG. R L . HUKILL, H D General Public Utilities - 
GPU Service Carp 02/11/05 I5pp 16391 169 24X 

Fiche 50-320,02/12/06,8212130039 


02(2230056 forwartli Tech Spec* inadvertently omitted from NRC 021130 
Itr forwarding amended section* to recovery operation* plan 
as approved Change 18 

BARRETT. L W TNI Program Office 82/12/00 KANQA, fl K General 
Public Utilities - GPU Service Corp 2pp 16345 333 24X 

Fiche 90-320, 82/ i 2/08. &2 1 2230056 


— 8212230061 Tech Spec 4 3 re i ns ferumentafci on surveillance requirements, 
inadvertently omitted from NRC B21J3Q ltr forwarding amended 
suctions to recovery operations plan as approved Change 10 
* THI Program Office 82/12/08 3pp I6S45 335 24X 

Fiche 50-320, 82/ 12/03. 021 2230056 


8200190263 Generic Ltr 02-32 to all PWR licensees re potential steam 
generator-related generic requirement* Forwards Science 
Applications, Inc draft rapt re subj requirements Comments 
requested within 30 days of Itr Svc list end 

ElSEHHUTfD 0 Division of Licensing B2/12/09 Consolidated 
Edison Co of New York, Inc 29pp 16629 247 24X 

Tfche 50-000, 82/ 12/09, 820B 190263 


8212300260 Request* temporary exemption from surveillance requirements 
of recovery operations p I an, Sec tlons 473 1, 4 7 3 2 fc 
4733 until RCS refilled 

KANG A. 5 K General Public Utilities - CPU Service Corp 02/12/09 
BARRETT, L H TMI Program Office Ip 16595 256 24X 

Fiche 50-32 0. &2/I2/09, B2123GO260 


0212230394 Advise* that recnvery operations plan Change Request 21 re 
puspensien of selected surveillance requirements U mod to 
Section 402b clarifying may time interval for testing 
denied 

SNVOERrD J TNI Program Office 02/12/13 KANG A. 0 K General 

public Utilities - GPU Service Corp 3pp 16540 243 24X 

Fiche 50-320, 02/ 1 2/1 3, 021 2230384 


0212210018 Informs of changes in plans for refilling RCS During refill, 
prossuriier will not be vented, provid ing added measure of 
protection against sys overpres sur 1 ta fcicn 

KANQA, 0 K General Public UtjiitiBS - GPU Service Corp 02/12/14 
BARRETT, L H TNl Program Office lp 16490 163 24X 

Fiche 50-320, 02/12/14, 821 221001 8 


BP12290040 Responds to 021122 Itr re filling (< pressurizing of RCS 
Proposed plan approved 

BARRETT. L H TMI Program Office 82/12/14 KANGA, B K General 
Public Utilities - GPU Service Corp ip 16607 177 24X 

Fiche 50-320, 82/12/ i 4, 9212290040 


8212300-113 Discusses schedule for EPICOft II pTeftltBr shipments 
Ghipments should bp completed by end of Third Quarter 1903 
based on commitments from cask vendors Estimated 15 
prefilters will be shipped by end of 1982 

KANOA, Q K General Public Utilities - GPU Service Corp 02/12/15 
BARRETT, L H TMI Program Office jp 16598 296 24X 

Fiche 50-320, 82/12/15, 82 J 23001 i 3 


0212230293 Inform# of intent to commence shipping submerged 
deminera I i rer sy« spent liner* requiring special 
pa* si r ica ti on sys Info demonstrates compliance w/Cert i f icate 
of Compliance 9152 for CNS 1-I3C It shipping container 
KANG A, B K General Public Utilities - GPU Service Corp 02/12/17 

BARRETT. L H THI Program Office 3pp 1650B 200 24* 

Fiche 50-330, 02 / 1 2/ 1 7* 92 1 2230295 


8212280029 Request* proprietary drawings containing info on dimensions 
of all internal component* of reactor ve* se J . th ermal limits 
& composition of campon-en ts, shear stress limits & vessel 
exterior drawings !t dimension* 

SNYDER t 0 U TNI Program Office 02/12/17 KULVNVCH, G E Babcock {< 

Wilcox Co 3pp 16593 124 24X Fiche 90-320, Q2/ 12/1 7, 8212280029 


0212300190 Request* remittance of Class III fee for review of 820419 & 
0707 applications to separate auxiliary bldg *< fuel handling 
bldg air cleanup exhaust sys, approved 820924 

DIGGS, R M License Fee Management Branch 82/12/17 BARTON, J J 
General Public Utilities - GPU Service Corp lp 16624 033 24X 

fiche 30-320.82/12/17,8212300190 


Q Inspection reports, IE Bulletins f< correspondence 


8208 1 90240 IE Bulletin B2-03, Revi s i on 1, "Stress Cracking in Thtrfc- 
Wal J, Large-Di ampter, Sta i n 1 ess Steel, Nec ireu lation Sys Piping 
at OWR Plants 11 Svc list encl 

DEYOUNG, ft C Director'# Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co Df New York, Inc 

112pp 16462 163 24 X Fiche 50-000. 82/10/20, 02001 90240 


0208190349 IE Info Notice 82-42, "Defect* Observed in Panasonic Model 
80] k Model 002 Thermoluminescent Dosimeters " Svc list 
pne 1 

CDBB>L I Division of Fuel Facilities, Materials t* Safeguard* 

02/1 1/05 Consolidated Edison Co of New York, Inc 1 1 Op p 

16372 142 24X Fiche 50-000,82/11/03,0200190245 


8^08190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDANiE L Division of Engineering h Quality Assurance 02/11/10 
Consol s dated Edison Co of New York, Inc I09pp 16411 199 »'4> 

Fiche 50-000,62/11/18,8200190251 


92] 2070106 Forward* IE Jnsp Rept 50-320/82-13 on 021010-1106 No 
noncomp 1 i anc e noted 

FTAR05TECK1, ft Division of Project (♦ Resident Programs 02/1J/2J 
KANGA.D K General Public Utilities - GPU Servico Corp 2pp 
16327 334 24X Fiche 50-320,82/11/23,8212070106 


—8212070111 IE Insp Rept 50-320/02-13 on 021010-1106 No noncomp Uance 
noted Major areas inspected licensee action on previous insp 
findings, routine plant operations, health physics & environ 
areas 4 reactor bldg entries 

WIEBE.J , BARR, K , O'NElLLrfl Division of Project U Resident 
Programs 82/11/22 6pp 16327 336 24X Fiche 50-320,02/11/23, 

0212070106 


0200190256 IE Info Notice 02-46, "Defective !< Obsolete Combination 
Padlocks r * Svc list end 

DC YOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Im 

127pp 16411 065 24X Fiche 50-000,02/11/26,8200190256 


GPoai 90257 IE Info Notice 02-47, "Transportat ion of Type A Quantilns 
of Notl-Fi s-si I e Radioactive Matl " Svc list encl 
COBB, L I Division of Fuel Facilities, Materials & Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 
16397 028 24X Tiche 50-000, B2/ fl /30, 82081 90257 


8212140311 Forwards IE Insp Rept 50-320/02-12 on 020912-1009 8, nntui 
of violation 

STAROSTECKI, R Division of Project !, Resident Programs 02/11/30 
KANOA, 13 K General Public Utilities - GPU Service Corp 3pp 
16402 057 24X Fiche 50-320, 82/ 1 i/30, 82121 4031 1 


-D212140315 Notice of violation from insp on 820912-1009 

* Division of Project & Resident Programs 02/11 '30 lp 
16402 060 24X Fiche 50-320, 02/il /30, Q21 21 40311 


— B2I2140319 IE Insp Rept 50-320/82-12 on 820912-1009 None omp 1 i anc o 
noted procedures/instructions or procedure changes affecting 
quality not technically adequate 

CONrC,ft , MOSLAK, T , O'NEILL, D Division of Project U Resident 
Program* 02/11/04 17pp 16402 061 24X Fiche 50-320,82/11/30, 

621214031 1 


BPO0 1 90259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Tlectrical Penetration Assemblies " Svc list encl 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, liu 

II3pp 16411 317 24* Fiche 50-000, 82/12/03, 02001 90259 


9200190261 IE Info Notice 82-40, "Failures of Agastat CR 0095 Relay 
Socket-* " Svc list encl 

JORDAN, £ L Oiviaion of Engineering 4. Quality Assurance B2/I2/03 
Consolidated Edison Co of New York, Inc liOpp 16462 064 P4X 
Fiche 50-000,82/12/03,0208190261 


8208190267 IE Info Notice 02-49, "Correction for Sample Conditions fci 
Air it Gas Monitoring " Svc list end 

DEYOUNQ,R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Con# o 1 i da t ed Edison Co of New York, Inc 

1 27pp 16620 191 24X Fiche 50-000, 02/1 2/ 16, 02001 90267 
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8FO019O266 IC Info Notice 02-50, "Mod of Solid State AC Ondervo 1 tago 
Relay* Type I TE-27 r Svc list end 

JORDAN. E L Division of Engineering t*. Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOBpp 16626 293 24X 

I s iche 50-000. 62/12/20, 0200190260 


8212200385 Ac k receipt of 021 108 1 tr informing NRC of steps taken to 
correct violations noted in IE Safeguards I nsp Rept 
50-320/02-09 

MART IH, T T Division of Engineering U Technical Programs 62/12/21 

KANGA . 0 K General Public Utilities - GPU Service Corp 2p p 
16559018 24X Fiche 50-320.02/12/21,8212200385 


— Q212280390 Responds to NRC 021008 Itr re violations noted in IE 
Safeguards Insp Rept 50-320/02-09 Corrective actions 
withheld (ref 1GCFR2 790 *, 73 21) 

KAMGA, B K General Public Utilities - GPU Service Corp 02/li/OD 
HAYNES. R C Region 1, Office of Director lp 165S9 020 24X 

Fiche 50-320. 02/ 12/21. 0212280385 


Si* 1 2290350 Ac V receipt of 821130 ltr informing NRC of steps taken to 
correct violations noted in IE Investigation Rept 
1.0-320/79-10 

STAR03TECK I . R Division of Project K Resident Programs 82/12/22 
KAfJCA. D K General Public Utilities - GPU Service Corp 2pp 
16506 236 24X Fiche 50-320,92/12/22.0212290330 


— 02 1 2290353 Responds to NRC 001121 ltr re violations noted in IE 
Investigation Rept 50-320/79-10 Corrective actions periodic 
review of applicable procedures will be conducted to assure 
operability verification criteria 

KANGA, B K General Public Utilities - GPU Service Corp 03/11/30 
HAYNES. R C Region 1. Office of Director 2pp 16586 230 L*4> 

Fiche 50-320,02/12/22,0212290350 


H Periodic operating reports & related correspondence 


0^12100176 Submits TMI Program Ofc weekly status rept for wk of 
021031-1106 

BARRETT, L H TMI Program Office 82/11/00 DENTON, H R Office of 
Nuclear Reactor Regulation, Director SNYDER, D J TMI Program 
Office 6p p 16398 352 24X Fiche 50-320,02/11/08,0212)00176 


ai' 12100170 Submits TMI Program Ofc weekly status rept for wk of 
H21 107-13 

p ARRET T . L H TMI Program Office 02/11/15 DENTQN, H R Office of 

Nu 1 1 eflT Reactor Regulation, Director GNYDER, B J TMI Program 
D * f ice 7pp 16390 342 24X Fiche 50-320,02/11/15.8212100170 


87*12030113 Forwards "Efrluent Summary , TMI -2 Liquid U Qaseous Effluents, 
Uul-S«pt 1982 " Rept doses extracted from c a J tu 1 a t i ona 1 
modes 8< are bounding doses for all cases 

KANGA.U K General Public Utilities - GPU Service Corp 02/11/19 
HAYNES, fl C Region 1, Office of Director lp 16303 016 24X 

fiche 50-320,02/11/19,8212030113 


--821 20301 20 "Effluent Summary, TMI-2 Liquid Gaseous Ef fluents, Jul-Sopt 
1982 " 

e General Public Utilities - GPU Service Corp 02/11/19 Bpp 
163 03 017 24 X Fiche 50-320,62/11/19,0212030113 


01*12130154 Forwards TMI Program Ofc weekly status rept for wk of 
021 114-20 

BARRETT , L H TMI Program Office 02/11/22 DENTON. H R Office of 

Nuclear Reactor Regulation. Director SNYDER. D J TMI Program 
Office 8pp 16410 317 24X Fiche 50-320,02/11/22,8212130154 


O * * 1 20 70143 Errata to "Annual Environ Operating Rept far 1901 " Extant & 
nature of herbicide application corrected 

KANGA, Q K General Public Utilities - GPU Service Corp 82/ 11/29 
HAYNES, R C Region 1, Office of Director lp 16327 079 24X 

fiche 50-320,02/11/29.0212070143 


OP L 22700 1 9 Forwards TMI Program Ofc weekly status rept for wk of 
021 ! 21-1204 

BARRETT, L H TKI Program Office 02/12/06 DENTON, H R Office of 
Nuclear Reactor Regulation, Director SNYDER, B J TMI Program 
Office 8pp 16551 309 24/ Fiche 50-320,02/12/06,8212270019 


8f'l22805l9 Forwards TMI program ofc weekly status rept for wk of 
821209-11 

DARRETT, L H TMI Program Office 02/12/13 DENTON, H R Office of 
Nuclear Reactor Regulation, Director BNYDER, R J TMI Program 
□ffice 7pp 16575 357 24Y Fiche 50-320,02/12/13,8212200519. 


8212300101 Forwards TMI Program Ofc weekly status rept for wk of 
921212-18 

HAftRETT , L H TMI Program Office 02/12/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director SNYDER, D J TMI Program 
Office 7pp 16624 234 24X Fiche 50-320,02/12/20,0212300101 


S Reportable Occurrences. LERs t* related c or re sp ondenc e 


0212060322 Forwards LER 92-034/01L-0 

KANGA, 0 K General Public Utilities - GPU Service Corp 82/il/2<* 
HAYNES, R C Region t. Office af Director lp 16312 002 24X 

riche 50-320, 02/1 1 /22, 02 1 2060322 


■'-3212060326 LER 02-034/OiL— 0 on 02 1021, A & 0 once through steam 
generator < OTSG) level indications failed Caused by 
separated electrical c onnec t or, f a i 1 ed power supply & 

Inadequate procedure Level indicator repaired ft calibr 
CHAPLIN. S D General Public Utilities - GPU Service Corp 
85/11/22 Region 1. Office of Director 3pp 16312 083 24X 

Fiche 50—320, 02/11 /22, 8212060325 


0212150030 Forwards LER S2-036/03L-0 

KANGA, B K General Public Utilities - GPU Service Corp 02/12/01 
HAYNES* R C Region 1, Office of Director lp 16421 251 24X 

Fiche 50-320. 82/12/01. 02121 SOO30 


--B212130044 LEr 02-O36/O3L-O on 82 1020, teste d smoke detectors failed to 
provide required trip functions 6 alarms Caused by high 
voltage dc power supply failing to provide proper voltage 
due to capacitor failure Capacitor replaced 
CHAPLIN.S D General Public Utilities - GPU Service Corp 
02/12/01 Region 1, Office of Director 2pp 16421 252 24X 

Fiche 50-320, 02/12/01, 02121 50038 


ar»J 2520449 Forwards LER 02-O35/O1L-O 

KANOA, R K General Public Utilities - GPU Service Corp 02/12/10 
HAYNES, R C Region 1, Office of Director lp 16503 230 24X 

Fiche 50-320, 02/12/10, 0212220449 


— 02)2220454 LER 82-03 5/0 1L-0 on B2 1 1 10, reac t or bldg sump level indicator 
Observed reading high Caused by buildup of sludge in end of 
sump indicator Indicator line blown free w/20 lb of 
pressure 

CHAPLINiS D Qencral Public Utilities - GPU Service Corp 
02/12/10 Region 1, Office of Director 3pp 16503 239 24X 

Fiche 50-320,82/12/10,021222044 9 


0212290233 Forwards LER B2-037/01L-0 

KANQA* D K General Public Utilities - CPU Service Corp 02/12/15 
HAYNES, R C Region l, Office of Director lp 16502 1 1 2 iJAX 
Fiche 30-320,02/12/15.0212290233 


--Q212290240 LEr B2-037/0|L-0 otv B2 1 1) 5, one e- throug h steam generator 
level indication failed low Cause unknown Instrumentation 
verified operable & returned to svc 

CHAPLIN, B D General Public Utilities - GPU Service Corp 
82/12/15 Region 1, Office of Director 3pp 16502 113 24X 

Fiche 50-320, 82/t2/l5, B212290233 


8PI2270E33 PL’O-TMI -82- 021 on 821219, while replacing aircraft warning 
l i gh ts, enp log oe fell from natural draft cooling tower & 
listed in serious condition at local h o sp 

W I EDE, J , FAS AND, A , BARRETT, L Region 1, Office of Director 
82/12/20 ip 16937 206 24X Fiche 50-320,02/12/20,0212270 233 


I Hearing transcripts on non-ant i trust matters 


0212270475 Transcript of Advisory Panel on Decontamination of TMI-2 
82 1117 meeting in Harrisburg, PA Pp J-109 
• Commissioners 02/11/17 lllpp 16571 102 24X 

fiche 50-320, G2/J1/17, 0212270475 


DOCKET 50-321 EDWIN I HATCH NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency 6 fire protection plans 


01*121 50009 Confirms tolcon re emergency facility status per Generic 
Ltr 02-10 Structure complete «c habitable Info equipment not 
completely In stalled, but facility operable 

BECKHAM, J T Georgia Power Co 02/12/08 Office of Nuclear 
Reactor Regulation, Director Ip 16421 138 24X 

Fiche 50-321, B2/I2/O0, 021 2 1 S0009 


J Insurance & indemnity information 


87' 12280222 Forwards ANI MAELU secondary financial protection 
certificates of insurance N-Si, N-67, M-51 & M-67 

IKJCK, J R Marsh It McLennan, Inc , M & M Nuclear Consul tents. Inc Uiv 
82/12/20 SALTZMAN. J Assistant Director for State tt Licensor 
Relations 41pp £6562 135 24X Fi c he SO-321, 02/12/20, 82 122B0S32 
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0212280369 Forwards En d orsement 74 to NELJA Policy NF-215 & Endorsement 
60 to HAEUU Policy MF-78 

DUCK, J R Marsh it McLennan.. Inc * M M Nuclear Conau 1 tant9 . In c Div 
62/1 2/20 SALTZMAN.. <7 Assistant Director for State it Licensee 
Relations 3pp 16560 067 24 X Fic he 30-321, B2/ 12/20, 8212280369 


P Operating license stage documents 6 correspondence 


8212100393 Requests verification that encl acceptance criteria for 
NUREG-0737, I tom II K 3 22 r "Automatic Switchover of RCIC Sys 
Suction^ ’ satisfied Response requested within 30 days 
ST0L7, J F Operating Reactors Branch 4 82/08/04 BECKHAM. J T 

Georgia Power Co 4pp 16369 220 24X Fidie 50-321,02/08/04, 

6212100393 


8211230066 Generic Ltr 82-27 to all BUR licensees of operating reactors 
« i cep t LACflWR.Oig Rod Po int, Dresd en 1, Humboldt Bay. 
applicants for GL it holder* of CP re transmittal of 
NtiReG-0763 It NUREC-0783 Svc list encl W/o stated encl 
E1SENHUT, D G Division of Licensing 62/11/15 General Public 

Utilities - GPU Service Corp 22pp 16387'0D4 24X 

FI che 3Q-000, 82/11/ 13- 821 1230066 


9UI2170246 Advises that specific containment S< purge valves identified 
in NRC 621110 ltr are not applicable to facilities Meeting 
requested to determine status of remaining issue re purging 
& venting 

BECKHAM, J T Georgia Power Ca 62/12/13 Office of Nuclear 

Reactor Regulation. Director ip 16457 178 24X 

FI che 30-321 . 82/ 12/13. 9212170246 


O21229045O Informs of post-implementation review of NURE0-0737, Items 
II F 1 4 , 1 1 F I 5 L II F 1 6 re cortta i nmant pres s ure, wa ter 
level £. hydrogen monitors Add 1 info & guidance for answering 
questions encl 

STOLZtJ F Operating Reactors Branch 4 B2/J2/I7 BECKHAM, J T 

Georgia Power Co I0pP 16606 074 24X Fiche 50-321,83/12/17. 

6212290450 


8212290151 Revises estimated completion date for Implementation of 
NUREG-0737, Item 3 I B 3 to 830401, in response to Generic Ltr 
62-05 Intorin sampling capabilities p er NUREG-057B provided 
in 020607 ltr 

GUCNA, £_ T Georgia Power Co 82/12/20 Office of Nuclear Reactm 

Regulation, Director Ip I65B2 237 24X Fiche 50-321,02/12/20, 

9212290151 


0 inspection reports, IE Bulletins t* corresp ondence 


a; '081 90240 IE Bulletin 82-03, Revi s i on 1, "Stress Cracking in Thick- 
Ha 1 1 1 Larg e-D£ am eter, Stainless Steel. Recireu 1 at Jon Sys Piping 
at BUR Plants " Svc list encl 

UE YOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Con*o 1 idaterf Edison Co of Mew York, Inc 

1 I3pp 16462 163 24* Fiche 30-000,02/10/28,8208/90240 


6^08190245 IE Jnfu Notice 82-42, "Defects Observed in Panasonic Model 
801 it Model 802 Th crmo 1 um > n es c ent Dosimeters " Svc list 
enc 1 

COSflff- f Division of Fuel Facilities, Materials l Safeguards 
82/11/05 Consolidated Edison Co of Mew York, Inc ilOpp 

16372 142 24X Fiche 50-000,92/11/05,6208190243 


8208190251 IE Info Notice 92-44, "Clarification of Emergency Plan 
Eiercise Requirements ,r Svc list encl 

JORDAN, E L Division of Engineering it Quality Assurance 82/11/18 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24X 

riche 50-000,92/11/18,0208190251 


BP081902SA IE Info Notice 92-46. "Defective it Obsolete Combination 
Padlocks " Svc list end! 

DEYOUNG. R - C Director's Office, Office of Inspection and 

Enforcement 92/11/26 Con* olida t ed Edison Co of New York, Inc 

127pp 16411 063 24X Fichf 50-000, 82/11/26, 8208190256 


BP0B190257 IE Info Notice 02-47. "Transportation of Type A Quantities 
of Non-Flssile Radioactive Matl " Svc list encl 
COBBiL I Division of Fuel Facilities, Materials U Safeguards 
02/11/30 Consolidated Edison Co of New York. Inc 356pp 
16387 028 24X Fiche 50-000.82/11/30.8208190257 


G2J 2090 1 27 Informs that visual insp conducted on spargers it associated 
piping it bracket lugs»per IE Bulletin 80-t3> "Cracking in 
Core Spray Spargers " No cracking observed 

ffUCWA, L T Georgia Power Co. 82/11/30. 0 'REILLY. J P Region 2. 

Office of Director lp 16357 234 24X Fiche 50-321,82/11/30. 

9212090127. 


GP12O90492 Requests extension until 821215 for submittal of response 
to IE Bulletin 02-03 re inservice insp of reactor 
recirculation sys piping Request granted per 821124 telcon 
GUCWAi L T Georgia Power Co S2/U/30 Q 'REILLY, J P Region 2, 
Office of Director ip 16363 287 24X Fiche 50-321.82/11/30, 

8212090492 


0PQ9190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEVOUNGrR C Director's Office, Office of Inspection an d 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

U3pp 16411 317 24X Fiche 50-000, 82/12/03, 02081 90259 


0208190261 IE Info Notice 82-48, '"Failures of Agastat CR 0095 Relay 
Sockets " Svc list encl 

JORDAN, E L Division of Engineering tt Quality Assurance 82/12/03 
Consolidated Edison Co of New, York, Inc ItOpp 16462 064 24x 

Fiche 50-000,92/12/03,8200190261 


0200190267 JE Info Notice 82-49, "Correction for Sample Conditions for 
Air it Gas Monitoring " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York. Inc 

J27pp 16628 191 24X Fiche 50-000,82/12/16,8208190267 


□208190268 IE Info Notice 82-50, "Mod of Solid State AC Und ervo 1 taq t* 
Fie lay 5 Type ITE-27 '■ Svc list end 

JORDAN, E L Division of Engineering it duality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc !08pp 16628 293 i!4X 

Fiche 50-000,82/12/20,0200190268 


8212300189 Advises that NRC has no objection to use of 1980 Edition of 
A5ME Section XI it addenda through Winter 1900 for inaervice 
intp of Category B-H welded supports, in response to 020030 
request for relief from 1974 Edition requirements 
□ TCLZ.J F Operating Reactors Branch 4 82/12/20 BECKHAM, J T 

Georgia Power Co 2pp 16624 034 24X Fiche 50-321,82/12/20, 

02 12300 1 09 


R Periodic operating reports it related correspondence 


8212170353 Forwards monthly operating repts for Nov 19B2 

N IX, H C Georgia Power Co 02/12/07 Director's Office, Office 
of Inspection and Enforcement lp 16459 191 24X 

fiche 50-321,82/12/07,0212170353 


— 0212170359 Monthly operating repts for Npv 1982 

SMITH.A Georgia Power Co 02/12/07 lOpp 16459 192 24X 

Fiche 50-321 , 02/12/07, 0212170353 


S Reportable occurrences, LER* k related correspondence 


GPl 20301 70 Forwards revised LER 82-089/OlX-l 

NIX, H C Georgia Power Co 02/11/18 O'REILLY, J P Region 8, 
Office of Director lp 16303 200 24X Fiche 50-321,02/11/18, 
0212030170 


-021 2030174 Revised LER 02-O89/OIX-1 on 821026 it 1 104, during refueling 
shutdown, re jec tab 1 0 linear indications discovered on welds 
on RHR suction line from recirculation loop a & on loops A S, 

B of recirculation eye piping Cause unknown 

SUMNER, H L Georgia Power Co 82/J1/18 Region 2. Office of 
Director 2pp 16303 281 24X Fi che 50-321, 02 / 1 1/ 18, 8212030170 


□M2070297 RO 50-321/1982-02 on 02 101 4, smok e detection for control room 
sprinkler sys isolated due to mod activities Smoke 
detectors disconnected due to dust created by chipping 
activities causing spurious alarm* 

NIX.H C Georgia Power Co 02/JI/23 O'REILLY, J P Region 2, 
Office of Director 2pp 16339 IJ4 24X Fiche 50-321,02/11/23. 

82 12070297 


3212090216 Forwards LER 82-085/03L-0 

N1X.H C Georgia power Co 82/11/23 P'REILLY, J P Region 2, 
Office of Director lp 16363 002 24X Fiche 50-321.82/11/23, 
0212090216 


— B21 2090219 LER 82-085/03L-0 on 8211 03. wal kd own of TIP withdrawal I.SFl 
logic relay wiring revealed two wires installed onto wrong 
relay Caused by incorrect relay connection diagram Mires 
will be terminated to correct terminal relays 

SUMMER. H L Georgia Power Co 82/11/23 Region 2, Office of 
Director lp 16363 003 24X Fiche 50-321, 82/1 1/23, 8212090216 


8212070330 Forward* updated LER 79-082/03X-2 

NIX, H C. Georgia Power Co 02/11/23 O'REILLY, J P Region 2, 
Office of Director lp 16365 123 24X Fiche 50-321,02/11/23, 
G2 12090330 
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- -021209034 1 Updated LER 79-O02/O3X-2 on 790825-27. a t temp t to perform 
RCfC pump operability procedure unsuccessful when turbine 
failed to trip upon manual signal Caused by burned out 
turbine trip actuator coils ?< binding assembly 

T1PPS.S B Georgia Pouier Co 82/11/23 Region 2, Office of 

Director lp 16365 124 24X Fiche 30-321 , 82/ 1 1 /23, 82 12090330 


□.'12090379 RO 50-32 1 / 1 979-021 . Rev i s i on 9 Provides updated data on 
tritium levels in g roundwater samples taken from locations 
where average value over third quartei of 1982 exceeded 
samples per ETS Table 3 2-3 

NIT.H C Georgia Power Co 82/11/23 O'REILLY. J P Region 2. 
Office of Director 4pp 16364 262 24X Fiche 50-321.82/11/23-. 

0212090379 


3P 1 20901 40 Forward 9 LER 82-097/01 T-0 Detailed event analysis end 
NIX.H C Georgia Power Co 02/11/30 O'REILLY. J P Region 2, 
Office of Director 2pp 16359 174 24X Fiche 50—321.82/11/30. 

0212090 1 40 


— 8212090145 LER 82-097/01T-0 on 821116. spent fuel rod broken during 
visual insp of several spent fuel bundles Caused by severely 
degraded cladding at point of separation due to corrosion 
Rod uill be placed back into bundle 6 bundle flagged 
SUMMER. H L Georgia Power Co 82/11/30 Region 2. Office of 

Director lp 16359 176 24X Fiche 50-321.82/11/30.0212090140 


Ql'l 2090202 Forwards updated LER 0O-O90/O3X-1 

NIX.H C Oeorgia Power Co 02/11/30 O'REILLY.J P Region 3. 
Office of Director ip 16362 361 24X Fiche 50-321.02/11/30. 
82 12090202 


— 82 12090207 Updated LER 80-098/03X-J on 800816. while performing 
suppression chamber to drywell vacuum breaker sys 
operability procedure, one closed indication lamp on 
vacuum breaker H failed to extinguish 

TIPPS.S B Georgia Power Co 82/11/30 Region 2. Office of 

Director lp 16362 362 24X Fl c he 50-321 . 02/1 1 /30. 8212090202 


Qr'J 21 40269 Forwards updated LER 01-O95/O3X-1 

NIX.H C Georgia Power Co 02/11/30 O'REILLY.J P Region 2. 
Office or Director Ip 16401 019 24X Fiche 50-321.82/11/30, 
0212140269 


- -02 1214027 1 Updated LER 01-O95/O3X-1 on 810700, RCIC steam line 
differential pressure switch N018 found actuating above Tech 
Spec Caused by setpoint drift Switch rec a 1 1 br, t e s ted U 
returned to svc 

TTPPS.S B Georgia Power Co 02/11/30 Region 2, Office of 

Director lp 16401 020 24X Tiche 50-321,02/11/30.0212140269 


8212210083 Forwards LER 82-093/03L-0 

NIX.H C Georgia Power Co 02/12/02 O'REILLY.J P Region 2. 
Office of Director Ip 16493 036 24X Fiche 50-321.82/12/02. 
0212210003 


— D2122100B3 LER 82-093/03L-0 on 82U07, liquid radwaste discharge monitor 
auto control to discharge isolation valve found inoperable 
during liquid radwaste discharge Caused by jumper not heing 
removed after completion of corrective maint Jumper removed 
TIPPS.S 0 Georgia Power Co 02/12/02 Region 2. Office of 

Director lp 16493 037 24X Fic he 50-321, 02/12/02, 0212210083 


8212150007 Forwards updated LER 01~i31/O3X~t 

NDf.H C Oeorgia Power Co 82/12/07 O'REILLY.J P Region 2. 
Office of Director lp 16421 136 24X Fiche 50-321.82/12/07, 
0212150007 


-”02121 5001 1 Updated LER 81-131/03X-1 on 8U202, during HPCI stoamlinc 
pressure switch test.NOOlD switch actuated at 106 pslg 
Caused by setpoint drift Switches recalibr 

TIPPS.S 0 Oeorgia Power Co 82/12/07 Region 2. Office of 

Director lp 16421 137 24X Fiche 50-321,82/12/07.0212130007 


BP l 21 500 1 4 Forwards updated LER 0O-114/O3X-1 

NIX.H C Georgia Power Co 02/12/07 O'REILLY.J P Region 2, 
Office of Director lp 16421 178 24X Fiche 50-321,02/12/07, 
8212150014 


- B21 21 50010 Updated LER 0O-114/O3X-1 on 801027. during HPCI steamline 
pressure switch test.NQOlA & C switches actuated at 103 pslg 
V NO 0 1 B L D switches actuated at 106 psig Caused by setpoint 
drift Switches recalibr 

TIPPS.S B Georgia Power Co 02/12/07 Region 2. Office of 
Director lp 16421 179 24X Fic he 50-321, 82/12/07, 02121 50014 


QM 2150031 Forwards updated LER 0O-O59/O3X-1 

NIX.H C Georgia Power Co 02/12/07 O'REILLY.J P Region 2. 
tlffice of Director lp 16421 246 24X Fiche 30-321,02/12/07, 
0212150031 


— 82121 50037 Updated LER 0O-O59/O3X-1 on 800617, 2-h after performance of 
suppression chamber to drywell vacuum breaker sys 
operability procedure. c 1 used indication F vacuum breaker 
light found extinguished Caused by burned out lamp 
TIPPS.S B Georgia Power Co 82/12/07 Region 2. Office of 
Director lp 16421 247 24X Fiche 50-321,82/12/07.0212150031 


GPJ 2170092 Forwards updated LER 8I-109/03X-I 

NIX.H C Oeorgia Power Co 82/12/07 □ 'REILLY, J P Region 2. 

Office of Director lp 16452 332 24X Fiche 50-321,82/12/07, 

8212170092 


— 8212170099 Updated LER 91-109/03X-J on B10929, survei 11 anc e test 
indicated HPCI steam line pressure switches N0D1A & NOOlD 
actuated at 103 6 105 psig, respectively, contrary to Tech 
Specs Caused by setpoint drift Barksdale switches recalibr 
TIPPS.S B Georgia Power Co 82/12/07 Region 2, Office of 
Director lp 16452 333 24X Fiche 50-321 . 82/ 1 2/07, B21 21 70D92 


OP 1 2170166 Forwards revised LCfr 80-003/03X-1 

NIX.H C Georgia Power Co 82/12/07 O'REILLY.J P Region 2, 
CJff ice of Director lp 16459 343 24X Fiche 50-321.82/12/07. 
8212170166 


—8212170202 Revised LER 0O-OO3/O3X-1 on 800105, while performing RHR 
valve operability procedure, outboard shutdown cooling 
isolation v-alve FQ08 opened in 25 8-S Caused by normal wear 
t human reaction tine Valve operator adjusted 

TIPPS.S B Georgia Power Co 82/12/07 Region 2. Office of 
Director Ip 16459 344 24X Fiche 50-321,02/12/07,0212170166 


0;'1221O1BS Forwards LER 82-098/03L-0 

NIX.H C Oeorgia Power Co 02/12/07 O'REILLY.J P Region 2. 
Office of Director Ip 16404 351 24X Fiche 50-32 1 . B2/1S/07, 

82 122 10100 


— 0212210196 LER 02-O98/O3L-O on 821 1 OB, d i s c overed that liquid radwaste 
monitor instrument procedures not performed manthly Caused 
by inadequate procedures Correct procedures performed 
non th i y 

TIPPS.S D Georgia Rawer Co 82/12/07 Region 2. Office of 

Director lp 16484 352 24X Fiche 50-321,02/12/07,02122 10188 


0212150090 PND- 1 1-02-i 34 on 021200, bomb threat received white in final 
preparation for full scale emergency drill Security 
determined call earns from security guard posted at entry 
q-ate to owner controlled area Guard fired & arrested 
TILLMAN, A , MCGUIRE, D R Region 2, Office of Director 82/i2/09 
3pp 16430 169 24X Fiche 50-321,02/12/09,0212150090 


0212280387 Forwards LER B2-090/03L-0 

NIX.H C Georgia Power Co 82/12/14 O'REILLY.J P Region 2. 
Office of Director lp 16538 355 24X Fiche 50-321,02/12/14. 
0212280307 


—0212200392 LER B2-090/03L-0 an 02 1 1 1 6, d ut 1 n g hydraulic shock U sway 
arreston insp 6 functional test pr o c odure , snub b er found 
inoperable Caused by component failure due to worn piston 
rod seal Snubber replaced 6 returned to operable status 
TIPPS.S B Georgia Power Co 02/12/14 Region 2. Office of 
Director lp 16550 356 24X Fiche 50-321,02/12/14,0212200307 


OPI 2300091 Forwards updated LER 00-058/ G3X- 1 

NIX.H C Georgia Power Co 02/12/16 O'REItLY. J P Region 2, 
Office of Director lp 16599 032 24X Fiche 50-321 „ 02/12/ 1&, 

0212300091 


— B212300095 Updated LER 0O-OS9/O3X-1 on 8006 16, dur ing steady-state 
operati on. c ontrol rod drive units could not maintain 
required pressure Caused by cartridge valve lCIl-FIll 
leaking at steam packing Valves rebuilt 

TIPPS.S B Georgia Power Co 02/12/16 Region 2, Office of 
Director lp 16599 033 24X Fiche 50-321,82/12/16,0212300091 


01’ 1 2300265 Forwards updated LER B0-O13/O3X-1 

NIX.H C Oeorgia Power Co 02/12/16 O'REILLY.J P Region 2, 
Office of Director lp 16595 206 24X Fiche 50-321 , 02/12/ i 6, 
02 12300265 


— 02 12300270 Updated LER 0O-O13/O3X-1 on 0001 27, reactor recirculation 
pump A tripped causing power reduction Caused by electrical 
short circuit due to steam leak in drywell Terminal board 
replaced & tested 

TIPPS.S B Georgia Power Co 02/12/16 Region 2, Office of 
Director lp 16595 207 24X Fiche 50-321,02/12/16,0213300265 


01 '1 2300271 Forwards updated LER 0J-O9O/O1X-I 

NIX.H C Georgia Power Co 02/12/16 O'REILLY.J P Region 2, 
Office of Director lp 16595 250 24X Fiche 50-321,02/12/16, 
0212300271 
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- 8?} 23002 75 Updated L ER 81-090/01 X-l on 810921, performance of fiClC 
turbine exhaust diaphragm pressure injtryment showed N012 
A-D switches actuating above Tech Spec Caused fry setpoint 
Jrtft Switches recalibr Design changes implemented 
TTRPS. S 0 Georgia Power Co 82/12/16 Region 2> Office of 
Director 2pp 16993 251 24X Fiche SO-321 , 82/12/1 6, 82123002/1 


8212300277 Forward* updated LER B0-023/03X-1 

NIX. H C Georgia Power Co B2/12/16 0 'REILLY* J P Region 2, 
Office of Director lp 16995 193 24X Fiche 50-321,82/12/16, 
B212300277 


—8212300281 Updated LER 0G-O23/O3X-1 on 800224, HPK did not actuate 
until Tech Spec limit pasted Caused by instrument drift 
Switches calibr & necessary design changes will be 
imp 1 enented 

TIPPS, S Q Georgia Power Co 82/12/16 Region 2, Office nf 
Director lp 16595 194 24* Fi c he 50-321, 82/ 1 2/16, 8212300277 


8212300287 Forwards updated LER 80-J21/03X-1 

NIX. H C Georgia Power Co 82/12/16 0 ' RE ILLY, J P Region 2, 
Office of Director Ip 16595 131 24X Fiche 90-321 . 82/12/ 16, 
0212300287 


- '82 1 23002 B 9 Updated LER 80-121/O3X-1 on 801211. all points nf drywoll 
temp recorder R61 1 found reading high Caused by faulty 
slideuire contacts U printhead mechanism New points 
installed 

TIPP3.6 B Georgia Power Co 82/12/16 Region 2, Office of 

Director lp 16595 132 24X Fi e he 90-321, 82/12/ 16, 0212300207 


8212300329 Forwards updated L£ft 00-050/03X-1 

NIX. H C Oeorgia Power Co 02/12/16 O'REILLY, J P Region 2, 
Office of Director Ip 16594 232 24X Fiche 50-321,82/12/16, 
8212300329 


— B212300337 Updated LER 80-050/03X-1 on BOQSM.RCIC turbine tripped 
during manual start a ttempt, a f t er low reactor water level 
alflTun reactor half scram Caused fry incorrect mode of RCIC 
operation Operating procedure revised 

TIPP3, S B Georgia Fewer Co 02/12/16 Region 2, Office of 

Director lp 16394 233 24X Fiche 50-321,82/12/16,8212300329 


QFJ22801G0 RQ 50-321/1903-003 on 821157, air compressor in cooling towei 
JJ3 fire protection spray sys f a i I«d, d ropp ing air pilot 
detection sys pressure Dropped pressure caused actuation of 
two deluge valves which started fire pumps 

NIX.H C Georgia Power Co 82/12/17 O'REILLY, J P Region 2* 
Office of Director 3pp 16362317 24X Fiche 50-321,02/12/17, 

0212280 180 


□213300328 Forward s LER 82-101/01T-0 

N 1 X , H C Georgia Power Co 82/12/21 O'REILLY, J P Region 2, 
Office of Director lp 16594 260 24X Fiche 50-321,02/12/21, 
0215300328 


— 8212300336 LER 82-1 01 /Ol T-0 on 021 2QB. b P-flib threat received warning of 
bomb in switchyard Call traced to security officer from 
security badge island in security headquar ter* Officer 
fir erf 

WILKES, T C Georgia Pou/er Co 82/12/21 Region 2, Office of 

Director 2pp 16594 269 24X Fiche 50-321 , 02/ 1 2/2 1 , 9212300328 


DOCKET 50-352 SHOREHAM NUCLEAR POWER STATION 


A App 1 Icatlan/ construction stage documents & correspondence 


6208290110 FDIA request for documents re suppression pool dynamic load*, 
fur facility from 750418-1231 

HAFNER. P Affiliation Unknown 82/09/22 Office of 
Administration lp. 16553 329 24X Fiche 50-322,02/09/22, 

02G829O 1 1 B 


0^09150064 FOIA -request for documents re suppression pool temp from 
770830-1201 

HAFNER, 0 Affiliation Unknown 82/10/06 Office of 
Administration lp 16607048 24X Fiche , 50-322, 82/10/06, 

8209130064 


8212290006 FOIA request for documents re pool cooling mode of ft HR from 
Mar - Oct 1981 

HAFNERr B Affiliation Unknown 82/10/24 Office of 
Administration Ip 16607 167 24X Fiche 50-322,82/10/24, 

82)2290006 


021201036] Partial response to FOIA request for documents re 
expression pool dynamic loads for facility From. 7S0418- 
1231 App A documents end App D documents available at PDFL 
FELTDN, 0 M Division of Rules and Records 82/11/09 HAFNER,B 
Affiliation Unknown 3pp 16267 302 24X Fiche 50-322,02/11/09, 

8212010361 


'—□212010368 Requests info re design of containment relief valve loads. 
Request should be filed within 90 days of receipt of I tr 
If schedule cannot be met,NRC should be advised within 15 
days 

STOLZ, JF Light Water Reactors Branch 1 75/04/21 WQFFGHD, A 0 

Long Island Lighting Co 4pp 16267 305 24X 

Fiche 50-332,82/11/09,8212010361 


- -3212010371 Advises that schedule for submitting requested containment 
design Info & evaluation wilt he provided by wk of 730602 
Schedule T* program being developed in conjunction w/other 
utils owning Mark II containments & GE 

WGFFORD, A U Long Island Lighting Co 75/05/15 STOLZ, J T 
Light Water Reactors Branch 1 lp 16267 309 24X 

Fiche 50-322, 82/11/09, B21201036I 


— G212010393 Forwards list of suppression pool & relief valve drawings h 
info re operation of safety relief valves Description 
of valves under prompt relief trip & automatic 
depressurization sys operation will be submitted on 730915 
WOFFORD, A w Long Island Lighting Co 75/07/30 STDLZ, J F 
Light Water Reactors Branch 1 3pp 16267 310 24X 

Fiche 50-322,02/11/09,0212010361 


—32120-10397 Forwards description of DWR Mar* II containment supporting 
program presented at 750630 meeting w/NRC Support program 
intended fcn confirm preliminary forcing function rept 
scheduled to be submitted Sept 1975 

WOFFORD, A W Long Island Lighting Co 75/00/25 STOLZ, J r 
Light Water Reactors Branch 1 6pp 16267 313 24X 

Fiche 50-322, B2/J 1 /09, 8212010361 


--B212010401 Discusses schedule for submitting five items for a ss* s cmei,t 
of DWR Mark II containment structures 

WOFFORD, A W Long Island Lighting Co 75/1 1/25 STOLZ* U F 
Light Water Reactor* Branch ! 3pp 16267 319 24X 

Fiche 50-322,02/11/09,8212010361 


Gr'l 1230066 Generic Ltr B2-27 to all BWR licensees of operating reactors 
except LACSUR , 0 i g Ruck Po i nt. Dr e sden 1, Humboldt Bay. 
applicants for OL & holdeic of CP re transmittal of 
NUREG-0763 It hiVREG-0703 Svc list end W/o stated end 
EISENHUT,0 0 Division of Licensing 02/11/15 General Public 

Utilities ~ GPU Service Corp 22pp 16307 004 24X 

f-iche 90-000, 82/ 1 1 / 1 5, 821 1 230066 


0P1 2060037 Requests response to end evaluation of flood risk estimate 
within 30 day s 

6CHWENCER, A Licensing Branch 2 02/11/24 POLLOCK, M B Long 

Island Lighting Co lOpp 16343 205 24X Fiche 50-322,02/1 1/24. 

0212060037 


0212270039 Addl response to FOIA request for documents re suppression 
pool dynamic loads from 75-0410-1231 Addl documents 
available in PDA Forwards index of PDR file subjs W/o end 
F-ELTOH, J M Division of Rules and Records 82/11/24 HAFNEft, B 
Affiliation Unknown lp 16553 330 24X Fiche 50-322,02/11/24, 

0212270039 


BL'12290009 Responds to FOIA request for documents re pool cooling mode 
of RHR from Mar - Oct 1981 NRC unable to locate documents 
sub j to request Existing Jnfo published in SER, NUREG-0420 
FELTON, J H Division of Rules and Records 02/11/24 HAFNER, B 
Affiliation Unknown lp 16607 168 24X Fiche 50-322,82/11/24, 

0212290009 


01 , 1259OO15 Respond* to FOIA request for documents re suppression pool 
temp from 770030-1201 Forwards 770923 ltr to 0D Parr 
transmitting "Comparison of 1/13 Scale Hark II Containment 
Multivent Pdo| Swell Data N/AnaJyticaJ Method " 

FELTON, JM Division of Rules and Records 82/11/24 HAFNER, B 
Affiliation Unknown lp 16607 049 24X Fiche 50-322,82/11/24, 

0212290015 


G.M2O10082 Provides substantiation of adequacy of leak test angle 
during postulated design basis events, per 820009 ltr 
Containment liner serves as pressure boundary It leak tight 
membrane during postulated accident 

SMITH, J L Long Island Lighting Co 02/11/26 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16260 317 24X 

fiche 50-322,02/11/26,8212010002 


0212010165 Forwards sample set of graphs typical of graphs used in 
plant emergency procedures, in response to verbal request 
Submittal Closes SER Item I C 0 

SMITH, J L Long Island Lighting Co 82/H/26 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 16250 007 24X 

fiche 50-322,02/11/26,8212010165 


8212130235 Board Notification 82-121 forwards evaluation of flood risk 
estimates as supplemental info to PRA W/o end 

NOVAK, T 11 Assistant Director for Licensing 02/11/26 Atomic 
Safety and Licensing Board Panel 6pp 16410 340 24X 

Fiche 50-322,02/11/26,8212130235 
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DP J 2Q702 19 Responds to NRC 820929 ltr requesting evaluation of concerns 
expressed by Future Resources Assoc re reactor bldg internal 
flooding sequences Internal flooding initiator is highly 
Improbable event 

SMITH, J L Long Island Lighting Co 62/ 12/02 DENTON. H R Office 

of Nuclear Reactor Regulation, Director 99pp 16335 014 24X 

Tiche 5-0-322, 82/12/02# 821207021? 


0212140339 Discusses engineering evaluations determining that leak 
channels retain pressure boundary integrity for load 
combinations which containment line? mill see during design 
basis events 

SMITH. J L Long Island Lighting Co B2/12/04 DENTON. H R Office 
of Nuclear Reactor Regulation, Director lp 16401 360 24X 

I i c h a 50-322. 82/12/04. B2 121 40339 


3^12210224 Forwards info re adequacy of design margins of Hark I & 

II containment sys per NRC B2Q708 request Rept addresses 
all items w/exception of Items 3 3 fe 3 4 Completion expected 
by mid-Jan 19Q3 

5M I THr J L Long Island Lighting Co 82/12/09 DENTON. H R Office 

of Nuclear Reactor Regulation, Director 25p 16484 202 24X 

Tiche 30-322,62/12/09,8212210224 


DPI 2 1 70069 Notification of 021215 meeting w/util t< BNL in 
Dr ookhaven, NY to discuss seismic qua 1 1 f 1 c a 1 1 on review team 
open items 

UEINKAM.E J Licensing Branch 2 82/12/13 5CHWENCER . A Licensinn 

llnnch 2 3p p 16400 351 24X Fiche 50-3 22,02/12/13,021217 0069 


GP12210338 Assures that util will continue to maintain safe ?, reliable 
Facility per General Design Criterion 1 Commitment 
d 1 sc ussed 

POLLOCK, H S Long Island Lighting Co B2/12/16 NOVAK, T H 

Assistant Director for Licensing 3p p 16497 026 24X 

Fiche SO-322, 62/12/16, 8212210338 


E NRC Safety Evaluation Report ISER), suppls 4, correspondence 


UP! 1080125 Forwards Revision 4 to S&W "Environ Qua 1 i f i c a 1 1 on Rept f pr 
Class IE Equipnent for Shoreham Nuclear Power Station - 
Unit irLong Island Lighting Co. " consisting of changes to 
Apps 0, Fi V H, to resolve RER Issue 9 

SMITH, J L Long Island Lighting Co Q2/11/03 DENTON, H R Office 
of Nuclear Reactor Regulation, Directoi 2pp 15981 123 24X 

Tiche 50-322, B2/1 i/03,821 1080125 


--0211090129 Revision 4 to "Environ Qualification Rept for Class IT 
Equipment for Shoreham Nuclear Pouei Station - Unit l.Long 
Island Lighting Co " One aperture card available in PDR 
* Stone * Webster, fnc 02/10/31 2247pp 159B1 126 24X 

Fiche 50-322,02/11/03,0211080125 


3PI20IGD05 Forwards request for specific info re multiple control sij& 
failure issue addressed in 820827 ltr.per 6ER Section 7 7 
SCH RENDER, A Licensing Branch 2 02/11/24 POLLOCK, M B Long 

Island Lighting Co 5pp 16290 225 24/ Fiche 50-322,82/11/24, 

(1212010005 


□212010067 Forwards Jocat i on-spec I f ic radiation dose calculation For Of 
Series 200 electric penetrations requested at 021105 
meeting Calculations submitted per SER, Item 9, "Environ 
Qualification " 

0M1TH, J L Long Island Lighting Co B2/11/26 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 31pp 16260 276 24X 

Fiche 50-322,02/11/26.8212010087 


GPI20101&5 Forward* sample set of graphs typical of graphs used in 
plant emergency procedure s, in response to verbal request 
Submittal closes SER Item I C 8 

SMITH, JL Long Island Lighting Co 02/11/26 DENTON, H R Office 
nf Nuclear Reactor Regulation, Director 7pp 16250 087 24X 

f-iche 50-322, 02/11/26,0212010165 


8,' 1 2220106 Forward* Apps A & D to SER input on environ qualification of 
taf **-y~related rqui pment, Inadvertent 1 y missing from 821124 
Iranimi ttal 

REPKA, D A Hearing Branch 3 02/U/29 D RENNER , L , CARPENTER, J. L , 

MORRIS, P A Atomic Safety and Licensing Hoard Panel 7pp 
16503 015 24X Fiche 50-322,82/11/29,8212220106 


6212070129 Responds to NRC 820909 ltr re bWC position on procedures for 
suppression pool pumpbaefc sys per SER OpBn Item 39 Alarm 
response & operating procedures modified 

SMITH , J L Long Island Lighting Co 82/12/03 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 4pp 16329 343 24X 

Fiche 50-322, 82/12/03, B2 1 20701 29 


821221040-6 Forwards "Shoreham Nuclear Power Station Qualification Rept, 
GE 200 Series Electric Penetrations" & Revision 1 to "200 
Series Low Voltage Electric Penetration Qua J l f i c at i on Tost 
Kept," per NRC 820920 ltr, 821 105 meeting 6 SER, Item 9 
SMITH, J L Long Island Lighting Co 02/12/14 DENTON, H R □ffire 
Df Nuclear Reactor Regulation, Director lp 16493 127 24 X 

Fiche 50-322, 62/12/14, 821 2210406 


--B212210410 "Shoreham Nuclear Power Station Qualification Rept , GE 200 
Serve* Electric Penetrations " 

# Long Island Lighting Co 82/J2/31 40pp 16493 120 24X 

Fiche 50-322,02/12/14,0212210406 


- □212210414 Revision 1 to "200 Series Low Voltage Electric Penetration 
Qualification Test Rept " 

SCHUSTER, R M , LURIA, N 0 , TERHUNE, J H Long Island Lighting Co 
994-76-018 R-Ol 77/01/20 104pp 16493 176 24X 

Fiche 50-322,82/12/14,0212210406 


8212230259 Discusses SER Issue II D 1 re safety relief valve 
operability teat program, per NRC 02D7OB request & util 
010925 response Valve discharge piping adequate to sustain 
effects of low pressure liquid discharge 

&MI TH, J L Long Island Lighting Co 82/12/15 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 9pp 16508 156 24X 

fiche 50-322,82/12/15,8212230259 


8212270380 Forwards "List of Active Safety-Related Equipment at 
Qualification Level," per SER Issue 0, "Dynamic 
Qualification " 

SMrTHiJ L Long Island Lighting Co 82/12/22 DENTON, H R Office 
of Nuclear Reactor Regulation, Director ip 16536 107 24X 

Tiche 50-322, 82/12/22,8212270380 


— 8212270384 "List of Active Safety-Related Equipment at Qualification 
Level " 

* Stone li Webster Engineering Corp 82/12/20 51pp 16536 100 
24/ Fiche 50-322,82/12/22,8212270380 


r Security, medical, emergency 8, fire protection plans 


8212210213 Forwards addl info to prepare operating shift crews for 
type* of questions NRC duty officer may ask re telephone 
repts made via emergency notification sys 

&TAR03TECKI, R Division of Project & Resident Programs 82/ 12/16 
POLLOCK* H 6 Long Island Lighting Co 6pp 16405 003 24X 

fiche 30-322, 82/12/16.0212210213 


(, Adjudicatory correspondence 


BP 1 2030040 Advises that QA insp enttance meeting will he conducted un 
021129 E Qreenrnan will be contact In Region 1 ofc Separate 
arrangements should be made w/util to assure entrance 
Completion of end protocol requested 

HAYNES, R C Region 1* Office of Director 02/11/26 DEMPSEY, P 
Suffolk County, NY 4pp 16304 134 24X Fiche 50-322,82/11 /26, 

0212030040 


021 202030 1 Response opposing Suffolk County B21122 schedule 8, 
proposing alternate schedule for con* 1 derat ion of Torrey 
Fines Review of rept should not be delayed due to lengthy 
background of QA litigation Certificate of Bvc end 
LARLEY, A F Long Island Lighting Co EARLEY, A F Hunton h 
Williams 02/11/29 6pp 16270 113 24X Fiche 50-322,02/11/29, 

0212020301 


GP122201O6 Forwards Apps A D to 6ER Input on environ qualification of 
safety-related equi pment, inadvertently missing from 021124 
t r ansmi ttal 

REPKA. D A Hearing Branch 3 82/11/29 BRENNER, L , CARPENTER. J L , 

MORRIS, P A Atomic Safety and Licensing Board Panel 7pp 
16503 015 24X Ficho 50-322,82/11/29,0212220106 


BIM 2220120 Forwards IE Insp Rept 50-322/82-26 

DQRDENICK, D M Roaring Branch 3 82/11/2? D RENNER, L J , 

C ARPENTER, J L , MORRIS, P A Atomic Safety and Licensing Board Panel 
4pp 16503 02? 24 X Ficho 50-322,02/11/29,8212220120 


821 2070003 Forwards EG&G draft rept CGQ-EA-61 09, "Identification *c 
Ranking of Nuclear Plant Structures, 8ys 6 Components & 

Graded QA Guidelines - Draft " 

RAWSQN, R J Hearing Branch 4 FIN A-6479 82/12/03 BRENNER, L J , 

MORRIS, P A r CARPENTER, J L Atomic Safety and Licensing Board Panel 
129pp 16327 106 24X Fiche 50-322,82/12/03,0212070003 


8212070167 Memorandum & order canceling 021213 hear ing, approving Pinal 
security settlement agreement, granting joint request to 
terminate proceeding (t dismissing proceeding Agreement 
? esolves all concerns 

LAURENSON, J A , HARBOUR, J Atomic Safety and Licensing Doard Panel 
82/12/03 Long Island Lighting Co 3pp 16335 311 24X 

Fiche 50-322 , 02/12/03,821 2070 1 67 
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6? I 22201 35 Forwards IE Insp Rept 50-322702-20 

BORDENICK.0 t* Hearing Branch 3 82/12703 BRENNER, L , 

CARPENTER. J U , MORRIS, P A Atomic Safety and Licensing Board Panel 
4pp 16303 083 24X Fiche 50-322,82/12/03,8212220135 


8212000267 Provides latest status of SER open items affecting 
contentions In proceeding & NRC response to two ASLB 
questions, per ASLD 821130 requests 

REPKA. D A Hearing Branch 3 82/12/06 BRENNER. L , CARPENTER. J L , 

MORRIS. P A Atomic 8afefcy and Licensing Board Panel 3pp 
16394 307 24X Fiche 50-322,82/12/06, 8212060267 


0212140463 Joint rept of parties on status & potential litigation 
schedule of remaining safety issues Certificate of Svc 
pnc I 

REPKA. D A Hearing Branch 3 IRWIN. D P Long Island Lighting Co 
LETSCHE, K V Suffolk County, NY 02/12/09 Qp p 16404 336 24X 

Ficho 50-322.82/12/09,6212140463 


6212200111 Resolution of Suffolk- County Contention 1 re remote shutdown 
panel Bases provided Certificate of Eve enc 1 

HEPKA, 0 A Hearing Branch 3 IRWIN, D P Long Island Lighting Co 
62/12/14 12 pp 16470 152 24X Fjehe 50-322, 02/ 12/ 1 4 , 82122001 1 1 


0212320166 Forwards NRC B2I210 nemo k SER input, del iniratin 9 NRC final 
position on implementation of TMI Item II E 4 2 re high 
radiation closure signal on purjje/venfc containment isolation 
valves Info relevant to Suffolk County Contention 23 
REPKA, D A Hearing Branch 3 82/12/14 BRENNER, L , CARPENTER. J L , 

NORtfrS, P A Atomic Safety and Licensing Board Panel 6pp 
16503 049 24X Fiche 50-322, 82/1 2/ J 4, 8212220166 


8212270324 Forwards responses to ASLB 621130 request for addl info re 
IE Insp flept* 50-322/62-26 k 50-322/82-29 

MUSELEH.W J Long Island Lighting Co S2/12/1B EARLEY. A , 
fcLLlS.T Hun ton ■!< Williams 19pp 16530 196 24X 

Fiche 50-322,82/12/18.6212270324 


8212220142 Provide* progress rept on differing prof opinion of 
Halapatl «< SER Open Item 27 re further analysis on multiple 
control sys failures 

REPAA.D A Hearing Branch 3 82/12/20 BRENNER, L , CARPENTER, J L , 

NORRIS, p A Atomic Safety and Licensing Board Panel 2pp 
16503 097 2 4 X Fiche 50-322. 82/ 1 2/20, 821 2220 142 


0212270196 Responses to A6LB 021130 requests for info re IE insp repta 
Certificate of Svc end 

ELLIS, T B Long Island Lighting Co ELLIS, T S Hunton k Williams 
62/12/21 3pp 16330 064 24 X Fiche 50-3 22,82/12/21,8212270196 


8212270220 Memorandum & order confirming B21123 & 30 rulings on 
intervenor refusal to comply u/order to participate in 
p rehearing erami Intervenes waived rights to eras s~e * ami ne 
r« Phase I emergency planning contentions 

BRENNER, L , CARPENTER, J H , MORRIS, P A Atomic Safety and Licensing 
Board Panel 82/12/22 Palmetto Alliance 24pp 16336 2t3 24X 

F J c h e 50-322 , 02/ 1 2/22, 62 1 2270220 


H General correspondence 


0209150053 FOIA request for documents re Paragraph IV A 2 C of 
lOCFRSO.App 0 for 810401-0901 

HAFNER . B Affiliation Unknown S2/09/29 Office of 

Administration Jp 16607 006 24X Fiche 50-322,62/09/29, 

0209130059 


0212290025 Responds to FOTA request far documents re Paragraph IV A 2 r 
□f 10CFR50,App 0 for 810401-0901 Forwards documents listed 
in Ap p A 

FELTON. J N Division of Rules and Retards 62/11/34 HAFNER, D 
Affiliation Unknown 2pp 16607 007 24X Fiche 50-322, 62/1 1/24, 

0212290025 


— 0107140119 Forwards Matls Engineering Branch SER input re RCPB 
fracture toughness Exemptions from requirements of Apps 
0 L H of J0CFR50 can be granted 

WQHNSTON, W V Assistant Director for Materials & Oua 1 i f ica ti one 
Engineering 01/07/02 TEDESCQ, H L Assistant Director for 
Licensing 17pp 16607 009 24X Fiche 50-322, 82/ 1 1 /24, 

0212290025 


0212000672 Responds to 821124 memo re inquiry from Congressman W Carney 
concerning interim licensing of facility Interim licensing 
will only allow low power testing at earlier time in 
licensing procedure than now exists- 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
62/12/03 BOLLWEHK, P Office of the General Counsel 6pp 
16379 296 24X Fiche 50-322, B2/1 2/03, S2J 2060672 


— 82120H06B4 Requests response to Congressman W Carney constituent Itrs 
re impact of interim licensing provisions of S B 2330 on NRC 
budgetary or manpower resources Requests response by 021202 
□ OLLWERK, P Office of the General Counsel 82/11/24 REHM. T 

Office of the Eiecutiv® Director for Operations Ip 16379 304 
24/ Fiche 50-322,82/12/03,0212030672 


— 82120B06B9 Forwards constituent ltrs re NRC policy on possible interim 
licensing of facility 

CARNEY , » House of Rep 92/10/26 PALLADINO, N J Commissioners 
5pp 16379 305 24X Fiche 50-322,82/12/03,8212080672 


0 Inspection reports, IE Bulletins it correspondence 


02OB19O24O IE Bulletin B2-03, Rev i s i on 1, "Stress Cracking in Thick- 
Wall, Larg e-Di ame ter , Bta i n 1 e ss Steel , Rec ireu lati on Sys Piping 
ofc BWR Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New YorA, Inc 

H2pp 16462 163 24 X Fiche 50-000,62/10/20,8208190240 


8208190249 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
SOI tc Model 002 Thermoluminescent Dosimeters N Svc list 
enc l 

COBB, L I Di vis ion of Fuel Facilities, Materials & Safeguards 
02/11/09 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Fiche 50-000, 02/11/05, 0200 1 9024 $ 


8208190251 IE Info Notice 02-44, "Clar 1 f i cati on of Emergency Plan 
Exercise Requirements M 6vc list encl 

JORDAN, E L Division af Engineering k Ouality Assurance 82/11/18 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Tiche 50-000. 82/1 1/10, 020019025 1 


Q? 12030069 Forwards IE Insp Rapt 50-322/82-29 on 821001-29 No 
noncompliance noted 

9TAR05TECKI, R Division of Project k Resident Programs 02/11/18 
POLLOCK, MS Long Island Lighting Co 2pp 16304 172 24X 

Fiche 50-322,82/11/10,8212030069 


— 0212030083 IE Insp Rept 50-322/82-29 on 821001-29 No noncompl janto 
noted Major areas inspected allegations re corroded valves 
k faulty fiberglass piping 

HIGGINS, J C , GALLO, R M Division of Project f< Resident Proqrems 
B2/U/J0 I3pp 16304 174 24X Fiche 50-322,82/11/18,0212030069 


0212060234 Forwards IE Insp Rept 50-322/82-27 on B21O10-22 No 
nontonp 1 i ance noted 

MARTIN, T T Division of Engineering k Technical Programs 82/11/22 
POLLOCK. M S Long I s I and Li g h t i ng Co 2p p 16312 192 24X 

Tiche 30-322,82/11/22,0212060234 


--821206025B IE Insp Rept 50-322/B2-27 on 821019-22 No noncompliance 
noted Major areas inspected p reap era t i ona 1 test program 
status, inc 1 udi ng test procedure imp lemen tat ion, test 
procedure reYieu, procedure mods k test results evaluation 
NICHOLAS, H H , 0ETTENHAUSEW, L Region 1. Office of Director 
82/11/17 7pp 16312 194 24X Fi che 50-322, B2/1 1/22, 8212060234 


0212070130 Forwards IE Insp Rept 50-322/82-28 on 821018-21 NO 
noncompliance noted 

MARTIN, T T Division of Engineering 6 Technical Programs 02/11/23 
POLLOCK, M S Long Island Lighting Co 2pp 16327 034 24X 

Tiche 50-322, 02/ 1 1 /23, 8212070 1 20 


-*8212070136 IE Insp Rept 50-322/82-20 on 8210J8-21 No noncompliance 
noted Major areas inspected licensee work k GC activities re 
corrective actions for significant deficiencies 8, 
outstanding items 

NARROW, L , DURR, J P Region 1. Office of Director 02/11/19 
9pp 16327 036 24X Ft che* 50-322, 82/1 1/23, 0212070120 


8208190256 IE Info Notice 82-46, ‘'Defective & Obsolete Combination 
Padlocks " Svc list end 

DEYDUNQ, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York# Inc 

1 27pp 16411 065 24 X Fiche 50-000, 02/11 /26< 82081 90256 


GP12030040 Advises that QA insp entrance meeting will be conducted on 
021129 E Greenman will be contact in Region 1 ofc Separate 
arrangements should be made w/util to assure entrance 
Completion of encl protocol requested 

HAYNES, R C Region I, Office of Director, 82/11/26 DEMPSEY, P 
Suffolk County, NY 4 pp 16304 134 24X Fiche 50-322,02/11/26, 
8212030040 


62081 90257 IE Info Notice B2-47, "Trans porta t i on of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list encl 
COBB,L I Division of Fuel Facilities, Materials & Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 
16307 020 24X Fiche 50-000,82/11/30,0200190257 
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Q;'Oe 1 90259 IE Bulletin 82-04. ,J Do f i c 1 enc i es in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York. Inc 

I I3pp 1 64 1 1 317 24X Fjche 50-000,82/12/03,8208190259 


8^08190261 IE Info Notice 02-48. “Failures of Agastat CR 0099 Relay 
Sockets •* Bvc list encl 

JORDAN. E L Division of Engineering U Quality Assurance 32/12/03 
Consolidated Edison Co of New York. Inc HOpp 16462 064 24X 

Fiche 50-000. 82/12/03. 8203190261 


B, '08190267 IE Info Notice 82-49. “Correction for Sample Conditions for 
Air & Gas Monitoring " Svc list encl 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York. Inc 

1 27p p 16620 1<?I 24X Fiche 50-000,82/12/16.8208190267 


GM2220453 Forward* listing of topic areas for discussion at Region 1/ 
licensee meeting on drug b alcohol abuse programs per IE 
Info Notice 82-05 * NUREG-0903 W/o NlfREG 

STAROSTECKI, R Division of Project L Resident Program* 02/12/16 
POLLACK. M S Long Island Lighting Co 3pp 16304 257 24X 

Tiche 30-322.82/12/16,8212220453 


820B190268 IE Info Notice 82-50, "Mod of Solid State AC Und ervo 1 tag c* 
Relays Type I TE-27 " Svc list encl 

JORDAN* E L Division of Engineering S< Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc 108pp 16628 293 24X 

Fiche* 50-000,82/12/20,8208190268 


Reportable occurrences. LERs l< related correspondence 


OM 2 160065 Interim deficiency rept re HMA type relay* mfg by GE 
Initially reported on 821 1 0 I QE notified to determine 
which specific groupings of HMA relays are affected L what 
actions should be taken 

MILLIGAN. H H Long Island Lighting Co 82/12/07 HAYNES. fl C 
Region 1, Office of Director 2pp 16446 151 24X 

Fiche 30-322, 82 / 1 2/07, 82 1 2 1 6006 5 


I Hearing transcripts on non-ant i trust matters 


&Z: 1 2020334 Transcript of 021130 hearing in Bethesda.MD Pp 14,750- 
14,958 Supporting documentation encl 

k- Atomic Safety and Licensing Board Panel 02/11/30 233pp 

16270 260 24X Fiche 50-322,02/11/30,8212020384 


Gill 2030 101 Transcript of 021201 hearing in Dethesda.MP Pp 14,959- 
15, 157 

•* Atomic Safety and Licensing Board Panel 82/12/01 I99pp 
16303 174 24X Fiche 50-322,82/12/01.0212030101 


3212060065 Transcript of 821202 hearing in Dethesda,MO Pp 15,150- 
15, 392 

* Atomic Safety and Licensing Board Panel 82/12/02 I97pp 
J6314 094 24X Fiche 30-322,82/12/02,0212060065 


0^12070140 Transcript of 821203 hearing in Oethesda.MD 
Pp 15,353-15,476 Supporting documentation encl 
» Atomic Safety and Licensing Board Panel 82/12/03 I32pp 
16326 251 24X Fiche 30-322,82/12/03,0212070140 


QI J J20?0k71 Transcript of 821207 0L hearing in Bethesda.MD Pp 15,477- 
15.661 Supportive documentation end 

* Atomic Safety and Licensing Board Panel 82/12/07 23lpp 
1 63 38 170 24X Fiche 50-322,02/12/07,0212090171 


G<‘1 2100024 Transcript of 021200 hearing in Bethesda.MD Pp 15,662- 

1 5 , 826 

a Atomic Safety and Licensing Board Panel 02/12/00 168pp 

16375 165 24X Fiche 50-322. 02/12/08, 821 21 00024 


0^12130042 Transcript of 021209 hearing in Bethesda.MD 
pp 15,027-16,017 

* Atomic Safety and Licensing Board Panel 02/12/09 194pp 

J639I 104 24X Fiche 50-322, 82/12/09, 0212130042 


Gr'l 2140039 Transcript of 021210 hearing in Bethesda.MD Pp 16,016- 
16, 190 

* Atomic Safety and Licensing Board Panel 02/12/iO 175pp 

16410 001 24X Fiche 30-322, 82/12/10, 02121 40039 


GL'12160030 Transcript of 821214 0L hearing in Bethesda.MD Pp 16,191- 
j 6, 40B Supporting documentation encl 

* Atomic Safety and Licensing Board Panel 02/12/14 241pp 

16443 273 24X Fiche 50-322,82/12/14,0212160030 


82J21702SI Transcript of 821215 hearing in Bethesda.MD Pp 16,409- 
J 6, 634 

* Atomic Safety and Licensing Board Panel 82/12/15 230pp 

16457 179 24X Fiche 50-322, 02/ 1 2/1 5, 021 21 70251 


0212200018 Transcript of 021216 hearing in Bethesda.MD Pp 16,635- 
16, 021 

# Atomic Safety and Licensing Board Panel 82/12/16 189pp 

16473 108 24X Fiche 50-322.82/12/16,0212200018 


0212210302 Transcript of 821217 hearing in Bethesda.MD Pp 16,822- 
17, 006 

* Atomic Safety and Licensing Board Panel 82/12/17 104pp 

16495 312 24X Fiche 30-322, 82/1 2/1 7, 02 122 1 0302 


G2I22204S5 Transcript of 821220 hearing in Bethesda.MD Pp 17,007- 
17, 193 

* Atomic Safety and Licensing Board Panel 82/12/20 109pp 

16504 04S 24X Fiche 50-322,82/12/20,0212220495 


0212230316 Transcript of 821221 hearing m B e th etda, MD Pp 17,194- 
17,394 Supporting documentation end 

» Atomic Safety and Licensing Board Panel 02/12/21 219pp 

16507 074 24X Fiche 50-322.82/12/21,0212230316 


0212270227 Testimony of RB Hubbard !> FJ Samaniego re Torrey Pines 
Technology ln*p of facility Certificate of Svc end 
HUBBARD, R D , SAMANIEGO, F J Suffolk County, NY HUBBARD, R D MHU 
Technical Associates 82/12/21 36pp 16536 160 24X 

riche 50-322,02/12/21,0212270227 


□212270230 Transcript of 821222 PI- hearing in Oethesda.MD Pp 17,395- 
17,533 Supporting documentation end 

# Atomic Safety and Licensing Board Panel 82/12/22 156pp 

16537 220 24X Fiche 50-322, 02/ 1 2/22, 8212270230 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


A App 1 l cat ion/con* true t ton stage documents 8* correspondence 


□212030253 Board Notification 02-109 forwards RH Vollmer 820930 memo to 
DG Eisenhut rp alleged design deficiency in A8ME Code Class 
I piping Effects of local pipe wall stresses due to support 
loads introduced by pipe damps not evaluated properly 
CISENHJT.DG Division of Licensing 02/11/24 PALLADIND, N J , 
GILINSKY, V , AHEARNE, J F Commissioners 2pp 16316 240 24X 

fiche 50-000,82/11/24,8212030253 


— B212030265 Discusses alleged design deficiency in ABME Code Class 1 
piping Failure to deal w/ pipe 9 upp or t**P i p e interface design 
issue would be serious matter if substantiated Qfc of 
Investigations will assist in evaluation 

VOLLMER, R H Division of Engineering 02/09/30 EIBENHUT , D Q 

Division of Licensing Spp 16316 247 24X Fiche 50-000, 

02/1 1/24, 82 12030253 


02122704 1 □ Responds to FDIA request for documents re proposed revision 
it/or update to reactor safety study referred to in 
NURE0-0784, Chap ter 10 as R8 II & all documents pertaining to 
reactor cooling methods Forward* documents listed in app 
FELTON, J M Division of Rule* and Record* 82/11/26 0HDLLY, B C 
Union of Concerned Scientists 3pp 16549 233 24X 

Fiche 30-000,82/11/26,0212270410 


—0211050027 Forwards summary of semiscale test result* & advises that 
board notification re test r»*ult* issued W/o end 
NOVAK, T M Assistant Director for Licensing 02/09/24 
Division of Licensing Ip 1694? 270 24X Fiche 50-000, 82/1 J/26, 

82122704 1 0 


8212010190 Submits status update on Wlegel & 8eed rept* re ePfects of 
storm & tsunami waves & seismic event* on facility break** 
water Final rept* for ongoing analysis re potential wave 
Porces L request for Tech Spec amend will be sent Dec 1902 
CRANE, P A Pacific Gas 4 Electric Co 82/H/29 KNIGHTON, 0 W 
Licensing Branch □ 2pp 16250 095 24X Fiche 90-275,02/11/29, 

□212010190 


0212230306 Provide* response to 021123 Itr requesting 8$<W document, 
change in format of engineering open item file sys i< more 
complete description of 27 files opened to date 

JOHNSON, A E Teledyne Engineering Services 02/12/01 HUBBARD, R B 
MHO Technical Associate* Spp 16507 319 24X 

Fiche 50-275,02/12/01,0212230306 


QP121 70038 Request* changes to GA program, Rev ision 1 scope of 
responsibility Project completion effort responsibility 
should be clearly defined 

EISENHUT, D 0 Division of Licensing 82/12/02 CRANE, P A Pacific 
Gas L Electric Co 5pp 16470 000 24X Fiche 50-279,02/12/02, 

8212170030 
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G21213O201 Board No 1 1 f ica 1 1 an S2~£25 forwards info re recent ACffS 
evaluation of PWR flow blockage during natural circulation 
EISENHl/T.D O Division of Licensing B2/T3/06 PALl-ADINO, N * 
G1LINSKY,V , AHEARNE, J Commi s sioner s 3pp 16416251 24X 

Fichfi 50-000,82/12/06.6212130201 


B212220017 Staff requirements memo re 621209 meeting on Phase II of 
design verification program per SECY-92-414 Commission 
unanimously approved recommenda ti on* replacing Figure 3 ui/ 
f* I pure I, per util 621203 Ur 

CH1LK, S J Office of the Secretary of the Commission 82/12/0? 
[HACKS. W J Office of the Executive Director for Operations lp 
16329 096 24X Fiche 50-273,02/12/09,6212320017 


P 2 1 223 0049 Board Notification 82-135A forwards info re PWfl flow 
blockage Info, suppls Board Notification 83-125 

EISENKUT,. D 0 Division of Licensing 62/13/09 FALLAD1N0- N J . 
GILINSKV,V , AHEAP ME r J F Commissioners 3pp 16545 336 24X 
F i c h e 50-000. 92/ 12/09# 621 23300 4 9 


— B212230O5B Forward* Fraley 621207 memo t« flow blockage hi; steam during 
natural circulation in PWRs 

EISENHUT, D G Division of Licensing 62/12/09 LAINAS.G 
Assistant Director for Operating Reactors lp ' 16345 341 24X 

Fiche 50 - 000 . 93/12/09, 821 2230049 


0213310003 Forwards "PretsuT i I er Safety & Relief Line Eva 1 ua ti on. " 
summary rep-t 

CRANE, P A Pacific Ga* k Electric Co 02/12/13 DENTON, H ft 
Office of Nuclear Reactor Regulation* Director 2pp 16403 276 
«4X Ffch* 50-275. 82/13/13,6213210003 


— B2I2210005 "Prestur t zer Safety & Relief Line Evaluation,"' summary rept 
SMITH, L C . HA2LETT, r L , CHANG, K C Pacific Gas k Electric Co 
AM-SSA-2S3+ 82/11/30 71 pp 164B5 278 24X 

Fiche- 50-275,62/12/13. 0212210002 


BPJ22I0037 Provides Natl Register of Historic Places eligibility 
notification of plant Archeological Site SLO-2 

* Interior, Dept of. National Pari Service B2/I2/14 KERRIGAN. J D 
NRC - No Detailed Affiliation Given 2pp 16490 212 24X 

Fiche 50-275,82/12/14,0212210037 


0213220434 Board Not! f i c ati on % 83-125 k 03-13 3A* for wards info re flow 
blockage during natural Circulation All concerns re 
phenomena of natural circulation flow blockage previously 
identified by NRC L provided to Commission 

EiSENHUT, D G Division of Licensing 02/12/M PALLA0INQ, N J , 
GIL INSKY, V . AHEARNE, J Commissioners 4pp 16523 103 24 X 

Fichu 30-0-00, 02/ 1 2/1 4, 82! 2320434 


PK 1 2220440 Board Notifications 02-125 L 62-125A forward* info re 
H Etherington evaluation of flow blockage during natural 
circulation of PWRs Results do not adversely impact present 
position an reliance on natural circulation 

NOVAK. T M Assistant Director for Licensing 02/12/M Atomir 

Safety and Licencing Bo*rtf panel 5pp 16523 135 24X 

Fiche- 50-000, 02/13/14, 031232044 0, 


0212220461 Board Notification 03-124 forward* RJ Mattson 821123 memo re 
Semiacaie S-UT-0 test results Phenomena of core level 
depression & loop seal clearing may be more complex than 
previously supposed 

NO YAK. T ft Assistant Director for Licensing B2/12/14 Atomic 

Safety and Licensing Board Pane 1 7pp 16523 169 24X 

Fiche 30-000, 63/12/14.0213220461, 


8212320462 Boerd Notification B2-I34 forwards RJ Mattson 821123 me/nn m 
Bemiscale 8-UT-8 teat results Phenomena oF core level 
depression k loop seal clearing may he more complex than 
previously supposed 

EISENKUT. D <J Division of Licensing 82/13/14 PALLADJNO, N J , 
GILINSKY.Yj AHEARNE. J F Commissioners 4pp 16533 199 24X 

Fiche 5G-00D, 82/13/14. 8312330483 


B2122I009D Advises that results of design verification program requiTe 
mods to fuel handling bldg Temporary relief from Tech Spec 
Action Statement 3 9 7 re handling of loads over fuel pool 
will be requested 

CRANE, P A Pacific Das * Electric Co 82/12/16 KNIGHTON, 0 U 
Licensing Branch 3 2pp 16493 016 24X Fi che: 50-323, 02/12/16, 

6212210090 


9^12230296 Forwards Revision 3 to "Diablo Canyon Project GA Program, 1 * 
in response to DO EisenhUt 631203 request 

CRANE, P A. Pacific Gas k Electric Co 62/13/21 KNIGHTON, G W 
Licensing Drench 3 lp 16507 051 24X Fiche 50-275,82/13/21. 

S3 12230398 


— 0213230304 Revision 2 to "Diablo Canyon Project QA Program " 

* Pacific Gas k Electric Co * Bechtel Carp EQ-TCp-1 R02 
83/13/21 16pp 16507 052 34X F i che* 50-275, 02/12/21 , 621 2330390 


F Security, medical, emergency & fire protec tion plans 


BP12CB0057 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 62/12/02 Document 
Management Branch ip 16367 214 24X Fiche 50-275, 62/12/02, 

8212000057 


— 8212OBO063 Forwards public version of revised emergency plan 
implementing procedures, induding Procedures EP 0P-18A re 
loss of charging k EP OP-iefl re loss of normal letdown 
CRANE, P A Pacific Gas k Electric Co 03/11/24 ENGELKEN, R H 
Region 5, Office of Director 2pp 16367 215 24X 

Fiche 50-275,82/12/02,6212080037 


— 0212090071 Public version of revised emergency plan implementing 
procedures, including Procedures EP 0P-1BA re loss of 
charging. EP CP-181] re loss of normal letdown & EP R-l 
re personnel injury or illness (rad lologi ca 1 ly-related > 
THORNBERRV, R C Pacific Gas k Electric Co 02/11/03 55pp 
16367 217 24 X Fiche 50-275,02/12/02,6212000057 


G?1213D070 Confirms permanent & interim emergency operations facilities 
info per 621202 verbal request Permanent A interim sites 
located II 7 miles from facilities Interim structure 
complete k successfully tested 

CRANE. P A Pacific Q«is k Electric Co 02/ 12/07 KNIGHTON, G W 
Licensing Branch 3 ip 16391 164 24X Fiche 50-275.02/12/07, 

6213130070 


G Adjudicatory c orf espondence 


8P1 2060104 Order extending time until 821208 for Commission to act to 
review NRR Director 820932 denial of Joint IntervBnors 
I 0CFH2 206 petition 

CHJLK, S J Office of the Secretary of the Commission 02/13/01 
Commissioners lp 16314 362 24X Fiche 50-275,63/12/01. 

0213060104 


0P12O9OO84 Motion for extension of time until B21220 to file brief 
opposing intervenor exceptions to ASLB decision Time 
extension necessary due to meetings on east coast 
Certificate of 9vc end 

CRANE, P A Pacific Gas k Electric Co 02/12/06 Atomic Safety 
and Licensing Appeal Panel 4pp 16337 100 24X 

Fiche 50-275,82/12/06.0212090084 


6212090097 Order extending time until 0212J5 for Commission to art to 
review NRR Director 820922 denial of Joint Intervenors 
10CFR2 206 petit ion 

CHILK.S J Office of the Secretary of the Commission 02/12/07 
Commissioners lp 16357 203 24X Fiche 30-279,02/12/07, 

8212090097 


82121 5005 1 Order extending time until 821223 for Commission to act to 
review NRR Director S20923 denial of Joint Intervenors 
I0CFR2 206 pe tit ion 

CHILK, S J Office of the Secretary of the Commission 02/12/14 
Commissioners lp 16422 323 24X Fiche 50-275,03/12/14. 

0212150051 


GP12150O57 Order extending time until 821321 for Commission to respond 
to ALAG-68 1 

CWILK, 0 J Office of the Secretary of the Commission 02/12/14 
Commissioners lp 16431 007 24X Fiche 50-275, 02/12/1 4, 

02 12150057 


8212220394 Brief opposing util & NRC 031108 briefs supporting 
exceptions to ASLB requirement that NRC receive FEMA finding 
of adequacy of State of CA radiological emergency response 
plan before plant can be licensed W/Certi f 1 cate of 8vc 
UR OWN, H H California, State of BROWN, H H Kirkpatrick. LocHiad, 

Hill, Christopher k Phillips 02/12/20 Atomic Safety and 
Licensing Appeal Panel 9pp 16517 251 34X Fiche 50-275,82/13/30, 

0212220394 


0P1 22801 23 Response in opposition to Joint Intervenors briefs in 
support of exceptions to ASLB 020831 order authoriring NRR 
director to issue full power QL No new arguments placed 
before ASLA9 Certificate of Svc end 

NORTON, B Pacific Gas k Electric Co NORTON, B Norton, Bur Jrt>. 
Berry 4< French 82/12/30 Atomic Safety and Licensing Appeal 
Panel 40pp 16564 140 24X Fiche 50-275.03/12/20,0212280133 


Qf J 1220026-9 Brief in opposition to Util k NRC briefs in support of 
exception to 630831 initial decision Desire for mure 
expeditious licensing is patently inadequate excuse for 
ignoring regulatory stds, Cerfci f icate of Svc end 
REYNOLDS, J Ft Joint Intervenor s-Di ab I o Canyon REYNOLDS, J R 

Center for Law in the Public Interest 92/12/20 Atomic Safpty 
and Licensing Appeal Panel 22pp J6561 334 24X 

Fiche 50-275, 82/12/20. 0212260286 
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321 2230360 Order extending time, until B21229, for Commission t-o decide 
whether to review NRR Director 020922 denial of Joint 
Intervenors request for action filed under 10CFR2 206 
CHILK, S J Office of the Secretary of the Commission 02/12/22 
Ip 16311 163 24 X Fiche 50-275* 02/ 1 2/ 22. 0212230360 


0£'J 2270217 Memorandum b Order CLI-02-39. rul mg on three question* 
certified on 9207(6 Issuance of suspension order b 
establishment of independent design verification program not 
intended to deprive adjudicatory boards of jurisdiction 
CHILK.S J Office of the Secretary of the Commission 82/12/23 
7pp 16536 206 24X Fiche 50-275, 02/ J 2/23, 821227021 7 


If General correspondence 


3212130395 Responds to 821025 request for addl info on design 
verification program Util corrective action program per 
tiECY S2-414. p r i nc i pa 1 reason for determining that design 
verification effort goes beyond Commission order 

LISENHUT, D 0 Division of Licensing B2/11/24 SIEGEL, S M Toward 
Utility Rate Norma 1 i lation 3pp 16412 085 24X 

Fiche 50-275.02/11/24,0212130395 


*-8211030166 Requests elaboration on end newspaper article re mod & 
investigation program at facility 

SIEGEL. S M Affiliation Unknown 82/(0/23 DENTON, H NR C - No 
Detailed Affiliation Given 3pp (6412 090 24X 

Fiche 50-27 5 1 02/ 1 1 /24, 0212130395 


3^12170373 Advises that 021(15 1 tr to Chairman Palladino re seismic 
qual i f i cati on of turbine bldg 6 recommendation far 
independent analysis by BNL will be provided to other 
Commi s* loners 

6JSENHJT, D G Division of Licensing 82/12/03 HOESSET, J 
ftoesset, JM 4pp 16478 085 24X Fiche 50-275.82/12/00, 
8212170373 


““8212170370 Clarifies 021110 statement* re seismic qualification of 
turbine bldg Rec ommenda ti on for independent analysis by BNL 
justified Transmittal of c lar i f icat ions to other 
Commissioner* requested 

ROESSET , J M Roosset, JM 02/11/15 PALLADINO, N J 
Commissioners lp 16478 000 24 X Fiche 50-279.82/12/00, 

B2121 70373 


r j Operating license stage documents b correspondence 


0*12140278 Forwards agenda for 021214-15 meetings in San Francisco. CA 
For technical discussion of RL Cloud & Associates request* 
for info 

COOPER, WE TeledynB Engineering Services 82/12/14 NRC - Nu 

[■eta I led Affiliation Given 3p p 16402 107 24X 

Fiche 50-275, 82/12/14, 82(2140278 


0 Inspection reports, IE Bulletins b correspondence 


9*00190240 IE Bulletin 82-03, Revi s l on 1, "Stress Cracking in Thick- 
Wall. Large-Di ameter, Stain 1 e*s Steel , Rec ircu lation Sy* Piping 
at DWfl Plants " Svc list end 

UEYQU.VG, R C Director's Office, Office of Inspection and 

fcnforcement 62/10/29 Consolidated Edison Co of New York,- Inc 

112pp (6462 163 24X Fiche 50-000.02/10/20,020019024 0 


QJ'OQt 90245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
BOt & Model 002 Thermoluminescent Dosimeters “ Svc list 
me I 

COBB. L I Division of Fuel Facilities, Materials ?< Safeguards 
H2/IJ/05 Consolidated Edison Co of New York, Inc llOpp 

I -6372 M2 24X Fiche 50-000,82/11/05,0200190245 


GPO019O25I IE Info Notice 02-44, "Clarification of Emergency Flan 
Lierclse Requirements " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance B2/1I/1B 
Consolidated Edison Co of New York, Inc 109pp 164(1 199 24X 

Fiche 50-000.82/11/18,0208190251 


B* 1 2060 15 5 Discusses 020209 Itr re adequacy of NUREO-OS62, "Insp flept 
of Preliminary Rept, Seismic Reven f i cation Program at Diablo 
Canyon Nuclear Power Plant, Units 1 & 2 M Questions posed 
through 020423 Ofc of Inspector & Auditor review answered 
PALLADINO. N J Commissioners 82/11/23 UDALL.M K House of Hup , 
anterior b Insular Affairs 3pp 16325 232 24X 

Fiche 50-275,02/(1/23,0212060155 


—8212060164 Discusses 820204 ltr re adequacy of NUREG-0062, “I nap Rapt 
of Preliminary Rept, Seismic Rever 1 f l cat ion Program at Diablo 
Canyon Nuclear Power Plant, Units 1 & 2 " Questions posed 
through 020423 Ofc of Inspector & Auditor review answered 
PALLADINO, N J Commissioners 82/11/23 OTTINGER.R House of 
Rep , Energy b Commerce 2pp 16325 234 24X 

Fiche 50-275,02/(1/23.6212060155 


— 8212060177 Submits review of NUREG-0062, "Insp Rept of Preliminary 
Rept, Seismic R ever i f i ca 1 1 on Program at Diablo Canyon Nuclear 
Power Plant, Units 1 b 2, " per Uda 1 1 820208 b Ottingur G20204 
requests Investigation conducted in 2 phase* 

CUMMINGS. J J Office of Inspector b Auditor 02/07/30 
PALLADINO, N Commissioners 7pp 16325 236 24X 

Fiche 50-27 5. 02/ 1 i /23, 02120601 55 


0200190256 IE Info Notice 02-46, "Defective b Obsolete Combination 
Padlocks " Bvc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

I 2 7 p p 16411 065 24X Fiche 50-000,92/11/26.8200190256 


0200190257 IE Info Notice 02-47, "Tra ns porta 1 1 on of Type A Quantities 
of Non-Fissile Radioactive Mat! " Svc list end 
COBB, L 1 Division of Fuel Facilities, Materials & Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 

16387 028 24X Fiche 50-000,02/11/30,8200190257 


0200190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies u Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

liapp 16411 317 24X Fiche 50-000, 02/12/03, B20BI90259 


8208190261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance 02/12/03 
Consolidated Edison Ca of New York, Inc llOpp 16462 064 24X 

Tiche 50-000, 827 12/03, 0200190261 


0200190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air b Gaa Monitoring " Svc list enc 1 

DEYOUNG, R C Director's Office, Office pf Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

1 27p p 16628 191 24X Fiche 50-000, B2/12/ 16, S20B190267 


Bf'081 90268 fE Info Notice 02-50, "Mod of Solid State AC Undervoltaqe 
Relays Type I TE-27 ,J Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance 82/12/30 
Consolidated Edison Co of New York, Inc JOBpp 16620 293 24X 

F-iche 50-000,02/12/20,0208190260 


S Reportable occurrence*, LERs Sc related correspondence 


021 206007B Final deficiency rept re water hammer phenomenon in 
auxiliary saltwater ays Initially reported on 821000 
lsolable vacuum breaker added to auxiliary saltwater sys 
to eliminate water hammer effect Design change forthcoming 
CRANE, P A Pacific Oaa b Electric Co 02/11/00 ENGELKEN, R H 
Region 5, Office of Director 2pp 16314 356 24X 

fiche 50-323,02/11/00,0212060070 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F Security, medic*!, emergency Sc fire protection plans 


0212090273 Ack receipt of 021027 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Repts 50-324/82-37 & 
30-325/B2-37 

VERRELL 1 , D M Division of Project & Resident Programs 02/J J/16 

UTLEY, E E Carolina Power & Light Co Ip 16365 309 24X 

Fiche 50-324, 02/11/(6,0212090273 


-0212090289 Responds to NRC 021006 ltr rB violations noted in IE Insp 
Repts 50-324/02-37 b 50-325/82-37 Corrective action* eight 
addl spare cylinder* purchased b weekly review to be 
conducted to ensure fire brigade training current 
DIETZ, C R Carolina Power b Light Co 82/10/27 O'REILLY, J P 
Region 2, Office of Director 3p p 16365 290 24X 

Fiche 50-324,02/11/16,0212090273 


— 8212090299 Forwards IE Insp Repts 50-324/02-37 b 50-325/02-37 on 
820907-10 b notice of violation 

LEWIS, R C Division of Project b Resident Programs 02/10/06 

JONES, J A Carolina Pouter b Light Co 2pp 16365 293 24X 

Fiche 50-324,02/11/16.0212090273 


— Q2 12090309 Notice of violation Prom insp on 820907-10 

* Division of Project & Resident Programs 82/10/06 2pp 
16365 295 24X Fiche 50-324, 02/1 1 / 16, 021 2090273 


—8212090321 IE Insp Repts 50-324/02-37 5< 30-325/02-37 an B20907-10 
Noncompliance noted failure to train all personnel required 
to use respirator protection properly & to have adequate 
number of spare air cylinders available 

MILLER, W H , CGNLON, T E Division of Engineering b Technical 

Programs 02/09/20 Bpp 16365 297 24X Fiche 50-324,02/11/16. 

8212090273 
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DOCKETED ITEMS 


8? 12100032 Forward* Info re emergency operations facility in response 
ta NRC 021203 verbal request & Generic Lfcr 01-10 Info based 
on util understanding of SECY-B2-111 

2 IMMERMAN, S R Carolina Power i Light Co 82/12/06 VASSALLO, D 0 
Operating Reactors Branch 2 2pp 1637? 033 24X 

riche 50-324, 02/12/04.- 0312100032 


P Operating license stage documents & correspondence 


0211230064 Generic Ltr 82-27 to all OUR licensees of operating reactors 
except LACBWR, U i g Rout Pd 1 lit. Or es den 1. Humboldt Dag, 
applicants for OL tt holders of CP re transmittal of 
NUREO-0743 fc NUREG-Q793 Svc list end W/o stated end 
EISENHUT# D 0 Division of Licensing 82/11/15 General Publit 

Utilities - GPU Service Corp 22pp 16307 004 24X 

riche 50-000- 82/1 1 /I Si 9311230064 


0212060160 Forwards request for addl info to complete review of NUWfcO- 
0737, Action Items l A 2 I 4, "Upgrading of Reactor Operator 
?< Senior Reactor Operator Training" & II 0 4, “Training to 
Mitigate Core Damage " Response requested within 60 days 
VASSALLO, D B Operating Reactors Branch 2 02/11/16 UTLEYrEE 

Carolina Power & Light Co 2pp 16325 246 24X 

rich* 50-324, 02/ 1 1/16. 6212060160 


8212060111 Forwards safety evaluation re NUREO-0737, 1 1 em II F 1 3, 
"Addl Accident Honitoring rnstr omen ta t i cm “ in response to 
810630 it 020004 submittals Licensee proposed calibr 
procedures acceptable 

VASSALLO, D B Operating Reactors Drench 2 82/11/22 UTLEY, E E 

Carolina Power U Light Co 3pp 16323 013 24X 

Fiche 50-324, 82/ « 1 /22, 821 20601 1 1 


8212090307 Endorses HWR owners group B10522 & 0921 repts re NUREG-0737, 
Item II K 3 25, "Effect of Loss of AC Power on Pump Seals " 

Loss of ac power will not significantly degrade 
recirculation pump seals 

ZIMMERMAN. S R Carolina Power t> Light Co 02/12/06 VASSALLO, D 0 
Operating Reactors Branch 3 2pp 16365 129 24X 

Fiche 30-324,02/12/06,8212090307 


0212100032 Application far amend to License DPfi-62# reques t 1 ng temporary 
exemption from Tech Spec 3 6 6 ^permitting 72-h for repairs! 
of 021205 rupture in containment atmosphere control Inerting 
line Expedited review requested 

EURYi L W Carolina Power if Light Co 92/12/06 VASSALLO. D 0 
Operating Reactors Branch 2 3pp 16379 177 24X 

Fiche 50-324,82/12/06,0212100082 


—0212100085 Proposed Tech Spec 3 6 6 3 re containment atmosphere oxygen 
concentre ti on 

* Carolina Power Ic Light Co 02/12/06 Ip 14379 ISO 24X 
Fiche 50-324,82/12/06, B2 121 00002 


0212140250 Forwards supplemental Info re statu* of selected NURE0-0/37 
requirements covered by Generic Ltrs 02-05 Ic 82-10, in 
response to NRC 820317 & 0505 requests 

UTLEY, E E Carolina Power tt Light Co 82/12/06 EISENHUT, D Q 
Division o# Licensing 3pp 16409 327 24X Fiche 50-324, B2/12/06, 

02I2J4O25O 


8212140255 Request for amend to Licenses PPR-71 4, DPR-62, r evi s i ng , 
clarifying 5t providing editorial corrections to Tech Specs 
r e ATWS 

EURY, L M Carolina Power & Light Co 82/12/06 VASSALLO, D B 
Operating Reactors Branch 3 Spp 16401 332 24X 

Fiche- 50-324, 02/12/06, 8212140255 


— 8212140257 Proposed Tech Specs for License* DPR-71 t DPR-62# revising, 
clarifying & providing editorial corrections Te ATW0 
a Carolina power L Light Co 02/12/06 22pp 16401 334 24X 

Fiche 50-324, 92/12/06, 0212140255 


8P121S0296 Request* application fee for Tech Spec change* re removal 
of MAPLHGR reduction penalty bo remitted within 15 days of 
ltr receipt 

MILLER, W 0 License Fee Management Branch 82/12/09. JONES, J A 
Carolina Power & Light Co Ip 14446 269 24 X 

Fiche 50-324 , 62/ i 2/09, 821 21 50276 


0212170355 Application to amend Licenses DPR-71 & DPR-62, revising Tpch 
Specs to incorporate organisation change* Revisions suppl 
B 10728 submittal 

EURY. L U Carolina Power 4 Light Co 02/12/10 VASSALLO, 0 J? 
Operating Reactors Branch 2 2pp 16456 053 24X 

F 1 Che. 50-324, 92/13/ 10, 821 217035 5 


— 8212170363 Proposed Tech Spec changes re administrative controls 
+ Carolina Power & Light Co. 92/12/10 5Bpp 16456 055 24X 

Fiche 50-324,02/12/10,0212170355 


8212170338 Supplemental application for amend to Licenses DPR-71 6 
DPR-62 Changes include mods to d i g i ta 1 -to-a na 1 og 
initrumentat i on 4 reactor vessel ref water level, per 021005 
meeting Revision* supersede 790531 revisions 

EURY» L W Carolina Power 6 Light Co 82/12/13 VASSALLO, D D 
Operating Reactors Branch 2 3pp 16454 154 24X 

Fiche 50-324, 02/12/13,8212170338 


— 0212170343 Proposed Tech Spec page* including mods to d i g l ta 1 -to-anal oq 
instrument* tion, reactor vessel ref watBr level, spec la 1 test 
exception for core Spray sys, admin i s trati ve controls L 
sa f ety/re 1 i ef valve challenge* 

« Carolina Power 6 Light Co 02/12/13 2B7pp 16454 157 24 x 

FiChe 30-324,02/12/13,9212170338 


-3212170350 "Brunswick Steam Electric Plant Offsite Dose Calculation 
Manual <CIDCM> " 

* Carolina Power 6 Light Co 02/12/13 190pp 16455 004 24X 

Fiche 50-324,02/12/13,0212170338 


■8212170356 "Brunswick Steam Electric Plant Process Control Program 
(PCP) " 

« Carolina Power & Light Co 82/12/13 5pp 16455 274 24X 

Fiche 50-324,02/12/13, 8212170330 


8212210004 Application for amends to Licenses DPR-62 & DPR-71# 
correcting administrative inconsistency re min number of 
operable channels per trip sijs requirements for certain HPCI 
L RCIC sy* instruments 

EURY, L U Carolina Power S< Light Co 82/12/13 VASSALLO, D B 
Operating Reactor* Branch 2 4pp I64B5 262 24X 

Tiche 50-324,82/12/13,0212210004 


— 021 22 1 0006 Proposed Tech Spec revisions correcting administrative 
inconsistency re min number of operable channels per trip 
sys requirements for certain HPCI L RCIC sys isolation 
actuation instruments 

* Carolina Power & Light Co 82/12/13 iOpp 16485 266 24X 

Fiche 50-324,82/12/13,0212210004 


Q21 21702 10 Commits to perform qua 1 1 f i ca t i on testing of certain Raychem 
radiation cross-linked polyethylene cable having combined 
insulation thickness of 120 mils or greater Proposed cable 
qua 1 if ication program forthcoming 

UTLEY, E E Carolina Power & Light Co 02/12/15 VASSALLO, D B 
Operating Reactors Branch 2 Ip 16459 362 24X 

Fiche 50-324, 82/12/13, 0212170210 


8212300145 Forward* two supplemental repts to 820000 Franklin Research 
Ctr rept re environ qua 1 i f 1 ca t i on of sa fety -re lat ed 
electrical equipment submitted on 821220 w/ evaluation Space 
charges phenomenon valid concern W/o end 

VASSALLO, D □ Operating Reactors Branch 2 02/12/23 UTLEY, E E 

Carolina Power & Light Co 3p p 16624 1B8 24X 

Fiche SO-324, 02/12/23, 021 23G01 45 


G Inspection reports, IE Bulletins h correspondence 


02081902-40 IE Bulletin 02-03, Rev i s i an 1, "Stress Cracking in Thick— 
Wa| 1# Large-Diameter, Stainless Ste* ! , Rec ire u 1 at i on Sy* Piping 
at BUR Plants " Svc list end 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 82/10/38 Consolidated Edison Co of New Yor*. In* 

f I2pp 16462 163 24X Fiche 50-000, 02/ J 0/20, 02081 90240 


0208190245 IE Info Notice 02-42, "Defect* Observed in Panasdnic Model 
801 U Model 802 Thermoluminescent Dosimeters " Eve list 
enc I 

COBB, L I Division of Fuel Facilities, Materials 6 Safeguards 
G2/J1/Q5 Consolidated Edison Co of New York, Inc IlOpp 
16372 142 24X Fiche 50-000/82/11/05,0208190245 


0212090273 Ack receipt of 021027 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-324/02-37 L 
50-325/02-37 

VERRELL r, D H Division of Project & Resident Programs 82/11/16 

UTLEY# E E Carolina Power e< Light Co lp 16365 289 24X 

Tiche 50-324, 02/1 1/16, 8212090273 


— 8212090209 Responds to NRC 021006 ltr re violations noted in IE Insp 
Repts 50-324/82-37 it 50-323/02-37 Corrective actions eight 
addl spare cylinder* purchased & weekly review to be 
conducted to ensure fire brigade training current 
DJET2,C fi Carolina Power 6 Light Co 02/10/27 O'REILLY, J P 
Region 2, Office of Director 3pp 16365 290 24X 

Fiche 50-324, S2/1I/16, 8212090273 


—8212090299 Forwards IE Tnsp Repts 50-324/02-37 it 50-329/02-37 on 
820907-10 P notice of violation, 

LEWIS, R C Division of Project & Resident Programs 82/10/06 

JONES, J A Carolina Power It Light Co 2pp 16365 293 24X 

Fiche 50-324,02/1 1/16,0212090273 



DOCKETED ITEMS 


1 


— 0212090309 Notice of violation from insp on 020907-10 

* D j vision of Project & Resident Programs 82/10/06 2p p 
16365295 24X Fiche 50-324. 82/ II / 16* 02 1 2090273 


--B212Q90221 IE Insp Repts 50-324/82-37 8* 50-325/02-37 on B20907-10 
Noncompliance noted failure to train all personnel required 
to use respirator protection properly & to have adequate 
number of spare air cylinders available 

MILLER. W H . CONLON* T E Division of Engineering t Technical 

Programs 02/07/28 Bpp 16365 277 24X Fiche 50-324.82/11/16, 

6212070273 

8^00170251 IE Info Notice 02-44. "C 1 ar l f i ca t i on of Emergency Plan 
Exercise Requirements " Svc list enc 1 

JORDAN. E L Division of Engineering J* Quality Assurance 82/1J/18 
Consolidated Edison Co of New York. Inc 109pp 16411 199 24X 

Tiche 50-000, B2/1 1/10. 8208 J 70251 


G21209011 I Forwards summary of 821110 meeting w/util in Atlanta, GA re 
actions taken by util to improve overall performance 
O'REILLY, J P Region 2* Office of Director 02/11/24 UTLEY* C E 

Carolina Power U Light Co 3pp 16357 242 24X 

Fiche 30-324,82/11/24,8212070111 


6208170256 IE Info Notice 82-46* "Defective t< Obsolete Combination 
Padlocks 11 Svc list one 1 

DEYOUNG* R C Director's Office, Office of Inspection and 

Enforcement 82/ It /26 Consolidated Edison Co of New York* Inc 

127pp 16411 065 24 X Fiche 50-000*82/11/26,0200190256 


6^08170257 IE Info Notice 82-47* "Transportation of Type A Quantities 
of Non-Fl ssi 1 e Radioactive Matl " Svc list end 
COBB.L r Division of Fuel Facilities, Materials & Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 

16387 023 24X Fiche 50-000,02/11/30*8200190257 


831 2090375 Adwses that stress rule index 8* carbon content adopted as 
criteria for weld sample selection per NUREG-0313* 

Revision i Info required by Item 4 of IE Bulletin 02-03, 

Revision 1 will be provided by 821217 

HOWE, P W Carolina Power A, Light Co 82/11/30 O'REILLY, J P 
Region 2, Office of Director Ip 16365 056 24X 

Fsche 50-324, 82/11/30*0212090375 


GP> 20701 29 Forwards summary of 821117 meeting at site re integrated & 
local lea 1 ' test programs 6 cracked weld in RHR shutdown 
cooling suction piping per IE Insp Rept 50-324/02-41 
D 'REILLY, J P Region 2, Office of Director 02/12/02 UTLEY. r E 

Carolina Power 8* Light Co 3pp 16357 322 24X 

Fiche 50-324, 82/12/02, 02I2O9O129 


8 P08 190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Llectricai Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Fn f orcerrent 82/12/03 Consolidated Edison Co of New York* Ji*c 

113pp 16411 317 24X Fiche 50-000,82/12/03,8208190259 

BPO0 190261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
iiockets " Svc list end 

JORDAN, E L Division of Engineering 1 Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 1MX 
Fiche 90-000,82/12/03*0208190261 


□ PCS 190267 IE Info Notice 02-49. "Correction far Sample Conditions for 
Air 6 Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office* Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York* Inc 

127pp 16628 191 24X Fiche 50-000,82/12/16*8208190267 

OPOQ19O2A0 IE Info Notice 82-50* "Mod of Solid State AC Und er vo 1 tage 
Relays Type 1 TE-27 " Svc list end 

JORDAN, E L Division of Engineering 8< Quality Assurance. 02/12/20 
Consolidated Edison Co of New York, Inc lOBpp 16628 293 P4X 
Tithe 50-000*02/12/20.8200190268 


ft Periodic operating reports 6 related correspondence 


8212100241 Forwards monthly operating repts for Nov 1982 

DIETZ, C R Carolina Power 8* Light Co 82/12/06 DEYOUNG, R C 
Director's OfflcB, Office of Inspection and Enforcement 4 lp 
16376 050 24X Fiche 50-324,02/12/06,8212100241 


--D212I00250 Monthly operating repts for Nov 19B2 

HARRISON* F Carolina Potuer * Light Co 82/12/01 13pp 
16376 051 24X Fiche 50-324*02/12/06.9212100241 


S Reportable occurrences, LERs t related correspondence 


Q21 2020293 Forwards LER 82-126/03L-0 

DIETZ* C R Carolina Power S< Light Co 02/11/23 O'REILLY, J P 
Region 2, Office of Director lp 16279 138 24X 

Fiche 50-324* 82/11/23. 8212020293 


—0212020297 LER 02-126/O3L-O on 82 1 024 , s tan d b y liquid control sys pipir 
heat tracing on lines between sys a c cumu 1 ator » 2-C41-A003A 
tr B L common discharge line found Inoperable Caused by 
electrical failure Tracing section Model FP-10 replaced 
PASTVA, M J Carolina Power U Light Co 82/11/23 Region 2, 

Office of Director Ip 16279 139 24X Fiche 50-324*82/11/23* 

8212020293 


8212020315 Forwards LER 02-125/O3L-O 

DIETZ, C R Carolina Power & Light Co 02/11/23 O'REILLY* J P 
Region 2, Office of Director Ip 16279 2 00 24Y 

Fiche 50-324,82/11/23*8212020315 


—0212020319 LER 02-125/O3L-O on 02 1024* d ur i n g steady-state plant 
opeTa t ion* reactor ree ir cula ti on pump 2A tripped ui/receipt of 
ATWS high reactor pressure/low level trip annunciator Caused 
by setpoint drift Instrument calibr 8* returned to svc 
PASTVA, M \f Carolina Power U Light Co 02/11/23 Region 2, 

Office of Director 2p p 16279 201 24 X Fiche 50-324*82/11/23* 

8212020315 


0212020362 Forwards LER 02-li3/O3L-O 

DIETZ, C R Carolina Power 5* Light Co 82/11/23 O'REILLY, J P 
Region 2, Office of Director lp 16270 102 24X 

Fiche 50-324, B2/ 11/23, 8212020362 


—0212020365 LER B2-U7/O3L-0 on 021026. fire watch patrol not posted 
during removal of five Fire barrier penetration seals in 
control bldg Caused by unfamiliarity w/limiting conditions 
for operation V firo watch requirements 

PASTVA, M J Carolina Power fc Light Co 02/11/23 Region 2, 

Office of Director Ip 1627B 1 B3 24X Fiche 30-324. 02/ 1 1 /H3* 
02 12020362 


DPI 2020068 Forwards LER B2-098/03L-0 

DIETZ, C FI Carolina Power Si Light Co 02/11/24 Q ' REILLY, J P 
Region 2, Office of Director lp 16272 004 24X 

fiche 50-324,03/11/24,02120200 68 


—02 1 2030003 LER 82-098/O3L-O on 82 1 027 , measu red vibration reading of 
20 RHR svc water pump exceeded 1 3 mils vibration Caused by 
failed gasket at pump rear bearing housing allowing loss of 
casing oil* resulting in increased operating temp 
PASTVA , M J Carolina Power fc Light Co 02/11/24 Region 2, 

Office of Director lp 16272 003 24X Fiche 30-324*82/11/24. 

8212020068 


82 J 2020 1 52 Forwards LER 82-129/03L-0 

DIETZ, C R Carolina Power S* Light Co 02/ 11/24 O'REILLY* J F* 
Region 2, Office of Director lp 16274 170 24X 

fiche 50-324, 02/11/24, B2 12020 1 32 


— B212020161 LER 82-129/03L-0 on 021020. while verifying rod drivu 
coupling for rod 10-07* rpd overtravel ann unci ataT received 
Cause unknown Rod will be inspected for i rregu lar i t 1 ee 
during next scheduled control rod drive rebuilding outage 
PASTVA* M J Carolina Power l* Light Co 02/11/24 Region 2* 

Office of Director Ip 16274 171 24X Fiche 30-324.02/11/24* 

0212020152 


DPI 2070273 Forwards LER 82-128/03L-0 

DTETZ, C ft Carolina Power S* Light Co 82/11/24 O'REILLY* J P 
Region 2* Office of Director lp 16339 0 73 24X 

Fiche 50-324, 82/11/24, 8212070273 


—0212070275 LER B2-12B/03L-0 on 821025. instrument recorder 2-CAC-AR-lP, 
showed downscale indication of primary containment 
atmosphere hydrogen L oxygen concentration Caused by failed 
recorder print drive motor Drive motor replaced 
PASTVA* M J Carolina Power 8c Light Co 82/11/24 Region 2, 

Office of Director lp 16339 074 24X Fiche 50-324* 02/1 1/24* 

8212070273 


DPI 2070295 Part 21 rept re discrepancies between orientation of 
snubbers as shown on pipe support details I* orientation as 
used in analysis of record Review of supper ta. design & issue 
of any fixes scheduled for completion by 021201 for Unit 1 
EfARSTEN. G E United Engineers & Constructors. Inc. (subs of 
Raytheon Co > 82/11/30 Director's Office. Office of Inspection 

and Enforcement 2pp 16339 064 24X Fiche 50-324*02/11/30, 

0012070293 
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DOCKETED ITEMS 


8? 1 3070314 ForuariJi LER 02- 134/01 T-0 Detailed event analysis encj 
DIETZ, C R Carolina Power 6 Light Co 02/12/03 O^REILLY, J P 
Region 2, Office of Director 2 pp 16365 120 24X 

Fiche 50-324, B2/ 12/03, 0212090314 


—3212090318 LER B2-I24/01T-0 on 931121, quick start testing of diesel 
generaton 1,2 h 4 not performed within required 2-h period 
Caused by ffi i « in fc erpra ta t i on of plant standing Instructions 
Quick starts performed Instructions revised 

PASTVA, M j Carolina Power 4c Light Co 02/12/03 Region 2, 

Of Mce of Director Ip 16365 122 24X Fiche 50-324,82/12/03, 

021 207031 4 


02 J 2300047 RD 2-02-139 on 821 216. r eac to r water cleanup ays high 
differential flow isolation Instrumentation declared 
inoperable due to erratic flew transmitter Caused by 
personnel error Instrumentation repaired & restored to jvt 
DIETZ, C R Carolina Power L Light Co 82/12/17 O'REILLY, J P 
Region 2, Office of Director 2pp 16598 202 24X 

Fiche 50-324, 62/12/17, 0212300067 


82] 2-280270 PND-1 1 -02-137 on 021 21 3., ma 1 f un c fc ion i nff delta flow 
instrument on reactor water cleanup »ys Identified On 021216 
operability of isolation i n s t rumen t i on questioned Sys 
isolated Investigation of circumstances ongoing 

HARDIN, A K , VERRELLI.D M Region 2, Office of Director 82/12/20 
2pp 16561 22B 24X Fi c he 50-324, 02/12/20, 821 2280270 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


f Security, medical, emergency t fire protection plan* 


G2I 2090273 Ac k receipt of B21027 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repfca 50-324/02-37 8* 

5 0-325/B 2 “37 

VERRELLI, D M Division of Project & Resident Programs 02/11/16 

UTLEY, E E Carolina Power L Light Co tp 16365 239 24X 

Fiche 50-324, 02/11/16, 0212070273 


— G21209Q2G9 Respond* to NRC 821006 ltr re violations noted in It Insp 
Kept* 50-324/02-37 «« 50-325/02-37 Corrective action* eight 
addl *pare cylinder* purchased A weekly review to be 
conducted to ensure fire brigade training current 
DIETZ, C R Carolina Power L Light Co 02/10/27 O'REILLY, J P 
Region 2* Office of Director 3pp 16369 290 24X 

Fiche 50-32 4, 02/11/16. 0212090273 


--S2 1 209029? Forwards IE Insp Repts 50-324/83-37 it 50-325/05-37 on 
B 20 907-1 0 it notice of violation 

LEWIS, R C Division of Project & Resident Programs 82/10/06 

JONES, J A Carolina Power & Light Co 2pp 16365 593 24X 

Fiche 30-324, 82/11/16, 0212090273 


— 02 12090309 Notice of violation from insp on 820907-10 

* Division of Project it Resident Program* 02/10/06 2pp 
16365 295 24 X Fiche 50-324,82/11/16,0212090273 


— B2I2O90321 IE Insp Repts 50-324/02-37 & 50-325/02-37 on 820907-10 
Noncompi i ance noted failure to trafn all personnel required 
to use respirator protection properly It to have adequate 
number of spare air cylinder* available 

MILLER, W H Division of Engineering & Technical Program* 

02/09/20 0pp 16365 297 24X Fiche 50-324, 03/1 1 /16, B212090273 


8P121OO032 Forward* info re emergency operations facility in response 
to NRC 021202 verbal request it Generic Ltr Bl-10 Info based 
on util understanding of SECY-82-1 H 

ZIMMERHAN, 8 R Carolina Power U Light Co, 02/12/06 VASSALLO, D D 
Operating Reactors Branch 2 2pp 16379 033 24X 

Fiche 50-324,83/12/06.0212100032 


P Operating license stage document* & correspondence 


Gpl 1230066 Generic Ltr 82-27 to all BWR licensees of operating reactors 
except LAC£tJR,Blg Rod Pc> i n t, Dresd en 1, Humboldt Ray, 
applicant* for QL holders of CP re transmittal of 
NUREG-0763 L NUREO-O703 Svc list end W/o stated end 
EISENHUT, 0 0 Division of Licensing B2/11/I5 General Public 

Util i tie* - GPU Service Carp 22pp 16387 004 24X 

Fiche 50-000, 82/ J 1 / 1 5, 02 1 I 230066 


021 2060 1 60 Forwards request For addl info to complete review of NUREG- 
0737. Action I terns I A 2 I 4, "Upgrading of Reactor Operator 
& Senior Reactor Operator Training" & II B, 4, "Training to 
Mitigate Core Damage " Response requested within 60 days 
VASSALLO, D 0. Operating Reactors Branch 2, 02/11/16 UTLEY, E L 

Carolina Power U Light Co 2pp 16325 246 24X 

Fiche 50-324,82/11/16,8212060160 


SPISOAOIII Forward* safety evaluation ro WUREG-0737, Item 1 1 F I 3. 
"Add! Atcidcnt Monitoring Instrumentation, 0 in response to 
010630 fe 020804 submittals Licensee proposed calibr 
procedures acceptable 

VASSALLO, D 8 Operating Reactor* Branch 2 02/11/22 UTLEY, L E 

Carolina Power t- Hyht Co 3pp 16323 013 24X 

Fiche 50-324,02/11/22,0212060111 


0212090307 Endorses BUR owners group 010522 t< 0921 repts re NL.R £0-0737, 
Item II K 3 25, "Effect of Loss of AC Power on Pump Seal9 " 

Lo** of ac pou/ei will not s igni f leant ly degrade 
recirculation pump seal* 

ZIMMERMAN, S R Carolina Power St Light Co 02/12/06 VASSAL LD, D B 
Operating Reactors Branch 2 2pp 16365 129 24X 

Fiche 50-324, 02/12/06,8212090307 


B2J2140250 Forwards supplemental info re statu* of selected NUREG-Q/3? 
loqulremonts covered by Generic Ltrs 82-05 6 82-10, in 
response to NRC 020317 & 0503 requests 

UTLEY, E E Carolina Power *< Light Co 82/ 12/06 EI9ENHUT, D G 
Division of Licensing 3pp 16409 327 24X Fiche 50-324, 02/12/06, 

0212140250 


0212140255 Request for amend to License* DPR-71 it DPR-62, revi s i nq, 
clarifying 6 providing editorial corrections bo Tech Specs 
re ATWS 

EURY, L W Carolina Power it Light Co 82/12/06 VASSALLO, D 0 
Operating Reactors Branch 3 2pp 16401 332 24X 

Fiche 50-324, 82/12/06, 0212140295 


--82I21402S7 Proposed Tech Specs for Licenses DPR-71 i> DPP-62, r evi si ng, 
clarifying St providing editorial corrections re ATWS 
» Carolina Power & Light Co 02/12/06 2 2pp J640I 334 24X 

Fiche 50-324,82/12/06,8212140255 


0212170355 Application to amend Licenses DPR-71 it DPR-62, revi $ i n g Tech 
3prcs to incorporate organisation changes Revisions suppl 
810720 submittal 

EURY, L If Carolina Power L Light Co 02/1 2/iO VASSALLO. 0 B 
Operating Reattor* Hi anch 2 2pp 16456 053 24X 

Tithe 50-324,02/12/10,8212170355 


— 0212170363 Proposed Tech Spec changes re administrative control* 

* Carolina Power & Light Co 82/12/10 30pp 16456 035 24X 

Fiche 50-324,02/12/10,8212170355 


8U1217033B Supplemental application for amend to License* DPR-71 f» 
DPR-62 Change* include mod* to d igi ta 1-to-analog 
instrumentation & reactor vessel ref water level, per 021005 
meeting Revisions supersede 790531 revisions 

EURY, L W Carolina Power 3. Light Co 33/12/13 VASSALLO, D D 
Operating Reactor* Branch 2 3pp 16454 134 24X 

fiche 90-324,82/12/13-8212170330 


— B212170343 Proposed Tech Spec pages including mod* to d i q i tal -t o-ana 1 oq- 
instruments ti on, reactor vessel ref water 1 evel, spec ia 1 teat 
exception for core spray sys. admini strati ve controls L 
■safety/relief valve challenges 

a Carolina Power 6 Light Co 02/12/13 207pp 16454 157 24X 

Fiche 30-324, 82/12/13, 8212170330 


— 0212170350 "Brunswick Steam Electric Plant Offsite Do*e Calculation 
Manual fDDCMl 11 

« Carolina power & Light Co 82/12/13 I90pp 16455 084 2-1X 

Fiche 50-324,02/12/13, 0212170338 


— 8212170356 "Brunswick Steam Electric Plant Process Control Program 
(PCP) " 

* Carolina Power it Light Co 02/12/13 5pp 16435 274 24X 

Fiche 50-324, 02/12/13, 021217O33B 


8P12210004 Application for amend* to Licenses DPR-62 & DPR-71. 
correcting administrative inconsistency re min number of 
operable channels per trip sys requirements for certain HpCl 
L RCJC sys instruments 

FURY, L W Carolina Power it Light Co B2/I2/13 VAS9ALL0, D 0 
Operating Reactors Branch 2 4pp 16403 262 24X 

Fiche 30-324,82/12/13,0212210004 


--B2122100D6 Proposed Tech Spec revisions correcting administrative 
inconsistency re min number of operable channels per trip 
sys requirements for certain HPCI it RCIC sys isolation 
actuation instruments 

* Carolina Power tt Light Co 02/12/13 10pp 16405 266 24X 

Fiche 50-324,82/12/13*8212210004 


8^12170210 Commits to perform qualification testing of certain Raychem 
radiation cross-linked polyethylene cable having combined 
initiation thickness of ISO mil* or greater Proposed cable 
qual if icetion program forthcoming 

UTLEY, E B Carolina Power 8t Light Co 82/12/13 VASSALLO, D D 
Operating Reactors Branch 2 Ip 16459 362 24X 

Fiche 30-324,02/12/15.8212170210 
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31*12300145 Forwards two supplemental repts to 820800 Franklin Research 
C.tr rapt re environ qua 1 1 f i ca 1 1 on of so f ety -rel a te d 
electrical equipment submitted on 821220 w/evaluat l on Space 
r barge* phenomenon valid concern W/o end 

VASSALLO, D □ Operating Reactors Branch 2 82/12/23 UTLEY, E E 

Carolina Power & Light Co 3pp 16624 180 24X 

Fiche 50-324. 82/12/23, 8212300145 


(i Inspection reports- IE Bulletins 8c correspondence 


01*00190240 IE Bulletin 82-03. Revi s l on 1- “Stress Cracking in Thick- 
Wall - Larg e-D i ame t er- Sta 1 n 1 e ss Steel. Rec ircu lation Syt Piping 
at BUR Plants ” Svc list end 

DEYOUNG. R C Director's Office- Office of Inspection and 

Enforcement 62/10/20 Consolidated Edison Co of New York- Inc 

M2pp 16462 163 24X Fiche 50-000,82/10/28,8209190240 


□£•00190245 IE Info Notice 02-42- “Defects Observed in Panasonic Model 
801 £ Model 802 Thermo luminescent Dosimeters " Svc list 
cn< 1 

COQB- L I Division of Fuel Facilities. Materials £ Safeguards 
02/11/03 Consolidated Edison Co of New York- Inc llOpp 
16372 142 24X Fiche 50-000- 82/ 1 1 /05- 02081 90243 


9^12090273 Ac k receipt of 021027 Itr informing NftC of step* taken to 
correct violations noted in IE Insp Repts 50-3P4/B2-37 £ 
£>0-325/02-37 

VERRELLI.D M Division of Project £ Resident Programs 82/11/16 

UTLEY. E E Carolina Power & Light Co ip 16365 2B9 24X 

Me he 50-324-92/11/16,0212090273 


— Q212090299 Responds to NRC 821006 ltr re violation* noted in IE Insp 
Repts 50-324/02-37 £ 50-325/02-37 Corrective action* eight 
addl spare cylinders purchased £ weekly review to be 
conducted to ensure fire brigade training current 
DIETZ, C R Carolina Power £ Light Co B2/10/27 O'REILLY, J P 
Region 2, Office of Director 3pp 16365 290 24X 

Fiche 50-324,02/11/16,0212070273 


-8212090279 Forwards IE Insp Repts 50-324/02-37 £ 50-325/02-37 on 
020907-10 £ notice of violation 

LEWIS, R C Division of Project £ Resident Programs 82/10/06 

JONES- J A Carolina Power £ Light Co 2pp 16365 293 24X 

Piche 50-324- 82/1 1 /16, 02t2O9O273 


— 8212090309 Notice of violation from insp on 020907-10 

* Division of Project £ Resident Programs 82/10/06 2pp 
16365 29b 24X Fiche 50-324,82/11/16.8212090273 


— 021209032 l IE Insp Repts 50-324/82-37 £ 90-325/02-37 on 020907-10 
Noncompliance noted failure to tra i n all personnel required 
to use respirator protection properly £ to have adequate 
number of spare air cylinders available 

MILLER, W N - CONLON.T £ Division of Engineering £ Technical 

Programs 82/09/28 Bpp 16365 297 24X Fich o 90-324, 02 /I J / 1 6, 

G212090273 


QP-CJ81 9025! IE Info Notice 02-44, “Clarification of Emergency Plan 
tiercise Requirements ** Svc list end 

JORDAN, E L Division of Engineering £ Quality Assurance 82/11/10 
Consolidated Ediscm Co of New York. Inc I09pp 16411 199 24X 

Fiche 50-000,82/11/10,8208190291 


8212090111 Forwards summary of 821110 meeting w/util in Atlanta. QA vo 
actions taken by util to improve overall performance 
O'REILLY-J P Region 2, Office of Director 82/11/24 UTLEY, E h 

Carolina Power £ Light Co 3pp 16357 242 24X 

Fiche 50-324, 82/11/24, 82120901 1 1 


01*00190256 IE Info Notice 82-46, "Defective £ Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 065 24X Fiche 30-000, 82/11/26, 02OB19O296 


0PO9I9O257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
COBB, L I Division of Fuel Facilities, Materials £ Safeguards 
82/J1/30 Consolidated Edison Co of New York, Inc 356pp 
16307 020 24/ Fiche 50-000,02/11/30,8200 1 90257 


8212090375 Advises that stress rule index £ carbon content adapted os 
criteria for weld sample selection per NURE0-0313, 

Revision 1 Info required by Item 4 of IE Bulletin 82-03, 

Revision 1 will be provided by 851217 

HDNE.P W Carolina Power £ Light Co 82/11/30 O'REILLY* J P 
Region 2, Office of Director lp 16365 056 24X 

Fiche 50-324,02/11/30,0212090375 


0215090129 Forwards summary of 821117 meeting at site re integrated & 
local leak test programs & cracked weld in RJKR shutdown 
cooling suction piping per IE Insp Rapt 50-324/82-41 
O'REILLY, J P Region 2, Office of Director 82/12/02 UTLEY, E P 

Carolina Power £ Light Co 3pp 16357 322 24X 

Fiche 50-324,02/12/02,6212090129 


0308190559 IE Bulletin 02-04. "Deficiencies in Primary Containment 
Electrical Penetration Assemblies Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York. Inc 

1 1 3pp 16411 317 24 X Fiche 50-000,82/12/03.82081902 59 


0200190261 IE Info Notice 62-48, “Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN, E L Division of Engineering £ Quality Assurance 02/12/03 
Consolidated Edison Ca of New York, Inc llOpp 16462 064 24 X 

Fiche 50-000,02/12/03,0206190261 


B30819G267 l£ Info Notice 02-49, "Correction for Sample Conditions for 
Air £ Gas Monitoring " Svc list enc 1 

DEYOUNQiR C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

1 27pp 16&2B 191 24X Fiche 50-000,82/12/16,8200190267 


B20G19036B IE Info Notice 02-90, "Mod a# Solid State AC Undervoltagc 
Relays Type 1TE-27 “ Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Tnc 108 PP 16620 293 24X 

Fiche 50-000, 02/12/20, 0200190268 


R Periodic operating reports £ related correspondence 


0312100241 Forward* monthly operating repts for Nov 1902 

DICTZ,C R Carolina Power £ Light Co 82/12/06 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement Ip 
16376 050 24X Fiche 50-324,62/12/06,8212100241 


— B2 12100250 Monthly operating repts for Nov 19B2 

HARRISON, F Carolina Power £ Light Ca 02/12/0! 13pp 
16376 051 24X Fiche 50-324, B2/1 2/ 06, 02 1 2100241 


S Reportable occurrences, LER* £ related corraipondehce 


0212020306 Forwards LER 82- i i 6/03L-0 

DIETZ, C R Carolina Power £ Light Co B2/1I/23 O'REILLY, J P 
Region 2, Office of Director lp 16277 334 24X 

rtche 50-325,62/11/23-6212030306 


—8212020312 LER 02-1 16/03L-O on 021027, Rh* sys discharge valves ta 
radwaote sys 1-E11-FO40 £ F049 found not fully closed Cause 
undeT investigation Supplemental rept outlining cause £ 
corrective actions will be submitted 

PASTVA, M J Carolina Power £ Light Co 62/11/23 Region 2. 

Office of Director lp 16277 335 24X Fiche, 50-329,82/11/23, 

B212020306 


8215070008 Forward* LER 02-11B/O3L-O 

DIETZ, C R Carolina Power £ Light Co 02/11/24 O'REILLY. J P 
Region 2, Office of Director lp 16327 230 24X 

Fiche 90-325,82/11/24,0212070000 


’8212070012 LER 82-1 10/O3L-O on 821026.RTGI3 narrow £ wide-range 
instrument* shewed suppression pool level at -29 inches 
while actual level -26 5 inches Caused by instrumentation 
inaccuracies Instrumentation recailhr £ pool level restored 
PASTVA, M J Carolina Pouter £ Light Co 02/11/24 Region 2. 
Office of Director lp 16327 239 24X Fiche 50-325,02/11/24, 

8212070000 


821 20701 12 Forwards LER 92-106/03L-0 

DIETZ, C ft, Carolina Power £ Light Co 02/11/24 O'REILLY.U P 
Region 2, Office of Director lp 16329 320. 24X 

Fiche 50-325, 82/11/24,8212070112 


--8SJ20701JB LER 82- 1 06/03L-Q on 821026, primary containment oxygen 
analyzer 1-CAC-AT-I 263-2 indicated drywell oxygen 
concentration 3V, less than Indicated by redundant analyser 
1-CAC-AT-12S9 Caused by instrument output shift 
PASTVA, M J Carolina Power £ Light Co 02/11/24 Region 2, 
Office of Director lp 16329329 24X Fiche 50-323,82/11/24, 

8212070112 


GJ *1 207Q20B Forwards LER 92-I17/03L-0 

DIETZ, C R Carolina Power £ Hjht Co 02/11/24. O'REILLY, J P. 
Region 2, Office of Director lp 16335 113 24X 

Fiche 50-323,02/11/24.8212070200 
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--8212070214 LER 82- 1 17/O3L-0 on 82 1 026# i nd x c atari i-CAC-LI-2601-1 Ul. 
t-CAC-LR-2602 showed level indication of -29 inches, 
exceeding Tech Spec limit Caused by instrument drift Trickle 
flc-w adjusted it indicator recalibr 

PASTVA, M V Carolina Power i Light Co 82/11/24 Region 2. 

Office of Director 2pp 16335 114 24X Fiche 50-325,92/11/54# 

8212070208 


B21 2090167 Forwards LER B2-430/03L-0 

D IET2, C R Carolina Power * Light Co 82/11/29 O'REILLY. J P 
Region 2, Office «f Director Ip 16359 234 24X 

F 1 c h e 50-325. 02/ 1 1 /29# 82 1 2090 1 6 7 


—8212090173 LER 02-12O/O3L-O on 021030, turb i n* cnntTol valve fast 
closure control oil pressure low switch EHC-PSL-I759 failed 
to actuate Cause could not he determined Switch exercised to 
ensure proper operation 

PASTVA, M J Carolina Power & Light Co 82/11/29 Region 2# 

Office of Director lp 16359 235 24X Fichu 50-325.82/11/27. 

8212070167 


Q2J 2090535 Forwards LER 82-122/03L-0 

DIETZ. C R Carolina Power & Light Co 82/11/27 O 'REILLY# J P 
Region 2, Office of Director lp 16366 025 24X 

Fiche 50-325.82/11/27,8212090535 


--B2I2090542 LER 02-I22/O3L-O on 821030 fc 1104, JA pump tripped On 021101 
4. 04# IB pump tripped Tripping concurrent w/receipt of 
ATWS high reactor pressure/low level trip annunciation 
Caused by actuation of ATWS due to electrical shorting 
PASTVA.M j Carolina Power i Light Co 82/11/29 Region 2, 

Office of Director ip 16366 026 24X Fiche 50-323,02/11/29. 

8212090535 


8212090543 Forwards LER 82-J24/03L-0 

DIETZ , C R Carolina Power ic Light Co 82/11/29 O'REILLY, J P 
Region 2. Office of Director Ip 16366 340 £4X 

Fiche 90-325,82/11/29.8212090543 


—0212070550 LER B2-1 24/03L-0 an 821030. pri mar y containment atmosphere 
oxygen analyier 1 -CAC —AT— 1239-2 falsely indicated sudden 
downscale indication of drywell oxygen concentration Caused 
by shift in calibr setpoint due to moisture in lines 
PAS TV 1 A, M J Carolina Power & Light Co 82/11/27 Region 2# 

Office of Director Ip 16366 341 24X Fichu 50-325,82/11/27, 

0212090543 


B2I2070275 Part 21 rept re discrepancies between orientation of 
snubbers as shown on pipe support details & orientation as 
used in analysis of record Review of eupp or ts, design It issue 
of any flies scheduled for completion by 021201 for Unit I 
SARSTEN.G E United Engineers it Constructors, Inc isubs of 
Raytheon Co ) 82/11/30 Director's Office, Office of Inspection 

and Enforcement 2pp 16339*064 24X Fiche 50-324, B2/J 1/30, 

0212070293 


0212090100 Forwards LER 82-123/O3L-0 

DIETZ, C n Carolina Power it Light Co 82/12/01 0 'REILLY# J P 

Region 2. Office of Director lp 16357 309 34X 

Fiche 50-325# 82/12/01 , 82 1 2090100 


— 8212090105 LER B2-J23/03L-0 an 821 10 1 # perf orman c e of suppression pool 
level indicator operability test revealed remote shutdown 
panel instrument l-CAC-LI-3342 indicated incorrect level 
Caused by change in trickle flow to wet ref leg 
PASTVA, M J Carolina Power 8 e Light Co 02/12/01 Region 2, 

Office of Director 2pp 16357 310 24 X Fiche 50-325.82/13/01. 

8212090100 


9212070135 Forwards LER 82-J20/O3L-O 

DIETZ, C fl Carolina Power i< Light Co 82/12/03 G 'REILLY, J P 
Region 2, Office of Director lp 16359 177 24X 

Fiche 50-325,82/12/03,8212070133 


— *021209013? LER 02-129/D3L-O on 02 1 103, p rima r y containment atmosphere 
oxygen anatyxer i-CAC-1259-2 tTipped & could not be 
restarted Caused by failed low sample flow relay In 
instrument photohelic unit Pbotohellc unit replaced 
PASTVA, H J Carolina Power & Light Co 82/12/03 Region 2# 

Office of Director lp 16359 170 24X Flche 50-325, B2/I 2/03, 

0212090135 


G?1 2090147 Forwards LER 82-132/03L-0 

DIETZ, C fl- Carolina Power & Light Co 92/12/03 O'RElLLV, J P 
Region 2, Office of Director lp 16357 167 24X 

F i c h * 30-325. 02/12/03. 021 2090 1 4 7 


— 0212090152 LER 82-132/03L-0 on 821 1 05, root i ne surveillance rBvaaled 
lack of position indication for PCIV 1-B32-F042B located at 
R IP-X-243A Caused by blown valve operator solenoid power 
supply fuse Fuse replaced 

PASTVA, H J Carolina Power i Light Co 82/12/03 Region 2, 

Office of Director lp 16339 160 24X Fiche 50-325,02/12/03, 

B2120901 47 


□ Pi 2090453 Forwards LER 82-129/03L-0 

DIETZ, C R Carolina Power & Light Co 02/12/03 O'REILLY, J P 
Region 2, Office of Director lp 16363 2 4 7 24X 

Fiche 50-329. 02/12/03, 8212090453 


— 0212090463 LER 02-129/O3L-O on 021 1 03, sup pr e s s i on chamber water trmp 
recorder i-CAC-TR-778 on remote shutdown panel showed 
indications of temps but did not record Caused by worn print 
ink wheel not advancing due to adjustment problems 
PASTVA, M J Carolina Power it Light Co 82/12/03 Region 2, 
Office of Director Ip 16363 240 24X Fiche 50-323,02/12/03, 

6212090453 


GP1 21 401 53 Forwards LER 82-130/03L-0 

DIETZ.C R Carolina power it Light Co 02/12/06 O'REILLY, J P 
Region 2, Office of Director lp 16409 340 24X 

Fiche 90-325,02/12/06,3212140153 


—0212140159 LER 82-130/03L-0 on 021 1 04, i ns tr umen t isolation valve 
1-U2I-F042A, located at RIP X-82B, au tomati cal ly closed 
Caused by leakage through ref leg manifold isolation valves 
Valves will be repaired during next outage 

PASTVA, M J Carolina Power i Light Co 82/12/06 Region 2, 
Office of Director 2pp 16409 349 24X Fiche 30-325,82/12/06, 

8212140133 


GDI 2140 1 96 Forwards LER 82-133/03L-O 

DTETZ.C R Carolina Power 8, Light Co 82/12/06 O'REILLY, J P 
Region 2, Office of Director lp 16409 338 24X 

Fiche 50-325# 82/12/06,8212140196 


--B212140202 LER B2-133/03L-0 on 021105 8# 07, diesel low oil pressure tiip 
occurred Caused by intermittent failures of diesel low lube 
oil pressure start time relay Relay replaced It generator 
quick started 

PASTVA, M J Carolina Power 6 Light Co 02/12/06 Region 2, 

Office of Director 2pp 16409 339 24 X Fiche 50-325,02/12/06. 

8212140196 


0212 1501 12 Forwards LER 02-J37/O3L-O 

D I ETZ# C R Carolina Power 8, Light Co 82/12/08 O'REILLY# J P 
Region 2, Office of Director lp 16430 347 24X 

riche 50-325, 02/12/00, 0212150313 


*8212150114 LER 82-137/03L-0 on 02 1 1 1 1 , r out i ne surveillance revealed 
that indication of drywell oxygen concentration increased 
abruptly from 1 2 to 3 IX Caused by failure of atmosphere 
analyier i-CAC-AT-1263-2 due to xero shift Unit recalibr 
PASTVA, M J Carolina Power & Light Co 82/12/00 Region 2, 
Office of Director lp 16430 340 24X Fiche 50-325,02/12/00, 

62121501 12 


8P12170141 Forwards LER 02-139/O3L-O 

DIETZ.C R Carolina Power b Light Co 02/12/10 O'REILLY# J P 
Region 2, Office of Director Ip 16450 226 24X 

Fiche 50-325.02/12/10,0212170141 


—0212170156 LER 82-139/03L-0 on 021114.HPCI sys rendered inoperable when 
HPCI steamline flow high channel B isolation occurred during 
operability test Caused by shorted positioning coil in HPCl 
speed control e lec trohydraul ic governing regulator actuator 
PASTVA, M J Carolina Power It Light Co 82/12/10 Region 2, 

Office of Director 2pp 16450 227 24X Fiche 50-325,02/12/10, 

8212170141 


□212170216 RG on 821209, while performing corrective mainfc on main steam 
line high flow isolation l ns trument, Group I isolation signal 
mistakenly reset Placement of jumpers in control logic 
allowed resetting of isolation Signal reinserted 
DIETZ, C R Carolina Power it Light Co 02/12/10 O'REILLY, J P 

Region 2, Office of Director 2pp 16459 352 24X 

Fiche 30-325,02/13/10.8212170216 


0212210379 Forwards LER 02-130/O3L-P 

DIETZ.C R Carolina Power it Light Co 02/12/13 O'REILLY, J P 
Region 2, Office of Director lp 16493 0 5 5 24X 

Fiche 50-325,82/12/13,8212210399 


— 0212210405 LER 82-138/03L-0 on 021 1 14# primary containment atmosphere 
oxygen analyier I -CAC-AT- 1259-2 showed sudden unexpected 
upscale indication of drywell oxygen concentration Caused by 
moisture accumulation in sample lines Accumulation removed 
PASTVA, (1 J Carolina Rawer & Light Co 82/12/13 Region 2, 
Office of Director lp 16493 056 24X Fiche 50-335,82/12/13, 

0212210399 
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9;’J2210!5? Forwards LER B2- 1 1 7/03L-0 

DIETZiC R Carolina Power fc Light Co 02/12/14 O'rtEILLY, J P 
Ke«jlon 2. Office of Director Ip 1 6465 159 24X 

Fu he 30-325-82/12/14,8212210152 


—8212210159 LER 02-U9/O3L-O on 021120, avera g e power range monitor B 
declared inoperable doe to erratic output signal from input 
local power range monitor 20-21C Cause undetermined Spore 
monitor Installed 

PASTVA, M J Carolina Power & Light Co 02/12/14 Region 2, 

Office of Director Ip 16485 160 24X Fiche S0-32Si 02/ 1 2/ 1 4, 

0212210152 


8,2 1 22 10030 Forwards LER 02- 1 4 1 /03L-0 

DIETZ, C R Carolina Power * Light Co 02/12/19 0 'RETLLY, J P 

Region 2, Office of Director ip 16485 358 24X 

Fiche 30-325,82/12/15,8212210030 


— 0212210032 LER 82- 1 4 1 /03L-0 on 021 124, post-acc ident noblo gas radiation 
detection jnstrument 1-CAC-AT- 1261-3 indicated downscale 
Caused by moisture accumulation on photomultiplier tubes due 
to damaged mylar detector window Window replaced 
PASTVA, M J Carolina Power l Light Co 82/12/15 Region 2i 

Office of Director 2pp 16405 359 24X Fiche 50-325,02/12/15, 

0212210030 


Opi 2220480 Forwards LER 82- 142/03L-0 

DIETZ, C R Carolina Power U Light Co 02/12/17 O'REILLY, J P 
Region 2. Office of Director lp 16503 242 24* 

Fiche 50-325, 82/12/17. 0212220480 


--82I2220493 LER 03- 1 42/03L-0, on 021 121 , * tand by gas treatment train 111 
stopped running Caused by moisture intrusion in train local 
control panel Train 10 dried & cleaned & control logic 
relays replaced 

PASTVA, II J Carolina Power & Light Co 02/12/17 Region 2, 
Office of Director 2pp 16903 243 24X Ficho 90-325,82/12/17, 

02 1 22 204s 8 


0212220496 Forwards LER 82-143/03L-0 

DIETZ, C R Carolina Power S< Light Co 82/12/17 Q 'REILLY. J P 
Region 2, Office of Director Ip 16503 296 24X 

Fiche 50-339. 82/12/17. 82 12220496 


- 0212220504 LER B2-143/03L-0 on 021123. inner doors of personnel 
secondary containment personnel airlocks discovered 
inoperable Caused by excessive leakage around seal Outer 
doors sealed 5- inner doors adjusted 

PASTVA,* J Carolina Power L Light Co G2/12/17 Region 2. 
Office of Director lp 16903 257 24X Fiche 50-325,82/12/17. 

5212220496 


□21220 0383 Forwards LER 02-I4O/O3L-O 

DIETZ. C ft Carolina Power L Light Co 02/12/10 □ 'REILLY, J P 

Wegion 2, Office of Director Ip 16559 001 24X 

Fiche 50-325,02/12/10,0212280303 


—8212280397 LER 82-1 40/03L-0 on 02 1 202 , d eter mi ned that min channels 
required operable for HPCI U RCIC isolation instrument* 
identified in Tech Specs incorrect Caused by administrative 
error Tech Spec change submitted 

POULK.R M Carolina Power V Light Co 02/12/10 Region 2, 
Office Of Director 2pp 16599 002 24X Fi c h o ■ 50-325, 02/ 12/ 1R» 

8212200303 


8212300229 RQ 1-02-194 on 821214, while detenslonlng reactor vessel 
hqad, op erationa 1 Mode 5 entered tu/o mooting Tech Spec 3 0 4 
requirements Investigation underway & Moda 5 requirements 
undeT review 

DIETZ, C R Carolina Power L Light Co D2/12/20 0 'RETLLY, J P 

Region 2, Office of Director 2pp 16990 031 24X 

Fiche 50-325,02/12/20.0212300229 


021 2300296 Forwards LER 02-I44/O3L-O 

UIETZ.C R Carolina Power it Light Co 82/12/21 O'REILLY, J P 
Region 2, Office of Director lp 16595 260 24X 

f J C h e 50-325, B3/l2/2i.B3l 2300336 


-■*3212300259 LER 82-144/03L-0 on 021 127, suppr essi on chamber water temp 
recorder l-CAC-TR-778. 1 ocated on remote shutdown panel, 
periodically failed to record Caused by recorder print 
mechanism relay K3 out of adjustment Relay adjusted 
PASTVA, M J Carolina Power tt Light Co 02/12/21 Region 2, 

Office of Director 2pp 16995 261 24 X Fiche 50-325,82/12/21, 

821 2300256 


01* J 2300307 Forwards LER B2-131/03L-0 

DIETZ, C R Carolina Power j, Light Co 82/12/21 O'REILLY, J P 
Region 2, Office of Director lp 16594' 210 24X 

Fiche 50-335, 02/ 1 2/2 1 , 82 1 2300307 


—0212300309 LER 82-13I/03L-0 on 821 1 27, surve 1 1 1 anc e revealed output 
voltage of battery charger for Div II battery 1D1 offscale 
high t* charger eapacitoT on fire Coused by defective 
electrical resistor R5 on charger amplifier 

PASTVA, M J Carolina Power & Light Co 82/12/21 Region 2, 
Office of Director lp 16594 21? 24X Ficho 50-325,82/12/21, 

0212300307 


G212300360 RO 1-82-154 on 821222, review revealed Mode 5 entered w/o 
meeting Tech Spec requirements Average power range monitors 
St bldg ventilation radiation monitors not verified 
operational Mode switch not locked in refuel position 
DIETZ, C R Carolina Power 6 Light Co 02/12/22 O'REILLY, J P 
Region 2, Office of Director 2pp 16594 241 24X 

Tiche 50-325. 02/12/22,8212300360 


8212300221 Forward* updated LFR B2-127/01T-1 

DIETZ, C R Carolina Power h Light Co 82/12/23 O'REILLY, J P 
Region 2, Office of Director Ip J6598 036 24X 

Tithe 50-325,82/12/23,0212300221 


- -8212300255 Updated LER B2-ia7/0lT-l on B21103, quick start testing of 
diesel generators 2,3 4, 4 not performed for 12 h period per 
Tech Spec Caused by failure to enter requirement into daily 
surveillance repfc on 821102 Testing performed 

PASTVA. M U Carolina Power 8. Light Co 82/12/23 Region 2, 
Office of Director 2pp 16990 037 24 X Fiche 50-325.82/12/23, 

8212300221 


02 J 2300257 Foruards LER 82-1 49/01 T-0 

DIETZ, C F Carolina Power fc Light Co 02/12/23 O'REILLY, J P 
Region 2, Office of Director Ip 16399 237 24X 

Fiche 90-325.02/12/23.0212300257 


— 0212300262 LER 82-149/OlT-O on 02 1209, 1 1m i t i ng conditions Fot operation 
initiated on primary containment isolation sys instrument 
1 -D21 -PDTM-N006-D- i due to downicale indications Caused by 
operator error Signal reinserted 

PASTVA, M J Carolina Power & Light Co 02/12/23 Region 2, 

Office of Director 2pp 16595 250 24* Fiche 50-325,02/12/23, 

0212300257 


8212300316 Forward* updated LER S2-U0/03L-1 

DIETZ, C R Carolina Power & Light Co 02/12/23 O'REILLY, J P 
Region 2, Office of Director lp 16594 210 24X 

Fiche 50-325,82/12/23,0212300316 


- 0212300317 Updated LER 02-1 10/03L-! on 021019, four suppression pool 
level Indicators exceeded Tech Spec value during 
operability test Caused by incorrect input signal due to 
change in trickle flow to wet ref J eg transmitter 
PASTVA, M J Carolina Power 6 Light Co 03/12/23 Region 2, 
Offlc* of Director 2pp 16594 511 24 X Fiche 90-329,02/12/23, 

0212300316 


0212300331 Forwards supplemental LER B2-135/03L-1 

DIETZ, C R Carolina Power «, Light Co 02/12/23 O'REILLY, J P 
Region 2, Office of Director lp 16594 23B 24X 

Fiche SO-325, 02/12/23,8212300331 


— 0212300334 Supplemental LER 02-135/O3L-1 on 021019,1 5-lneh discrepancy 
noted between narrow in wide range instruments Caused by 
inoperable RTOH level instruments Plant mod package 
developed to increase accuracy 

PASTVA, M J Carolina Power it Light Co 82/12/23 Region 2, 

Office of Director 2pp 16594 239 24 X Fiche 50-325,82/12/23, 

0212300331 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


L NRC Safety Evaluation Report (SER), suppla & correspondence 


0212060033 Forward* draft supplemental 8ER tNURE0~001 1, Buppl 6), 
addressing review of permanent hydrogen mitigation sy* 

Final draft will be available for review by 021206 
NOVAK, T M Assistant Director for Licensing 02/11/30 FRALEY, R 
ACRS - Advisory Committee on Reactor Safeguards 59pp 16325 265 
24* Fiche 50-327,02/11/30,0212060033 


B2I2130339 Forwards proposed *uppl to SER, updating NRC evaluation of 
Issues re hydrogen mitigation sy» License condition on 
hydrogen control provisionally resolved 

DIRCKSj W J Office of the Executive Director for Operations 
02/12/00 PALLADINO, M J , OILINSKY, V , AHE ARNE, J Commissioners 
*72pp 16412 214 24X Fiche 90-327, 02/ 12/08, 021 2 130339 
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f Security, medical. emergency & fire protection plana 


0r' J 2070180 Forwards addl info. Jn response to NRC B2i 112 ltr, Item 4. re 
fire protection program 

MILLS. L M Tennessee Valley Authority 02/12/02 ADENSAM, E 
Licensing Branch 4 Spp 16334 294 24X Fiche SO-327, 02/ 1 2/02, 

02 12070 S&O 


9212170229 Provide* implementation schedule for generic security 
training 6 qu<g 1 j f ica t i on plan Public safety employees have 
completed initial training Training per 10CFR50 54(pl mill 
be completed by B30B01 

MTLLS, L M Tennessee Valley Authority 02/13 / 13 DENTON, H ft 

Office of Nuclear Reactor Regulation. Dirac tor 2pp 16462 03 0 
?4X Fiche 50-000^02/12/13.9212170229 


821217025? Notifies that required audit & insp of fiTe protection fc< 
loss prevention program will he completed by 030917 
MILLS. L M Tennessee Valley Authority 92/12/14 ADENSAM, E 
Licensing Branch 4 Ip S6456 206 24X Fiche 30-327,02/12/14, 

0212170259 


H General correspondence 


8212140478 Forward* missing Pages 69 St 66 of ETA re low level radwaste 
storage for Browns Ferry Nuclear Plant U HER & E1A on 
low level radwaste storage facility at Sequoyah Nuclear 
Plant W/o end 

LOYSEN, P Advanced Fuel & Spent .Fuel Licensing Branch 02/11/23 

DHEY.L A Affiliation Untnown Ip 16431,321 24X 

Tf che 30-000,82/11/23,8212140470 


8212140406 Requests missing pages to EIA on low level radwaste storage 
at Drowns Ferry NucleaT Plant & copies of EER & E 1 A for 
Sequoyah Nuclear Plant 

DREY, L A Affiliation Unknown 82/11/09 Office of Nuclear 

Material Safety & Sdf eg uards, Direc t nr Jp 16431 031 24X 

Fichu 50-000,92/11/23.9212140478 


J Insurance U indemnity information 


9212020269 Submits info r« const h uiarehuuso values located offsite a* 
result of revised site descriptions under ANI/HAELJ nuclear 
liability insurance facility form policies 

DUCK. J R Marsh h McLennan, Inc , M * M Nuclear Consultants, Inc 9£v 
02/11/18 HAINES, H L American Nuclear Insurer* lp 16208 356 
24X Fiche 50-000,82/11/10,8212020269 


0212290190 Forwards Endorsement* 1,2 8c 3 to NELIA Certificate N-66, 
Endorsements 1 & 2 to NELIA Certificate N-7S» Endorsements 1. 

2 8, 3 to HA ELD Certificate H-66 & Eli cf arsement % J & 2 to 
MAELU Certificate M-75 

DUCK, JR Marsh 8c McLennan, Inc , M 8c M Nuc leap Consultants, Inc t)iv 
82/12/21 5AL7ZMAN, J Assistant Director for State & Licensee 

Relations 39pp 16503 066 24X Fl chp 50-327, 02/l2/2i r 8212290150 


021 2300109 Forwards Endorsement 29 to NELIA Policy NF-247 L 
Endorsement 24 to MAELU Policy MF-102 

DUCH,J R Harsh U McLennan, Tnc , (1 Ml Nuclear Consul t a rsts, Inc liiv 
02/12/21 SALTZMAN, J Assistant Director for State 8- Licensee 
Relations 3 F p 16599 253 24X Fiche 50-327, 02/12/21, 9212300107 


O Advisory Committee on Reactor Safeguards reports it correspondence 


8212270410 Responds to F01A request for documents re proposed revision 
8c/or update to reactor safety study referred to in 
IIUREO-D704, Ch apter 10 a* AS J! U all documents pertaining to 
reactor cooling methods Forwards document* listed in app 
FELTON, J H, Division of Rules and Records 82/11/26 SNOLLY, S C 
Union of Concerned Scientists 3pp (6549 233 24X 

Fiche 50-000, 02/11/26, 021227O4I8 


— 8212270466 Discusses feed 8c bleed DHft for facilities Using PORVs U high 
pressure injection pumps, decay heat could be removed w/o 
relying dn secondary «y* 

YOUNG, 0 0 r ABBOTT. E C ACRS - Advisory Ccmmittee on Reactor 
Safeguards 90/02/14 CARBON, M W ACRS - Advisory Committee on 
Reactor Safeguards 0pp 16549 266 24X Fiche 50-000,02/11/26, 

021 22704 1 0 


P Operating license stage documents it correspondence 


B2I206OO61 Forwards response to 621119 verbal request fo-r addl info re 
equipment survivability Info suppls 621101 response re 
hydrogen combustion tt control for tee condenser plants 
MILLS, L M Tennessee Valley Authority 02/11/29 ADENSAM, E 
Licensing Branch 4 2pp 16314 012 24X Fiche 50-327,82/11/29, 

8212060061 


0? 1 2060023 Inform that util unll upgrade emergency operating 
instructions iEOls) as required by NUREG-0737* Item I C 1 
EOIs will follow generic guidelines developed by 
Nestinghause owners group 

MILLS, L M Tennessee Valley Authority 82/11/30 ADEN8AM, E 
Licensing Branch 4 2pp 16313 327 24X Fiche 50-327, B2/ 1 1 /30, 

0212060023 


0212060076 Forward* completed questionnaire in response to Generic Ltr 
02-22 re steam generator tube integrity Info verbally 
provided to C Stable in 821130 telcon 

MILLS, L M Tennessee Valley Authority 82/11/30 ADENSAM, E 
Licensing Branch 4 2pp J6316 104 24X Fiche 50-327,02/11/30, 

9212060076 


B2 i 2070 176 Forwards responses to NftC verbal questions on util 82091/ 
proposed Tech Spec change re degraded voltage relaying 
MILLS, L M Tennessee Valley Authority 02/12/01 ADENSAM, E 
Licensing Branch 4 llpp 16334 314 24X Fiche 50-327,82/12/01. 

0212070176 


0212080373 Requests relief from ASME Section XI requirement to 
hydros tatlf a 1 ly pressure test replacement piping of 
essential raw cooling water *ys Justification for deferral 6 
one ovETsi ie drawing end Aperture card is available in PDR 
MILLS, L M Tennessee Valley Authority 82/12/03 ADENSAM, E 
Licensing Branch 4 3pp 16352 066 24X Fiche 50-327,02/13/03. 

8212080373 


□200190263 Generic Ltr 92-32 to all FWft licensees re potential steam 
generator-rotated generic requirements Forward* Science 
Applications, Inc draft rept re subj requirements Comments 
requested within 30 days of ltr Svc list end 

EISENHUT.D Q Division of Licen*ing 02/12/09 Consolidated 
Edison Co of New York, Inc 29pp 16629 247 24X 

Fiche 30-000, 02/12/09,0200190263 


B2J2150010 Forwards addl info re equipment survivability per 021209 
telcon request, revising 821129 submittal Core eait 
thermoc ouple* located within pressure vessel 6 not exposed 
to hydrogen burning 

HAMMER, D S Tennessee Valley Authority 02/12/09 ADENSAM, E 
Licensing Branch 4 2pp 16421 176 24X Fiche 50-327,02/12/09, 

0212(30010 


0212140103 Generic Ltr 82-28 to all licensees of operating 
Westinghouse L C-E FNRs <e*cept Arkansas Nuclear One.Unit 2 
it San, Onofre 2 & 3) re inadequate core cooling 
instrumentation sys Svc list enc I 

FISENHUT, D G Division of Licensing 82/12/10 Yankee Atomic 
Electric Co 27p p 16690 035 24X Fiche 50-000,02/12/10, 

6212140103 


DPI 2 6 70236 Forward* add! info re proposed change in instrument 
surveillance requirement test frequency of Tables 4 3-1 & 

4 3-2 L thermal/hydraulic design parameters for Uni t 1 
reload safety evaluation 

MILLS, L M Tennessee Valley Authority 02/12/13 ADENSAM, E 
Licensing Branch 4 6pp 16459 337 24X Fiche 50-327,82/12/13, 

8212170236 


0012170239 Request* proposed Tech Spec change for containment 
ventilation syi not he considered in review of 020917 reload 
safety evaluation 

MILLS, L H Tennessee Valley Authority 82/12/13 ADENSAM, E 
Licensing Branch 4 lp 16459 335 24X Fiche 30-327,82/12/13. 

0212170239 


B2 12290356 Notifies that util agree* to comply w/igniter operational 
temp limit of 1,700 F for permanent hydrogen mitigation sy«, 
per B21223 telcon Temp should be reconsidered upon 
completion of addl spray tests 

MILLS, L M Tennessee Valley Authority 02/12/23 ADENSAM, E 
Licensing Branch 4 lp 165S6 223 24X Fiche 50-327,02/12/23, 

8212290356 


0212300351 Application for amend to Licenses DPR-77 it DPR-79, cons i st inq 
of proposed changes to Tech Spec 481 1 H d II re 
surveillance requirement for ac sources for electrical power 
sys- 

MILLS, L M Tennessee Valley Authority 02/12/23 ADENSAM. E 
Licensing Branch 4 2pp 16574 260 24X Fiche 50-327,02/12/23. 

0212300351 


--02I230Q355 Proposed changes to Tech Spec 4 B I 1 2 d 11 re surveillance 
requirement for ac source* for electrical power sys 
* Tennessee Valley Authority 82/12/23 4pp 16594262 24X 

Fiche 50-327,02/12/23.0212300351 
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£2 1 2300357 Application to amend Licenses DPR- 77 & DPR-79, c hang i ng 
surveillance requirements for emergency gas treatment sys 
cleanup subsystems 

M ILLS. L M Tennessee Valley Authority 02/12/23 ADENBAM, E 
Licensing Branch 4 2pp 16594 2S4 24X Fiche 50-327,02/12/23. 

02 [ 2300357 


-- 02 1 2300 359 Proposed Tech Specs for Licenses DPR-77 & DPR-79 re 
surveillanc© requirements for emergency gas treatment sys 
cleanup subsystems Justification to support changes enci 
* Tennessee Valley Authority 82/12/23 4pp 16994 256 24X 

Fiche 50-327,02/12/23,8212300357 


G* , 123QQ2 - 93 Forwards 16 proprietary figures referenced in OL amend 
request for vol reduction sys Figures withheld (ref 
10CFR2 790) Affidavit enc 1 

HIlLS.L N Tennessee Valley Authority 02/12/27 DENTON# H H 
Office of Nuclear Reactor Regulation# Director 9 PP 16595 119 
24X Fiche 50-327. 02/12/27# 9212300293 


O Inspection reports# IE Bulletins 6 correspondence 


190240 IE Bulletin 02-03# Revi sion 1, “Stress Cracking in Thick- 
Wal 1# Large-Di ameter# Sta l n less S tee 1 # R ec ire u 1 a fci on Sys Piping 
at UWff Plants « Svc list end 

DEVOURS, R C Director's Office. Office of Inspection and 

Lrcf ore ement 02/10/20 Consolidated Edison Co of New York* Inc 

1 I2pp 16462 163 24X Fiche 50-000# 02/1 0/28# 02081 90240 


OP 1 2090406 Forwards IE Insp Repts 50-327/02-23 «# 50-328/02-23 on 
821005-00 t 10-22 No none omp 1 i anc e noted 

VERRELLI# D M Division of Project A Resident Programs 02/11/02 
PARRIS# H 0 Tennessee Valley Authority 2pp 16365 356 24/ 

Fiche 30-327# 02/1 1/02# 0212090406 


— D212090493 IE Insp Repts 50-327/02-23 U 50-328/02-23 on 921005-00 & 
10-22 No noncomp I lance noted Major areas inspected 
refueling activities it plant tour 

TH0MAS#M # JAPE# F Division of Engineering L Technical Programs 
02/1 1 /Oi 5p p 16365 350 24X Fiche 50-327# 02/ 1 1 /02# 82 12090406 


8j*08i90245 IE Info Notice 02-42# "Defects Observed (n Panasonic Model 
UOJ t Model 002 Thermoluminescent Dosimeters " Svc list 
i*nc 1 

CGGB.L I Division of Fuel Facilities# Materials & Safeguards 
B2/I1/OS Consolidated Edison Co of New York. Inc llOpp 
16372 142 24X Fiche 50-000,02/11/05,0200190245 


0PO819023I IE Info Notice 02-44# "Clarification of Emergency Plan 
Fiercise Requirements ” Svc list enc 1 

JORDAN, E L Division of Engineering $< Quality Assurance 02/11 /IS 
Consolidated Edison Co of New York, Inc 109pp 16411 199 C4X 

Fiche 50-000# 02/11/10# 8200190251 


□;'O019O254 IE Info Notice 02-46# "Defective h Obsolete Combination 
F'adJocIrs " Svc list end 

1JEY0UJG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York# Inc 

1 27pp 1 64 li 065 24X Fiche 50-000# 02/11 / 26, 82001 90256 


0208190257 IE Info Notice 82-47# “Transportation of Type A Quantities 
nf Non-Fissile Radioactive Natl " 8vc list end 
COU0. L I Division of Fuel Facilities# Materials I< Safeguards 
G2/1I/30 Consolidated Edison Co of New York# Inc 356pp 
16307 020 24X Fiche 50-000,82/11/30,8208190257 


G212090354 Ac k receipt of 021108 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-327/02-20 U 
1.0-320/02-20 

VERRELLIiD M Division of Project & Resident Programs 02/11/30 
PARRIS# HO Tennessee Valley Authority Ip 16364 179 24/ 

fiche 50-327,82/11/30,0212090354 


-B212090365 Responds to NRC 821007 ltr re violations noted In IE Insp 
Repts 50-327/82-20 i 50-320/02-20 Corrective actions boric 
acid storage tank ventilation sys temporarily modified to 
prevent release of radioactive metis to auxiliary bldg 
MILLS# L It Tennessee Valley Authority 82/11/09 O'REILLY. J P 
Region 2. Office of Director 2pp 16364 180 24X 

Fiche 50-327# 02/U/3O# 8212090354 


—0212090370 Forwards IE Insp Repts 50-327/62-20 it 50-320/82-20 on 
020906-0905 6 notice of violation 

VERRELLI.D ft Division of Project t Resident Programs 02/10/0/ 
PARRIS# H 0 Tennessee Valley Authority 2pp 16364 102 24X 

Fiche 50-327# a2/l 1/30# 8212090334 


- -0212090378 Notice of violation from insp on 020806-0905 

* Division of Project it Resident Programs 82/10/07 Ip 
16364 184 24X Fiche 30-327,82/11/30.8212090354 


—0212090304 IE Insp Repts 50-327/02-20 &. 5O-320/B2-2O on 820906-0905 
Noncomp 1 lan ce noted failure ta post airborne radioactivity 
araa 

FORD, C J . BUTLER# S D , QUICK# D R Division of Project % Resident 
Programs 02/10/06 5pp 16364 105 24x Fiche 50-327.82/11/30, 

8212090354 


B#‘O019O259 IE Bulletin 82-04# "Deficiencies in Primary Containment 
Electrical Penetration Assemblies “ Svc list enc 1 
DEYQUNQ, R C Director's Office, Office of Inspection and 

enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

1 1 3pp 16411 317 24X Fiche 50-000,02/12/03,0208190259 


8208190261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN# E L Division, of Engineering it Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc liOpp 16462 064 24X 

Fiche 50-000,02/12/03,8200190261 


0212170318 Forwards add) info r« ice condenser door surveillance insp 
results Info soppls 820729 & 0812 submittals 

MILLS# L M Tennessee Valley Authority 82/12/13 ADENSAM# E 
Licensing Branch 4 5pp 16456 1 56 24X Fiche 90-327# 82/12 / 13, 

0212170318 


8# l Q91 90267 IE Info Notice 82-49# "Correction for Sample Conditions for 
Air it Gas Monitoring '■ Svc list end 

DEYOUNG# R C Director's Office# Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co o-f New York# Inc 

1 27pp J 6626 191 24X F l c he 50-000, 02/1 2/ J 6# 8208 1 70267 


01*00190269 IE Info Notice 82-50, "Mod of Solid State AC Und orvo I ta g u 
Relays Type ITE-27 " Svc list end 

JBRDAN#e L Division of Engineering t# Quality Assurance 02/12/20 
Consolidated Edison Co of New York# Inc iOBpp I662B 293 24X 

Fiche 50-000. 82/12/20,0208190260 


R Periodic operating reports 6c related correspondence 


SM2290199 Forwards monthly operating repts for Oct 19B2 

MASON# C C Southern California Edison Co 02/11/12 Division of 

Data Automation * Management Information Ip 1 65Q2 203 24X 

Tithe 50-327# 02/11/12# 8212390159 


- -82 1 2290 1 64 Monthly operating repts for Oct 1902 

MASON# C C , EDDINGB, M . JORDAN# M Tennessee Valley Authority 
82/11/07 lSpp 16502 204 24X Fi che 50-327# 02/J 1/12# 821 229Q15? 


82120300/1 Forwards central emergency control ctr meteorological data 
availability statistics for Apr-9ept 1902 

MILLS, L M Tennessee Valley Authority 02/11/30 DENTON# H R 
Office of Nuclear Reactor Regulation# Director 2pp 16304 210 
24 X Fiche 50-000. 02/ 1 1 /30# 0212030071 


0212170308 Forwards "Annual Environ Operating Rep t, 810301-02091 4# " per 
ETS Section 5 4 1 Future reporting periods will be foT 
period beginning on Sept 15 it ending on Sept 14 of 
f o 1 lotui ng yr 

MILLS, L M Tennessee Valley Authority 02/12/07 DENTON# H f! 

Office of Nuclear Reactor Regulation# Director ip 16453 011 24i 

Fiche 50-327,82/12/07,0212170380 


— 8212170390 "Annual Environ Operating Rept# 8 10301-620914 " 

a Tennessee Valley Authority 05/12/07 17Bpp 16453 012 24X 

Fiche 50-327,02/12/07,0212170300 


S Reportable occurrences# LER» it related correspondence 


82 12030086 Forwards LER 02-13O/O3L-O 

GREEN# H J Tennessee Valley Authority 82/11/29 Q'flEUXY# J f> 
Region 2, Office of Director Ip 16304 25? 24X 

Fiche 90-327# Q2/1 1/29# 021 20300B6 


*'-0212030092 LEn B2-130/03L-0 on 020920. durin g routine performance of 
surveillance Instruction 106 # group l.rowa 1 & 2 min average 
ice weight less than required Caused by v ub 1 imation of ice 
In crane wall area Ice added 

CARVER, A M , HARDING, M R, Tennessee Valley Authority 82/11/29 
Region 2# Office of Director ip 16304 260 24X 

Fiche 90-327,62/11/29.8215030086 


8P! 21 40241 Forward* LER 82-13I/03L-0 

GREEN# H J Tennessee Valley Authority 02/12/07 O, REILLY# V P 
Region 2# Office of Director ip 16409'300 24X 

Fiche 50-327, 02/12/07# 0212MO24 l 
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- -8312140247 LER 82-131 /03L-0 oft B2 1 1 09. d url n -tj Mode 6, hue 1 ear 
instrument* tlon sys source ranfl« detector N-32 declared 
inoperable due to spiling Caused by heat jun used In crork 
on penetration junction boxes Penetration work suspended 
ROGERS, H fl r HARDING, M R Tennessee Valley Authority 827 12707 
Region 2, Office of Director ip 1640? 301 24X 

Fiche 50-327. 02712/07,0212140241 


0212200111 Forwards LER B2-I35/03L-0 

GREEN. H J Tennessee Valley Authority 83/13/21 0 'REILLY, J P 

Region 2. Office of Director lp 16964 1 81 24X 

Fiche 50-327.82/12/21,8212200111 


— B212280I16 LER 02-J35/O3L-O on 82 1 122 . d url n g Mode 5, three of four level 
switches on upper head injection sys found out of tolerance 
Caused by Instrument drift Switches calsbr k returned to 
sve 

LUDWIO, W C , HARprNC.M R Tennessee Valley Authority 82/12/21 
Region 2, Office of Director lp 16364 182 24X 

Fiche 50-327.02/12/21,3212280111 


T Hearing transcripts on non-ant i true fc matters 


Q212090182 Transcript of 821207 hearing in Ua sh ing ton, DC Pp !“313 
Vieijgraphf sne i 

e ACR6 - Advisory Committee on Reactor Safeguards 02/12/07 
501 pp 1635? 249 24 X Fiche 50-327,02/12/07,0212090102 


B2J2S205S0 Unofficial transcript of Commission 921215 discussion ft 
possible vote in Wash ing tem* PC re hydrogen control Pp 1~9D 
Viewgraph* if SEP (NUREG-OOI J, Supp i 6> erttl 
* Commissioners 02/12/15 225pp 16540 0D1 24* 

Tiche 50-327, 62/12/1 3, 0212220350 


DOCKET 50-329 SEQUOYAH NUCLEAR PLANT, VMIT 2 


£ NRC Safety Evaluation Report iEER), suppis $« c o r resp o n dene e 


3212060033 Forwards draft supplemental SER iNl/HEQ-OOlI, Sup pi 6), 
addressing review of permanent hydrogen mitigation sys 
f inal draft will bo available for review by 921206 

NOVAK, T M Assistant Director for Licensing 82/11/30 FRALEY, R 
ACRS - Advisory Committee on Reactor Safeguards 5?pp 16325 265 
24X Fiche 50-327,92/11/30.0212060033 


B21 2130339 Forwards proposed supp l to HER, up d at i ng NRC evaluation of 
issues re hydrogen mitigation sys License condition on 
hydrogen control provisionally resolved 

DTRCKS.W J Office of the Eiecutiva Director for Operations 
82/12/08 PALLAD1N0, N J , GILIW0KY, V , AHfTARNE, J Commissioners 
92pp 16412 214 24X Fi ch e 90-327, 82/12/00, 82 1 21 3033? 


F Security, medical, emergency L fire protaction plans 


0212070180 Forwards addl info, in response to NRC 021112 ltr, Item 4, re 
fir* protection program 

MILLS, L M Tennessee Valley Authority 02/12/02 ADENSAM, E, 
Licensing Branch 4 5pp J6334 294 24* Fiche 50-327,82/1 2/02, 

82 12070 ISO 


821217022? Provides implementation schedule for generic security 
training It qualification plan Public safety employees have 
completed initial training Training par I0CFR30 94<p) will 
be completed by 830801 

MILLS, L M Tennessee Valley Authority 82/12/13 DENTQN, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16462 020 
P4X FUht 50-000,62/12/13, B21 21 70229 


B2I2170259 Notifies that required audit & Insp of fire protection t, 
loss prevention program will be completed by 830917 
MILLS, L M Tennessee Valley Authority. 82/12/14 A DENS AM, E 

Licensing Branch 4 lp 16454 206 24X Fiche 50-327, B2/J 2/14, 

0212170259 


H General corr opondence 


orward* missing Page* 65 & 66 of EM rt low level radwa&te 
r Brawns Ferry Nuclear Plant & SEH It EJA on 
raduaste storage facility at Sequoyah Nuclear 
sne 1 

Advanced Fuel 6 Spent Fuel Licensing Branch 02/11/23 
Affiliation Unknown ip 16431 -321 24X 

10, 82/11/23, 8212140470 


> EIA on low level radwast# storage 
plan of GEfi L EIA for 

02 /I 1/06 Office of Nuclear 

ctor lp 16431*031 24X 


J Insurance 6 indemnity information 


0212020269 Submits info re const L warehouse values located offsite as 
result of revised site descriptions under ANI/MAELU nuclear 
liability Insurance facility form policies 

DUCK, J R Harsh 8« McLennan, Inc . M !< M Nuclear Consul tants, I nr EJ)v 
82/11/10 NATNES.HL American Nuclear Insurers lp 16208 396 
24X Fiche 50-000,82/11/18,8212020269 


BP12290150 Forwards Endorsements 1,2 L 3 to NELIA Certificate N-66. 
Endorsements 1 & 2 to NELIA Certificate N-75, Endorsements I. 

5 1 3 to MAELU Certificate M-66 L Endorsements 1 & 2 to 
MAELU Certificate M-73 

DUCK, J R Harsh U McLennan, Inc , M M Nuclsar Consul tants, J nc Dw 
02/12/21 8ALT7MAM, J Assistant Director for State & Licensee 

Relations 3Spp 16583 066 SAX Ft the 50-327, 82/ 12/21 , B21 2290 1 SO 


021230810? Forwards Endorsement 29 to NELIA Policy NF-247 & 

Endorsement 24 to MAELU Policy MF-102 

LIUCK, J R Marsh U McLennan, Inc , M i< M Nuclear Consul tants, I nc Div 
82/12/21 SALTZMAN , J Assistant Director for State & Licensee 
Relations 3pp 16598 253 24X Fiche 50-327,02/12/21,8212300109 


0 Advisory Committee on Reactor Safeguards reports & correspondence 


02122704 1 B Responds to FQ1A request for documents re proposed revision 
&/or update to reactor safety study referred to in 
NURE0-O784, CJ> ap t bt 10 as RS II i all documents pertaining to 
reactor cooling methods Forwards documents listed in epp 
FELTON, JM Division of Rules and Records 82/11/26 5HQLLY. S C 
Union of Concerned Scientists 3pp 16349 233 24X 

fiche 90-000, 02/11/26,8212270418 


—0212270466 Discusses feed «, bleed DHR for facilities Using PORVs & hiuh 
pressure Injection pumps, decay beat could be removed u Jo 
relying on secondary sys 

YOUNG, 0 C i ABBOTT, £ C ACRS - Advisory Committee on Reactor 
Safeguards 80/02/14 CARBON, M W ACRS - Advisory Committee on 
Reactor Safeguards 8pp 16549 266 24X Fiche 50-000. 02/ 11 /06, 

B212270418 


P Operating license stage documents & correspondence 


0212060061 Forwards response to 021119 verbal request for addl info re 
equipment survivability Info suppls 0211OJ response re 
hydrogen combustion & control for ice condenser plants 
MILLS, LM Tennessee Valley Authority 82/11/2 9 AD E NS AM, £ 

Licensing Branch 4 2pp 16314 012 24X Fiche 50-327,82/11/29, 

G2 12060061 


8212060023 Informs that util will upgrade emergency operating 
Instructions (EOTs) as required by NUREG-0737, Item 1 C 1 
GDIs will follow generic guidelines developed by 
Mestlngbouse owners group 

MILLS, L M Tennessee Valley Authority 02/11/30 ADENSAM, E 
Licensing Branch 4 2pp 1 o 3I3 327 24X Fiche 30-327,82/11/30, 

8212060023 


8212060076 Forwards completed questionnaire in response to Generic | tr 
02-22 re steam generator tube integrity Info verbally 
provided to C Stable in 821130 telcon 

MILLS, L M Tennessee Valley Authority 02/11/30 ADENSAM, E 
Licensing Branch 4 2pp 16316 104 24X Fiche 50-327,02/11/30, 

821 2060076 


8212070176 Forwards responses to NRC verbal questions on util 82091/ 
proposed Tech Spec change re degraded voltage relaying 
MIlLS, L M Tennessee Valley Authority 02/1 2/01 ADENSAM, E 
Licensing Branch 4 1 lpp 16334 314 24X Fiche 50-327.02/12/01, 

8212070176 


02 J 2000373 Requests relief from ASHE Section XI requirement to 
hydrostatlcal ly pressure teat replacement piping of 
essential rau cooling uatei sys Justi f icati on for deferral & 
one ovBroiie drawing end Aperture card is available in PDR 
MILLS, L M Tennessee Valley Authority 82/12/03 ADENSAM, E 
Licensing Branch 4 3pp 16352 066 24X Fiche 50-327,02/12/03, 

0212080373 


0i l OBl9O263 Generic Ltr 82-32 to all PWR licensees re potential steam 
generator-related generic requirements Forwards Science 
Applications, Inc draft rept re *ubj requirements Comments 
requested within 30 days of ltr Sve list enci 

EISEWHUT, 0 0 Division of Licensing 02/12/07 Consolidated 
Edison Co of Neur YurJf, Inc 29pp 16629 247 24X 

Fiche 50-000, 02/12/09, 02OGI 90263 



DOCKETED ITEMS 


183 


0? J 2 1 500 1 0 Forward* addl info re equipment survivability per 021209 
telcan r eques t . rev i s l ng B21129 submittal Core exit 
thermocouples located unthin pressure vessel & not exposed 
to hydrogen burning 

HAMMER. D S Tennessee Valley Authority 92/12/09 ADENSAM, E 
Licensing Branch A 2pp 1642i 176 24X Fiche 50-327,82/12/09. 

0212150010 


GSM 2140103 Generic Ltr 82-28 to all licensees of operating 
Me sting house & C-E PWRs (except Arkansas Nuclear One, Unit 2 
(c San Onofre 2 & 3) re inadequate core cooling 
instrumentation sys Svc list encl 

EISENHUT.DG Division of Licensing 82/12/10 Yankee Atomic 

Electric Co 27pp 16690 035 24X Fiche 50-000.02/12/10, 

(12 12140103 


Bf'12k70236 Forwards addl info re proposed change in instrument 
surveillance requirement test frequency of Tables 4 3-1 {< 

4 3-2 fi thermal /hydraul ic design parameters for Unit 1 
i eload safety evaluation 

HILLS. L 11 Tennessee Valley Authority 92/12/13 ADENSAM, E 
Licensing Branch 4 6pp 16459 337 24X Fiche 50-327,02/12/13. 

0212170236 


BM2170239 Requests proposed Tech Spec change for containment 
ventilation sys not be considered in review of 820917 reload 
tafety evaluation 

MILLS. LH Tennessee Valley Authority 02/12/13 ADENSAM, E 
Licensing Branch 4 Ip 16439 333 24X Fiche 30-327,92/12/13. 

0212170239 


QM 2390356 Not i fl es that util agrees to comply ui/igniter operational 
temp limit of 1,700 F for permanent hydrogen mitigation sys, 
per 821223 telcon Temp should be reconsidered upon 
completion of addl spray tests 

KILLS, LH Tennessee Val ley Authority 02/12/23 ADENSAM. E 
Licensing Branch 4 lp 16386 223 24X Fiche 50-327,02/12/23, 

02 S 2290356 


0^12300351 Application for amend to Licenses DPR-77 & DPR-79, consisting 
of proposed changes to Tech Spec 491 1 2 d 1| rc 
surveillance requirement for ac sources for electrical power 
r tjs 

MILLS, L 11 Tennessee Valley Authority 02/12/23 ADENSAM, E 
Licensing Branch 4 2pp 16594 260 24X Fiche 50-327.82/12/23, 

0212300351 


— 3212300355 Proposed changes to Tech Spec 4 8 1 1 2 d 11 re surveillance 
requirement for ac sources for electrical power sys 
* Tennessee Valley Authority 82/12/23 4pp 16594 262 24X 

Fiche 50-327, 92/12/23, 8212300331 


8212300357 Application to amend Licenses DPR-77 U DPR-79. chang i ng 
surveillance requirements for emergency gas treatment sys 
i 1 eanup suhsy stems 

MILLS, L M Tennessee Valley Authority 82/12/23 ADENSAM, E 
Licensing Branch 4 2pp 16594 254 24X Fiche 50-327.82/12/23, 

0212300357 


- 02123003 39 Proposed Tech Specs for Licenses DPR-77 E, DPR-79 ro 
surveillance requirements for emergency gas treatment ays 
cleanup subsystems Justification to support change* encl 
a Tennessee Valley Authority 82/12/23 4pp 16594 256 24X 

Fiche 50-327,02/12/23,8212300357 


01-12300293 Forwards 16 proprietary figures referenced in OL amend 
request for vol reduction sys Figures withheld (ref 
J0"FR2 7901 Affidavit encl 

MILLS, L M Tennessee Valley Authority 02/12/27 DENTON, H 0 
Office Of Nuclear Reactor Regulation, Diroctor ?pp 16595 119 
£MX Fiche 50-327,82/12/27,8212300293 


Q Inspection reports, IE Bulletins U correspondence 


G!-Oei90240 IE Bulletin 82-03, Revi si on 1. "Stress Cracking in Thick- 
Mail' Large-Di ame ter, Sta in 1 es* Steel, Recircu lation Bys Piping 
at BLR Plants " Svc list encl 

DEYOUNG , R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

1 13pp 16462 163 24X Fiche 50-000,82/10/20,8208190240 


0212090486 Forwards IE Insp Repts 50-327/82-23 & 50-320/02-23 on 
B210O5-0B fi. 10-22 No noncompliance noted 

VERRELL J, 0 M Division of Project & Resident Programs B2/II/02 

HARRIS, H G Tennessee Valley Authority 2pp 16365 336 24X 

Fiche 90-327.82/11/02,0212090486 


—8212090493 IE Insp Repts 50-327/02-23 fi. 50-320/82-23 on 92100 5-08 & 
18-22 No noncompliance noted Major areas inspected 
refueling activities fi plant tour 

THOMAS, M i JAPE, F Division of Engineering U Technical Programs 
02/11/01 5pp 16365 358 24X Fl c h c 50-327, 02/ 1 1 /02, 8212090496 


BJ091 9024S- IE Info Notice 82-42, "Defer ts Observed in Panasonic Model 
001 & Model 802 Th ermo 1 urn 1 nei c &n t Dosimeters Jl Svc list 
rnc 1 

COBB, L I Division of Fuel Facilities, Materials fc Safeguards 
02/11/05 Consolidated Edison Do of Now York, Inc llOpp 

16372 142 24X Fiche 50-000,92/11/05,0200190249 


0208190251 IE J n f o Notice 82-44, rl C lari f teat i on of Emergency Plan 
tierciie Requirements " Svc list encl 

JORDAN, E L Division of Engineering fir Quality Assurance 82/IJ/iD 
Consolidated Edison Co of New York, Inc 109pp 16411 J 99 24X 

Fiche 50-000, 92/11/18,8209190251 


B2O019O256 IE Info Notice 02-46, "Defective te Obsolete Comb- ina t i on 
Padlocks 14 Svc list encl 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

127pp 16411 065 24X Fiche 50-000.92/11/26,8208190256 


8208190257 IE Info Notice 82-47, "Tran s portafc ion of Type A Quantitive 
of Non-Flssile Radioactive Mat! “ Svc list encl 

CODfl.L I Division of Fuel Facilities, Materials & Safeguards 
02/11/30 Consolidated Edison Co of New York. Inc 356pp 

16307 028 24X Fiche 50-000, 82/ 1 1 /30, B2081 90257 


8212090354 Ac k receipt of 821108 ltr informing NftC of steps taken to 
correct violations noted in IE Insp Repts 50-327/B2-20 b 
DO- 328/ 02-20 

VERRELLI.D M Division of Project & Resident Programs 02/1 J/3f> 
HARRIS, H 0 Tennessee Valley Authority ip 16364 179 24 X 

riche 30-327, 02/11/30,82 12090354 


—8212090365 Responds t D NRC 021007 ltr re violations noted in Ifc Insp 
Repts 50-327/82-20 h 90-328/B2-20 Corrective actions boric 
acid storage tank ventilation sys temporarily modified to 
prevent release of radioactive matls to auxiliary bldg 
MILLS, LM Tennessee Valley Authority 82/11/08 O'REILLY.JP 
Region 2. Office of Director 2pp 16364 1BG 24X 
Fiche 50-327 ■ 82/ ! 1/30, 82 1 209Q3S4 


— 82 1 2090370 Forwards IE Insp Repts 50-327/02-20 & 50-320/02-20 un 
820906-0905 V notice of violation 

VERRELLI* 0 M Division of Project fi, Resident Programs 02/10/07 
PARRIS, H 0 Tennessee Valley Authority 2pp 16364 102 24X 

Fiche 50-32 7. 02/11/30. B2 12090354 


— BS12090379 Notice of violation from insp on 820B06-09G5 

* Division of Project & Resident Programs 02/10/07 Ip 
16364 104 24X Fiche 50-327,02/1 1/30,0512090354 


— 0212090004 IE insp Repts 50-327/B2-20 50-328/02-20 on 020806-0905 

None chap 11 an c e noted failure to post airborne radioactivity 
area 

FORD, E J , BUTLER, S D , QUICK, D ft Division of Project 6 Resident 
Programs 02/10/06 5pp 16364 105 24* Ficho 30-327,82/11/30, 

□212090354 


0200190259 IE Bulletin 02-04, "Deficiencies In Primary Containment 
Electrical Penetration Assemblies " Bvc list encl 
DEYOUNG, R C Director's Office, Office oP Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

113pp 16411 317 24X Fiche 50-000,02/12/03,8200190259 


02081 9026 1 IE Info Notice 02-48> "Failures of Agostat CR 0095 Relay 
Sockets 14 Svc lilt end 

JORDAN, E L Division of Engineering & Quality Assurance 02/12/03 
Consolidated Edison Co of New York. Inc llOpp 16462 064 T4X 
Fiche 30-000, 02/12/03,8208190261 


8212170318 Forwards addl info re ice condenser door surveillance insp 
results Info suppls 820729 fit 0812 submittal* 

MILLSiLM Tennessee Valley Authority 02/12/13 ADENSAM, E 
Licensing Branch 4 2pp 16436 156 24X Fiche 30-327.62/12/13, 

0212170310 


8^08190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air b Ga» Monitoring n Svc Hat encl 

DEY0UN8. R C Director'* Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Cq of New York, Inc 

1 27pp 16628 191 24X Fiche 50-000,82/12/16,8208190267 


0200190268 IE Info Notice 82-50, "Mod of Solid State AC Und orvo 1 ta g c 
Relays Type I TE-27 " Bvc list encl 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc 109pp 16623.293 24X 

liche SO-OOO, 82/12/20. 0208190260 
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R Periodic operating reports & related correspondence 


□212290159 Forwards monthly operating repts for Oct 1982 

MASON. C C Southern California Edison Co BS/il/12 Division op 

Da*a Automation & Management Information Ip 16582 203 24X 

riche 5Q-327, 02/11/12, 8212290159 


—8212290164 Monthly operating rept* For Oct 1982 

MASON, C C , EDIUNOS, M . JORDAN, rt Tennessee Va 1 1 eg Author! 
02/ J 1/07 I5pp 16392 204 24X Fiche 50-327*83/11/12,021 


ty 

2290199 


9P12030071 Forwards central emergency c 
availability statistics for Apr-£>ept 
MILLS, L M Tennessee Valley Au-thor it 
Office qf Nuclear Reactor Regulation, 
24X Fiche 50-000. 82/ 1 1 X30, 821 203007 i 


ontrol c tr meteoro 1 ogica 1 data 
1982 

y 82/11/30 DENTON, H ft 
Director 2pp 16304 210 


0212170309 Forwards "Annual Environ Operating Rep t, 01 0301 -02091 4, 11 per 
LTS Section 5 4 1 Future reporting periods will he for 
period beginning an Sept 15 it ending on Sept 14 of 
following yr 

M ILLS, L H Tennessee Valley Authority 02/12/07 DENTON, H R 

Office of NucleaT Reactor Regulation, Director ip 16453 011 24X 

fiche 30-327,02/12/07,0212170380 


— 0212170390 "Annual Environ Operating Rep t, 910301-92091 4 " 

* Tennessee Valley Authority 62/12/07 I78pp 16 453 012 24 X 

Fiche 50-327, 82/12/07,0212170390 


S Reportable occurrences, LER* it related correspondence 


G?1 20201 79 Forward* LER D2-I25/03L-0 

GREEN, H J Tonnes see Valley Authority 92/ 1 1/23 0 'REILLY, J P 

Region 2, Office of Director ip 16274 107 24* 

Fiche 50-320,92/11/23*0312020179 


— 0212020191 LER 82-123/03L-0 on 821029, ess » n t ia 1 raw cooling wa-ter 
effluent line radiation monitor 0-RM-70- l 34/141 found 
inoperable due to sample flow loss Caused by normal wear of 
motor coupling in monitor pump Coupling replaced, 

ROGERS, H ft , HARDING, M R Tennessee Valley Authority 02/11/23 
Region 2, Office of Director Ip 16274 108 24X 

Fiche 50-320, 82/ 1 1 /23, 021 2020 179 


8W5090099 Seventh Interim deficiency rapt re retrievable info From 
valve tag number# Initially reported on 001212 Design 
personnel awaiting approval of design change request to 
revise drawings Final rep t will be issued by 030420 
MILLS, L M Tennessee Valley Authority 02/JI/3O O'REILLY, J P 
Region 3, Office of Director Ip 16357 312 24X 

fiche 50-328. 82/11/30, 9212090099 


J2J 2090551 Foruards LER 82-132/03L-0 
GREEN. H vl Tennessee Valley Authority 92/12/01 O'REILLY, J P 
Region 2, Office of Director Ip 16366 342 24X 

Tiche 50-320, 02/12/01*8212070551 


-8212090556 LER 82-132/03L-0 on 821 103. one RHR pump declared inoperable 
due to discharge flow switch failure to actuate Caused by 
failure of contacts to close due to faulty actuating cam 
Flow switch repaired i, reeslibr 

ROGERS.HR Tennessee Valley Authority 02/12/01 Region 3* 

Office of Director Jp 16366 343 24X Fiche 50-320,02/12/01. 

821209095 I 


U 20701 74 Forwards LER 82-129/03L-0 

GREEN, H J Tennessee Valley Authority 02/12/03 O'REILLY, JP 
Region 3. Office of Director Ip 16359 219 24X 

Fiche 50-338, 02/12/02* &2I2O70 174 


8212090170 LER 02-129/O3L-O on 021 1 03, 1 e td own orifice containment 
Isolation valve 2-FCV-62-73 failed shut Caused by control 
fuses failing due to shorted coil in relay 6149AX Coil t 
fuses rep la cecL Va 1 vb tested it returned to sve on B2M04 
R0M1NE. W D , HARDING, M R Tennessee Valley Authority 02/12/02 
Region 2, Office of Director Ip 16359 220 24X 

Fiche 50-328, 82/ J 2/02, 8212090174 


1214019© Forward* LER 82- 133/03L-O 

GREEN, H J Tennessee Valley Authority 82/12/03 O 'RJEJLLY, J P 
legion 2. Office of Director Ip 16409 330 24X 

-iche 50-328,02/12/08,6212140199 


1212140207 LER 92- 1 33/03L-0 on 821107, steam generator 4 level channel 
LT-3-1ID declared inoperable due to f ai 1 i ng high while in 
Mode I Caused by faulty transistor Transistor replaced 
ROGERS, H R , HARDINQ, M R Tennessee Valley Authority 02/12/03 
Region 2, Office of Director, ip 16409 331, 24X 

Fieh* 50-32©, 82/12/00, 8212140198 


OP 12210073 Forwards LER 82- 136/03L-0 

GREEN, H J Tennessee Valley Authority 82/12/14 O'REILLY. J P 
Region 2, Office of Director lp 16471 000 24X 

Fiche 50-320,82/12/14,0212210095 


—02! 22101 00 LER 82-I36/03L-O on 021115, inlea 
ft per minute to annulus during per forman 
Instruction 264 Caused by numerous leaks 
personnel access 6 equipment doors h othe 
CARVER, A M , HARDING, M R Tennessee Vail 
Region 2. Office of Director 2pp 164 
Fi che 50-320,82/12/14,8212210095 


fcoge found to 
ce of Surve » 1 
found through 
r areas 
ey Author i ty 
91 081 24X 


be 340 cubic 

ance 


02/12/14 


0PJ 22801 33 Forwards LER 02-137/O3L-O 

GREEN, H J Tennessee Valley Authority 82/12/21 O'REILLY , J P 
Region 2. Office Of Director lp 16563 183 24X 

f iche 50-328, 02/ i 2/21, 9212280133 


— Q212RB0136 LER 92-137/03L-0 on 821122, during Mode 5, four upper head 
injection switches found out of tolerance 5 < one of four 
valves failed to close Caused by broken micro switch it 
instrument drift Valve failure caused by faulty hydraulics 
LUDWIG, WC , HARDING, M A Tennessee Valley Authority 82/12/21 
Region 2, Office of Director 2pp 16563 104 24X 

Fiche 50-328, 02/12/21 , 8212200133 


1 Hearing transcripts an non-ant l trust matters 


01*12090182 Transcript of 821207 hearing in Wa sh ing ton, DC Pp 1-313 
Viewgraphs encl 

* ACRS - Advisory Conmlttee on Reactor Safeguards S2/12/07 
50lpp 16359 240 24X Fxche 50-327, 02/1 2/07, 82120901 B2 


□,'12£20S50 Unofficial transcript of Commission B21215 discussion l< 
passible vote in Wa sh mg t on, DC re hydrogen control Pp 1-80 
Viewgraphs 6 5ER (NUREG-0O1 1, Supp 1 6) end 
* Commissioners 82/12/15 225pp 16540 001 24X 

I iche 50-327, 02/12/15,9212220550 


DOCKET 50-329 MIDLAND PLANT < UNIT i 

A App 1 1 c a 1 1 on/cons true 1 1 on stage documents l< correspondence 


021201003 5 Forwards SLW 021109 response to question re jobs undertaken 
on behalf of util It security holdings Two limited 
assignments unrelated to soil activities undertaken No stock 
holdings indicated 

D RUNNER. J E Consumers Power Co 02/11/15 PAT0N, N D Office of 

the Erecutise Legal Director 5pp 16260 341 24X 

Fiche 50-329.02/11/15,8212010035 


921203026,9 Board Notification 82-117 forwards f?H Engelken 021108 memo 
to DO Eisenhut re welding-related allegations made by 
former fleebtel employee W/o end 

NOVAK, T M Assistant Director for Licensing 82/11/17 Atomic 

Safety and Licensing Appeal Panel 3pp 16316 323 24X 

Fiche 50-000,02/11/17,8212030269 


0212020210 Surrmary of 921105 meeting w/util, 6&W, Parsons, Srinckerh of f 
8< Govt Accountability Project in Dethesda.MD re independent 
assessment of auxiliary bldg underpinning 

MOOD, D Licensing Drench 4 02/11/22 Licensing Drench 4 l*/pp 

16302 324 24X Ficho 50-329, B2/ 1 1 /22, 821 202021 0 


8L J 12270418 Respond* to FOIA request for documents re proposed revision 
&/or update to reactor safety study referred to in 
HUREG-07Q4, Ch ap ter 10 as R{5 II It all documents pertaining to 
reactor cooling methods Foiuards documents listed in app 
F ELTON, J ti Division of Rules and Records 02/11/26 5H0LLY, S C, 
Union of Concerned Scientists 3pp 16549 233 24X 

t iche 50-000, 83/ 1 1 /26, 821 227041 S 


-'8211050027 Forwards summary of semiscale test results & advises that 
board notification re test results issued W/a end 
NOVAK, T M Assistant Director for Licensing 82/09/24 
Division of Licensing lp 16549 270 24X Fiche 50-000,82/11/26. 

0215270418 


8212060389 Summary of 821109 meeting w/util in Dethesda.MD re 
preliminary results of seismic margins analysis for sve 
water pump structure V berated water storage tank 
HOOD, D S Licensing Drench 4 02/11/29 Licensing Branch 4 

4 Opp 16325 075 24X Fiche 50-329,82/11/29,8212060387 
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GI’I220O474 Notification of contract o x e c u ti on ■ Mod 4 to "Foundations 8* 
Underpinning Review of Remedial Measures for Structures on 
Fill for Midland Plants 1^2" Contractor Geotechnical 
i ng ineers. Inc 

{ IELDS, J A Technical Assistance Contracts Branch FIN 0-8035 
02/11/29 VOLLMER, R H Division of Engineering KANE. J NRC - No 
Derailed Affiliation Given Ip 16590 139 24X 

riche 50-329, 82/ 1 1 /29, 021 2280494 


--021 2200501 Mod 4, increasing total funds d eo b 1 1 ga t ed . to "Foundations 
4- Underpinning Review of Remedial Measures for Structures 
on Fill for Midland Plants 1 6 2" 

■* Geotechnical Eng i ne e r s , I nc HAGAN- T F Division of Contracts 

FIN B-0035 02/11/29 lp 16590 140 24X Fiche 50-329,02/11/29, 

8212260494 


OJ' 1 203027 5 Board Notification 82-117 forwards RH Engelken B21108 memo 
to DO Elsenhut re we 1 d i ng -r e 1 a t ed allegations made by former 
Bechtel employee W/ o end 

NOVAK, T M Assistant Director for Licensing 62/11/30 Atomic 
Gafetg and Licensing Board Panel 5pp 16316 315 24X 

f lehe 50-000.02/11/30,0212030275 


0212000392 Proposes changes to independent review program submitted at 
□ 21005 meeting 6 discussed in 821025 It 1100 meetings u/TERA 
Mg* Analysis Co 

toan.J W Consumers Power Co 02/12/03 DENTON, H fl Office of 
Nuclear Reactor Regulation! Director KEPPLER, J G Region 3, Office 
of Director 4pp 16352 307 24X Fiche 90-329.02/12/03,0212080393, 


GP12090066 Forwards Revision I to GA Dept Procedure B-3M-* J , 
"Qualification tt Certification of Insp k Test Personnel " 
Responses to requests for addl info provided 

COCK, J W Consumers Power Co 92/12/03 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 4pp 16359 062 24X 

I > che 50-329,02/12/03.0212090066 


-0212090069 Revision i to QA Dept Procedure D-3M-1, "Qualification ?< 
Certification of Insp & Test Personnel " 

• Consumers Power Co 02/10/25 20pp 16359 066 24X 

Fiche 50-329,03/12/03,8212090066 


GIN 2100161 Authoring remedial soils work activities for Dec 1982 
Mata i 1 s requested 

SOIATERiH D Region 3, Office of Director 02/12/07 MILLER > D D 
Consumers Power Co 3pp 16373 355 24X Fiche 50-329,02/12/07, 
G212100161 


81*12140233 Forwards corrected Page 1 bo util 021203 1 tr re 
qua 1 i f icat ion of insp,exam i< testing U audit personnel 
Correction changes 020201 date in first paragraph to 030201 
RICHARDS. L NRC - No Detailed Affiliation Given 02/12/09 NRC - 

No Detailed Affiliation Given lp 16401 356 24X 

Tithe 50-329, 82/12/09, 82 J 21 40253 


- -0212140256 Corrected Page l to util 821203 Itr re qualification of 
insp. exam L testing K audit personnel 

* Consuners Power Co 02/12/09 DENTON, H R Office of Nuclear 
Reactor Regulation, Director lp 16401 357 24X 

Fiche 50-329,62/12/09,0212140253 


GT’! 2 5 40361 Lists remedial soils work activities authoriied for 
implementation on Piers 12 East S< 12 West under turbine 
tldg. per B21206 request 

WARWICK, R F Region 3, Office of Director 02/12/09 COOK, J N 
Consumers Power Co 2pp 16410 279 24X Fiche 50-329, 02/ 1 2/09. 

8212140361 


--0212140367 Requests au th or l lat i on to resume const of remedial soils 
project on Piers 12 East & 12 West Commitments listed in 
util 0209 i 7 Itr implemented 

COOK. J \4 Consumers Power Co 02/12/06 KEPPLER, J G Region 3, 
Office of Director 4p p 16416 261 24X Fiche 50-329,63/12/09. 

6212 I 40361 


B. ’12170144 Advises that Revision 9 of Drawing 7220-C-45 resolves four 
NRC items of concern identified in Enel 7 of 820525 Itr 
No Seismic Category I utils located outside G-listed areas 
ihovn on drawing 

< 00K, J W Consumers Power Co 02/12/10 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 16450 271 24X 

liche 50-329,02/12/10,6212170144 


0212210309 Forwards Revision 1 to 020430 "Environ Qualification Rept, 
Vols 1 U 2 Revision reflects changes in regulatory 
i equirenents 

COOK.J W Consumers Power Co 82/12/13 DENTON, H « Office of 
Nuclear Reactor Regulation, Director 4pp 16601 343 24X 

r i che 50-329, 02/ 12/ 13, 821 2210309 


- 8212300149 Revision 1 to "Environ Qualification Rept, " Vols 1 8< 2 
« Consumers Power Co 82/12/31 i,207pp 16601 347 24X 

Piche 50-329.82/12/13,0212210309 


0212220440 Board Notifications 02-125 * 02-125A forwards info re 
H Efcherington evaluation of flow blockage during natural 
circulation of PWRs Results do not adversely impact present 
position on reliance on natural circulation 

NOVAK, T M Assistant Director for Licensing 82/12/14 Atomic 
Safety and Licensing Board Panel 5pp 16323 133 24X 

Tiche 50-000, 02/J2/14, 0212220440 


0P1229O3O9 Notification of B30J309 meeting w/util lc Bechtel in OBthesdn, 
MD to discuss seismic/dynamic equipment qualification status 
& application of seismic margin study results to program 
HERMAN, R U Licensing Branch 4 02/12/16 ADENBAM, E G Licensing 

Branch 4 4p p 16593 359 24X Fiche 50-3 29.02/12/16,0212290500 


01*12300195 Summary of 821022 meeting w/util in Dethesda,MD re util 
proposal to qualify operators on both Units 1 A 2 Viewgraphs 
one I 

HERNAN, R W Licensing Branch 4 82/12/16 Licensing Branch 4 

2Sp.p 16612 277 24X Fiche 50-329, 82/ 12/ i 6, 02 1 23001 05 


0212290203 Forwards Amend ill to application for OL, c ons i s t ing of 
Revision 14 to responses to requests re plant fill 
COOK, J W Consumers Power Co 82/12/17 DENTDN, H R Office of 
Nuclear Reactor Regulation, Director 2pp 16570 203 24X 

Tiche 50-329, £12/12/17, 8212290203 


-0212290200 Amend 111 to application for DL, consisting of Revision 14 to 
responses to request* re plant Fill 

COOK, J W Consumers Power Co 82/12/20 607pp 16570 204 24x 

Fiche 50-329, 02/12/17, 0212290203 


D NRC Draft/Finol Environmental Statements, suppls tc correspondence 


0212070356 Summary of 821122 meeting w/util in Dethesda,MD re 
acceptability of environ protection plan in FES Minor 
changes suggested to improve clarity 

HERNAN, R W Licensing Branch 4 B2/J2/01 Licensing Branch 4 

19pp 16356 227 24X Fiche 50 -329, 82/ 12/0 1 , 0212070356 


0213260207 Outlines character i sti c s of effluent discharges from Dow 
Chemical tertiary treatment pond to Tl t tab a uiasss e River 
during 001221 -021120, per 821215 talcon & FES Asoumptions 
o*ed reasonab 1 o 

<00K, J U Consumers Power Co 82/12/21 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 3pp 16562 107 24X 

fiche 50-329, 02/12/21,021228020 7 


L NRC Safety Evaluation Report ISER>, suppls & correspondence 


DP12100409 Forwards request for addl info on SER outstanding items re 
vessel head vent 6 locked rotor accident Response due within 
days 

ADENSAM, E 0 Licensing 8iahcb 4 02/12/07 CQGK , J L Consumers 

Power Co 5p p 16389 077 24 X Fiche 50-3 2 9,82/12/07,8212100409 


01*12170074 Summary of 821014 & 20 meetings w/util It Summit Nuclear 
Resources in Qethesda.MO re uti t proposal to- establish 
independent safety engineering group per NURE0-O737, I tem 1 
10126 SER 

HERMAN, R W Licensing Branch 4 02/12/13 Licensing Branch 4 

5p P i 6400 355 24X Fiche 50-329, B2/ 1 2/ 1 3 , 021 2 1 70074 


01‘ J 2220540 Notification of 930111-14 meetings w/util It Bechtel in Ann 
Arbor, MI tc 83QJ13 site visit to conduct audit of environ 
equipment qua 1 i f i ca 1 1 nn program, as discussed in Section 3 li 
of SER 

NBflNAN.fi W Licensing Branch 4 02/12/16 ADENSAM, E Q Licensing 

Uranch 4 5p p 16523 352 24 X Fiche 50-3 29,02/12/16.8212220540 


0212290475 Summary of 821123 meeting w/util, NUS & Stoner Associates in 
lie thesda# MD re natural gas pipeline Issue, SER Outstanding 
Open Item 1 

HERNAN. R U Licensing Branch 4 02/12/16 Licensing Branch 4 

Bpp 16606 040 24X Fiche 50-327,02/12/16 . 82 1 2290475 


DPI 22005 1 3 Summary of 821222 meeting w/util, Bee h tel, Bt,W U NUS in 
JJethesda,MB re resolution of SER open items concerning 
fire protection 

HBRNAN.fi W Licensing Branch 4 82/12/22 Licensing Branch 4 

I7pp 16592 132 24X Fiche 50-329, 02/12/23, 0212200313 


- BS122B0D16 "Resolution of NRC Staff Concerns of Midland Fire 
Protection Program " 

# NRC - No Detailed Affiliation Given 02/04/02 34pp 
16592 149 24X Fiche 50-329, 82/12/22,0212200513 
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F Security medical, emergency t f ire protection plans. 


3-r’l 2010506- Forwards request for addl info L guidance on associated 
circuits re Fire protection safe shutdown 

ADENSAM. E 0 Licensing Branch 4 82/11/26 COOK. J tf Consumers 

Pouer Co 12pp J627Q 197 24* Fiche 50-329- 62/ H/26, 02120 JO 506 


0M3O7O3OO documents 821302 trlcon re emergency operations facility 
facilities for four plants completed Table end 

VA.NDEIIALLE.C- J Consumers Power Co 92713/03 CRUTCHFIELD- D 
CiperaMng Reactors Grand* 5 2pp 16343 ISA 24* 

( idie 50-000. 02/12/03-63120 703 00 


0212220306 Discusses layout of < orvnuni r at i otis equipment required in 
control room, ons i te technical support c tT K neai — site 
r/nergency operations facility 

KEFPLERi J 0 Region 3- Office af Director 02/12/16 

CcnTTonueal th Edison Co 3p p 16503 353 24X Fiche 50-000-92/12/16. 

02 1 2220306 


3-’l?~G0225 Advisps that util will submit milestone schedule on 930201 
to identify when util responses to NRC 021 1 26 request for 
info re fire protection shutdown associated circuits will be 
provided 

COOK. J If Consumers Power Co 02/13/17 DENTON. H R Office nf 
Nuclear Reactor Regulation. Director ?pp 16562 177 24X 

liche 50-329, 02/12/17. 0212280325 


02 1 22005 l 3 Summary of 021222 netting w/ufci 1 , 0 ochtet , D«<U i. NU5 In 
I'ethesda, MO re resolution of 5ER open items concerning 
fire protection 

HEftNAN.fi M licensing Branch 4 02/12/22 Licensing Branch 4 

I7pp 16593 132 24X Fi c h e 50-339. 82/12/22, 0212390513 


- -0312280516 ''Resolution of NRC Staff Concerns of Midland Fire 
Protection- Program " 

* Nr?C - No Detailed Affiliation Given 02/04/03 34pp 
16593 149 34 X Fiche 50-329-02/12/22-9312200513 


C- Adjudicatory correspond e nte 


DPI 1080140 Forwards Rulemating Rll-50-3- "Licensing it Regulatory Policy 
fi- Procedures *o Environ Protection, U Fuel Cycle Impacts " 
Certificate of Svc end 

PATOU- U D Hearing branch 2 93/11/05 B ECHH OFFER. C , COWAN. F P , 

HARBOUR- J Atomic Safety and Licensing Board Panel 6pp 

159*3 2J9 24X Fiche 50-329, 02 / 1 1 /OS. 321 1000! 40 


0t'l2020343 Interrogatories & request for production of documents on 
btamris coit/benefit content i on. per ASLB 021029 memorandum 
& order Related correspondence 

6 TAMJRIS, B Stamirls- B 82/11/26 Office of the Executive Legal 
Director 4p p 16277 314 24 < Fich e 50-329- 03/11/26, 8212020343 


0232030345 Tnfce rrogator tes K request for production of documents on 
3 Umirj s cost/benefit contention, per ASL8 021029 memorandum 
ir- order delated correspondence 

8TAKIRIS, 0 Stamins, B 02/11/26 Consumers Power Co 4pp 

16277 310 24 X Fiche 50-329, 02/ 1 1 /26. 321 2020345 


BW2JCC095 Interrogatories re nonfuel operation & maint cost 
considerations Related correspondence 

0TAMIRI6, B Stamirie, B 82/12/02 Office of the Executive Legal 

Director 2pp 16379 139 24X Fiche 50-329,02/12/02.0213300095 


QP12060014 Advises that NRC intends to respond voluntarily to 
H Sfcamiris 021201 i n fcerro g a tor i e % 

WfUGHT-N A Hearing Branch 2 32/33/03 BECHHOEFER. C - COWAN. F P - 

HARBOUR. J Atomic Safety and Licensing Board Panel 2pp 
16333334 24X Fiche 50-329,02/12/03,0212060014 


BP12070164 Order denying NRC request to postpone 021306-11 hearings 
Testimony presented at hearings- will 6e sub j to 
ro-e larunat ion if any Region 3 investigative findings 
i a levant 

BECHHOEFER. C Atomic Safety and Licensing Board Panel 02/12/03 
Office of the Executive Legal Director Ip 16335 315 24X 

Tiche 50-329,32/32/03,8212070164 


Q; , 12070174 Order extending time until 821223 for Commission to act to 
review ALAB~691 

LHILK- S J Office of the Secretary of the Commission 32/12/03 
Commissioners ip 16334 330 24X Fiche 50-329, 02/12/03, 

03 1 2070 1 74 


OP 12 14 0397 Objections to 020920 interrogatories to util on ZACH issues 
Interrogatory issues soh j of independent investigation by 
Region 3 I4/Certif i cate of Svc Related correspondence 
&TAHL, 0 M Consumers Power Co STAHL, D M Isham, Lincoln & Beale 
02/12/10 Sinclair, M J7pp 1640 1 283 24X 

Fiche SQ-329. 82/12/10- 0212140307 


0^12210314 Forwards nonconformance repts re grinding wheels & 0-ltsting 
of certain equipment components in diesel generator bldg, 
per util prior commitments Related correspondence 

BRUNNER, J £ Consumers Power Co 82/12/14 BECHHOEFER, C Atomic 

Safety and Licensing Board Panel 6pp 16497 121 24 X 

( l che 50-329, 02/12/14, 8212210314 


82J2220197 Requests info re exemption of facility from 1975 safety 
rul si. compliance w/safety rules & regulations & time 
interval between accident 6 automatic closing of containment 
to seal shut te airtight condition 

MARSHALL, W H Mapleton Interveners 82/12/14 Office of Nuclear 
Reactor Regulation- Director 2pp 16503 333 24X 

Fiche 30-329,02/12/14,9212220197 


3212230350 Notice of appearance in proceeding Certificate of Svc end 
BARTH, D E Consumers Power Co S2/12/J3 3pp 16511 128 24X 

Fiche 50-329- 82/12/15- 02 1 2330350 


SP12270005 Advise* that NRC will voluntarily respond to B Stamiris 
821202 interrogatories after requests reviewed No 
objections waived 

WRIOHT, N A Hearing Branch 2 82/12/22 BE CHH DEFER, C , COWAN, F P 

HARBOUR, J Atomic Safety and Licensing Board Panel 2pp 
16533 290 24X Fiche 50-329-82/12/22,0212270005 


02 12300026 Grants extension until 830120 for Commission to act to 
1 evlew ALAS— 691 

CHILK-S J Office of the Secretary of the Commission 02/12/23 
Commissioners Ip 16598 3| 1 24X Fiche 30-329,82/12/23- 

0212300026 


0 Advisory Committee on Reactor Safeguards reports 6 correspondence 


□212010512 Summary of 266th. ACRS meeting on 820603-05 in Washington, DC 
re Midland DL rev! eu, reac tor vessel integri ty- seismic events 
in emergency planning L control room habitability 
* ACRS - Advisory Committee on Reactor Safeguards 82/11/26 
ACRS - Advisory Committee on Reactor Safeguards 253pp 16293 336 

P4X Fiche 30-329,02/11/26,0212010512 


Q Inspection reports, IE Bulletins i- correspondence 


QP0S19O240 JE Bulletin 82-03, Rev i sion 1- “Stress Cracking in rhick- 
Wa 1 1, Large-Dj amoter , Stain! ess Steel, Recirculation Sys Piping 
at BUR Plants. u Svc list encl 

DEYOUNG, R C Director's Office- Office of Inspection and 

Enforcement S2/10/28 Consolidated Edison Co of New York, lr*c 

1 12pp 16462 163 24X Fiche 50-000-82/10/28,9200190240 


0203190245 IE Info Notice 82-42, "Def ec ts Observed in Panasonic Model 
001 L Model 802 Thermo! Urol nes c e n t Dosimeters " Svc list 
encl 

CDBJ3, L I Division of Fuel Facilities- Materials & Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc ilOpp 
16372 142 24X Fiche 50-000, 82/1 1 /05. 82001 90245 


8r»03l9025l IE Ittfo Notice 02-44. "C lari f icati On of Emergency Plan 
fctercite Requirements " Svc list encl 

JORDAN. E L Division of Engineering it Quality Assurance 02/11/10 
Consolidated Edison Co of New York- Inc I09pp 16411 19? 24X 

fiche. 30-000, 02/11/10, 8208190251 


8 P08 190256 IE Info Notice 02-46, "Defective t- Obsolete Combination 
Padlocks '■ Svc list encl 

DEYOUNG- ft C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York. Inc 

127pp 16411 065 24X Fiche 50-000,82/11/26,8208190256 


Q208190257 IE Info Notice 02-47, "Transportat ion of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
COPO.L f Division of Fuel Facilities- Materials L Safeguards 
62/11/30 Consolidated Edison Co of New York- Inc 356pp 
16387 02B 24X Fichu 50-000,82/11/30-8208190257 


S2O019O359 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list encl 
DEYOUNG* R C Director's Office- Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York* fnr 

M3pp 16411 317 24X Fiche 50-000, 02/12/03- 8208190259 


0200190261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list encl 

JORDAN- E L Division of Engineering it Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc HOpp 16462 064 24X 

Fiche, 50-000, 02/12/03, 0208190261 
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8i'O019O26? IE Info Notice 02-49* "Correction for SamplB Conditions fur 
Air & Gas Monitoring M Svc list enc 1 

DEYGUN0. R C Director's Office* Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York* Inc 

127pp 16628 191 24X Fiche 50-000.82/12/16*8208190267 


8200190268 IE Info Notice 02-50* "Mod of Solid State AC Undervoltage 
Belay* Type ITE-27 " Svc list end 

JORDAN. E L Division of Engineering b Quality Assurance 02/12/20 
Consol idated Edison Co of New York. Inc 108pp 16620 293 24X 

Fiche 50-000* 02/12/20* 0200190260 


h Periodic operating reports in related correspondence 


8? 1 2070017 Forwards nonconformance ropts for Oct 1902. per Memorandum 6 
Order ALAB-106 b Amend 1 to CPPR-81 6 CPPR-02 

COOK* J W Consumers Power Co 02/11/24 DEYOUNG* R C Director's 
Office. Office of Inspection and Enforcement I*260pp 16330 OQJ 

24X Fiche 50-329.02/11/24.8212070017 


S Reportable occurrences, LERs b related correspondence 


0212020313 Third interim deficiency rept re Q-related equipment cooled 
hy nan-Q HVAC ays Initially reported on 820625 Corrective 
actions to be implemented by Bechtel listed Next rept will 
be submitted by 830214 

COOK, J W Consumers Power Co 02/U/22 KEPPLER, J 0 Region 3* 
Office of Director 9pp 16279 203 24X Fiche 50-329*02/11/22, 

0212020313 


8PI2060U2 PNQ- 1 1 1-82-130 on 021130. all safety-related welding on HUAI 
stopped after licensee determined QA program for welder 
cert i f ication 6 procedure qualification inadequate Photon 
Testing removed from list of approved vendors 

GARDNER* R , SHAFER* W * WARNICK, R Region 3, Office of Director 
02/12/01 tp 16316 102 24X Fiche 50-329, 02/12/Oi* 0212060112 


0212100237 Final deficiency rept re cable substitutions on four Glarb 
IE cables not siied per design requirements Initially 
reported on 021020 Verification of correct cable type 
included as part of cable routing roinsp plan 

COOK* J U Consumers Power Co 02/12/Oi KEPPLER, J Q Region 3* 
Office of Director 6pp 16376 105 24X Fiche 50-329. 02/ 12/01 . 

8212100237 


0212000416 PNQ- 1 1 1 -82- 131 on 021202. util notified Region 3 of 
substantial reductions in safety-related work Total of 4*000 
personnel remain Engineering 6 const teams will be 
responsible foT completion of one or more safety sys 
SHAFER, W . WARNICK* R F * DAVIS, A 0 Region 3* Office of Director 
02/12/03 3pp 16332265 24X Fiche 50-329,02/12/03.8212000416 


8212100273 Interim deficiency rept ro potentially insufficient design 
of steel embedments in concrete using shear lugs located in 
tension tones Initially reported on 821105 Review criterion 
being developed Next rept will be submitted by 830301 
COOK, J W Consumers Power Co 02/12/03 KEPPLER* J G Region 3, 
Office of Director 6pp 16376 139 24X Fiche 50-329,02/12/03, 

02 12100273 


82I22B0046 Board Notification 02-126 forwards Warnick 021201 ■*< 03 memnn 
re adequacy of welder qua 1 i f i ca fcions 6 weld procedures at 
sites !< reduction of safety-related work in progress imposed 
by util 

NOVAK* T M Assistant Director for Licensing 02/12/07 Atomic 
Safety and Licensing Board Panel 3pp 16393 011 24X 

rich* 50-329,82/12/07*0212280046 


— 8212200050 Recommends A9LB be notified of end PNO re adequacy of 
welder qualifications & weld procedures at site 

WARNICK* R F Region 3* Office of Director 02/12/01 £ ISENHU f * D 

Division of Licensing lp 16593 013 24X Fiche 90-329, 

02/12/07. 8212200046 


— 6212290054 Forwards PNO re substantial reduction in amount of 
safety-related work at site for board notification 
WARNICK* R F Region 3* Office of Director 02/12/03 
EISENHUT, D 0 Division of Licensing lp 16593 017 24X 

Fiche* 50-329, 82/12/07* 8212280046 


8212210156 Interim deficiency rept re possibility of fraiil ice 
formation in svc water intake structure Initially reported 
on 821112 Possible corrective actions under evaluation 
COOKr J W. Consumers Power Co 02/12/12 KEPPLER, J 0 Region 3* 
Office of Director 9pp 1648 9 1 51 24X Fiche 30-329,82/12/12* 

6212210156 


0f’122IO314 Forwards noncorvf ormanc ■» repts re grinding wheels 6 0-JiStlni. 
of certain equipment components in diesel generator bldg, 
per util prior commitments Related correspondence 

BRUNNER. J E Consumers Power Co 82/12/14 BECHHDEFER, C Atomic 
Safety and Licensing Board Panel 6pp 16497 121 24x 

fiche 50-329, 82/ 12/14, 921 22 1031 4 


0212260320 Interim deficiency rept re lack of overp r e ssur l i at i o n 
protection on piping Initially reported on 82H16 
Investigation & review continuing Next rept will be 
submitted by 830310 

COOK. J W Consumers Power Co 82/12/14 KEPPLER, J G Region J 
Office of Director 7pp 1656 1 066 24X Fiche 50-329,82/12/14. 
0212280320 


Dr 1 122701 26 Interim deficiency rept re adequacy of shear reinforcements 
at major containment penetrations SAP Change Notice 2640 
incorporated in FSAR Revision 4i Next rept will be sent by 
830318 

COOK, J W Consumers Power Co 02/12/17 KEPPLER, J G Region J. 
Office of Director Spp J653B 152 24X Fiche 50-329.82/12/17, 

0212270126 


1 Hearing transcripts on non-an t i trus t matters 


021 20901 8B Forwards RB Peck revised testimony CeitiMcate of Svc ei«rl 
LAUER.R J I sham, Lincoln b Stale LAUER, R J Consumers Power Co 

02/12/06 Atomic Safety and Licensing Board Panel 3pp 

16362 001 24X Fichu 50-329,02/12/06.0212090180 


—0212090194 Revised testimony of RB Peck Surcharge program at diesel 
generator bldg eliminated potential future settlement 
problems due to compressibility of plant fill mat! b lack 
of homogeneity 

PECK.R 0 Consumers Power Co 02/12/06 275pp 16362 004 24) 

Fiche 30-32 9,02/12 / 06.0212090 1 00 


0212100030 Transcript of B2 1 206 hearing in Midland, MI Pp 10,149-10,345 
Supporting documentation end 

* Atomic Safety and Licensing Board Panel 02/12/06 l2ipp 
J 6377 277 24X Fiche 50-329,02/12/06.0212100030 


0212140044 Transcript of 821207 hearing in Midland, MI Pp 10,346- 
10* 597 

* Atomic Safety and Licensing Board Panel B2/12/07 256pp 

16409 005 24X Fiche 50-329,02/12/07,0212140044 


8212100040 Forwards corrected Pages 8548-A, 0620, 8629 h 9194-B to 
transcripts of 82111 5 8* 18 evidentiary hearings in Midland. 

MI 

MURPHY, 0 M Alderso-n Reporting 82/J2/0R MCNAMARA. A NRC - No 
Detailed Affiliation Given lp 16379072 24X 

f l che 50-329,02/12/08.02 1210004-0 


8212100056 Corrected Pages B548-A, 0620 b 8629 to transcript of 021 IK/ 
evidentiary hearing in Midland.Mf 

* Atomic Safety and Licensing Board Panel 82/11/15 3pp 
16379 073 24X Fiche 50-329,02/12/08,0212100040 


8212100077 Corrected Page 9194-B to transcript of 821110 evidentiary 
hearing in Midland, Ml 

» Atomic Safety and Licensing Board Panel 02/11/10 lp 
16379 076 24X Fiche 50-329,82/12/08,8212100040 


BL'12140106 Transcript of B2120B hearing in Midland, MI Pp 10, 59B-10* BO'i 
Supporting documentation end 

* Atomic Safety and Licensing Board Panel 02/12/08 290pp 

16407 236 24X Ficho 50-329,82/12/00,0212140106 


□212150002 Transcript of 621209 hearing in Midlanil.MI 
Pp 10*004-11,007 Supporting documentation Bncl 
* Atomic Safety and Licensing Doard Panel 82/12/09 323pp 

16421 331 24X Fiche 50-329,02/12/09,0212150002 


0212150006 Transcript of 021210 evidentiary hearing in Midland* MI 
Pp 11*000-11*226 Supporting documentation end 
# Atomic Safety and Licensing Doard Panel 82/12/10 352pp 

16425 249 24X Fiche 50-329*02/12/10*0212150006 


U Congressional/Executive Correspondence 


8212100042 Responds to 821103 ltr expressing concern re implementation 
of QA program* Special measures taken to monitor activities 
Soils settlement problem focused NRC attention Problem* 
must be resolved before CL issued 

D IRCKS* W J Office of the Executive Director for Operation* 
02/12/07 LEVIN* C Senate llpp 16399 3 4 6 24X 

Fiche 50-329*02/12/07*0212100042 
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— U2I21C0045 Expresses concern re imp 1 ementat Ion of QA programs Info re 
discussion* w/J Happier requested 

LEVIN, C Senate 82/11/03 DENT ON* H Office of Nuclear Reactor 
Regulation, Director 3pp 16399 357 24X Fiche 50-329, 92/ 12/0 ?« 
8212100042 


DOC HE t 50-330 MIDLAND PLANT./ UNIT 2 


A App 1 lcation/ construe 1 1 on stage documents & correspondence 


8212010035 Forwards StH 821109 response to question re jobs undertaken 
on behalf of util h security holdings Two limited 
assignments unrelated to soil activities undertaken No stock 
holdings Indicated 

imuNNEfl/J E Consumers Power Co 02/1I/J5 RATON., W D Office of 
the Executive Legal Director 5pp 16260 341 24 J( 

Fiche 30-329* 02/11/ I 5, 8212010033 


0212030269 Board Notification 02-117 forwards RH Enpelken 321108 memo 
to DO Eisenhut re me Iding-related allegations made by 
former Bechtel employee U/o end 

NOVAK, T N Assistant Director for Licensing B2/JI/17 Atomir 
Safety and Licensing Appeal Panel 3pp 16316 323 24X 

Fiche 50-000/02/11/17*8212030269 


BP12020210 Summary of 021105 meeting w/uti 1 / S&W, Parsons/ Drincke rfioff 
& Gavt Accountability Project in Bethesda,MD re independent 
assessment of auxiliary bldg underpinning 

HOOD, D Licensing Branch 4 02/11/22 Licensing Branch A 12pp 

j 6302 324 24X Fiche 50-329* 02/1 1 J2S, 82 1 20202 10 


B21227O410 Responds to FDIA request for document* re proposed revision 
8c/or update to reactor safety study referred to in 
NL)nEG-D7B4 , Chap ter 10 as RS 11 tc all documents pertaining to 
reactor cooling methods Forwards documents listed in app 
FELTON/ J M Division of Rules and Records 62/11/26 SHELL Y, S C 
Union of Concerned Scientists 3pp 16549 233 24X 

Fiche 50-000. 02/ It /26. G21 22704V 0 


-B21I050027 Forwards summary of scmiscale test results & advises that 
board notification re test results issued W/o enc 1 
NOVAK, T H Assistant Director for Licensing 92/09/24 
Division of Licensing Ip 16549 278 34X Fiche 50-000,03/11/26* 

3212370410 


Q21206O3B9 Summary of B211Q9 meeting w/util in Dethesda/MD re 
preliminary results of seismic margins analysis far tve 
water pump structure t borated water storage tank 
HOOD. D S Licensing Branch 4 82/11/39 Licensing Branch 4 

40pp 16325 075 24* Fiche 50-339,02/11/29/02*2060309 


tip i 2200494 Notification of contract execution. Mod 4 to "Foundations R 
Vnderp 1 nns ng Revieu of Remedial Measures for Structures an 
till for Midland Plants 1 & 2 " Contractor Geotechnical 
Engineers/ Int 

MELDS* J A Technical Assistance Contracts Branch FIN 0-8035 

B2/11/29 V0LLMER,R M Division of Engineering KANE, J NRC - Mp 

Detailed Affiliation Given Ip J6S90 13? 24X 

Mete 50-329/ 82/11/29/ 021 22S049 4 


— 0212200501 Mfod 4' increasing total funds deo b 1 i ga t ed, to "Found ations 
K Underpinning Review ot Remedial Measures for Structures 
on Fill for Nidi and Plants 1 h 2 

■* Geotechnical Eng infers* Jnc J-IAOAN, T F Division of Contracts 
FIN fl-0035 82/11/39 lp 16590 140 PAX Fiche 50-329,02/11/39, 

821 2280494 


02 l 2030273 Board Notification 02-117 forward* RH Engelken 021108 memo 
to DO Eisenhufc re welding-related allegations made by farmer 
llechtel employee Vi/a enc 1 

NOVAK* T M Assistant Director for Licensing 82/11/30 Atomic 
Safety and Licensing Board Panel 5pp 163 £6-315 24X 

M ch e 30-000*82/11/35/8213030275 


921 2060392 Proposes changes to independent review program submitted at 
821003 meeting & discussed in 02JO23 & 1100 meetings w/TERA 
L Mg t Analysis Co 

COOK, J W Consumers Power Co 02/12/03 DENTON* H R Office of 
Nuclear Reactor Regulation, Director KEPPLEfi, J 0 Region 3* Office 
of Director App 16392 307 24X Fiche 50-329, 02/12/03, 021 20B0392 


GP12090066 Forwards Revision I to QA Dept Procedure 0-311-1. 

"Ouai i f 1 cation & Certification of In-sp & Test Personnel “ 
Responses to requests for addl info provided 

COOK/vI W Consumers Power Co 82/12/03 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 4pp £635? 062 S4X 
Fiche 50-329,82/ 12/03, 02 1 SO 90066 


— 9212090069 Revision 1 to QA Dept Procedure B-3M-1# "Qualification U 
Certification of ln*p $» Test Personnel " 

* Consumers Power Co 92/10/25, 20pp J6359 066 24X 

Fiche 50-329* 82/12/03* 8212090066 


0212100161 Authorises remedial soils work activities for Dec 1902 
Details requested 

SHAFER, W D Region 3, Office of Director 82/12/07 MILLER/D D 
Consumer* Power Co 3pp 16373 355 24X Fiche 50-329,82/12/07, 
8212*00161 


BP12140253 Forwards corrected Page 1 to util 821203 ltr re 
qualification of insp,exam 4- testing & audit personnel 
Correction changes 82020! date in first paragraph to 830201 
RfCHARDB, L NRC - No Detailed Affiliation Given 02/12/09 NRC - 
No Detailed Affiliation Given lp 16401 3S6 24X 

Fiche 50-329,02/12/09,8212140253 


- 0212140356 Corrected Page 1 to util 821203 ltr re qua 1 i f icati on of 
insp, exan & testing 4 audit personnel 

* Consumers Power Co 02/12/09 DENTON, H R Office of Nuclear 
Reactor Regulation, Director lp 16401 357 24X 

Fiche 50-329,02/12/09,0212140253 


SJ'12140361 Lists remedial soils work activities authorised for 
implementation on Piers 12 East 12 Nest under turbine 
bldg.per 021206 request 

WARN 1CK, R F Region 3* Office of Director 82/12/09 COOK, J W 
Consumers Power Co 2pp 16410 279 24X Fiche 50-329, B2/I2/0?* 

0212140361 


—8212140367 Requests authorization to resume const of remedial soils 
project on Piers 12 East 6 12 West Commitments listed in 
util 020917 ltr implemented 

COOK, J W Consumers Power Co 8 2/12/06 KEPPLEfi, J G Region 3, 
Office of Director 4j>p 16410 281 24X Fiche 50-329,82/12/09, 

021214036! 


0P1217O144 Advises that Revision 9 of Drawing 7220-C-45 resolves four 
NRC items of concern identified in Enel 7 of 820325 ltr 
No Seismic Category I Utils located outside Q-listed areas 
thown on drawing 

COOK- J W Consumers Power Co 02/12/10 DENTON, H R Office of 
Nuclear Reactor Regulation* Director 3pp 16450 271 24X 

I'lch* 50-329, 82/12/iO, 8212170144 


02122*0309 Forwards Revision 1 to 020430 "Environ Qualification Kept,” 
9ols I 6 2 Revision reflects changes in regulatory 
requirements 

COOK , J W Consumers Power Co B 2/12/13 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 4pp 16601 343 24X 

Fiche 90-329, 82/12/13,0212210309 


- 02* 23001 49 Revision 1 to "Environ Qua 1 i fi ca ti on Kept* " Vols 1 I* R 
* Consumers Power Co 02/12/31 I , 207p p 16601 347 24X 

Fiche 50-329, 82/12/13, 8212210309 


0212220440 Hoard Notifications 02-125 l< 82-123A forwards info re 
H Et/iermgton evaluation of flow blockage during natural 
circulation of PWRs Results do not adversely impact present 
position on reliance on natural circulation 

NOVAK, T H Assistant Director for Licensing 82/12/14 Atomic 
bafety and Licensing Hoard Panel 5pp 16523 135 24X 

Fiche 50-000,82/12/14,8212220440 


8212290508 Notification of 030200 meeting w/util & Bechtel in Bethesda, 
MD to discuss s» ismic/dynamic equipment qua 1 i f i cation status 
R application of seismic margin study results to program 
HERNAN/R W Licensing Branch 4 82/12/16 ADENSAM, E G Licensing 

Branch 4 4pp 16593 359 24* Fiche 50-329, 02/ 1 2/* 6, 021229O5OD 


GPJ2300185 Summary of 021022 meeting w/util in Bethesda.MD re util 
proposal to qualify operators on both Units 1 6 2 Viewgraphs 
end 

HERMAN, R W Licensing Branch 4 02/12/16 Licensing Branch A 

L'Spp 16612 277 24X Fiche 50-329,82/12/16.0212300185 


8212290203 Forwards Amend 111 to application for 0L, consi s ting of 
Revision 14 to responses to requests re plant fill 
COQK/J W Consumers Power Co 82/12/17 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 16578 20Q 24X 

Fiche 50-329, 82/12/17, 8212290203 


— 0212290208 Amend 111 to application For OL, c ons i s t i ng of Revision IA to 
response* to requests re plant fill 

COOK. J W Consumers Power Co 82/12/20 607pp 16370 204 24X 

Fiche 50-329, 82/12/17* 8212290203 


D NRC Draffc/Final Environmental Statements, supple & correspondence 


8^12070356 Summary of 021122 meeting w/util in Sethesda.MD re 
acceptab i 1 ity of environ protection plan in FES Minor 
changes suggested to improve clarity 

iiERNAN, R U Licensing Branch 4 02/12/01 Licensing Branch 4 

19pp 16356. 227 24X Fi che 30-329, 02/12/01, 8212070356 
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8^1220020/ Outlines characteristics of effluent discharges from Dow 
Chemical tertiary treatment pond to Ti t taba wa ssee River 
during 80 1221 —03 1 120i p er 021215 telcon & FES Assumptions 
used reasonab 1 e 

COOK, J U Consumers Power Co 82/12/21 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp E6562 107 2-4X 

Fiche 50-329,02/12/21,0212200207 


t NRC Safety Evaluation Report (SER), suppls & correspondence 


9^12100409 Forwards request for addl info on 5ER outstanding items re 
vessel head vent & locked rotor accident Response due within 
JO days 

ADENSAM, E 0 Licensing Branch 4 02/12/07 COOK, J W Consumers 

Power Co 5p p 16309 077 24X Fiche 50-329,02/12/07,021210 0409 


Q212170074 Suni>ary of 921014 *, 20 meeting* w/util 5, Summit Nuclear 
Resources in Bethesda,MO T e util proposal to establish 
independent safety engineering group per NUREO-0737, 1 tern 
3 B 1 2 L SER 

MERMAN, R U Licensing Branch 4 02/12/13 Licensing Branch 4 

5p p 16480 355 24X Fiche 50-329,82/12/13,0212170074 


GM222054Q Notification of 830111-14 meetings w/utnl U Bechtel in Ann 
ATbor.M! 830113 site visit to conduct audit of environ 
equipment qualification program, as discussed in Section 3 11 
of SER 

MERMAN* R W Licensing Branch 4 02/12/16 ADEN8AK, E Q Licensing 

Branch 4 Sp p 16523 352 24X Fiche 50-329,62/12/16,8212220548 


02 J 2290475 Summary of 821123 meeting w/util,NUS & Stoner Associates in 
Uethesda.MD re natural gas pipeline issue, SER Outstanding 
Open Item l 

HERMAN, R W Licensing Branch 4 02/12/16 Licensing Branch 4 

8pp 16606 040- 24X Fiche 50-329,82/12/16,0212290475 


Qi'J 22605 13 Summary of 021222 meeting w/ul i 1 , Bee hfce 1 , DStU U NUS in 
Bethe s da, KD re resolution of SER open items concerning 
fire protection 

HERNAN,R U Licensing Branch 4 02/12/22 Licensing Branch 4 

1 7pp 16592 132 24X Pi che 50-329, 82/12/22, 0212200513 


T Security, medical, emergency & Fire protection plans 


0212010506 Forwards request for addl info 6 guidance on associated 
circuits re fire protection safe shutdown 

ADENSAM, E 0 Licensing Branch 4 02/11/26 CQQK, J W Consumers 

Power Co 12pp 16270 197 24X Fiche 50-329,02/11/26,0212010306 


0212070300 Documents 821202 telcon re emergency/ operations facility 
facilities for four plants completed Table end 
VANDENALLE, D J Consumers Power Co 82/12/03 CRUTCHFIELD, D 
Operating Reactors Branch 5 2pp 16343 156 24X 

Fiche 50-000, 82/12/03,8212070300 


8212220306 Discusses layout of communications equipment required in 
control room, onsite technical support ctr 6 neai — site 
emergency operations facility 

KEPPLER, J 0 Region 3, Office of Director 82/12/16 

Commonwealth Edison Co 3pp 16503 351 24X Fiche 50-000,02/12/16, 

0212220306 


□d'122BOE25 Advises that util will submit milestone schedule on 830201 
to identify whan Util responses to NRC 821126 request for 
info re fire protection shutdown associated circuits will be 
provided 

COCK, J, W Consumers Power Co 82/12/17 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 16362 177 24X 

Fiche 50-329, 65/12/17,021220022 5 


021 2200513 Summary of 821222 meeting w/util, Bechtel, BfctJ U NUS in 
□ ethesda,MD re resolution of SER open items concerning 
fire protection 

HERMAN, R U Licensing Branch 4 02/12/22 Licensing Branch 4 

17pp 16592 i 32 24X Fiche 50-329,02/12/22,8212200513 


— 8212280516 "Resolution of NRC Staff Concerns of Midland Fire 
Protection Program " 

* NRC - Mo Detailed Affiliation Given 02/04/02 34pp 
16592 149 24X Fiche 30-329,82/12/22,8212280513 


(J Adjudicatory correspondence 


BP1 1080140 Forwards Rulemaking RM-50-3. "Licensing & Regulatory Policy 
& Procedures fo Environ Protection,!! Fuel Cycle Impacts " 

Certificate of Svc enc 1 

PATOILW D Hearing Branch 2 02/11/05 BECHHOEFER, C ■ CONAN, F, P , 

HARBOUR, J Atomic Safety and Licensing Board Panel 6pp 
15993 219 24X Fiche 50-329,82/11/05,0211000140, 


02 J 2020343 Interrogatories !< request for production of documents on 
Stamiris cost/benefit contervtion, per ASLB 821029 memorandum 
L order Related correspondence 

5TAMIRrS,B Starniris, D 82/11/26 Office of the Executive Legal 

Director 4p p 16277 314 24 X Fiche 50-329,02/11/26,0212020343 


0212020345 Interrogatories 8. request for production of documents on 
Btamiris cost /benefit c ontention, per ASLB 921029 m-emoT and urn 
*f order Related correspondence 

STAMIRIS, B Stamina, B 02/11/26 Consumers Power Co 4p p 

16277 310 24X Fiche 50-329,92/11/26,0212020345 


□212100095 interrogatories re nonfuel operation & maint coat 
considerations Related correspondence 

BTAMIRIS, B Stamiris, B 62/ 1 2/02 Office of the Enecutive Legal 

Director 2p p 16379 109 24* Fiche 50-32 9,02/12/02,8212100095 


0212060014 Advises that NRC Intends to respond voluntarily to 
ft Btamiris 821201 interrogatories 

WRIGHT, N A Hearing Branch 2 02/12/03 BECHHOEFER, C , COWAN, F P , 

HARBOUR < J Atomic Safety and Licensing Board Panel. 2pp 
J63J3 334 24X Fiche 50-329,82/12/03,0212060014 


0212070164 Order denying NRC request to postpone 021206-11 hearings 
Testimony presented at hearings will be subj to 
r e-e xom inat i o n if any Region 3 investigative findings 
i e levan t 

BECHHOEFER* C Atom-lc Safety and Licensing Board Panel 82/12/03 
Office of the Executive Legal Director ip 16335 315 24X 

Fiche 50-329,02/12/03,8212070164 


0212070174 Order extending time until B21223 for Commission to act to 
review ALAO-691 

CH1LK, B J Office of the Secretary of the Commission 62/12/03 
Commissioners lp 16334 330 24* Fiche 50-329,82/12/03, 

0212070174 


□t»12l403B7 Objections to 020920 interrogatories to util on ZACK issues 
Interrogatory issues subj of independent investigation by 
Region 3 W/C erti P i c^j to of Svc Related correspondence 
STAHL* D M Consumers Power Co STAHL, D M Ilham, Lincoln & Beale 
02/12/10 Sinclair, M 17pp 16401 288 24X 

Fiche 50-329, 82/12/10,0212140307 


□212210314 Forwards nonconformance repts re grinding wheels & 0-listing 
of certain equipment components in diesel generator bldg, 
per util prior commitments Related correspondence 

BRUNNER, U E Consumers Power Co 82/12/14 BECHHOEFER, C Atomic 
Safety and Licensing Board Panel 6p p 16497 121 24X 

Fiche 50-329*62/12/14,8212210314 


0232220197 Request* info re exemption of facility from 1979 Safety 
rules, comp 1 ia nee w/safety rules U regulations & time 
interval between accident L automatic closing of containment 
to seal shut b airtight condition 

MARSHALL, W H Kapleton Interveners 82/12/14 Office of Nuclear 

Reactor Regulation, Director 2pp 16503 333 24X 

Tithe 50-329* 82/12/14, 9212220197 


0212230350 Notice of appearance in proceeding Certificate of Svc end 
BARTH, D E Consumers Power Co B2/12/15 3pp 16511 126 24X 

T i c h e 50-329, 02/ i 2/ 1 5 , 02 1 22303 50 


□2J2570005 Advise* that NRC will voluntarily respond- to II Stamiris 
021202 interr ogator ie s after requests reviewed No 
ob jec t ions wa ived 

WRIGHT, N A Hearing Branch 2 02/12/22 BECHHOEFER, C * COWAN, T P 

HARBOUR, J Atomic Safety and Licensing Board Pane) 2pp 
16539 298 24X Fiche 50-327.82/12/22.8212270005 


□212300026 Grants extension until 030128 for Commission to act to 
\ evieu ALAD-691 

CHILK, S J Office of the Secretary of the Commission 62/12/23, 
Commissioners lp L659B 311 24X riche 50-329,02/12/23, 

□212300026 


O Advisory Committee on Reactor Safeguards reports fc correspondence 


6212010312 Summary of 266th ACR3 meeting on 820603-03 in Wash ington* DC 
re Midland OL review, reac tor vessel i ntegT i ty , sei smi c events 
In emergency planning & control room habitability 
* ACRS - Advisory Committee on Reactor Safeguards 82/11/26 
ACRS - Advisory Committee an Reactor Safeguards 255pp 16293 236 

24X Fiche 50-329,82/11/26,0212010512 
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docketed items 


O Inspection reports* IE Bulletins 4. c crresp ondent e 


0200190240 IE Bulletin 82-03, fievi lion 1, ■'Stress Cracking in Thick- 
Wan , Lerg «-Di ais# fc«r. St* in I ** * Steal# Recircu la t ion Sys Piping 
at BWf? Plant* “ Svc list end 

DEYOUN0.R C Director'* Officer Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New Vori. Inc 

1 I2pp 1*462 163 24X Fiche 5 0-000, 02/1 0/20, 02001 90240 


0?OS19O245 IE Info Notice 02-42# "Defects Observed in Panasonic Model 
801 t Modal 802 Th ermo I urn inescent Dosimeters “ Svc list 
Pnc 1 

CGSSiL I Division of Fuel Facilities# Materials t# Safeguards 
02/11/05 Consolidated Edison Co of New York# Inc llOpp 
163/2 142 24X Fiche 50-000, 82/ 1 1/05# 820B1 90245 


8208190251 IE Info Notice 82-44# "Clan f icati on of Emergency Plan 
Exercise Requ 1 nments * Svc list end 

JORDAN# £ L Division Of Engineering t Quality Assurance 02/1 1/18 
Consolidated Edison Co of New York# Inc 109pp 16411 199 24X 

Fiche 50-000# Q2/I t /IB, 02OS1?D251 


8208190256 IE Info Notice 82-46, “Defective & Obsolete Combination 
Padlocks " Svc list and 

DEYOUNG# R C Director's Office# Office of Inspection and 
Enforcement 02/11/26 Cons ol Ida ted Ed i son Co of New York# Int 
I27pp 1641 1 065 24X Fiche 50-000# 82/J | /26# 8208190256 


8108190257 1£ Info Notice 62-47# "Transportation of Type A Quantities 
of Nan-Fissile Radioactive Hat! ° Svc list end 
COas.L l Division of Fuel Facilities# Materials L Safeguards 

82/11/30 Consol idated Edison Co of New York# Inc 356pp 
J 6387 028 24X Fiche 50-000# 02/ U/30, 02091 90257 


0212100273 Interim deficiency rept re potentially insufficient dodlqn 
of steel embedments in concrete using shear lugs located >n 
tension rones Initially reported on 021105 Review criterion 
being developed Next rept will be submitted by 0301301 
COOKi J W Consumers Power Co 92/12/03 KEPPLER. ^ 0 Region 3, 
Office of Director 6pp 16376 139 24X Fiche 50-329, &2/I2/0J# 

G212100273 


0212280046 Board Notification 02-126 forwards Mamie k 021201 i# 03 titemns 
re adequacy of welder qua 1 i f i ca 1 1 on s & wold procodvros at 
sites Sf reduction of saf ety-related work in progress l/nposod 
by util 

NOVAK. T M Assistant Director for Licensing 33/13/07 Atomic 

Safety and Licensing Board Panel 5p p 16593 011 SAX 
Fiche 50-329. 92/13/07# 9212260046 


—0312280050 Recommends ASLB be notified of end PNO re adequacy 0 f 
welder qual if icationa & weld procedures at stfca 

(/ARNICK.R F Region 3. Office of Director 02/12/01 EJ8CNHUT»|> 
Division of Licensing lp 16593 015 24< FJche 90-329, 

02/12/07# 02 12280046 


— 0212280054 Forwards PNO re substantial reduction in amount of 
safety-related work at site for board not l f icat i on 
WARNICK# R F Region 3, Office of Director 02/12/03 
EISEMHUT# D o Division of Licensing lp 1/>D93 Ol 7 SAX 
Fiche 50-329. 92/12/07, 021220DO46 


8212210156 Interim deficiency rept re possibility of fraill ice 
formation in svc water intake structure Initially roportc-d 
on 021112 Possible corrective actions under evaluation 
COOK# J W Consumers Power Co 02/12/12 KEPPLER, O Q Roy i on 3# 
Office of Director Dp p 16485 151 24X Fiche 50-329,02/12/12, 

8212210156 


8208190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
D£Y0VNO,P C Director's Office# Office of Inspection and 
Enforcement 82/12/03 Con s ol Ida ted Edison Co of Now York# 1 dc 
l*3pp 16411 3|7 24X Ficbe 50-000.82/12/03,8208190259 


B/12210314 Forwards nonconformance repts re grinding wheels t 0-liotln.ji 
of certain equipment components in diesel generator bldg, 
per util prior commitments Related correspondence 

BRUNNER# J E Consumers PotUBr Co 02/12/14 fl EC MKD EFEN, C Atumjc 

Safety and Licensing Board Panel 6p p 16497 12J 24* 

Fiche 50-329# 82/12/14.8212210314 


BP08I9O261 IE Info Notice 02-40, "Failures 0 f Agastat CR 0095 Relay 
Sockets " Svc lot end 

JORDAN# E L Division of Engineering U Quality Assurance 02 / 12/03 
Consolidated Edison Co of New York# Inc ] 1 Op p 16462 064 24X 

Fiche 30-000# 62/12/03# 0208190261 


0200190267 IE Info Notice 02-49. "Correction for Sample Conditions for 
Air U Oas Monitoring " Svc list end 

DEYOOMQ.R C Director's Office# Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Int 

I27pp 16620 I9i 24X Fiche 50-000,82/12/16,0208190267 


0209190260 IE Info Notice 02-50# “Mod of Solid State AC l/ndervo J tagp 
Relays Type ITE-27 M Svc list end 

JORDAN# E L Division of Engineering & Quality Assurance 02/12/20 

Consolidated Edison Co of New York# Inc IOSjc 16620 293 24* 

Fiche 50-000, 02/12/20. 8208 L 90260 


R Periodic operating reports U related correspondence 


0212070017 Forwards nonconformance repts for Oct 1902, per Memorandum 
Order ALAB-106 fc Amend 1 to CPPR-01 & CPPR-B2 

COOK# J H Consumers Power Co 02/11/24 DEYGUNC.fi C Director's 
Office. Office of Inspection and Enforcement I.240pp 16330 001 

24X Fiche 50-329.02/11/24,8212070017 


S Reportable occurrences# LERs fc related correspondence 


8^12020313 Third interim deficiency rept re Q-reUted equipment cooled 
by nan-0 HVAC sys Initially reported on 820625 Corrective 
actions to be implemented by Bechtel listed Nee* rept will 
be submitted by 830214 

COOK.J W Consumers Power Co 02/11/22 KEPPLER, J o Region 3. 

D^ri£2*n?#, Dir#£t0r 9|>P 16279 203 24 X Fiche 50-329# 02/11 /22# 

82 1 20203 1 3 


9212280320 Interim deficiency rept re lack of o verjj r os s Ur i t a 1 1 oil 
protection on piping Initially reported on 621116 
Investigation fc review continuing Next rept will be 
submitted by 830310 

COOK# J W Consumers Power Co 02/12/14 KEPPLER# J G Region 3# 
Office of Director 7pp 16561 068 34X Fiche 50-329, 62/12/14# 

02 12200320 


8212270126 Interim deficiency rept re adequacy of shear r o »n f t»r< omont « 
at major containment penetrations SAR Change Notice 26-48 
incorporated i n FSAR Revision 41 Next rept will be sent bt/ 

93031 B * 4 

COOK. J W Consumers Power Co 82/12/17 KEPPLER, J Q Region '1, 

Office of Dir ec tor 5pp 16538 152 24X Fiche 30-329, 05/ 1 3/ \ 7, 

8212270126 


1 Hearing transcripts on non-ant 1 trus t matters 


&P , 1 ??.^2 1 n 0 . Fc>r 'i' ards RD Peck revi,ed testimony Certificate of Svc enrl 
ooVfSy!!* ^ I sham# Lincoln & Beale LAUER# R J Consumer! Poqiur -Co 
82/12/06 Atomic Safety and Licensing Board Panel 3pp 
16362 001 24X Fiche 50-329, 82/ 1 2/06# 821 2090 J 00 

—8212090194 Revised testimony of RB Peck Surcharge program at diosol 
generator bldg eliminated potential future settlement 
problem* due ta c ompres s l b i 1 1 ty of plant fill mat! 6# lack 
of honogene i ty 

Consumers Power Co 02/12/06 273pp 16362 004 24* 

Fiche 50-329.82/12/06,0212090100 


0212100030 Transcript of 021206 hearing in rti d 1 and # MI Pp 10, 149-10, 34!> 
Supporting documentation end 

* Sa JJ Bt y and Licensing Board Panel 02/12/06 J2inp 

16377 277 24X Fi c h 0 50-329# 82/1 2/06, Q2i 21 00030 P 


8212060112 PNO- 1 H-82- 130 on 62ll30.aU safety-related welding on HVAl 
* topped after lic.nsve determined OA program for welder 
certification * procedure qua 1 i f I cation inadequate Photon 
Testing rtoovyd froo list of approved vendor* 

' SHAFER# W . WARNICK.R Region 3, Office of Director 
82/12/01 lp 16316- 102 24X Fiche 50-329,02/12/01,8212060112 


Fi "V rf, ^ ci « rlc V «ble substitution* on four Clas s 

It cables not sited per design requirements Initially 
reported on 831020 Verification of correct cable type 
included at part of cable routing reinsp plan 


COOK# J W Cohmmeri Power Co 

r* 

8212100237 


- - -- — B2/I2/01 KEPPLER, JO Regions# 

6 PP 16376 log 24X Fiche 50-329# 02/ 12/01 # 


JO# 597 

a Atomic Safety and Licensing Board Panel 02/12. 
16409 005 24X Fich* 50-329. 02/12/07# B3l2i 40044 


10, 346- 
256pp 


02I21OOO4B Forwards corrected Pages B548-A# 9628, 9629 
transcript* of 021115 U 10 evidentiary hearings in 


& 9194-0 
Midland, 


to 


MORPHY# B M Alderson Reporting 
Detailed Affiliation Given lp 
Fiche 50-329# 92/12/09.9212100048 


82/12/00 
16377 072 


MCNAMARA# A 
24 X 


WRC - 


Nn 
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— 0212500056 Corrected Paget B54B-A. 0628 b 8629 to transcript of B2U1& 
evidentiary hearing in Midland.MI 

a Atomic Safety and Licensing Board Panel 82/11/15 3pp 
16379 073 24X Flche 50-329i B2/1 2/00, 021 21 00040 


— 8212100077 Corrected Page 9194-0 to transcript of 821110 evidentiary 
hearing in Midland.MI 

<* Atomic Safety and Licensing Hoard Pane l 82/11/10 lp 
16379 076 24X Fiche 50-327*02/52/00,0212100040 


8212140106 Transcript of 0212OQ hearing in Midland* MI Fp 10,590-10,003 
Supporting documentation end 

* Atomic Safety and Licensing Board Panel 82/12/08 290pp 

16407 236 2 4X Fiche 50-329,02/12/08,0212140106 


E3212150002 Transcript of 821209 hearing in Midland, MI 
Pp iO, 804-11, 007 Supporting documentation end 
* Atomic Safety and Licensing Board Panel 82/12/09 323pp 

16421 331 24X Fiche 50-329,02/12/09,8212150002 


2L12 t 50006 Transcript of 821210 evidentiary hearing in Midland, MI 
Pp 11,008-11,228 Supporting documentation end 
* Atomic Safety and Licensing Board Panel 02/12/10 352pp 

J 6425 249 24X Fiche 50-329,82/12/10,8212150006 


U Congress iona 1 /E* ecutive Correspondence 


0?'l2jOQO42 Responds to 821103 ltr expressing concern re implementation 
of <JA programs Special measures taken to monitor activities 
Soils settlement problem focused NRC attention Problems 
must be resolved before OL issued 

DlRCKS,tJ J Office of the Executive Director far Operations 
82/12/07 LEVIN, C Senate 1 1 pp 16399 346 24X 

Fiche 50-329, 82/12/07, 0212100042 


■ -02 12100045 Expresses concern re implementation of QA programs Info ru 
discussions w/J Keppler requested 

LEVIN, C Senate 02/11/03 DENTON, H Office of Nuclear Reactor 
Regulation, Director 3pp 16399 357 24X Fiche 50-329,02/12/07, 
B21 2 100042 


PC1CKET 50-331 DUANE ARNOLD ENERGY CENTER 


f Security, medical, emergency V fire protection plans 


□2 1 3090337 Submits info on emergency operations facility {EOF ) par 
f* Apicella request EOF established in tower at util 
corporate of c s located more than 10 miles from Facility per 
NURE0-0696 

ROOT, L D Iowa Electric Light U Power Co 02/12/03 DENTON, H R 
■Office of Nuclear Reactor Regulation, Director ip 16365 000 24X 

Fiche 50-331,02/12/03,0212090337 


3212170193 Forwards revision to modified amended security plan 
Revision withheld (ref 10CFR73 2J ) 

ROOT. L D Iowa Electric Light t Power Co 02/12/10 DENTON, H R 
Office or Nuclear Reactor Regulation, Director lp 16462 022 i?4X 
fiche 50-331,03/12/10,8212170193 


0212230369 Releases public version of special orders re communication 
w/NRC, state ** local authorities during unusual events, a 1 erts 
6 emergencies 

FELTON, J M Division of Rules and Records 02/12/15 Document 
Management Branch lp 16544 059 24X Fiche 50-331,02/13/15, 

□212230369 


--□212230374 Forwards public version of Special Orders 519 re 

communication w/NRC, state 6 local authorities during unusual 
events, alerts, emergencies U significant events it 922 re 
emergency response organiiation notification list 

MEYER, K A Iowa Electric Light S< Power Co 82/12/07 DENTON, H ft 
Office of Nuclear Reactor Regulation, Director Ip 16544 062 
24 X Fiche 50-331,82/12/15,9212230369 


— 8212230377 Public version of Special Orders 519 re communi cat ion w/ 
NRC, state & local authorities during unusual events, alerts, 
emergencies 6 significant events L 522 re emergency response 
OTgannation notification list 

MEYER, K A Iowa Electric Light «, Power Co 82/12/07 32p p 

16544 063 24X Fiche 30-331,82/12/15,0212230369 


021 2220306 Discusses layout of communications equipment required in 
control room, onsite technical support c tr it near-site 
emergency operations facility 

KEPPLER, J 0 Region 3, Office of Director 02/12/16 

Commonwealth Edison Co 3pp 16503 351 24X Fiche 50-000,02/12/16, 

8212220306 


8P1227016Q Application to amend License DPR-49, mod l Fy i ng Tech Specs 
ro Mark 1 containment mod p rogram, c omp 1 ianc e w/ANBl-NlB 7, 
safety committee quorum Sc frequency of audits of emergency 
6 security plans 

ROQT/L D Iowa Electric Light 6 Power Co 32/12/20 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 2pp 16530 033 

24X Fiche 50- 331,82/12/20,8212270168 


— 0212270176 Proposed Tech Specs re Mark I containment mod program, 
compliance w/ANBI-Nl8 7, safety committee quorum 8c frequency 
of audits of emergency 8c security plans 

* Iowa Electric Light It Power Co 82/12/20 Bpp 16530 035 
24X Fiche 50-33 1 , 82/12/20, 821 2270 1 60 


J Insurance it indemnity information 


Bi'i 21 30132 Applies for pro-rata refund due to reduction of indemnity 
fee to -min re licensing of 80th unit 

BECKMAN, P E Iowa Electric Light tc Power Co 82/12/10 SALTZMAN, J 
Antitrust & Economic analysis Branch (Utility Finance! lp 
16425 220 24X Fich* 50-331,02/12/10,0212150132 


F* Operating license stage documents & correspondence 


Dpi 1230066 Generic Ltr 02-27 to ail BWR licensees of operating reactors 
except LACBWR , 0 i g Rock Point, Dresden 1, Humboldt Bay, 
applicants for OL 6 holders of CP re transmittal of 
NUREO-0763 Ac NUREG-07B3 Svc list end W/n stated end 
USENHUr,DG Division of Licensing 02/1 1/iS Qeneral Pudir 
Utilities - GPU Service Corp 22pp 163B7 004 24X 

Fiche 50-000, B2/1 1/13, 821 1230066 


0212020007 Forwards 5ER L technical evaluation rept re TMI Items 
I A 2 1 4, '"Upgrading of Reactor Operator 8c Senior Reactor 
Operator Training" U It B 4, “Training far Mitigating Core 
Damage M Items considered resolved 

VASSALLOiD D Operating Reactors Branch 2 02/11/23 ARNOLD, D 

I aw* Electric Light 6 Power Co Bpp 1630 8 3 0 3 24X 

Fiche 50-331,82/11/23,0212020007 


- -0 20031 031 5 "Improvements In Training !» Requal i f lcatlon Programs As 
Required By TMI Action Items I A 2 1 til D 4 for Duane 
Arnold Energy Ctr, ri technical evaluation rept 

* Science Applications, Inc NRC-03-02-096 SA 1-106-029- 33 
02/00/26 NRC - No Detailed Affiliation Given 15pp 

1&30B 312 24X Fiche 50-331,82/11/23,0212020007 


0P121OO278 Application to amend License DPR-49, revi s i ng Ap p A Tech 
Specs to incorporate changes to surveillance requirements 
For functional testing of mechanical snubbers 

ROOT. L D Iowa Electric Light i Power Co 02/11/24 DENTON, H It 
Office of Nuclear Reactor Regulation, Director Ip 16377 052 24X 

fiche 50-331, B2/U/24, 021 2 10027 0 


— 9212100284 Proposed Tech Specs re surveillance requirement for 
functional testing of mechanical snubbers 

* Iowa Electric Light k Power Co 82/11 /24 3pp 16377 033 
24X Fiche 30-331,62/11/24,0212100278 


0212070216 Forwards Class lit amend fee for review of definition of 
"inoperable," in response to NRC 821110 ltr Protests fee 
c lassif ication 

HOOTrL D Iowa Electric Light & Power Co 82/11/29 MILLER, W 0 
License Fee Management Branch 2pp 16329 357 24X 

Fiche 50-331,82/11/29,0212070216 


QPl 2 1 30280 Forwards safety evaluation of BWR owners group 010522,0921 
B2O902 responses to NUREG-0737, Item II K 3 25, "Effect of 
Loss of AC Power on Pump Seals " Responses acceptable 
VA6SALL0, 0 B Operating Reactors Branch 2 82/12/01 ARNOLD, D 

Iowa Electric Light t Power Co 7pp 16410 234 24X 

Fiche 50-331, 02/12/01, 0212130280 


8212070308 Suppls util 811215 rept on NUREG-0612, "Control of Heavy 
Loads at Nuclear Power Plants, " in response to Franklin 
Research Ctr draft technical evaluation rept d td 811023 
ROOT, L D Iowa Electric Light it Power Cn 02/12/02 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 6pp 16343 162 

EMX Fiche 30-331, B2/ 12/02, 8212070308 


8212070463 Authori»es refund of duplicate fee submitted for amend 
request re plan for integrated scheduling of plant mods 
MILLER, W 0 License Fee Management Branch 02/12/03 JJATIE, D 
Iowa Electric Light it Power Co ip J63S9 310 24X 

Fiche 50-331,82/12/03,8212070463 
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£3212090322 Application to amend License DPR-49. rev! s i ng App A Tech 
Specs to clarify condition® under which refueling operations 
nay continue concurrent u/torus water level below min Tech 
Spec vol Class III amend fee encl 

ROOT. L D Iowa Electric Light A Power Co 32/12/06 DENTON. H 

Office of Nuclear Reactor Regulation. Director 2pp 16365 115 

24 X Fiche 50-331,82/12/06,8212090322 


— 8212090329 Proposed Tech Specs re surveillance requirement for core A 
containment coaling subsystem condensate storage tank 
during refueling operations 

* Ioua Electric Light & Power Co 82/12/06 3pp 16365 117 
24/ Fiche 50-331 < 02/1 2/06, 0212090322 


0^12270529 Forwards Amend 79 to License OPR-49, A notice of issuance 
A availability Amend changes limiting conditions for 
operation A surveillance r pqu-i rements for reactor protection 
sys power monitoring -ays 

VASSALLO. 0 C Operating Reactors Branch 2 02/12/06 ARNOLD. D 

Ioua Electric Light A Power Co 3pp 16951 006 24 X 

Fiche 50-331 1 82/12/06. 021 227-0325 


--8212270532 Amend 79 to License DPR-49. c h ang in g limiting conditions for 
operation A sut ve s 1 la itc e requirements for reactor protection 
syt power monitoring sys 

VAS&ALLO. D fl Operating Reactors Branch 2 82/12/06 5pp 

16551 009 24 X Fiche 50-331,82/12/06,8212270525 


— 921 227&S36 Notice of issuance A availability of Amend 79 to License 
DPR- 4? 

VA8SALL0. 0 B Operating Reactors Branch 2 82/12/06 2pp. 

16551 014 24X Fiche 50-331.02/12/06,8212270525 


Be- J 2130350 Advises that since facility venting capability is 
acceptable. TMI Item II B 1 re RCS high, point vents is 
t evolved Review did not evaluate 1CCFRS0 44 compliance or 
automatic depressurization aye valve accumulator capacity 
VASSALLO, 0 B Operating Reactors Branch 2 B2/J2/07 ARNOLD. D 

1 oua Electric Light ic Power Co 3pp 16412 091 24X 

Fiche 50-331 , 82/12/07, 82121 30350 


— 8209220453 "Operating Reactors - TMI Lessons Learned NUREQ-0737 
Response Evaluations {Program II>, Project I - RCS vents 
(Item II 0 1)," final technical evaluation rept for Duane 
Arnold 

a Energy Incorporated FIN A-0246-2 Q2/07/01 BUTCHER. E 

Division of Licensing 4pp 16412 094 24X Fiche 50-331* 

82/12/07,8212130350 


—8209220450 Advises that plant venting capability acceptable If 
confirmatory items satisfactorily resolved 

SPEI8, T P Assistant Director for Reactor Safety 82/00/31 
LA 1 NAS, 0 C Assistant Director for Operating Reactors 2p p 
16412 098 24 X Fiche 90-331.62/12/07.0212130350 


8212130365 Advises that fundamental changes In radiological effluent 
Tech Specs unacceptable Tech Specs must include listed 
requirements Detailed discussion of unresolved items end 
Response due in 60 days 

VASSALLO, D B Operating Reactors Branch 2 82/12/07 ARNOLD, D 

Iowa Electric Light A Power Co 9pp (6413 235 24X 

J iche 90-331 , 82/12/07, 8212130365 


QP1215Q070 Forwards Revision 4 to ASME Inservice Testing Program 
I 0W-45-2OI for pumps A valves for Jan 1983-May 1984 Revision 
written A implemented per 1980 edition, inc 1 tiding 1980 
addenda of AB ME Section XI 

ROOT, L D Iowa Electric Light A Power Co B2/12/08, DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 16430 010 24X 

fiche 90-331, 62/12/09, 8212150070 


— 8212J50072 Revision 4 to ASME Inserviee Testing Program I0W-45-BO1 foT 
pumps A valves for Jan 1993 - May 1904 

KIN, J W , PICKENS, T A , CAVULA, J J NUTECN fNuelear Technology, 

Inc J 82/10/22 139pp 16430 01 1 24X Fiche- 5(5-331 , 92/ 12/00, 

9212150070 


B21221031S Application to amend License DPR-49, chang i ng Tech Specs to 
Incorporate common ref level for reactor vessel water level 
instrumentation 

ROOT, L D Uwa Electric Light A Power Co 82/12/13, DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip- 16496-295 24X 

Fiche 50-331,02/12/13*8212210315 


— 0212210316 Proposed Tech Spec e hangei, incorporat i ng common ref Level 
for reactor vessel water level Instrumentation 

* Iowa Electric Light A Power Co 02/12/13 13pp 16496-296 
24X Fich* 50-331,82/13/13,0212210315 


8212170309 Forwards response to 020728 request far addl info re 
NUREO-0737. Item II D 1, "Relief A Safety Valve Test " No 
functional valve deficiencies or anomalies experienced 
during Wyle La& testing 

ROOT. L D Iowa Electric Light A Power Co 62/12/14 DENTON, M R 
Office of Nuclear Reactor Regulation, Director Jlpp 16456 139 
24X Fiche 50-331, 02/12/1 4, 8212J 70300 


- 8212170311 "Operability Test Rept for Target Rock Three Stage Svc foi 
Low Pressure Water Tests for GE " 

MILSAP, L J , DALEV, C . MD6LY, T Wy 1 e Laboratories 02/12/14 
3pp 16456 ISO 24X Fiche 50-331,02/12/14,0212170300 


8212270160 Application to amend License DPR-49, mod i f y i ng Tech Spots 
re Mark 1 containment mod p rogram, c omp 1 lane e w/AN8I~NlB 7, 
safety commsttee quorum V. frequency of audits of emergency 
A security plans 

ROOT , L D Towa Electric Light fc Power Co 02/12/20 DENTON. N I? 

Office of Nuclear Reactor Regulation, Director 2pp 16530 033 

24X Fiche 50-331, 02/12/20, 8212270160 


- 0212270176 Proposed Tech Specs re Mark I containment mod program, 
compliance w/ANSl-NlB 7, safety committee quorum A frequency 
of audits of emergency A security plans 

# Iowa Electric Light A Rower Co 82/12/20 flpp 16530 035 
24/ Fiche 50-331,82/12/20,0212270168 


0212200065 Forwards response fco request for addl info re NUREQ-0313. 
'■’Technical Rept on Mafcl Selection A Processing Guidelines 
For BWR Coolant Pressure Boundary Piping “ 

RC1QT, L D Iowa Electric Light A Power Co 02/12/21 DENTON, H fl 
Office of Nuclear Reactor Regulation, Director 130pp 16564 292 

2< IX Fiche 50-331,02/12/21.8212260065 


0 Inspection reports, IE Bulletins A c orresp ondence 


0209190240 IE Bulletin 82-03. Revi s i on 1, "Stress Cracking in Thick- 
Wall < Larg e-D i ame ter , S ta l n 1 e s * 5 1 e e 1 , Rec i rc u I at 1 on Sys Piping 
at BUR Plants " 8vc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/20 Consolidated Edison Co of New York, Inc 

I 1 2p p 16462 163 24 X Fiche 50-000,82/10/28,8200190240 


8200190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
801 A Model 002 Thermoluminescent Dosimeters ” Svc list 
me 1 

CQBQ.L, I Division of Fuel Facilities, Materials A Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Fiche 50-000,02/11/05,0208190245 


B2O019O251 IE Info Notice 82-44, "Clar i f icati on of Emergency Plan 
Tiercise Requirements ” Svc list encl 

JORDAN, E L Division of Engineering U Quality Assurance 82/il/lB 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24X 

Fiche 30-000,82/11/10.8200190251 


8208190256 IE Info Notice 82-46, "Defective A Obsolete Combination 
Padlocks “ Svc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, ln>c 

1 27pp 1641 1 065 24X Fiche 50-000,02/11/26,0208190256 


Q20B190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fusil e Radioactive Matl " Svc list encl 
COBB, L I Division of Fuel Facilities, Materials & Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 
16387 020 2 4X Fiche 50-000,02/11/30,8200190337 


B2 1206031 0 Ack receipt af 821119 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-331/82-04 
N0RELIUS,C E Division of Engineering A Technical Programs 
82/11/30 ARNOLD, D Iowa Electric Light A Power Co lp 
16312 090 24X FlcJie 50-331,02/11/30,8212060318 


— 8212060324 Responds to NRC 821005 ltr re violations noted In IE Insp 
Rept 50-331/02-04 Corrective actions audits for scope A 
scheduler requirements A safety committee review of GA audit 
violations completed 

ROOT, L D Iowa Electric Light A Power Co 82/11/19 KEPPLER,J G 
Region 3, Office of Director I6pp 16312 091 24X 

Fiche 50-331.82/11/30,0212060318 


G21 2100295 Forwards response to Revision 1 to IE Bulletin 02-03 re 
stress corrosion cracking in thick wall, large diameter, 
stainless steel rec i rcu la t t on ays piping at BWRs Addl info 
to be developed during Cycle 7 outage scheduled for 030211 
ROOT, L D Iowa Electric Light A Power Co 82/12/01 KEPPLER. J 0 
Region 3, Office of Director I4pp 16376 302 24X 

Fiche 50-331,02/12/01,8212100295 
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* 8212100303 "Stress Corrosion Cracking Evaluation Program. Duan e Arnold 
Energy Ctr " 

MARTIN. J B , SULLIVAN, li D . R ICCARDELLA, P NUTECH (Nuclear 
Technology. Inc ) 80/04/23 75pp 16376 316 24X 

Fiche 50-331.82/12/01.8212100295 


82120D0274 Responds to 020930 Itr re regulatory Improvement program 
Program, acceptable 

KEPPLER.JQ Region 3. Office of Director 02/12/02 ARNOLD.D 
Iowa Electric Light Power Co lp 16354 240 24X 

Fiche 50-331.02/12/02.0212080274 


01*081902 59 IE Bulletin 02-04. "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEVCUNG.R C Director's Office. Office of Inspection and 

Enforcement 92/12/03 Consolidated Edison Co of New York. Inc 

I I3pp 16411 317 24X Fiche 5Q-000. 02/12/03, 8208190259 


t3I'09|9Q26l IE Info Notice 82-40, "Failures of Agastat CR 0095 Relay 
Socket* " Svt list end 

JORDAN, E L Division of Engineering h Quality Assurance 02/12/03 
Consolidated Edison Co of New York. Inc llGpp 16462 064 24X 

b 1 ch« 50-000, 02/ 1 2/03. 020819026 1 


81*1 2270290 Provides clarification for util commitments re IE Insp Nepts 
50-331/01-03 Item 4B h 50-331/01-13 Item 2 Commitment to 
revise emergency & plant operating instructions changed to 
Cycle 8 refueling outage 

HOOT. L D Iowa Electric Light L Power Co 02/12/03 KEPPLER, J 0 

Region 3. Office of Director 2pp 16530 172 24X 

Fiche 50-331. 82/12/03. 9212270290 


GP08190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air t Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

127pp 1 6628 191 24X Fiche 50-000.92/12/16,8200190267 


er'0B19O26B IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN, C L Division of Engineering fc Quality Assurance 02/12/PO 
Consolidated Edison Co of New York, Inc 108pp 1662B 293 11 4X 

Fiche 50-000, 02/12/20, 0208190260 


fi Periodic operating reports L related correspondence 


G. *12140134 Corrects error discovered in semiannual rept 

For Jan-June 1979 in values reported for Sr-89 & 9r-90 for 
liquid effluents Caused by conversion error 

MJNECK, D L Iowa Electric Light f< Power Co 82/IJ/I7 Director**, 

Office, Office of Inspection and Enforcement Ip 16400 235 24X 

fiche 50-331,02/11/17,0212140134 


01*12210209 Forwards monthly operating rept for Nov 1902 

MI NECK, D L Iowa Electric Light t< Power Co 02/12/15 Director*., 

Office, Office of Inspection and Enforcement lp 16404,350 «MX 
Tiche 50-331.92/12/15,8212210209 


- -G2J221O2J0 Monthly operating rept for Nov 1902 

WATSON. K Iowa Electric Light «, Power Co 02/12/15 6pp 
16404 359 24X Fiche 50-331,02/12/15,8212210209 


b Reportable occurrences, LERs & related correspondence 


□Pi 2060221 Forwards LER 02-O73/O3L-O 

MINECK.D L Iowa Electric Light Power Co 82/11/24 KEPPLER, J G 
Region 3, Office of Director lp 16313 137 24X 

Tiche 50-331,82/11/24.8212060221 


— B212060224 LER B2-073/03L-0 on 021 1 02 , month 1 y surveil lance test of 
standby diesel generator fuel oil not performed in 
prescribed time for Oct Caused by personnel error 
Responsible personnel disciplined 

HILL, K L Iowa Electric Light * Power Co 82/11/24 Region 3. 

Office of Director Ip 16313 188 24X Fiche 50-331,82/11/24. 

8212060221 


QP J 2140142 Forward* LER 82-076/03L-0 

M I NECK, D L Iowa Electric Light t Power Co 02/12/03 KEPPLER, J G 

Region 3, Office of Director Ip 16400 178 24X 

Tiche 50-331,82/12/03,0212140142 


— B212140147 LER 82-076/03L-0 on 821 108, during shutdown surveillance 
test ing, dry uel 1 pressure switch PS-4310C tripped at 2 2 
psig instead of Tech Spec setpoint of 1 5 plus/minus 0 3 
psig increasing Caused by setpoint drift Switch recalibr 
HILL, K L Iowa Electric Light *t Power Co 02/12/03 Region 3, 

Office of Director lp 16408 17? 24X Fiche 50-331,82/12/03, 

8212140142 


0212140332 Forwards LER 82-079/03L-0 

NINECK, D L Iowa Electric Light 8, Power Co 82/12/03 KEPPLER, J 0 
Region 3. Office of Director lp 16401 361 24X 

Fiche 50-331, 82/12/03,0212140332 


--Q212140338 LER B2-075/03L-0 on 921106, during sh utd own, dry we 1 1 purge, 
POIS— 4303 opened drywell to suppression chamber vacuum 
breaker CV-4305 conservatively «< would not reset to close 
Caused by instrument drift Switch recalibr 

HILL, K L Iowa Electric Light & Power Co 02/12/03 Region 3, 

Office of Director lp 16401 362 24X Fiche 50-331.02/12/03, 

B2121 40332 


0212210033 Forwards LER 82-O01/O3L-O 

MI HECK, D L Iowa Electric Light & Power Co 02/12/10 KEPPLER, J G 

Region 3, Office of Director lp 16405 356 24X 

Fiche 50-331, 82/12/10,8212210033 


—8212210034 LEft 82-091/03L-0 on 821 123, stand by filter unit heater D 
tripped on overte/np Caused by inoperable controller EC-7304B 
due to failure of operable amplifier In controller 
circuitry Operable amplifier replaced 

HILL, K L Iowa Electric Light ?, Power Co 82/12/10 Region 3, 
Office of Director Ip 16405 357 24X Tiche 50-331,92/12/10, 

8212210033 


DPI 2210070 Forward* LER 92-079/03L-0 

MI NECK i D L Iowa Electric Light b Power Co 82/12/10 KEPPLER, J Q 

Region 3, Office of Director lp 16492 276 24X 

Fiche 50-331,82/12/10,9212210070 


--8212210074 LEU B2-Q79/03L-0 on 02iU7,B core spray sys header to top of 
core plate high differential pressure switch tripped at 2 1 
psld Caused by instrument drift Switch recalibr U tested 
sati sfac tor i ly 

HILL, K L Iowa Electric Light h Power Co 02/12/10 Region 3, 
Office of Director lp 16492 277 24X Fiche 50-33 1 , B2/ 1 2/ 1 0, 

8212210070 


0212210352 Forwards LER B2-077/03L-0 

MI NECK, D L Iowa Electric Light & Power Co 82/12/10 KEPPLER, J G 
Region 3, Office of Director Ip L6495 169 24X 

Tiche 50-331.02/12/10,9212210352 


- 0212210350 LER 02-Q77/O3L-O on 821 1 16, during surveillance testing. RHR 
svc water pump 1P-22D failed to meet Tech Spec requirements 
Caused by loose impeller on shaft Cause under investigation 
Pump rebuilt 

HILL, K L Iowa Eioctrie Light & Power Co 02/12/10 Region 3, 
Office of Director lp 16495 170 24X Fiche 50-331,02/12/10, 

0212210352 


0^12290454 Forwards LER 92-O0O/O3L-O 

MI NECK, D L Iowa Electric Light & Power Co 02/12/17 KEPPLER, J 0 

Region 3, Office of Director Ip 16556 031 24X 

Tiche 50-331, B2/12/I7, 0212290454 


'□2 1 2200457 LER 02-OBO/O3L-O on 091122, wash pump 1P-112B had discharge 
head of approi 33 psig instead of required 60 psig Caused by 
slippage of coupling between motor & pump on motor shaft 
Pump 6 motor aligned 6 set screws tightened 

HILL, K L Iowa Electric Light fc Power Co 02/12/17 Region 3, 
Office of Director lp 16356 032 24X Fiche 50-331 , B2/ 1 2/ 1 7, 

8212280454 


02 1 2300327 EN-82-029A on 02 1227, n o t i c e of proposed imposition of civil 
penalty in amount of 440.000 issued Action based on 
violation of Tech Spec in which one emergency diesel 
separator could not be started within design requirements 
BARBER, G , AXELRAD, J Director's Office# Office of Inspection and 
Enforcement 02/13/27 lp 16594 267 24X Fiche 50-331,82/12/27, 

8212300327 


V Operator Examinations 


0f t i2020o07 Forwards SER & technical evaluation rept re TMI Items 
I A 2 1 4, "Upgrading of Reactor Operator & Senior Reactor 
Operator Training" U II □ 4. "Training for Mitigating Coro 
Damage " Items considered resolved 

VA5SALLQ, D B Operating Reactors Branch 2 02/11/23 ARNOLD.D 

loua Electric Light 6 Power Co 8pp 16300 303 24X 

Fiche 50-331,82/11/23,02 1 2020007 


--B2O031O315 "Improvement* In Training k Requal if ication Programs As 
Required By TMI Action Items I A 2 1 HI 0 4 for Duane 
Arnold Energy Ctr, M technical evaluation rept 
* Science Applications, Inc NRC-03-B2-096 5AI- 186-029-35 
92/09/26 NRC - No Detailed Affiliation Given 15pp 

16300 312 24 X Fiche 50-331,02/11/23,0212020007 
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DOCKET 50-332 BARNWELL REPROCESSING PLANT 


0 Infection reports*- IE Bulletins & correspondence 


G? 12090447 Forward* IE Insp Rept 30-333/82-03 on 921036-29 No 
Tionconp l jarce noted 

G I H SON- A F Division of Engineering ti Technical Programs 02/1J/O5 
HUCKHAM, J A Allied General Nuclear Services 2pp 16363 260 
?4X Fiche 50-332/ 62/11/05, 9212090447 


— 821 20904 51 IE Insp Rept 50-332/92-03 on 621026-29 No rtoncamp U an< e 
noted Major areas inspected procedural c ontTO 1 , i n te rna 1 
review, eudl t safety c omiru ttee s, fac i 1 1 ty status L independent 
effort 

CORYELL, G P , MCALPINE., E J Division of Engineering & Technical 
Programs 62/U/04 4pp 16363 262 24X Rich e SO-332, 62/1 1/05/ 

6212090447 


8F12090405 Aclc receipt of IE Insp Rept 50-332/02-03 No proprietary 
j nfo 

UUCKHAM. J A Allied General Nuclear Services 02/11717 
GIBSON, A F Division of Engineering 6 Technical Programs Ip 
16364 251 24X Fiche 50-332,02/11/17.9212090405 


DOCKET 50-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


F Security, medical# emergency It fire protection plans 


Q212140225 Ack receipt of 821102 ltr requesting extension of completion 
date for radiation protection procedures per IE Health 
Physics Appraisal Rept 56-333/90-20 Revised date of 921231 
acceptable for refit Ttem-s E I/F 2,6 2, D 5 !. D 8 

MARTIN. T T Division of Engineering It Technical Programs 32/12/09 
MCNEILL, C A Power Authority of the State of New York 2p p 
16400 355 24 X Fiche 30-333,02/12/09.0212140225 


'-92121 40236 Suppl* 820430 response to NRC 820120 ltr re violations 
noted In IE Health Physics Appraisal Rapt 50-333/90-20 
Requests completion date for radiation protection procedures 
b« extended to 021231 

MCNETLLvC A Powbt Authority of the State of New York 82/11/02 
MARTIN, T T Division of Engineering k Technical Programs 2pp 
16408 357 24X Fiche 50-333, 62/13/07, 821 2140225 


B2 J 2140294 Submits requested info from 021202 tetcon re emergency 
operations facilities (EdFJ If t i 1 in process of converting 
bldg to serve as alternate EOF 

BAYNE, J P Power Authority of the State of New York B2/I2/09 
VA55ALL0, 0 D Operating Reactors Branch 2 3pp 16402 032 24X 

Fiche 50-333, 92/ 1 2 / 09, 82 1 2 1 40274 


62121 50121 Ack receipt of 621129 Ltr informing NRC of steps taken tn 
. correct violations noted in IE Health Physics Appraisal 
Rept 50-333/60-20 

HARTIN. T T Division or Engineering i< Technical Programs 02/12/10 
MCNEILL, c A Power Authority of the State of New York Ip 
16430 195 24 X Fiche 30-333, 02/12/10, 02121 5012 1 


'-B212TS0126 Responds to NRC B2U0I ltr re violations noted in IE Health 
Physics Appraisal Rept 50-333/60-20 Corrective action* 
offgas sys undergoing testing & repair Next status rept will 
be filed by 830201 

MCNEILL, C A Power Authority of the State of New York 82/11/2 9 

MARTINET T Division of Engineering l> Technical Programs 2pp 
16430 196 24 X Fiche 50-333,92/12/10,0212150121 


0212210177 Provides add! mfo to assist shift crews making telephono 
rept* via NRC emergency notification sy* Bamp le event 
notification form used by NRC duty officer end 

STARQSTECKIt R Division of Project & Resident Programs 92/12/16 
MCNEILL , C A Power Authority of the State of New York 6 pp 

164B4 243 24X Fiche 50-333, 02/12/16, 6212210177 


3212220452 Submits clarification of dc power L control circuit 
definitions telecopied to NRC on 621207, per App R fire 
protection conformance requirement* 

DAYNE, J f Power Authority of the State of New York 02/12/17 
DENTON. H R Office -of Nuclear Reactor Regulation, Director 3pp 
16 504 261 24X Flcftfl 30-333,02/12/17,62122 20452 


P Operating license stage documents U correspondence 


921 1230056 Generic Ltr 82-27 to all BWR licensees of operating rea-ctort 
except LACBWF?pBig Rock Point* Dresden 1, Humboldt Bay, 
applicants for OL * holders of CP re transmittal of 
NURE0-0763 * NUfiEG-0703 Svc list end W/o stated end 
EISENHUT, D Q Division o-F Licensing 62/11/15, General Public 
Utilities - GPU Service Corp 22pp. 16307 004 24X 

Fieh« 30-000,02/11/15,8211230066 


GP12I30277 Forwards safety evaluation of BWR owners group 010522,0921 !< 
820902 responses to NUREG-0737, Item 1 1 K 3 25, "Effect of 
Loss of AC Power on Pump Seals “ Responses acceptable 
YASSALLO, t> B Operating Reactors Branch 2 02/12/01 SINCLA1R,l U 

Power Authority of the State of New York 7pp 16410 227 24X 

Fiche 50-333,62/12/01,8212130277 


QP12290175 Forwards revised schedule for post-TMl requirements (Generic 
Ltr 82-03) , NUREG-0737, Item-s II 0 □ 2 re p os fc-ac c l dent 
campling mod, II F 1 6 re containment hydrogen concentration 
monitor tt III A 2 2 re meteorological data 

BAYNE, J P Power Authority 0 f the State of New York 02/12/23 
VASSALLP, D B Operating Reactors Branch 2 3pp 16570 043 24X 

Fiche 30-333, 02/12/23, B212290175 


G Inspection reports, IE Bulletins £■ correspondence 


0200 190240 IE Bulletin 82-03, R*vi s ion 1, "Stress Cracking inThick- 
Ual 1, Larg e-Di ame ter , Sta i n 1 ess Ste e 1 , Rec ircu la ti on Sys Piping 
at BWR Plants ” Svc list end, 

DEYOUNG* R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

llSpp 16462 163 24X Fiche 50-000, 02/1 0/20, 02081 90240 


0208190245 IE Info Notice 82-42, "Defects Observed in Panasonic Modi 1 
001 t Model 002 Thermoluminescent Dosimeters " Svc list 
end 

COBB, L I Division of Fuel Facilities, Materials tt Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc liOpp 

16372 142 24X Fiche 50-000,02/11/05,0208190245 


8209190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Elercise Requirements " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/U/JB 
Consolidated Edison Co of New York, Inc I09pp 16411 199 P4X 
Fiche 50-000,02/11/10,8208190251 


0212030065 Forwards IE Insp Rept 50-333/82-22 on 621001-31 •< notice 
of violation 

STAR05TECKI, R Division of Project * Resident Programs 02/11/16 
MCNEILL, C A Power Authority of the State of New York 2pp 
1 6304 192 24X Fiche 50-333,02/11/19,6212030065 


--0212O3OO7O Notice of violation from insp on 821001-31 

x Division of Project & Resident Programs 02/11/18 lp 
16304 J 94 24 X Fiche 50-333,62/11/10,6212030063 


—6212030078 IE Insp Rept 50-333/82-22 on 021001-31 None omp 1 lan c d noted 
failure to simulate low condensate storage tank level at 
Lave! switches I3-LS-76A S, 13-LS-77B during performance of 
F-ST-24D 

LJNVILLE, J C i DOERFLEIN, L T , flAUNACK, W H Division of Project * 
Resident Programs 92/11/16 15pp 16304 175 24X 

Fiche 50-333,92/11/10,8212030065 


0212000374 Responds to rE Bulletin 81-02, Suppl 1, "Failure of Gate fypt 
Valves to Close Against Differential Pressure " Valves 
listed are not installed at facility 

MCNEILL, C A power Authority of the State of New York 02/11/19 
HAYNES, R C Region 1, Office of Director lp 16353 313 24X 

Fich» 50-333, 82/11/10,8212000374 


02OB19O256 IE Info Notice 82-46, "Defective & Obsolete Combination 
Padlocks " Svc list end 

UEYm/NQ.R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

1 27pp J64M 065 24X Fiche 50-000, 02/1 1 /26, 02Q0J 90256 


0200190257 IE Info Notice 92-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive M«tl " Svc list end 
COBB, L I Division of Fuel Facilities, Materials & Safeguards 
62/11/30 Consolidated Edison Co of New York. Inc 336pp 
16397 028 24X Fiche 50-000, 92/ 1 1 /30, 02081 90257 


8POB190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Ilic 

1 13pp 16411 317 24X Fiche 50-000, 82/12/03,8200190259 


0^00190261 IE Info Notice 02-43, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/15/03 
Consolidated Edison Co of New York, Inc liOpp 16462 064 IMX 
riche 50-000,92/12/03,0200170261 
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□£12140225 Ac k receipt of 821102 ltr resetting extension of completion 
date for radiation protection procedures per IE Health 
Physics Appraisal Rept 50-333/80-20 Revised date of 821231 
acceptable for rept Items E i,E 2. D 2. D 5 i< D 8 

MARTIN* T T Division of Engineering «. Technical Programs 82/12/09 
MCNEILL, C A Power Authority of the State of New York 2pp 
16408 353 24X Flthe 50-333,82/12/09,0212140225 


— 8212140236 Suppls 820430 response to NRC 820120 ltr re violations 
noted in IE Health Physics Appraisal Rept 80-333/80-20 
Requests completion date for radiation protection procedures 
be extended to 821231 

MCNEILL, C A Power Authority of the State of New York 02/11/02 
MART IN, T T Division of Engineering & Technical Programs 2pp 
16409 357 24X Fiche 50-333.82/12/09,8212140225 


02121SO121 Ack receipt of 821129 ltr informing NRC of steps taken to 
correct violations noted in IE Health Physics Appraisal 
Rept 50-333/80-20 

MARTIN. T T Division of Engineering & Technical Programs 82/12/10 
MCNEILL, C A Power Authority of the State of Now York lp 
16430 195 24X Fiche 50-333,82/12/10.8212150121 


- 8212150126 Responds to NRC 821101 ltr re violations noted in IE Health 
Physics Appraisal Rept 50-333/80-20 Corrective actions 
oft-gas sys undergoing testing & repair Next status rept will 
be filed by 830201 

MCNEILL, C A Power Authority of the State of New York 02/11/29 
MARTIN, T T Division of Engineering 4 Technical Programs Ppp 
16430 196 24 X Fiche 50-333,02/12/10,8212150121 


8 PO 8 1 90267 IE Info Notice 82-49. "Correction for Sample Conditions for 
Air It Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

127pp 16620 191 24X Fiche 50-000,82/12/16,8208190267 


Q212220417 Forwards list of topic areas for discussion at upcoming 
Region 1/licensee meeting on drug tt alcohol abuse programs, 
as discussed in IE Info Notice 82-05 & NUREG-0903 Meeting 
date ie time to be arranged 

&TAROSTECKI, R Division of Project ii Resident Programs 02/12/16 
MCNEILL, C A Powar Authority of the State of New York 4pp 
16503 264 24X Fiche 90-333,82/12/16,8212220417 


0£Q8I 90260 IE Info Notice 82-50, "Mod of Solid State AC Undervoltoge 
Relays Type I TE-27 1 Svc list end 

JORDAN. E L Division of Engineering 6 Quality Assurance 02/12/20- 
Consol idated Edison Co of New Yury, Inc lOBpp 16620 293 24/ 

Fie h e 50-000,82/12/20.8208190268 


U Periodic operating reports It related correspondence 


6PA2130391 Forwards monthly operating rept for Nov 1982 

MCNEILL, C A Power Authority of the State of New York 82/12/07 
Director's Office, Office of Inspection and Enforcement 2pp 
16390 1S8 24X Fiche 50-333,82/12/07,0212130081 


'-8212130084 Monthly operating rept for Nov 1902 

CQQfc, J Power Authority of the State of New York 82/12/07 Rpp 
] 6390 189 24X Fiche 50-333,82/12/07,0212130081 


5, Reportable occurrences, LERs & related correspondence 


OP 1 2060292 Forwards LER 02-O49/O3L-O 

MCNEILL, C A Power Authority of the State of New York 82/11/23 

HAYNES, R C Region t. Or f ice of Director Ip 16312 063 24X 

Fiche 50-333,02/11/23,8212060292 


-8212060296 LER 02-O49/O3L-O on 821027, during Tech Spec surveillance 
requirement review, scram discharge vo 1 vents 6 drains not 
cycled on quarterly basis Caused by supervisory personnel 
error Addl surveillance procedure developed 

LISENO.fl Power Authority of the State of New York 82/10/23 
Region 1, Office of Director 2pp 16312 064 24X 

Fsche 50-333.02/11/23,8212060292 


Q2J 2060091 Forwards LER 02-09 1/03L-0 

MCNEILL, C A Power Authority of the State of New York 02/11/24 

HAYNES, R C Region 1, Office of Director lp 16316 075 34X 

f iche 50-333, 02/11/24,8212060091 


— 0212060101 LER 82-O51/03L-0 on 821 109, setpo int on reactor low Water 
level scram switch 02-3-LIS-l 01 D less conservative than 
required Caused by instrument drift Set readjusted it test 
frequency for trend observation increased 

* Power Authority of the State of New York 02/11/24 Reqion 

I, Office of Director lp 16316 076 24X Fiche 50-333,82/11/24, 

8212060091 


8212060223 Forwards LER 02-O52/O3L-O 

MCNEILL, C A Power Authority of the State of New York B2/11/24 
HAYNES, R C Region 1, Office of Director lp 16312 239 24X 

Fiche 50-333. 02/11/24,02 1 20602 23 


—0213060231 LER 02-OS2/O3L-O on 02111O.HPCI turbine high exhaust 
diaphragm pressure switch 23-PS-86B setpoint found to be 
less conservative than required setting Caused by instrument 
drift Switch setpoint adjusted within Tech Spec limit 
* Power Authority of the State of New York 62/11/24 Region 
l, Office or Director lp 16312 240 24X Fiche 90-333,02/11/24. 

8212060223 


021 2000394 Forwards LER B2-O50/D3L-O 

MCNEILL, C A Power Authority of the State of New York 02/12/01 
HAYNES, R C Region I, Office of Director Ip 16352 277 24X 
Fiche 50-333 , 02/12/01,821 2060 3 9 4 


—8212000406 LER B2-Q5Q/03L-0 on 821109, scram discharge vol rod block 
level surveillance test not performed within 7 days of 
reactor startup, per Tech Spec Caused by failure to enter 
frequency statement in procedure during review of Amend 62 
* Power Authority of the State of New York 82/12/01 Region 

1, Office of Director 2pp 16352 270 24X Fiche 50-333. 

02/12/01, 8212000394 


8212210260 Forwards updated LER 02-051 / 03L- 1 

MCNEILL, C A Power Authority of the State of New York 92/12/09 
HAYNES, R C Region 1, Office of Director lp 16403 251 24X 

I iche 30-333, 82/12/09,0212210268 


- 8212210274 Updated LER 02-051 /03L-1 on 021109, while conducting 
surveillance testing on reactor low water scram switch 
02-3-L IS-lO 1 D, setpoint found less conservative than 
required Caused by instrument drift Setpoint adjusted 
KEITH, H Power Authority of tho State of New York 02/12/07 
Region 1, Office of Director 2pp 16483 252 24X 

Plcho 50-333, B2/ 12/09, 0212210260 


0212210415 Forwards updated LER B2-030/03L-1 

MCNEILL, C A Power Authority of the State of New York Q2/l2/i3 
HAYNES, R C Region 1, Office of Director ip 16493 103 24X 

fiche 50-333,02/12/13,02122104 15 


-'□212210425 Updated LER 02-O3O/O3L-1 on 820709, rod block monitor 0 found 
out of calibr Caused by instrument drift Monitor recalibr 
4. returned to svc Surveillance calibT test frequency 
Increased to once per month 

KEITH, H Power Authority of the State of New York 02/12/13 
Region l. Office of Director 2pp 16493 104 24X 

Fiche 50-333, 82/12/13, E2122 10415 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT l 


F Security, medical, emergency U Fire protection plans 


G21 2 100038 Ack receipt of 821115 ltr informing NRC of steps taken to 
correct violations noted in IE Emergency Preparedness Rept 
DO-334/82- 15 

MARTIN, T T Division of Engineering & Technical Programs 82/12/06 

CAREY, J J Duquesne Light Co 2pp 16379 046 24X 

Fiche 50-334. 82/12/06, 021 2100038 


0212100041 Responds to NRC B20727 ltr re violations noted in IE 
Emergency Preparedness Rept 50-334/02-15 Corrective actions 
line level of radio base stations turned up. ensuring sys 
activation i» control sys tested monthly 

CAREY, J J Duquesne Light Co 02/11/15 HAYNES, R C Region 1, 
Office of Director 2pp 1*379 040 24X Fiche 50-334.02/12/06, 
0212100030 


BPJ2170200 Bummarixes 021130 meeting w/NRC & documents understanding 
mutually agreed upon re App R fire protection Tule Flnaliied 
t espouses to 821118 questions end 

CAREY, J J Duquesne Light Co 02/12/10 VARGA, 3 A Operation 
Reactors Branch 1 112pp 1*450 012 24X Fiche 50-334,02/12/10. 

02121 70200 


0212170032 Respond* to 820920 ltr re changes tp guard training 6 
qualification plan Proposed change* acceptable Final 
determination cannot be made until listed changes 
implemented into plan 

VARGA, 8 A Operating Reactors Sranch 1 02/J2/13 CAREY, J J 

Duquesne Light Co lp 16400 3* ( 24 X Fiche 50-334,02/12/13, 

□212170032 
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8212210334 Provides add! info to better prepare shift crews operating 
nuclear power plants far questions NftC doty officer may ask 
during telephone notifications Revised event notification 
form one 1 

BTAROSTECKl* fi Division of Project it Resident Programs 52/12/14 
CAREY, J J Duquesne Light Co 6pp 14494 322 24X 

Fiche SO-334. 62/12/ 16. 8212210334 


8212300107 forwards a dd 1 info to clarify 4 substantiate 620430 request 
for exemption from App R to JOCFR50 re control roam 4 
primary auxiliary bldg 

CAREY, J J Duquesne Light Co -82/12/21 VARDA. S A Operating 
Reactors Branch 1 J 5 p p 14598 234 24X Fiche 50-334.82/12/21. 

Q2 12300 107 


P Operating license stage document* it correspondence 


9212030142 Responds to 620827 Question 7 re two loop operation Revised 
table of sequence of events for major rupture of main steam 
pipe encl 

CAREY. J J Duquesne Light Co B2/1I/22 VARGA. 8 A Operating 
Reactors Branch 1 3pp 16303 022 24X Fiche 30-334.02/11/22, 

9212030142 


92 J 2020070 Forward* application for amend to License DPR-64. p er mi tt» ng 
operation if second licensed reactor operator on shift 
unavailable due to conflicts between requirements for min 
shift crew composition 4 WRC policy statement on overtime 
CAREY. J J Duquesne Light Co 62/11/23 VARGA. 3 A Operating 
Reactors Branch i 2j»p 14272 014 24X Fiche 30-334.02/11/23, 

9212020078 


— 62 12020064 Application for amend to License DFR-64. permi tting operation 
if second licensed reactor operator on shift unavailable due 
to conflicts between requirement* far min shift crew 
composition E, NRC policy siatment on overtime 

CAREY. J J Duquesne Light Co 62/11/23 lp 16272 014 24X 

Fiche 50-334, 82/11/23, 62120-20070 


02J2O2OOB9 Proposed Tech Spec Page 4-4 re min shift crew composition 
« Duquesne Light Co 82/11/23 4pp 14272 017 24X 

Fiche 50-334. 82/11/23,6212020070 


0P 1 2080474 Forwards application for amend to License PPR-66, rev isi ng 
Table* 3 7- 4a it 3 7-4b re safety-related hydraulic U 
mechanical snubbers 

CAREY, J J Puquosne Light Co. 82/11/23 VARGA. 3 A Operating 
Reactor* Branch I, lp 16332 152 24X Fiche 50-334.82/11/23. 

D2 12060474 


—6212080480 Ap p 1 icati an to amend License DPR-66, revl s i ng Tables 3 7-4a l< 
3 7-4i re safety-related hydraulic L mechanical snubbers 
-CAREY, J J Duquesne Light Co 02/11/23 2pp J6352 153 24X 

Fiche 50-334,62/11/33.8212060474 


— 82120B04B4 Proposed Tech Spec change revising Table 3 7-4a & 3 7-4b re 
safety-related hydraulic It mechanical snubbers 
* Duquesne Light Ca 82/11/23 Bpp 1 4352 155 24* 

Fiche 50-334,62/11/23.8212080474 


01*12030148 Forwards completed questionnaire re steam generator tube 
integrity, in response to Generic Ltr 82-22. ''Request for 
Info re Steam Generator Tub* Integrity " 

CAREY, J J Duquesne Light Ca 02/11/24 EISENHUT. D 0 Division of 
Licensing 5pp 14303 003 24X Fi che 50-334, 02/1 1/24, 6212030J46 


0212090520 Forwards revision to "Beaver Valley Unit 1 Offsite Dose 
Calculation Manual," supporting 021022 Revision 3 to 
proposed Tech Spec Change 36 Revision* to Section 222, 
deleting refs to food & ground pathways, for thcoming 
CAREY, V J Duquesne Light Co 02/12/01 VARGA. S A Operating 
ReactoT* Branch 1 lp 16344 132 04X Fiche 50-334,92/12/01. 

9212070520 


—0212090326 Revision to ’'Beaver Valley Unit 1 Offsite Dose Calculation 
Manual 11 

♦ Duquesne Light Co 82/11/1? I59pp 16366 133 24X 

Fiche* S 0-33 4, 02/12/01. 0212070520 


82121 30243 Forward* application to amend License OPR-46. c an* 1st ing of 
Proposed Change Request 93 revising Section 6 Tech Spies 
re onsite safety committee it offsite review committee 
membership i responsi b i li ti e*, per Generic Ltrs 62-17 & 23, 

CAREY, J J Duquesne Light Co 92/12/04 VARGA, 0 A Operating 
Reactors Branch 1 Ip- 14396 254 24X Fiche 30-334,82/12/06, 

9212130243 


— 82S213O240 Application to amend License DPR -66, c ons l s 1 1 ng nf Prapflserf 
Change Request 03 revising Section 6 Tech Specs re onsite 
safety committee it offsite review committee membership & 
retpons lb 1 1 i ties 

CAREY. J J Duquesne Light Co 92/12/06 lp 16396 255 24* 

Fiche 50-334,02/12/06,9212130243 


— 0212130264 Proposed changes to Section 6 Tech Specs re onsite safety 
committee U offsite review committee membership it 
r esponsib 1 1 i ties 

* Duquesne Light Co 02/12/06 Qpp 16396 256 24X 

Fiche 50-334. 82 / 12 / 06 , 0212130243 


B2J2220373 Forwards fee for 821123 Tech Spec Change Request 82 

S1EBER, J 0 Duquesne Light Co 82/12/06 License Fee Management 

Branch Ip 16517 ISO 24X Fiche 50-334,02/12/06,8212220373 


0212220425 Forwards Class 111 license fee for 821123 Tech Spec Change 
Request 78 

SIEBER, J D Duquesne Light Co 82/12/06 License Fee Management 

Branch lp 16303 286 24X Fiche 50-334,82/12/06,8212220425 


BP12J30242 Forwards Procedure Q, "Response to Void in Reactor Vessel," 
per NUREG-073 7, Item II B 1 

CAREY, J J Duquesne Light Co 82/12/07 VARGA, 9 A Operatlnq 
Reactors Branch 1 2pp 16396 220 24X Fiche 50-334,02/12/07, 
8212130242 


— 6212130245 Procedure G, "Response to Void in Reactor Vessel " 
a Duquesne Light Co 02/12/07 6pp 16396 222 24X 

Fiche 30-334, 02/12/07. 8212130242 


8212160339 Forwards "Analog Rod Position Indication Sys Special Rept. " 
based On matl presented at 821014 meeting by util L 
West i nghouse Analog or digital indicators in Modes 3,4 & 5 
should have no accuracy requirements 

CAREY. J xf Duquesne Light Co 02/12/08 VARGA, S A Operating 
Reactors Branch i 2pp 16442 294 24X Fiche 50-334, 02/ 12/OB, 

9212160339 


— 9212 160346 "Analog Rod Position Indication Sys Special Rept " 

a Westinghouse Electric Corp 82/12/00 23pp 16442 296 1MX 
Fiche 50-334. 82/12/08, 0212160339 


0212220409 Forwards Class II license fee for 821206 Tech Spec Chfinqr 
Request 83 

S IEBER, J D Duquesne Light Co 02/12/08 License Fee Man emunfc 
Branch lp 16504 201 24X Fiche 50-334, 02/ 1 2/08, 82J 2220409 


□209190263 Generic Ltr 82-32 to all PWR licensees re potential steam 
g enera tor-re 1 a ted generic requirements Forwards Science 
AppI ications, Inc draft rept re subj requirements Comments 
requested within 30 days of ltr Bvc list end 

EJSEWHVT.DO Di vi s i on o f Li c e ns l ng 02/12/09 Consolidated 
Edison Co of New York. Inc 29pp 16629 247 24X 

Fiche 50-000, 82/12/09,8200190263 


Gr*i 22701 53 Forwards amended application for amend to License DPR-66, 
revising Tech Spec 6 2-1. "Min Shift Creu/ Composition ,r 
CAREY, J J Duquesne Light Co 82/12/15 VARGA, S A Operating 
Reactor* Branch 1 lp 16538 054 24X Fiche 50-334.02/12/15, 

02122 70155 


-8212270161 Amended application to amend License DPR-66, r evi a i ng Tech 
Spec 6 2-1. "Man Shift Crew Composition " 

CAREY, J J Duquesne Light Co 82/12/16 2pp 16538 053 24X 

Fiche 50—334, 82/12/15, 9212270155 


— 8212270163 Proposed Tech Spec 6 2-1, "Min Shift Crew Composition " 
# Duquesne Light Co 02/12/15 3pp J 6930 057 24X 

Fiche 50-334,92/12/15.8212270155 


8212270201 Forward* application for amend to License DPR-66, red ucinq to 
50% number of incore moveable detector thimbles required 
foT sys to be operable 

CAREY, J J Duquesne Light Co 02/I2/J6 VARGA, S A Operating 
Reactors Branch 1 Ip 16535 122 24X Fiche 90-334,82/12/16. 

0212270201 


— 0212270207 Application for amend to License DPR-66, redu c l ng to 507 
humber of incore moveable dBtector thimbles required for sys 
to be operable 

CAREY, J J Duquesne Light Co 92/12/16 2pp 16535 123 24X 

Fiche 50-334, 02/12/16. 8212270201 


— B2I2270209 Proposed Tech Specs re number of incore moveable detector 
thimbles required for sys to be operable 
* Duquesne Light Co 82/12/16 !0pp 16535 125 24X 

Fiche 50-334,82/12/16,8212270201 
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G Inspection reports, IE Bulletins 6 correspondence 


8f'061?0240 IE Bulletin 02-03, Rev i s l on 1- "Stress Cracking in Thirk- 
Ua 1 1 , Large-Di ameter < Sta in less Stee 1 . Rec ircu lat l on Sys Piping 
«it EJWR Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

ll2pp 16462 163 24X Fiche 50-000,82/10/28,0200190240 


0208190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
001 6 Model 002 Th e rmo 1 urn i nesc en t Dosimeters " Svc list 
t nc 1 

COBB, L I Division of Fuel Facilities, Materials it Safeguards 

02/11/05 Consol i dated Edison Co of New York, Jnc llO-pp 

J 6372 142 24X Fiche 30-000,02/11/05,8200190245 


BPO019O251 JE Info Notice 82-44. "C lar i f ica t i on of Emergency Plan 
tiercise Requirements " Svc list enc 1 

JORDAN* E L Division of Engineering b Quality Assurance 82/11/10 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Iiche 50-000,82/11/10,0200190251 


8L’O0 1 90256 IE Info Notice 02-46, "Defective & Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of Now York* Inc 

I27pp 16411 065 24X Fiche 50-000,02/11/26,8200190256 


8; j 081902S7 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Mat! " Svc list end 

40BBrL 1 Division of Fuel Facilities, Materials J< Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 
J 6397 028 24X Fiche 50-000,82/11/30.8208190257 


0;-J214Ol5O Forwards IE Insp Rept 30-334/02-25 on 020920-1023 ?< notice 
cf violation 

EjTAROSTECKI, R Division of Project & Resident Programs 02/11/30 
CAREY, J J Duquesne Light Co 2pp 16410 170 24X 

Fiche 50-334,02/11/30.0212140150 


- 0212140154 Notice of violation from insp on 820928-1025 

* Division of Project V Resident Programs 82/11/30 2pp 
16410 180 24X Fiche 50-334,02/11/30,0212140150 


— 621 2140160 IE Insp Rept 50-334/02-25 on 020920- 1 025 None omp 1 l a nc e 
noted failure to follow nuclear safety procedures t review 
i. approve control room tank curve procedures 6 failure to 
implement radiation work permit 

T1I0SH0SKI.M II , LAZARUS, W , TRIPP, L E Division of Project t* 
Resident Programs 82/11/26 lSpp 16410 102 24X 

Fiche 50-334 , 02/ i 1 /30, 02 (21 40 1 50 


OPO0 k 90259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
I Eectrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

1 J 3 pp 16411 317 24X Fiche 50-000,02/12/03,0200190259 


GT'O 91 90261 IE Info Notice 92-40, "Failures of Agastat CR 0095 Relay 
Sockets " Ssc list enc 1 

JORDAN, E L Division of Engineering it Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llQpp 16462 064 24X 

I idle 50-000,82/12/03,0208190261 


0^12100030 Ac k receipt of 021113 1 tr informing NRC of steps taken to 
■correct violations no*-ed in IE Emergency Preparedness Rept 
•iO-334/02-lS 

MARTIN, T T Division of Engineering & Technical Programs 02/12/06 

CAREY, J J Duquesne Light Co 2pp 16379 046 24X 

Uche 50-334.02/12/06,0212100038 


- -0212100041 Responds to NRC 820727 ltr re violations noted In IE 
Emergency Preparedness Rept 50-334/02-15 Corrective actions 
line level of radio base stations turned up, ensuring sys 
activation it control sy& tested monthly 

CARE^ , J J Duquesne Light Co 02/11/15 HAYNES, R C Region I, 
Office of Director 2pp 16379 048 24X Fiche 50-334,82/12/06, 

8212100030 


e; j 08l90267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air it Gas Monitoring " Svc list end 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Cons o 1 i da t ed Edison Co of New York, Inc 

1 27pp 16620 191 24X Fiche 50-000,82/12/16,8209170267 


GP 1 2220490 Advises of upcoming meeting to discuss IE Info Notice 82-05, 
"Increasing Frequency of Drug-Related Incidents " Info 
notice, list of topics to be covered at meeting & NUREG-0903 
r nc 1 M/o NUREG 

STAROSTECKI, R Division of Project it Resident Programs 02/12/16 
CAREY, J J Duquesne Light Co 3pp 16503 252 24X 

Me he 50-334,82/12/16,0212220490 


8JO0 190260 IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering tt Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOBpp 16628 293 P4X 
Fiche 50-000, 02/12/20,8200190268 


9212290280 Ac k receipt of 821123 i tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-334/02-22 
STAROSTECKI* R Division of Project it Resident Programs 82/12/22 
CAREY, J J Duquesne Light Co 2pp 16501 067 24X 

Tiche 30-334, 82/12/22, 82i2290280 


—8212290209 Responds to NRC 821022 ltr re violations noted in IE Insp 
Rept 50-334/82-22 Corrective actions revision will be made 
to startup checklist Drawings & status boards corrected to 
reflect current plant conditions 

CAREY, J J Duquesne Light Co 82/11/23 STAROSTECK I , R Division 
of Project & Resident Programs 3pp 16581 069 24X 

Fiche 50-33 4, 82/12/22,8212290200 


R Periodic operating reports i related correspondence 


021 2290225 Forwards monthly operating rept for Oct 1902 

CAREY, J J Duquesne Light Co 82/U/OB Management Information 
Branch Ip I6S7B0A3 24X Fi che 30-334, B2/1 1/00, 821229022 5 


— 3212290230 Monthly operating rept for Oct 1982 

WEAVER, L U Duquesne Light Co 82/11/05 6pp 16570 064 24X 

Fiche 50-334, 02/11 /OB, 8212290225 


0212070204 Forwards 821129 ltr to PA Bureau of Water Quality Mg t 
advising that NPDES monthly rept for facility unavailable 
at present time 

FEITKNECHT, C Duquesne Light Co 02/11/29 REID.R W Operating 
Reactors Branch 4 2pp 16335 116 24X Fiche 50-334,02/11/29. 

3212070204 


Ei Reportable occurrences. LERs It related correspondence 


0212080419 Forwards updated LER B1-O70/O3X-1 

LACEY, W S Duquesne Light Co 82/11/26 HAYNES, R C Region 1, 
Office of Director 2pp 16352 100 24X Fiche 50-334.82/11/26, 

32I20B0419 


—3212080440 Updated LER 01-O70/O3X-1 on S1O023, d i sc Dvered leakage 
through containment airlock inner door seals Inner door 
sealing surfetes U D-ring* wiped down & regreased Design 
change procedure approved on 820605 

« Duquesne Light Co 92/11/18 Region 1, Office of Directoi 
2pp 16352 110 24X Fiche 50-334,82/11/26,8212080419 


0212080451 Forwards updated LER 81-077/03X-1 

LACEY, W 3 Duquesne Light Co 02/11/26 HAYNES, R C Region I, 
Office of Director 2pp 16352 164 24X Fiche 50-334, B2/1 1 /26, 

C5212QB045I 


— G2120S0497 Updated LER 01-O77/O3X-1 on 8100 i 7, increa sed radiation 
levels in auxiliary bldg discovered Caused by crack In 
welded pipe connection joining two IA degassifier recovery 
HX Crack due to thermal stress fatigue 

* Duquesne Light Co 02/11/26 Region I, Office of Director 
2pp 16352 166 24X Fiche 50-334,02/11/26,8212080451 


01*1 20B0926 Forwards LER 82-051/03L-0 

LACEY, W S Duquesne Light Co 82/11/26 HAYNES, R C Region 1, 
Office of Director 2pp 16352 052 24X FichB 50-334* 02/ 11 /26, 

82 12000526 


— 8212000530 LER 82-051/03L-0 on 821104, while performing routine 
■* urvo i 1 lane e. area radiation monitor RI8-RM207 failed off 
scale low Caused by multiple electrical component failures 
Faulty parts replaced & monitor returned to svc on 921117 
* Duquesne Light Co 02/11/05 Region 1, Office of Director 
Spp 16352 094 24X Fiche 50-334,82/11/26,6212000526 


0^12140174 Forwards LER 82-049/03L-0 

LACEY, W S Duquesne Light Co B2/I1/26 HAYNES, R C Region I, 
Office of Director 2pp 16409 351 24X Fiche 50-334*02/11/26, 

82 i 2140 174 


■82 12140191 LER 82-049/03L-0 on 02 1 1 1 1 , conta i nment vacuum pump 1A 
observed not rotating Caused by binding between pump rotor 
it vanes due to corrosion buildup Pump shaft manually rotated 
it freed Design change being investigated 

a Duquesne Light Co 82/11/19 Region 1, Office of Director 
2pp 16409 353 24X Fiche 90-334,82/11/26.0212140174 
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0212150020 Forwards LER 02-O53/O3L-O 

LA-CEY, W S Duquesne Light Co 02/12/02 HAYNES. R C Region 1. 
Office of Director 2pp 16421 214 24X Fiche 50-334,82/12X02. 
9212150020 


— 9212130025 LEfi 02-O53/O3L-O on 02071 6, them 1 s try personnel -failed to 
obtain boron sample o-f safety injection accumulator 1A 
during two sampling periods in 1901 Caused by 
misunderstanding among chemists over sampling frequency 
LACEY, W S Duquesne Light Co 02/12/03 Raglan 1, Offico of 

Director 2pp 16421 216 24 X Fiche 90-334.02/12/02,6212190020 


□212150075 Forwards LER 82-OS2/O3L-0 

LACEY, 1/ 5 Duquesne Light Co 02/12/02 HAYNES, f? C Region 1. 
Office of Director 2pp 16431 015 24X Fiche 30-334,02/12/02. 
0312150075 


— 0212150070 LER 02-O52/O3L-O on 82 j 105, J ea Ic 1 hg fire hydrant reported 1 m 
southeast yard Cause not stated Leak isolated & temporary 
fire hose Installed in fuel bldg to insure adequate fire 
protection 

LACEY, (J S Duquesne Light Co 82/12/02 Region It Office of 

Director 2pp 16431 017 24X Fiche 50-334,02/12/02,8212150075 


9212290339 Forwards LER e2-054/04L-0 

LACEY, W S Duquesne Light Co 92/12/13 HAYNES. R C Region 1. 
Office of Director 2pp 16506 227 24X Fiche 50-334,62/12/13, 
8212290339 


— 0212270340 LER 82-QS4/04L-0 on 820923, cent i nuou* chlorination of 
ciTcuEating water sys occurred over 7-fi period Highest free 
chlorine residual measured 0 45 mg/1 Caused by personnel 
error Sys given to chemistry group & will be automated 
a Duquesne Light Co 82/12/06 Region t, Office of Director 

2pp 163BA 229 24X Fiche 50-334,02/12/13.821229033? 


8212290373 Forwards LER 8 1 - 109/-03L- 1 

LAREY.W S Duquesne Light Co 82/12/15 HAYNES. R C Region 1, 
Office of Director 2pp 16596 26 6 24 X Fi c he- 30-334, 82/12 /1 5, 

8212290373 


- — 82 1 2290392 LER B1-105/03L-1 on 01 1223, d vr 1 n g surveillance test on 
HY-RT-lfl. pr Bheater discharge air temp failed to reach 
required temp in specified time Caused by overpowering of 
two resistor* in tenp control unit Resistors replaced 
* Duquesne Light Co 02/12/13 Region 1. Office of Director 

2pp 16506 260 24X Fiche 50-334, 02/12/13.0212290373 


9212290404 Forwards updated LER B2-O12/01X-J 

LACEY, W S Duquesne Light Co 82/12/19 HAYNES. R C Region 1, 
Office of Director 2pp 16506 135 24X Fiche 50-334,02/12/15, 
0212290404 


--*02122904 1 1 Updated LER 92-012/0 1 X — 1 on 0204 16. total of seven 
overstressed pipe supports found upstream of main steam 
line containment isolation valves Caused by failure to 
include branch line loading in calculations 

« Duquesne Light Co 02/12/15 Region I, Office of Director 

2pp £6506 157 24X Fiche 50-334, 02/12/ 1 5, 0212290404 


021229043? Forwards LER 02-O56/O3L-O 

LACEV.W S Duquesne Light Co 02/12/15 HAYNES. R C Region 1, 
Office of Director 2pp 16595 220 24X Fiche 50-334,82/12/15. 
0212270439 


— 0212290440 LER 82-056/Q3L-0 on 021 126, during normal power operation, 
hydrogen recombiner IB failed surveillance test 1 46 4 due 
to Inability to achieve acceptance criteria temp of 700 F 
Caused by design problem w/re si stor s in temp control unit 
* Duquesne Light Co 02/12/06 Region 1, Office of Director 

2pp 16505 230 24X Fiche 90-334,02/12/15,8212290439 
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F Security* medical, emergency & fire protection plans 


DPI 20700I7 Notification of 021213 meeting u/util in Befchesda.MD to 
discuss fire protection plan U factor mutual test programs 
SELLS, D E Operating Reactors Drench 3 82/12/06 CLARK, R A 

Operating Reactors Branch 3 2pp 16379 355 24X 

Fiche' 30-335, 82/12/06. 8212070017 


8P12I70D53 Releases public version of revised offnornwU & emergency 
operating procedures 

FELTON, J M Division of Rule* and Records 82/12/10 Document 
ffanagemenfc Branch lp 16400 339 24X Fi che, 30-335, 82/12/10, 

0212170053 


— >6212170060 Forwards public version of Revision 2 to Offnormal U 
Emergency Operating Procedure 1-0510030, "Uncontrolled 
Release of Radioactive Liquid*" 5 Revision 1 to 1560030, 

"Primary Water Sys - Offnormal Operation " 

WETHY.C M Florida Power h Light Co 02/12/01 Director's 

Office, Office of Inspection and Enforcement Ip 16400 340 £? 4 X 

Fiche 50^33 5, 02/12/10, 8212170053 


— 8212170065 Public version of Revision 2 to Offnormal it Emergency 
Operating Procedure 1-0510030, "Uncontrolled Release of 
Radioactive Liquids" & Revision 1 to 1560030, "Primary 
Water Sys - Offnormal Operation " 

# Florida Power 6 Light Co 82/11/29 7pp 16400 341 24X 

Fiche 50-335.82/12/10,0212170053 


6212270357 Application to amend Ap p A to License DPR-67 in response to 
NRC 821027 Itr re addl Tech Spec firo protection items No 
amend fee required per 810204 ltr 

UHR 10, R E Florida Power * Light Co 02/12/22 EISENHUT. D G 
Division of Licensing 2pp 16586 244 24X Fiche 50-335. 02/32/P2, 

0212270397 


— 0212290361 Proposed Tech Spec changes to Ap p A re fire protection 
i terns 

UHR 10, R E Florida Power 6 Light Co 82/12/22 lOpp 16506 246 
24 X Fiche 50-33S, 82/ 12/22, 02 i 2290357 


J Insurance & indemnity information 


0212300274 Forwards Endorsements 1,2 it 3 to NELIA Certificate N-59 S, 
MAELU Certificate K-S7 

DUCK. J R Harsh 3< McLennan, I ne , M & M Nuclear Consul tan ts, I nc D»v 
G2/I2/27 5ALT?HAN,J Assistant Director for State $ Licensee 
Relations I7pp 16574 271 24X Fl che 50-335. 02/12/27. 8212200274 


P Operating license stage documents 6 correspondence 


0212090030 Forwards Amend 54 to License DPR-67, safety evaluation & 
notice of issuance t* a va i 1 ah 1 1 1 ty Amend revises Tech 5pecs 
to reflect new UHS flow barrier configuration & deletes max 
water temp limitation 

WAGNER, 0 H Operating Reactors Branch 3 02/12/03 UHRIO.R E 

Florida Power U Light Co 3pp 16305 182 24X 

Fiche 50-335* 82/12/03, 02 1 2070030 


-8212090033 Amend 54 to License DPR-67. revi s i ng Tech Specs tP reflect 
new UHS flow barrier configuration 6 deleting max water temp 
limitation 

CLARK, R Operating Reactors Branch 3 82/12/03 7pp 16303 JGb 

24 X Fiche 50-335,82/12/03,8212090030 


— 0212090035 Safety evaluation supporting Amend 54 to License DPR -6/ 

* Office of Nuclear Reactor Regulation, Director 02/12/03 iipp 
16383 192 24 X Fiche 50-335,02/12/03,82 12070030 


— B212O90O37 Notice of Issuance & availability of Amend 94 to Licence 
DPR-67 

CLARK. R Operating Reactors Branch 3 82/12/03 2pp 16305 173 

24X Fiche 50-335,02/12/03,8212090030 


821 2150060 Forwards responses to NRC 820713 ltr re NUREG-0737, I tern 
I I B 3, "Pos t -Ac c i d en t Sampling Sys " W/three oversiie 
drawings Aperture cards are available in PDR 
UHRIO.R E Florida Power it Light Co 82/12/06 CLARK. R A 
Operating Reactors Branch 3 I3pp 16429 007 24X 

Tiche 50-335. 82/12/06, 8212150060 


B.'O 8 190263 Generic Ltr 02-32 to all PWR licensees re potential stoam 
g enera tor-rel ated generic requirements Forwards Science 
Applications. Inc draft rept re subj requirements Comments 
requested within 30 day* of ltr Syt list end 

EISENHUT, DG Diviiion of Litensinj 82/12/09 Cons o 1 i da t a d 
Edison Co of New York. Inc 27pp 16629 247 24X 

Fiche 50-000.02/12/07,8200170263 


0PI214OIO3 Generic Ltr 02-29 to all licensees of operating 
Westinghouse it C-E PWRs (except Arkansas Nuclear One, Unit 2 
& San Onofre 2 At 31 re in&adequate core cooling 
instrumentation sys.Sve list end, 

LISENH'JT, O 0 Division of Licensing 08/12/10 Yankee Atomic 
Electric Co 27pp 16690 035 24X Fiche 50-000,82/12/10, 

0212140103 


BP1 21 701 27 Application for amend to App A of License DPR-67 providing 
Tech Specs on undervoltage relays for degraded grid 
condlti ons- 

UHRIO.R E Florida Power it Light Co 02/12/10 EISENHUT. D 0, 
Division of Licensing 2pp 16452 355 24X Fiche 50-035.82/12/10, 

B2 121 70127. 
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- -CJ212 1 701 29 Proposed Tech Specs re undervoltagB relays for degraded grid 
c on d i 1 1 ons 

» Florida Pouot it Light Co 02/12/10 Spp 16452 357 24X 

Fiche 30-335,82/12/10.0212170127 


0,'l2l7O-274 Forwards responses to 020913 request for addl Info re 
degraded grid voltage pro tec 1 1 on, Que s 1 1 ons 1-4 Proposed Tech 
Spec change to verify load shedding of emergency busses not 
warranted since present test adequate 

UHRIO. R E Florida Power 6 Light Co 02/12/10 CLARK, R A 
Operating Reactors Branch 3 ISpp 16450 052 24X 

Fiche 50-335,02/12/10,0212170274 


0W 222055 1 Concurs w/util postponed installation af auxiliary feedwatet 
sys logic cabinet until Fall 1984 refueling outage 
Application for Tech Spec changes should provide summary of 
testing U trouble shooting experience from Unit 2 
CLARK, R A Operating Reactors Branch 3 S2/12/13 UHRIG.R E 

F- lor Ida Power A Light Co Spp 16523 347 24X 

Fiche 50-335, 82/ 12/13, 821 222055 1 


0, r t529O496 Forwards Amend 55 to License DPR-67 lc notice of issuance & 
ava i 1 ati i 1 1 ty Amend updates Tech Specs re offsite It faciljty 
organ i ration i membership of review board 

CLARK, R A Operating Reactors Branch 3 02/12/14 UHRIG.R E 

Florida Power it Light Co 4pp 16605 166 24X 

Fsche 50-335,82/12/14,8212290496 


--0212290499 Amend 55 to License DPR-67 updating offsite & facility 
organiiation figures & membership of nuclear review board in 
administrative controls section of Tech Specs 
CLARK, R A Operating Reactors Branch 3 02/12/14 9pp 

16605 170 24 X Fichs 50-335,82/12/14,8212290496 


- -B212290501 Notice of issuance it availability of Amend 55 to Licence 
DPR-67 

CLARK, R A Operating Reactors Branch 3 02/12/14 2pp 

16605 179 24X Fiche 50-335.82/12/14,0212290496 


a; } 12290357 Application to amend App A to License DPR-67 in response to 
NRC 621027 ltr re addl Tech Spec fire protection items No 
fimend fee required per 810204 ltr 

UHfllG, R E Florida Power l> Light Co B2/12/22 EISENHUT, D G 
Division of Licensing 2pp 16306 244 24X Fiche 50-335,82/12/22, 

RS12290357 


— 0212290361 Proposed Tech Spec changes to App A re fire protection 
1 terns 

OHR T G, R E Florida Power 6 Light Co 82/12/22 lOpp 16506 246 
24 < Fiche 50-335,02/12/22,0212290357 


QI- 1 1 2290359 Responds to Generic Ltr 02-16 re Tech Specs for NUREG-0737 
items Existing Tech Specs adequately cover anticipatory 
reactor trip on turbine trip 

I/HRIG, R 6 Florida Power V Light Co 02/12/22 EISENHUT, E) Q 
Division of Licensing 3pp 16506 165 24X Fiche 50-333,82/12/122, 

8212290359 


O Inspection reports, IE Bulletins 6 correspondence 


Bl'001 9G240 IE Bulletin 82-03, Revi sion 1, "Stress Cracking in Thick- 
Wa3 1 , Large-Di ame fc er , Qta l n 1 e ss S tee 1 , R ec i rc u la t i on Sys Piping 
Pt BL’R Plants " Svc list entl 

DEYOUNG, R C Director's Office, Office of Inspection and 

t-riforcement 02/10/20 Consolidated Edison Co of New York* Inc 

I !2pp 16462 163 24X Fiche 50-000,92/10/20,0208190240 


B*.’ i 2090332 Forwards IE Insp Repts 50-335/B2-35 it 50-389/02-50 0 n 
H2I019-22 No noncompliance noted 

DANCE, H C Division of Project it Resident Programs 02/11/02 

UHRIO. R E Florida Power & Light Co 2pp 16365 171 24X 

P tch* 50-335,02/11/02,9212090302 


- B212O9O3O0 IE Insp Repts 50-335/02-35 it 50-309/02-50 on 021019-22 Nu 
none omp 1 lance noted Major areas inspected IE Circular 81-08. 
previous insp findings 6 quality records for foundations 
LEWAHAU, J J , CONLON, T E Division of Engineering & Technical 
Programs 02/11/01 4p P 16365 173 24X Fiche 50-335, 02 /i 1 /02, 

B2 12090302 


fj* 1 1 209053 1 Forwards IE Insp Repts 50-335/02-32 it 90-309/02-44 on 
B20911-1010 No none omp 1 i a nc e noted 

DANCE. H C Division of Project $< Resident Programs 82/11/02 

UHRIO, R ET Florida Power «, Light Co 2 pp 16367 001 24X 

Fsche 50-335,82/11/02,8212090531 


— 0212090 537 IE Jnsp Repts 50-335/82-32 it 50-309/02-44 on 82091 J-IOJQ No 
nonconpliance noted Major areas inspected mamfc & 
surveillance observa t ion, uper at i ona 1 safety verification, 
bu 1 1 e tins, c lrculars, tnro notices fe pre ope rati tmai testing 
ELROD.S A t 0IBB,H C , JULIAN, C A Division of Project it Resident 
Programs 02/11/02 1 1 p p 1636 7 0 0 3 24X Fiche 50-333,02/11/02, 

82 12090 531 


0**00190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
801 6 Model 002 Thermoluminescent Dosimeters " Svc list 
one 1 

CODOiL I Division of Fuel Facilities, Materials & Safeguards 
* 02/11/05 Consolidated Edison Co of New York, Inc liOpp 

16372 142 24X Fiche 50-000, 02/1 i /OS. 02OB1 90243 


01*12090553 Ack receipt of 021103 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-335/02-29 it 
50-389/02-39 

DANCE, H C Division of Piojecfc it Resident Programs 82/11/17 

UHRIO, R E Florida Power 4- Light Co lp 16367 030 24X 

Tiche 50-333,02/11/17,0212090553 


—0212090559 Responds to NRC 021005 ltr re violations noted in IE Insp 
Repts 50-335/82-29 l 50-309/02-39 Corrective actions 
clearance orders corrected 6 personnel re instructed re need 
to- designate "locked open" or "locked closed" on orders 
UHRIO, R E Florida Power It Light Co 02/11/03 0 'REJLLY, J P 

Region 2, Office of Director Spp 16367 039 24X 

Fiche 50-335,82/11/17,8212090553 


—0212090561 Forwards IE Insp Repts 50-335/82-29 it 50-389/82-29 on 
82001 1-0910 tn notice or violation 

DANCE, H C Division of Project & Resident Programs B2/10/05 

UHRIO, R E Florida Power It Light Co 2p p 16367 041 24X 

Fiche 50-3 3 5,82/11/17,821209 0 553 


— 8212090563 Notice of violation from insp on 020011-0910 

* Division of Project 8. Resident Programs 82/10/05 lp 
16367 043 24 X Fiche 50-333,02/11/17,0212090333 


— B212090S64 IE Insp Repts 50-335/02-27 it 50-3Q9/82-39 on 02001 1-0910 
Noncomp 1 iance noted failure to implement procedure for 
locking safety-related valves in required position 
ELROD, S A , BIBB.H E , JULIAN, C A Division of Project I* Resident 
Programs 02/10/04 13pp 1636 7 0 4 4 24X Fiche 50-335,02/11/17, 

E21 2090553 


81*0819025 1 IE Info Notice 02-44, "Clarification of Emergency Plan 
Exorcise Requirements ” Svc list end 

JORDAN, E L Division of Engineering L Quality Assurance 62/11/18 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche 50-000, 82 / 11 /IB, 8200190231 


B20B190256 IE Info Notice 02-46, "Defective Sc Obsolete Combination 
Padlocks “ Svc list end 

DEYOUNG, R C Director's Office* Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York. lr>c 

127pp 1641 1 065 24X FI efio 50-000, 82/11/26, 0200190256 


0212090544 Ack receipt of B2O907 & 1015 Itr9 informing NRC of stops 
taken to correct violations noted in TE Insp Rept 
50-335/02-22 

0 'REILLY, J P Region 2, Office of Director 82/11/29 UHRIG,R E 
Florida Power «, Light Co lp 16366 315 24X Fiche 50-335, 

02/11/29,0212090344 


— 8212090549 Updates 020907 response to NRC B20B0S ltr re violations 
noted in IE Insp Rapt 90-335/82-22 Corrective actions more 
specific signs installed on shield bldg access doors 6 
personnel ^instructed 

UHRIO, R E Florida Power It Light Co 02/10/15 O'REILLY, J P 
Region 2, Office of Director lp 16366 316 24X 

Fiche 50-335,82/11/29,0212070544 


— 0212090554 Responds to NRC 820005 ltr re violations noted in IE Iqsp 
Rept 50-335/02-22 Corrective actions door shut, signs 
installed U personnel instructed 

UHRIO, R E Florida Power it Light Co 92/09/07 O'REILLY, J P 
Region 2, OPfice of Director 2pp 16366 317 24X 

Fiche 50-33 5, 02/1 1/27, BK 12070 944 


— 8212090558 Forwards IE Insp Rept 30-335/62-22 on B20527-0610 & noticr 
of violation 

O'REILLY, J P Region 2* Office of Director 82/00/03 UNRIG, ft E 
Florida Power it Light Co Zpp 16366 319 24X 

Fiche 50-33 5,82/11/29, 0212090 544 


—0212090560 Notice of violation from insp on 820527-0610 

* Region 2, Office of Director 02/00/05 lp 16366 321 24X 

Fiche 50-33 5, 02/1 1 /29. B2 12090 544 
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-0212090552 IE Insp Rept 50-335/02-22 on 020527-0610 Noncemp 1 lance 
noted on 820524, *h l e 1 d bldg integrity not ma i n t ai n* d a? 
plant entered Mode 2 rrorn Mode 3 doe to tied open door 
ELROD, S A „ 3 IBB' H E - JULlAN*C A Division of Project S, Resident 

Programs 62/03/02 3pp 16346 322 34X Fi the 50-335. 02/ 1 1/29, 

5212090544 


8,’O0l9O257 l£ Info Notice S2-47, ‘’Transportation of Type A Quantities 
of Non-Fi s» 1 1 * Radioactive ttatl " 6vc list end 
COOB.L I Division of Fuel Facilities/ Materials & Safeguards 
52/11/30 Consolidated Edison Co of Nsu York* Inc 354pp 

16307 023 24X Fiche 50-000, 02/1 1 /30. B20B1 90257 


ar'00190259 IE Bulletin 82-04, “Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

1 13pp 16411 317 24 » Fiche 50-000, 62/ 1 2/03, 0200190259 


3^00190261 IE Info Notice 82-40, "Failures of Agastat CR 0095 Relay 
buckets ' Svc fist »ncl 

JORDAN. E L Division of Engineering l Quality Assurance B2/12/03 
Consolidated Edison Co of NeJ York, Inc HOpp 16462 064 24* 

hche 50-000, 32/12/03.8200190261 


0212220505 Requests written statement within 30 days of 1 tr re use or 
disposition of Raychen-Flamtrol cables Generic qual if ication 
tests ror cables no longer acceptable 

JORDAN, E L Division of Engineering 6 Quality Assurance B2/I2/10 
UHRIO.R E Florida Power ) A Light Co 2pp 14523 100 24X 

fiche 50-333. 02/12/10. 8212220505 


3,08190267 IE Inro Notice 32-49. "Correction p 0 r Sample Conditions for 
Air 6 <Jas Monitoring » Svc jist oncl 

DEVOUNC.R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York- Inc 

!2?pp 16420 191 24X Fiche 50-000,02/12/16,8200190267 


R Periodic operating reports t* related correspondence 


BM2290153 Forwards monthly operating repts for Oct 1982 

UK LIAMS* J |4 Florida Power 6 Light Co B2/U/15 Office of 

Resource Management Director lp 16532 226 24X 

lithe 50-000, 32/11/15,8212390153 


— 0212270169 Monthly operating repts for Qc t 1982 

PACErP Florida Power 4 Light Co 02/11/15 12 pp 165B2 <227 

24X Fiche 50-000,02/11/15,0212290153 


S Reportable occurrences, LEf?» t, related correspondence 


Qn 1040086 Forwards LER 82-043/03L-0 

WILLIAMS, J W Florida Power L Light Co 32/10/25 O'REILLY. J P 
Region 2. Office of Director ip 15927 036 24X 

Fiche 50-335, 02/ 1 0/25, 521 1040086 


-3211040090 LER 82-043/O3L-O on 820923, at 100/. power, T hot input to 
subcode# margin monitor became erratic, g ivmg false 
indication & alarms Cause undetermined Malfunction cleared 
when cover of junction boi removed 

GREEN, P K Florida Power h Light Co 82/10/25 Region 2, 

□ tfice of Director lp 15927 037 24X Fiche 50-3J5. B2/I 0/25, 

821 1040006 


0213200071 Forwards LER 02~ 053/03L-0 

WJXL JAMS. J W Florida Power it Light Co 02/12/00 O'REILLY. J D 
Region 2. Office of Director lp 16470 023 24X 

Fiche 50-335,02/12/00,0212200071 


— 82J2200095 LER 82-053/03L-0 on 021 1 00, whi 1 e performing post-malnt 
surveillance test of 1C steam driven auxiliary feedwater 
pump, steam supply valve from 1A steam generator failed to 
ppen Caused by failure of contact in switch 

DRAWN IN, J P Florida Power it Light Co 92/12/03 Rogiots £?» 
Office of Director Ip 16470 024 24X Fiche 50-335,82/13/00. 

6212200071 


0212150156 Forwards LER 02-O5S/O3L-O 

WILLIAMS. J W Florida Power it Light Co 02/12/09 O'REILLY. «J P 
Region 2, Office of Director Ip 16430 103 24X 

Fiche 50-335,02/12/09,3212150156 


— 8212150150 LER 0S-O55/O3L-O on 92i 109, c on tr o 3 element assembly motion 
inhibit circuit for control element assembly out of 
sequence deviation scanner failed Caused by failure of relay 
in out of sequence circuitry Relay replaced 

ROTELLA, T S Florida Power it Light Co 02/12/09 Region 2. 
office of Director lp 16430 106 24X Fiche 50-335, 02/1 3/0*7. 

8212150136 


8212210399 Forwards LER 02-O56/O3L-O 

WILLIAMS. J W Florida Power It Light Co 02/12/13 O'WEILLYj J f 
Region 2, Office of Director Ip 16494 300 S4X 
Fiche 50-335/ 02/12/13, 0212210309 


— B2122J0396 LER 82-056/03L-0 on 021111* Control element assembly mutior 
inhibit circuit for out-af-aequenc e deviation scanner 
failed Caused by loose relay socket in circuitry Relay 
reseated tt circuitry returned to svc 

ROTELLA, T S Florida Power L Light Co 02/12/13 Region 2, 
Office of Director lp 16494 301 24X Fiche 50-335, 02/ 1 2/13. 

B2122103E39 


Of 1 2210175 Forwards LER 02-O57/O3L-O 

WILLIAMS, J U Florida Power U Light Co 02/12/14 O'REILLY. J JP 
Region 2, Office of Director lp 16404 342 24X 

Fich* 50-335, 02/12/14* G212210I 73 


'0212210106 LER 82-057/03L-0 on 821114. dose equivalent 1-131 one ceded 
Tech Spec 343a limit after reactor trip Caused by iodine 
buildup in primary coolant due to power transient after 
operation u/nominal fuel leakage 

RQTELLA, T S Florida Power X Light Co 02/12/14 Region 2. 
Office of Director 4pp 16404 343 24 X Fiche 30-335,02/12/14. 

8212210175 


0PJ 2220441 Forwards LER 82-059/03L-0 

WILLIAMS, J N Florida Power & Light Co 02/12/17 O'RElLLY.vJ P 
Region 2, Office of Director ip 16503 331 24X 

Tiche 50-335. B2/ 12/ 1 7, 0212220441 


--0212220442 LER 02-O58/O3L-O ort 831 1 1 7, d ur i n g full power operation* 
containment escape lock mechanical interlock failed during 
Surveillance Test 4 6 1 3 C Caused by misaligned locking 
mechanism Mechanism realigned 

ROTELLA, T S Florida Power & Light Co 82/12/17 Region 2* 
Office of Director Ip 16503 332 24X Fiche 50-335,02/12/17. 

3212220441 


C?J 2020369 Forwards LER S2-051/03L-Q 

WILLIAMS. J W Florida Power 6 Light Co 82/11/33 0'RElLLV.J P 
Region 3> Gfric* of Director tp 16270 145 24X 

Tithe 50-335*82/11/23,8212020369 


Miciu^j7 rurwdrai lcM w w 

WILLIAMS, J U Florida Power 6 Light Co 02/15/17 
Region 2, Office of Director lp 16559 004 24 
r iche' 50-335, 82/12/17, 8212280339 


Q'REILLV.J f» 


*'S3lJ02'337l LER 82“05I/03L 0 on 321024, while moving control rods durinq 
ascent to full power, control element assembly 40 dropped to 
full insertion Cause undetermined Control element assembly 
recovered Plant operation resumed 

LADR, S Florida Power 6 Light to 02/31/23 Region 2. Office 
of Director Jp 16270 146 24X Fiche 50-335,02/11/23, 


Tw ° , *w-u*u/wJL-w — ...MM.urmg run power opera 

auxiliary feedwater flow recorder ID 8, sigma indicated flow 
when actual flow lero Caused by defective force f vt>tor 
internal to transmitter Transmitter replaced 

ROTELLA, T 8 Florida Power tt Light Co 03/12/17 Region 2, 
021^2200359° rect ° r Ip JA5S9 005 24X Fiche 90-335, 02/ 1 2/ i 7, 




S, ‘'1 2090403 Forward* LER G2-0S2/03L-Q 

WILLIAMS. J U Florida Power i Light Co 02/12/Oj O'REILLY, J P 
Region 3, Office af Director lp 16364 352 34X 

T iche 50-335,82/12/01,8212090403 


8212280410 Forwards LER 02-O59/OPL-O 
WILLIAMS, J U Florida Power tt Light 
Region 2, Office of Director lp 
fiche 50-335, 02/12/17.0212200416 


Co 02/13/17 
16960 036 24X 


O'REILLY, J, P 


-0212090410 LER S2-052/03L-0 on 82UQI , dur 1 ng test to check ability at 
1c auxiliary feedwater pump to take sue ti on, condensate 
storage tank MV-09-ll failed to open Caused by torque 
Uniter switch malfunction Switch readjusted 

BRANNIN, JP Florida Power tr Light Co 02/12/01 Region ?. 
62l2D9oJM° ir “ t0r * P ' A3a * 353 24jf FUhe 50-335,02/12/01, 


ei . ; e r S 21117 ' d ^ng surveillance testing 

ii!2t!d 9 fu«r I ?P erate <* fil* valve for engine 

mounted fuel oil tank failed to open Caused by stuck level 

ROTELLA^S C sat 1 * f ac t dr il y tested, 

I S Florida Power L Light Co 02/12/17 Renlon 2. 

0212200413 ° lrect0r lp 1*560 027 24X Fiche 30-335*02/12/17* 
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133QG0S1 Forwards LEfi G2-054/03L-O 

WILLIAMS, J U Florida Power & Light Co B2/12/22 O'REILLY. J P 
HegLOP 2. Office of Director Ip 16599 204 24X 

f- iche 50-335. B2/I2/22, 8212300061 


0212300065 LER 02-O54/Q3L-O ort 821123,DDPS declared inoperable dunni) 
norra 1 operation, resulting in loss of control element 
assembly pulse counting backup position indication & linear 
heat rate monitor Loss of DDPS software related 

BRANNINpJ P Florida Power !■ Light Co 82/12/22 Region 2. 

Ofrlce of Direct or lp 16398 205 24X Fiche 50-335.82/12/22 

B212300061 


CHET 50-33* MILLSTONE NUCLEAR POWER STATION. UNIT 2 


Security, medical, emergency & f n b protection plans 


1203016? Forwards IE Safeguards Insp Rept 50-336/G2-21 on 02O920-J9 
No nonconp 1 i anc e noted 

MARTIN. T T Division of Engineering & Technical Programs 02/11/17 
CO'JNSI L> IV 3 Northeast Nuclear Energy Cd (subs of Northeast 
Utilities! 2pp 16304 001 24X Fiche 50-336,02/11/17. 0212030167 


0212030177 IE Safeguards Insp Kept 50-336/02-21 on 020920-29 Nn 
none amp 1 lan c e rated Major areas inspected SNM control & 
accounting, facility organi iat ion fc op era fc l on, 5h i p p i ng It 
receiving, storage h internal control 

WGLTHER. E . GdDY. A T Division of Engineering k Technical 
Programs 92/10/22 5pp 16304 003 24X Fiche 50-336.02/11/1/, 

B21 2030 167 


12070124 Forwards proposal for revision to modified amended security 
plan Proposal withheld (ref I0CFR73 21 > 

CaUNSlL.W G > WERNER, R P Northeast Nuclear Energy Co (subs of 
Northeast Utilities) C0UN8JL, W G Northeast Utilities 02/J1/10 
CLARK. R A Operating Reactors Branch 3 CRUTCHFICLD, D Operating 
r+eactors Branch 5 2pp 16329 341 24X Fiche 50-24 5. 02/1 i / 10. 

C<31 20 70124 


’J 2090114 Responds to Generic Ltr 02-25 re BNL request for assistance 
in field tasting new measurement equipment 6 inventory 
techniques developed to aid in strengthening IAEA 
safeguards Ad d 1 info available should be sent e i p ed i t i au s 1 y 
COUNSIL.W 0 Connecticut Yankee Atomic P-ouer Co caUNSIL.bl 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

EP2/11/30 El SEN HUT. D 0 Division of Licensing Jp 16357 27 S? 

P4X Fiche 50-000, 02/1 1/30. 8212090J 14 


Insurance 8* indemnity information 


."i 22 B 0063 Forwards Endorsement 03 to NEL1A Policy NF-173 U 
Lndorsenent 75 to MAELU Policy MF-52 

Ei 2N I3f , J H Marsh & McLennan, I be , M l> M Nuclear Consu 1 tants, Inc 
Div 82/12/21 SALTZMAN,. J D Assistant Director for State 8< 
Licensee Relations 3pp 16564 276 34X Fiche 50-245.02/12/21, 

£32 12200063 


Operating license stage documents & correspondence 


•12170321 Application to amend Licenses DPR-21 8. DPR-65 by 
incorporating radiological effluent Tech Specs into 
s-afety Tech Specs 

COUNSIL. li Q Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CQUNS IL. U 0 Nor th e as t Ut i li 1 1 es 02/11/22 

CLARK. R A Operating Reactors Branch 3 3pp 16453 290 24X 

Pjcho 50 -245, 02/11/22,8212170321 


-0212170322 Proposed radiological effluent Tech Specs for incorporation 
into safety Tech Specs 

* Northeast Nuclear Energy Co (subs of Northeast UtiJities) 
02/11/30 1 1 4pp 16433 203 24X Fiche 30-245. G2/1 1 /22. 

8212170321 


-B212S70323 Radiological effluent monitoring 6 offsite dose calculation 
manua I 

• Northeast Utilities 82/11/30 I17fip 16454 037 24X 

Fiche 50-245.82/11/22,8212170321 


M 2060 157 Responds to Generic Ltr 02-22 re steam generators Haddam 
Neck steam generator performance excellent Mai of 21 tubes 
replaced sine* 197? Millstone Unit 2 replaced max of 429 
Radiation protection program established 

COl/NSILiM 0 Connecticut Yankee Atomic Power Co COUNSIL, W 0 
Northeast Utilities 82/11/29 El SENH UT, D G Division of 

Licensing 3pp 16313 1 17 24X Fiche 30-000, 02/1 1/29, 0212060157 


0212140144 Forwards addl fee for Class II changes re large l< small 
break LCCA evaluation}, per NRC 821110 request 

COUNSIL, N 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) C0UNS1L. W 0 Northeast Utilities 82/12/06 DIGGS, M 
license Fee Management Branch 2pp 16408 176 24X 

Tiche 50-336, 82/12/06. 82L2140S 44 


0212150120 Forwards application for amend of Licenses DPR-21 8, DPR- 6b, 
reflecting merger of CT Light it Power Co U Hartford 
Electric Co Class I & II fees end 

COUNSIL. W G Northeast Nuclear Energy Co (subs of Northeast 

Utilities) COUNSIL, U Q Northeast Utilities G2/J2/OQ 

CLARK, R A Operating Reactors Branch 3 CRU TCHT IELD, 1) Operating 

Reactors Branch 5 2pp 16425 229 24X Fiche 50-245, 02/1 2 ' 00 , 

8212150128 


--6212150142 Application far amend of Licenses DPR-21 & DPR-63 , re f 1 ec 1 1 ntj 
merger of CT Light li Power Co !< Hartford - Electric Co 
* Northeast Nuclear Energy Co (subs of Northeast Utilities) 
82/12/03 7pp 16425 231 24X Fi ch* 50-245. 62/12/03, 0212 130120 


02 J 2170-199 Application to amend Licenses DPR-21 & tPR-65, ref l e c ti rift 
merger of Hartford Electrical Light Co u/CT Light U Power 
1 o 

•COUNSIL. W G Northeast Nuclear Energy Co (subs of Northeast 

Utilities) COUNSIL, U G Northeast Utilities 02/12/09 

CLARK , R A Operating Reactors Branch 3 CRUTCHFIELD, D Operating 

Reactors Branch 5 9pp 16450 144 24X Fiche 50-245, G2/J2/0B, 

021217019? 


BJ'QSl 90263 Generic Ltr 02-32 to all PKR licensees re potential steam 
generator-related generic requirements Forwards Science 
App 1 i ca 1 1 ons. Inc draft rept re mubj requirements Comments 
requested within 30 days of ltr Svc list end 

LISENHUT , D 0 Division of Licensing 02/12/09 Consolidated 

Edison Co of New York, Inc 29pp 16629 247 24X 

fiche 50-000, 82/12/09, 0209190263 


0**12140103 Generic Ltr 92-29 to all licensees of operating 
Uestlnghouse & C-E PWRs (except Arkansas Nuclear One, Unit 2 
b San Onofre 2 tc 31 re inadequate core cool l pig 
instrumentation sys Svc list encl 

E I 8ENHJT, D G Division of Licensing 82/12/10 Yankee Atomic 

Electric Cu 27pp 16690 035 24X Fiche 50-000,02/12/10, 

9212140103 


821221012) Submits results of discharge piping analyses in response to 
NURE0-0737, I tern II 0 1, "Performance Testing of PklR Relief 
U Safety Valves * 

CaUNSJL.W 0 Connecticut Yankee Atomic Power Co COUNSIL, W 0 
Northeast Nuclear Energy Co (sobs of Northeast Utilities) 

COUNSIL, UG Northeast Utilities 82/12/15 EISENKUT.D G 
Division of Licensing 4pp 16485 094 24X Fiche 50-000,02/12/15, 

82 1 2210 I 2 S 


G Inspection reports, IE Bulletins L correspondence 


920B 1 90240 IE Bulletin B2-03, Re vt s 1 on 1. "Stress Cracking in Thirk- 
Wd 1 1, Large— Diameter, Stainless Bt b a 1 , R ec Ire u 1 a t i nn Eys Piping 
□t BWR Plants " Svc list encl 

DEYOUNG 1 , K C Director's Office, Office of Inspection and 

Enforcement 82/10/20 Consolidated Edison Co of New York, Inc 

I 1 2pp 16462 163 24X Fiche 50-000, B2/10/2H, 9208(90240 


02OB19O245 IE Info Notice 92-42, "Dofect* Observed m Panasonic Model 
001 l Model 602 Th « rmo 1 uni r escen t Dosineter* " Svc list 
encl 

COBR, L I Division of Fuel Facilities, Materials 4 Safeguards 
02/11/05 Consolidated Edison Co of Maw York, Inc UOpp 

16372 142 24X Fiche 50-000, B2 / 1 1/05, 02091 9024fj 


0212030167 Forwards IE Safeguards Insp Rept 50-336/82-21 on B20928-2? 
No noncompliance noted 

MART I N, T T Division of Engineering & Technical Programs 02/11/17 
COUNSIL, W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) *?pp 16304 001 21X Fiche 50-336. 82/t 1/ 17, 8212030167 


— B2I2030177 IE Safeguards Insp Rept 50-336/02-21 on. B2092B-29 No 
noncomp 1 ian c e noted Major areas inspected SNM control & 
accounti ng, fac i I Ity organization 6 operat ion, sh ipping & 
rec el ving, s tarag e & internal control 

HQLTNER, E , GDDY, A T Division of Engineering U Technical 
Programs 92/10/32 5pp 16304 003 24X Tiche 50-336. 92/U /17, 

8212030167 


020819025 1 IE Info Notice B2-44, "Clarification of Emergency Plan 
Exercise Requ irenen ts r * Gvc list cncl 

JORDAN, E L Division of Engineering & Quality Assurance 92/11/10 
Consolidated Edison Co of New York. Inc iOYpp 16411 199 24X 

riche 50-000, 82/ U/ifl. 0209190251 
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02 i 203004 5 Forwards IE Insp flept 50-336/02-23 on 621019-21 No 
noncomp I tancc noted 

MA.ftriN,T T Division of Engine ering tt Technical Programs 82/11/19 
CGUNSIL, W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2p p 16307 073 24X Fiche 50 -336. 02/1 1/ J 9, 0212030045 


'021 203003 1 IE Insp Kept 50-336/02-23 on 021019-21 No n o nc amp 1 i anc e 
noted Major areas inspected followup on 610102 loss of dc 
power event It review of diesel generator trip design & 
design changes 

EAFEN, P K , BETTENHAU5EN, L Region 1, Office of Director 
02/11/17 Spp 16307 073 24X Fj c h e 50-336, 02/11/19, 0212030045 


0200190236 IE Info Notice 02-46, "Defective it Obsolete Combination 
padlocks " Svc list end 

DEY0UNO, R C Director's Office, Office of inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York* Inc 

1 27pp 1*411 0*5 24X Fiche 50-000, 02/ 1 1 /26, 8200 1 9025* 


0208190257 IE Info Notice 02-47, "Transportation pf Type A Ouantifcies 
of Non-Fissile Radioactive rfatl 11 Svc list end 
€PS0»L I Division of Fuel Facilities, Materials it Safeguards 
62/11/30 Consolidated Edison Co af New York, Inc 356pp 
16307 028 24X Fiche 50-000, 82/1 3/30, 620 &1 90257 


0208190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies ,l Svc list end 
DEYOUNG, ft C Director's Office, Office af Inspection and 

Enforcement 82/12/03 Conso 1 Idated Edison Co Df New York* Inc 

1 l3pp 1*481 317 24X Fiche 50-000, 02/12/03, 82001 90259 


8208(90261 IE Info Notice 82-48, "Failures of Agastat CR 0095 Reloy 
Sockets “ Svc list end 

JORDAN, E L Division of Engineering V Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc HOpp 1*462 064 24 X 

F- iche 50-000, 02/ 1 2/03 ,02001 9026 i 


£3 !>Q8 190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air * Oas Monitoring 11 Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co Df New York, Inc 

127pp 16*20 191 24X Fiche 50-000, 82/12/ 16, 02OB 190267 


0208190260 IE Info Notice 02-50, "Mod of Solid State AC Undervo 1 tagr 
Relays Type I 7E-27 " Svc list encl 

JORDAN, E L Division of Engineering it Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc I03pp 16620 293 24X 

fiche 50-000, 02/12/20, 8208I9026B 


R Periodic operating reports & related corre spontfence 


8212290139 Forwards monthly operating rept for Oct 1902 

MftOCZKA, E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MROCZKA.E J Northeast Utilities 03/11/12 Office 

of Resource Management, Director Ip 16503 059 24X 

Fiche 50-336, 82/11/13, 0212290139 


— 92 1 2290142 Monthly operating rept For Oct 1902 

GIBSON, J Northeast Nuclear Energy Co < subs of Northeast 
Utilities) 02/11/12 6pp 1*583 060 24X Fiche 50-336, 
62/11/12,0212390139 


9 Reportable occurrences, LERs J, related correspondence 


0212030301 Forward* LETT 02-045/ 03L-0 

HRDC2KA, E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MROCZKA.EJ Northeast Utilities B2/I1/24 

HAYNES, R C Region I, Office of Director Ip 16304 097 24X 

Fiche 50-336,02/11/24,0212030201 


—0212030204 LER 02-O45/O3L-O on 021027, at 100 X power, ten trol room air 
conditioning sys ( was lost Caused by broken wire which 
shifted sh-orting power supply due to personnel error Hire 
repaired & air condi fcioni ng sys returned to svc 
FILDURN, T Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 02/11/24 Region It Office of Director ip 
16304 093 24 X Fiche 50-336,02/11/24,0212030201 


DPI 2030227 Forwards LER 02-043/ 03L-0 

MROCZKAjE J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MROCZKAj E J Northeast Utilities 03/(1/24 

HAYNES, R C Region 1« Office of Director lp (6307 06 5 24X 

fiche 50-336, 02/1 1/24, 02120^0227 


0212080414 Forwards LER 02-O44/O3L-O 

MR0CZKA,E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MROCZKA,E J Northeast Utilities 82/12/03 

HAYNES, R C Region it Office of Director lp 163S2 269 24K 

Fiche 50-336,32/12/03,0212000414 


-8212080415 LER 02-O44/O3L-O on 021 1 05, wh i 1 e performing in-core detector 
alarm update, alarm values updated 1 ncorrectly, resulting 
in nonconservative values Caused by calorimetric being 
temporarily out of svc Personnel reinstructed In procedures 
BORCHERT, R Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 02/J2/O3 Region 1, Office of Director ip 
16352 2*9 24* Fiche 50-336, B2/ 12/03, 821 20B04 14 


□;»1 2210229 Forwards updated LER 82-044/03X-1 

MRDC2KA. E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MROCZKA, E J Northeast Utilities 02/12/10 

HAYNES, R C Region 1, Office of Director lp 164B3 357 24X 

fiche 50-336,82/12/10,0212210229 


— B212210233 Updated LER 02-D44/O3X-1 on 021104, while performing in cq 1( 
detector alarm update, alarm values updated incorrectly, 
resulting in none onservat ive alarm values for in-core 
detectors Caused by plant calorimetric out-df-sve 
BDnCHEfiT.R Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 02/12/03 Region 1, Office of Director lp 
16493 35B 24X Fiche 50-336,02/12/10,8212210229 


DOCKET" 50-338 NORTH ANNA POWER STATION, UNIT 1 


F Security, medical, emergency & fire protection plans 


QP1 20701 95 Forwards IE Safeguards Insp Repte 50-338/82-3B It 
50-339/02-30 on 021103-10 No no nc omp 1 i anc e notod 
DANCE, H 0 Division of Project *< Resident Programs 82/12/02 
STEWART. W L Virginia Electric !* Power Co 2pp 16335 011 24/ 

Tiche 50-338,02/12/02,8212070195 


— 02 S2070206 1E Safeguard Insp Repts 50-338/02-30 it 50-339/02-3(1 on 
S211O0-1Q No noncanp l lance noted Major areas inspected 
security plan * implementing proc etf ur is, o rgan i i a t i on, aud i t it 
power supply Details withheld (ref 10CFR73 21) 

STANSBERRY, (4 U , MCGUIRE, D R Division of Engineering It TtcftniraL 
Programs 62/12/01 Ip 16335 013 24X Fiche 50-33B, 02/ 12/02, 

82 12070195 


8212090419 Forwards addl info re statu* of emergency response 
facilities location* l c one fc, supp i omen t ing 010601 & 020400 
responses to Generic Ltr 81-10 transmitting NUREQ-0696, per 
i equest 

STEWART, W L Virginia Electric U Power Co 82/12/06 DENTON, H H 
Office of Nuclear Reactor Regulation, Director 2pp 16364 2/6 
247 Tiche 50-000,02/12/06,0212090419 


□*'1215005? Forwards Tevised security drawings Drawings withheld 
(ref 10CFR2 790) 

5TEUART , H L Virginia Electric I< Power Co 02/12/09 DENTON, H « 

Office of Nuclear Reactor Regulation, Director VARGA, S A 
Operating Reactors Branch 1 ip 16427 362 24X 

Tiche 50 -OOOj 02/12/09, S21 21 5005? 


0212)70024 Forwards request for addl info re security training i< 
qualification plans, per util 020917 1 tr 

CLARK, R A Operating Reactors Branch 3 02/12/13 STEWART, W L 

Virginia Electric t Power Cd 4pp J64B0 335 24X 

Tiche 50-000,02/12/13 , 82 1 2170024 


0212270179 Informs that although 021209 \ tr forwarding security 
drawings failed to contain safeguards statement, drawings 
t/ere proparly secured, marked * identified as safeguards 
i nf o 

6TEWART, W L Virginia Electric it Power Co 82/12/20 DENTON, II R 
Office of Nuclear Reactor Regulation, Director VARGA, S A 
Operating Reac tom Branch I lp 16539 010 24X 

Fiche 50-000, 02/12/20, 8212270179 


0 Adjudicatory correspondence 


0212070139 Notice of B3021* special prehearing conference in Oethesde, 
MD to permit key issue identification, to consider 
intervention petitions U to establish schedule for further 
net tons 

WOLFE, S J Atomic Safety and Licensing Board Panel 02/18/03 Dpp 
16327 033 24X" Fiche 50-338,82/12/03,021207013? 


-8212030234 LER 02-Q43/O3L-O on 021 102, broken 1 1/4-inch hydraulic 0P12070J47 Notice of 020216 special prehearing conference in Bethesda, 

moober *tud discovered & traced to hanger 470001 on one MD to permit key issue identification,^ consider 

main steam lead to high pressure turbine Caused by constant intervention petitions U to establish schedule for further 

high vibration it Increased loads during plant trip* notions 

STADNICK.0 Northeast Nuclear Energy Co (subs of Northeast WOLFE, S J Atomic Safety and Licensing Board Panel 82/12/03 Dpp 

Utilities) 82/11/24 Region 1, Office of Director lp 16327 074 24X Fiche 50-338, 82/12/03, 0212 070147 

1*307 066 24 X Fiche 50-336, 02/1 1 /24r82l 2030227 



DOCKETED ITEMS 


203 


021 2070236 Memorandum memorializing 021202 telcan u/utili Concerned 
C itueni of Louisa County , Loui sa County & Board of 
£>uperv i sor s t> MRC re scheduling special prehearing 
i onffer enc e 

WOLFE* S J Atomic Safety and Licensing Doard Panel 02/12/03 4pp 
16329 313 24X Fiche 50-330,02/12/03,0212 070236 


021210010-4 Objects to 830117 deadline for submittal of contentions 
Deadline hampers identification of valid contentions U 
increases livelihood of burdening proceeding due to 
submttal of unrevieued contentions 

COLEMAN, J II Beveridge, Fairbanks t Diamond COLEMAN, J M Louisa 
County. VA 82/12/07 WOLFE, 5 J Atomic Safety and Licensing Board 

Panel 3pp 16379 113 24X Ficbe 50-339,02/12/07,0212100104 


0212)40245 Motion to s*ay proceedings on applications for license 
amends to allow receipt >- storage of Sumj spent fuel 
Proceeding should be stayed until Commission completes waste 
confidence proceeding Certificate of Svc end 

COLEMAN, J II Louisa County, VA COLEMAN, J M Beveridge, Fa irbanks 
ft Diamond 02/12/10 Commissioners 8p p 16409 316 24 X 

I iche 50-339,82/12/10,8212140245 


0I'l2l4O249 Motion to stay proceedings on applications for license 
amends to expand spent fuel pool Proceeding should he stayed 
unfcil Commission completes waste confidence proceeding 
Certificate of Svc and 

( GLEM4N, J «f1 Louisa County, VA COLEMAN, J M flevendge, Fairbanks 
f< Diamond 92/12/10 Commissioners 0p p 16409 308 24 X 

lithe 50-333, 82/12/10, 821 2140249 


0212280122 Answer in apposition to Louisa County, VA 821210 motion for 
stay 3 f proceeding until completion of waste confidence 
lulenaking Delay would be inconsistent w/NRC regulations 5t 
would prejudice util Certificate of Svc enc 1 
HALF i If, M W Virginia Electric !. Power Co 92/12/22 

Cannis sioners 10pp 16S64 124 24X Ficbe 50-330.02/12/22, 

1*212280122 


--D2122B0130 Affidavit of ML Smith re transshipment, of spent fuel Unless 
VEPCQ can secure addl storage space for Surry spent fuel, 

Surry will lose full discharge capability 

SMITH, 11 L Virginia Electric £ Power Co 82/12/21 6pp 

16564 134 24X Fiche 50-330.92/12/22.0212200122 


0212280135 Answer in opposition to Louisa County, VA 021210 motion for 
c fcay of proceeding unMl completion of waste confidence 
1 ulenaMng Delay would he inconsistent w/NRC regulations U 
would prejudice util Certificate of Svc enc I 
HALF III. M W Virginia Electric & Power Co 02/12/22 
Commissioners lOpp 16556 117 24X Fiche 30-330,82/12/22, 

8212283135 


W1229C93I Response in opposition to Louisa County, VA motions to Stay 
proceedings until completion of waste confidence rulemaking 
Delay would be inconsistent u/NRC regulations !< tuould 
prejudice util Certificate of Svc enc 1 

1RE0Y.S A Hearing Branch l 92/12/27 Atomic Safety and 
Licensing Board Panel 5pp 16583 248 24X Fiche 50-330,82/12/27, 

8212290001 


F Operating license stage documents 6 correspondence 


8I 1 ) 2020391 Forwards requests for addl info ro NUREG-0737, I terns 
II F 1 4, 5 J 1 6 concerning containment pressure, water level It 
hydrogen monitors Response requested within 30 days 
(LARft.R A Operating Reactors Branch 3 02/11/12 STEWART, W L 

Virginia Electric V Power Co 9p p 16308 1 34 24X 

fiche SO- 330, 02 / 1 i / 1 2, 92 1 202039 1 


UJ’ 1 20 10370 Informs that Class II fee appropriate for review of 021109 
application for Amend 44 to OL changing Type C testing of 
isolation valves Refund forthcoming 

VIGOS, R ft License Fee Management Branch 02/11/23 STEWART, W L 
Virginia Electric V Power Co ip 16271 097 24X 

Fiche 30-333, 02/11/23,0212010370 


B!' 1 20601 34 Forwards response to NftC 821026 questionnaire re steam 
generator tube integrity Data for each facility compiled in 
separate sec t i ona 

STEWART, If L Virginia Electric U Power Co 92/12/01 DENTON, H Ft 
Office or Nuclear Reactor Regulation, Director ElSENHUT, D 0 
Division of Licensing 5pp 16314 070 24X Fiche 50-000,03/12/01, 

9212060134 


8«'l20602a4 Notifies that neither facility has addl Tech Specs to be 
submitted, in response to Generic Ltr 92-16 re status of 
NUREG-0737 items 

STEWART, W L Virginia Electric h Power Co 02/12/01 DENTON, H It 
Office of Nuclear Reactor Regulation, Director ElSENHUT, D G 
Division of Licensing Ip 16312 050 24X Fiche 50-000,82/12/01, 

021 2060204 


8212130326 Lists as-found ring settings t- EPR I as-left ring settings 
for plant relief K safety valves As-found settings will 
provide acceptable performance As-left settings add 
increased conservatism to valve performance 

STEWART, W L Virginia Electric & Power Co 02/12/07 DENTON, K R 
Office of Nuclear Reactor Regulation, Director ElSENHUT, D 0 
Division of Licensing 2pp 16389 327 24X Fiche 50-330,82/12/07, 

9212130326 


S,'12J30319 Advises that util intends to terminate hydrogen monitoring 
program Parameters of data received impossible to control in 
power plant environ to degree necessary to perform accurate 
& meaningful interpretation of collected data 

STEWART, W L Virginia Electric 'x Power Co 02/12/00 DENTON, H 11 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 Ip 16399 332 24X 

Fiche 50-338, 02/12/OB, 8212130319 


8,’1215OD40 Application to amend Licenses NPF-4 & NPF-7. a I low! ng 
■optimi lation of core loading patterns * providing addl 
operating flexibility 

STEWART, WL Virginia Electric & Power Co 82/12/00 DENTON, H ff 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 9pp 16422 294 24X 

fiche 30-338. 02/12/08, 02121 30048 


-'0212150032 Proposed Tech Specs allowing optimization of core loading 
patterns 6 providing addl operating flexibility 

* Virginia Electric Power Co 02/12/09 21pp 16422 302 24X 

Fiche 50-330,02/12/09,8212150048 


82001 90263 Generic Ltr 02-32 to all PWR licensees re potential steam 
q enera tor-re 1 a ted generic requirements Forwards Science 
App 11 cations , Inc draft rept re subj requirements Comments 
requested uithin 30 days of ltr Svc list end 

CISENHUT.D G Division of Licensing 02/12/09 Consolidated 
Edison Co of New York. Inc 29pp 16627 247 24X 

Tithe 50-000, 02/12/09, 0209190263 


0212140103 Generic Ltr 82-29 to all licensees of operating 
Wcstinghouse A C-E PWF?5 (except Arkansas Nuclear One, Unit 2 
!c San Onofre 2 13) re inadequate core cooling 
Instrumentation sya Svc list end 

CISENHUT.D G Division of Licensing 02/12/10 Yankee Atomic 
lloctnc Co 27pp 16690 035 24X Fiche 50-000,02/12/10, 

92 12140103 


Bl r 122tO107 Responds to NRC comments on conclusions t, recommendations 
re NUREG-0612, ''Control of Heavy Loads,’ 1 per B21022 teleon 
STEWART. WL Virginia Electric t* Power Co 02/12/15 DENTON* H R 
liffice of Nuclear Reactor Regulation, Director CLARK, R A 
tip era ting Reactors Branch 3 4pp 16404 347 24X 

Fiche S0-33B, 02/12/15. 0212210107 


921 2270407 Trip rept of 621129 visit to Region 2 oft re investigation 
into latest Meetinghouse main transformer fault to occur at 
f ac i 1 i ty 

ENGLE* L B Operating Reactor* Branch 3 02/12/17 CLARK, R H 

Operating Reactors Branch 3 5pp 16593 353 24X 

Fiche 50-338. 02/12/17. 02 1 22 70407 


02*1 2270490 Trip rept of 821209 briefing at site re 021205 main 
transformer f aul t, r eeu It ing in turbine & reactor trip 
Cause undetermined Plant extensively damaged Task force 
orgam ied to monitor util investigations 

LhjCLE, L B Operating Reactors Branch 3 02/12/17 CLARiR A 

Operating Reactors Branch 3 1 1 pp 16551 056 54X 

Fiche 50-339,02/12/17.8212270490 


0^12290240 Application to amend Licenses NPF-4 It NPF-7 changing 
radiological effluent Tech Epees to delete radiological 
sampl i ng. moni tor ing & reporting requirement* in accordance 
w/NUREG-0472, Revision 3 

STEWART. W L Virginia Electric t< Power Co 82/12/17 DENTON, H It 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Uperating Reactors Branch 3 3pp 16508 034 24X 

Tiche 50-339, 02/12/17, 02 J 2290249 


—8212290252 Proposed Tech Spec changes re sampling frequency of waste 
decay tank end Justifications for deviations from 
NUREG-0472, Revision 3 end 

» Virginia Electric t Power Co. 02/12/17 232pp 16580' 037 

24X Fiche 50-338,02/12/17,0212290240 


-'8212290255 Offsite dose calculation manual 

# Virginia Electric & Power Co 02/12/17 166pp 16500 269 

24X Fiche 50-330,92/12/17,0212290248 


- -62J229G256 Process control program 

a Virginia Electric & Power Co 02/12/17 30pp I65B9 095 24X 

Fiche 50-330, 02/12/ 17. 8212290248 
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0/12280201 Forwards add! info re NuREC-0737. I teas II F J 4,11 F i 5 & 
II F 1 6 concerning accuracies b time response*, of 
containment p os t-ac c l den t monitoring equipment b placement 
of hydrogen monitor intake ports, per S2J112 request 
STEWART. W L Virginia Electric b Power Co 82/12/21 DENTON, H 
Office of Nuclear Reactor Regulation. Director 8p p 16562 096 
24 X Fiche 50-338. 02/ 1 2/21 . 82 1 2200201 


0/12280257 Forwards remittance for Invoice B-0063 for review of Amend 4 
to Topical ftept VEP-l. "QA Program - Operations Phase, " 
submitted on 820721 b approved on 821006 

STEWART. W L Vi r g i n la El ec tr i c b Power Co 82/12/32 DENTON. H R 
Office or Nuclear Reactor Regulation. Oirec tor BARRY, L W Division 
of Accounting Ip 16561 269 24X Fiche 50-000,32/12/22. 

Ej 2 12230257 


Q Inspection reports. IE Bulletins b correspondence 


0208190240 IE Bulletin 82-03, Revi s i on 1. "Stress Cracking jn Thick-* 
Wa 1 1 < Latge-D i a me ter, Stainless 5 teel , Rec l r cu la 1 1 on Sys Piping 
at 8WR Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edi son Co of Hew York, I nc 

112pp 16462 163 24X Fiche 50-000,82/10/28,0200190240 


-0212090505 IE Insp Kept; 50-330 '82-32 *, 50-339/82-32 on 020913-1/ 
Noncomp 1 lan te noted failure to rcpt reactor coolant dose 
equivalent I-I3J level in excess of Tech Spec limit 

WRAY. J R , DARR.K P Division of Engineering t> Technical Pr c>4 r rim 
82/10/04 6p p 16365 321 24X Fiche 50-330,82/11/12,82120904 70 


8208190251 IE Info Notice 82-44, "C lar i f tea 1 1 on of Emergency Plan 
i xercise Requirements " Svc list enc 1 

JORDAN, E L Division of Engineering * Quality Assurance 02/11/111 
Consolidated Edison Co of New York, Inc 109-pp l*4tl 199 i‘4r 
fiche 50-000, 82/11/10, 8206190251 


BP120901&1 Confirms 821129 meeting w/util in Atlanta, OA to discuts, 
results or investigation re causes of repeated main 
electrical output transformer failures Proposed agenda end 
O'REILLY, JP Region 2, Office of Director 82/11/24 STEWART, U I 
Virginia Electric b Power Co 2pp 16359 O^B 24k 
Fiche 50-338.82/11/24,0212070161 


0, J O819O256 IE Info Notice 82-46, "Defective & Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Lnforcement 62/11/26 Consolidated Edison Co of Mew York, li.c 

I27pp 16411 065 24 X Fiche 50-000,82/11/26,0200190256 


SM 2090205 Advises that SALP Repts 50-200/82-19,50-281/32-19. 
^0-338/82-24 & 50-339/82-24 have been reviewed b approved 
Overall performance adequate No reply required 
O'REILLY, J P Region 2, Office of Director 82/11/03 

LEASBURO.R H Virginia Electric b Power Co 2pp 16365 20B 24X 

fiche 50-0G0, 83/ J J /03, 821 2090285 


8209190257 IE Info Notice 82-47, "Transportation of "Type A Quantikiis 
of Non-Fissile Radioactive Mat! ,J Svc list enc] 

COBB.L I Division of Fuel Facilities, Materials *< Safeguards 
Q2/U/30 Consolidated Edison Co of New York. Inc 356pp 

J 6387 028 24/ Fiche 50-000.82/11/30,8208190257 


— B2 12090298 Forwards SALP Repts 50-280/02-19, 50-381/82-19,50-338/82-24 
b 50-339/02-24 for Jul 1980 -June 1981 

LEWIS, R C Division of Project t Resident Programs 82/00/04 
LEASBURO, ft W Virginia Electric b Power Co 2pp 16365 21Q 24X 

Fiche 50-000.02/11/03,0212090285 


0;*J 2070195 Forwards IE Safeguards Insp Repts 50-338/02-30 f* 
50-339/62-38 on 821108-10 Mo noncorip I tanco noted 
DANCE, H C Division of Pioject *. Resident Programs 82/12/02 
STEWART, w l Virginia Electric t Power Co 2pp 1*335 011 i>4X 
Tiche 50-339,03/12/02.8212070195 


— 02J2O9O3O6 SALP Repts 50-2aO/B2-l 9, 50-281 /82-19, 50-338/92-24 b 
50-339/82-24 for Jul 1980-June 1981 Increased mg t attention 
should be directed toward* plant operations b operational 
OA 

* Region 2, Office of Director 82/ 08/04 31pp 1*365 213 

Fiche 50-000,82/11/03.8212090285 


24 X 


—8212070206 IE Safeguards Insp Repts 50-338/82-39 f< 50-337/02- 31J pit 
821100-10 No noncamp I lance noted Majoj areas inspected 
security plan b implementing procedures, organ l idtion, audl t A 
power supply Details withheld iret 10CFR73 21) 

STANSBERRY, W W , MCGUIRE, D R Division of En g l it e el» i n.g 4. TochnunJ 
Programs 82/12/01 Ip 16335 013 24X Fiche 50-336, 02/ J 2/0. S 

0212070195 


8200190245 IE Info Notice 82-42. "Defects Observed in Panasonic Model 
eoi b Model 802 Thermoluminescent Dosimeters " Svc list 
?nc 1 

COBB, L I Division of Fuel Facilities, Materials b Safeguards 
D2/11/05 Consolidated Edison Co of New York, Inc llOpp 
16372 142 24X Fit he 30-000.82/11/05,8209190245 


0I’O819O259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc li&t enc 1 
DEYOUNG, R C Director's Office, Office of Inspection and 

Lnforcement 02/12/03 Consolidated Edison Co of New York, ]i,l 

1 1 3p p 16411 317 24 X Fiche 50-000, 02/12/03, 0200190259 


G«'|20905 15 Forwards IE Insp Repts 50-338/82-36 * 50-339/82-36 on 
62 1018-22 No noncomp 1 iance noted 

DANCE, H C Division of Project b Resident Programs 82/11/09 
LEASEURO.R H Virginia Electric b Power Co 2 PP 1636* 092 
Fiche 50-330,82/11/09,8212090515 


QJ'00190261 IE Info Notice 02-48. "Failures of Agastat CR 0093 Relay 
Sockets " Bvc list end 

JORDAN, E L Division of Engineering 4 Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 164*2 0*4 1MX 
fiche 50-000,02/12/03,8208190261 


-0212090521 IE Insp Repts 50-330/82-36 b 50-339/82-36 on B2I01B-22 
noncompliance noted Major areas inspected OC 6 confirmatory 
measurements, including lab QC program, chemical b 
radiochemical procedures b airborne effluent semolina 
EVANS, C D . MONTGOMERY, D M Division of Emergency Preparedness 
Operational Support 82/11/08 9pp 1*366 294 24X 

Fiche 30-338.82/11/09,8212090519 


QP 12090478 Ac k receipt of 821103 Ur informing NRC cf steps taken to 
correct violations noted in IE Insp Repts 50-338/82-32 b 
li 0 —339 { B2- 32 

? , Dlviti<>n af Project b Resident Programs 82/11/12 
STEWART, W L Virginia Electric 5< Power Co Ip 1*363 314 24 X 

Fiche 50-33B, 82/11/12,8212090470 P 1 


D;'OB190267 JE Info Notice 82-47. "Correction for Sample Condition* fni 
Air b Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/1* Consolidated Edison Co of Neui York, ]nc 

I27pp 16628 191 24X Fiche 50-000,82/12/16.8208170267 


0200190268 IE Info Notice 02-50, "Mod of Solid State AC Undervo Uagt 
Relays Type ITE-27 " Svc list end 

JORDAN, E L Division of Engineering t Quality Assurance 02/J it/i'Q 
Consolidated Edison Co of New York, Inc JOSpp 16620 293 , fc 4x 
Fiche 50-000,02/12/20,82001902*8 


R Periodic operating reports b related correspondence 


-0212090485 Responds to NRC 821005 Itr re violations noted in IE Into 
***** 50-338/82-32 b 50-339/82-32 Corrective actions P 

chemistry periodic test for dose equivalent 1-131 level 
lilUli d * vl ation rept if limit exceeded 

^ Virginia Electric L Power Co 02/11/03 
0 REILLY, J P Regi-on 2, Office of Director 3p& 16365 316 Pay 

Fiche 50-338,82/11/12,6212090478 PP 16365 316 ?4X 

'“ a «S!S!!/; r s;j;, , :/:K l ::;S; 50 - 33B/M " M * »-*»'«- «• « 

Fiche 50-338,92/11/12,8212090 478 PP & 24X 


-02 12070496 Notice of violation from insp o n 
oF Pr °J* ct * Rasident Programs 
16365 320 24 X Fiche 50-330, 82/1 1 / 12. RPi p 


020913-17 

„ _ 02/10/05 

50-330, 82/11/12,0212090470 


GI'12290317 Forwards monthly operating repts 
STEWART, U L Virginia Electric b Power Cu 
Office of Resource Management, Director 
Fiche 50-338, 82/11/10, 8212290317 


for Oct 1 902 

S2/1 1/10 KALLCn, N N 
Ip 16S89 143 24 X 


8212270318 Monthly operating repts for Oct 1982 
SCKMI TENDORF , 0 Virginia Electric b Power Co 
16597 144 24X Fiche 50-338, 02/ 1 1 / 10, 821 229031 7 


BS/i 1 /01 


lOpp 


Rep !I tatU occurrences, LERs b reJatod correspondence 


G?i2090U2 Forwards LEft 02-O68/O3L-O 
CARTWRIONTiW R Virginia Electric 
0 'ftEfLLY, j p Region S, Office of 
Fiche 50-338, 82/ 1 1 /30, 82 1 2070 1 1 2 


b Power Cd 
Di rector 


es/i i/30 

ip 16357 27* 


24X 
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205 


2 J. ,20^01. 1 5 LER 02-069/031,-0 on 021 102, c harg i ng pumps |< boric acid 
^ loupath s rendered inoperable Caused by maint on charging 
u ,t»P C normal suction valve MQV-1270A which required removal 
,a Ue bonnet Valve bonnet replaced 

CARTWRIGHT. W ft Virginia Electric l Power Co 02/11/30 Region. 

Office or Director 2pp 16357 277 24X Fiche 30-339. 

02/1 l /30. B2 120901 12 


~O*)0di>3 Forwards LER 82-072/03L-0 
JL aRTWRIGHT. W R Virginia Electric f Power Co 62/12/01 
~rfs£ILLY, J P Region 2* Office of Director Ip 16357 348 24X 

50-330, B2/I2/01. 8212090063 

-21,2090064 LER 82-072/031-0 on 621 ) 1 5. uiht 1 e testing heat detectors* 

43 fiigh pressure carbon dioxide ays automatic actuation valves 
.failed to operate Caused by pneumatic actuation devices 
£, e s r g mechanically bound Devices cleaned 

CARTWRIGHT. W R Virginia Electric L Power Co 02/12/01 Region 

£, Office or Director 3pp 16357 349 24X Fiche 50-338. 

02/12/01 . 0212090063 


1 20*0527 Forwards LER 82-071/03L-0 

c;AF?TW0IOHT. W r Virginia Electric & Pouir Co 82/12/0! 

0 REILLY* J P Region 2, Office of Director Ip 16366 129 24X 

jTjche 50-338,02/12/01,0212090527 

1 2090538 LER 02-O71/O3L-O on 021IO5.fi inside recirculation spray 
p u rp fl-RS-P-lB) did not operate within required time during 
functional testing Caused by drift in actuation timer 
setting Tiner readjusted ?< retested 

CARTtiRIGHT, W R Virginia Electric & Power Co 82/12/01 Region 

2* Office of Director 2pp 16366 130 24 JC Fiche 50-338, 

02/12/01, 82 i 2090527 


XJ2l5015t PKO-n-82-132 an 821205, main transformer B found leaking 
o* i» resulting in severe mechanical damage to transformer 
c ^i*.e 4 melting af neutral bus duct Cause under 
i r» vu* t 1 gat i on Transformers will be replaced 

JL/L-IAH. C a , DANCE, H C Region 2< Office of Director 82/12/06 
Z*pp 16425 226 24X Fl c h e 50-330, 82/ 12/06 . 02 1 Si 50 1 5 1 


J 2! 150026 Forwards LER 82-074/03L-0 

C/hRTWH IGHT. W R Virginia Electric l< Pou ter Co 82/12/09 
L> 'REILLY, J P Region 2, Office of Director lp 16421 007 24X 

Piche 50-338,02/12/08,8212150020 


EJ2 1 2150Q34 LER 82-O74/03L-0 on 021 1 1 ?. pro te c t ion Channel I overtemp 
deLta T *< overpower delta T placed m fcr i p, r end er i ng channel 
Inoperable Caused by T-hot NRA card <TM-412M> failure 
Channel recalibr 

CARTWRIGHT* W R Virginia Electric V. Power Co 82/12/09 Region 

52. Office of Director Ip 16421 008 24X Fiche 50-33B* 0 2/1 2/00, 

S-212150028 


J 2 150094 Forwards LER B2-075/03L-0 

GAf?TWRIGHr, U ft Virginia Electric 5 Power Co 82/12/00 
■EJ ■'REILLY, J P Region 2, Office of Director lp 16430 332 24X 

r - icti« 50-338, 82/12/00, 6212150094 


02 1 2150096 LER 02-075/031-0 on 021 1 19, ind i v idua 1 rod position indicator 
For rods 0-10 in control bank A. D-4 in control bank C & N-9 
in shutdown bank A. deviated from group demand position u/no 
rod motion Caused by instrument drift Channels recalibr 
CARTWRIGHT* W R Virginia Electric It Power Co 82/12/09 Region 

a. Office of Director 2pp 16430 353 24X Fiche 50-339* 

02/12/00* 8212150094 


J 3 SO 00 2 7 Forwards LER B2-069/03L-0 

-AFITWRIGHT, U ft Virginia Electric 6 Power Co 82/(2/09 
O'fieiLLViJ P Region 2* Office of Director lp 16474 034 2 AX 

"iche 50-33 8,82/12/09,821220002 7 


°a I 2200037 LER B2-D69/03L-0 on 821 1 10, in Mode 5, pr es s ur i i er PORV 
previously blocked open found closed Caused by PQftV block 
riot adequately secured during installation Bloc* 

T*e ins t a 1 led 

CARTWRIGHT. W R Virginia Electric & Power Co 82/12/09 Region 
Office of Director 4pp 16474 033 24X Fiche 50-338* 

Q2/12/09, 0212200027 

*^150103 PND- II 02-132A updates 021205 failure of main transformer 
"tensive damage occurred in main generator Generator 
i 'assembled for detailed insp Stator winding damage 
°***rved Unit will he out of sve for 12-15 wks 

^ u LlAN,C A , DANCE, HC Region 2, Office of Director 82/12/10 
"PP 16430 358 24X Fiche 50- 339, 02/12/10, 0212 1 50103 


i 10137 Forwards LER 82-073/03L-0 

“ ^ THAI QHT. W R Virginia Electric & Power Co 02/12/13 
^ *EILLY, JP Region 2. Office of Director lp 16485 172 24X 

"che 50-330,02/12/13,8212210137 


--B212210J47 LEfl B2— 073/03L-0 on 021118* D reactor trip breaker failed to 
auto open on simulated reactor signal Caused by stuck 
untf ervol tag e tripping mechanism Device t e moved, c 1 eane d , 
lubricated 4c reinstalled 

CARTURIGHT.W R Virginia Electric l* Power Co 02/12/13 Region 

2, Office of Director 2pp 16405 173 24X Fiche 50-338. 

82/12/13, 8212210137 


8212210(63 Forwards LER 62-077/03L-0 

CARTWRIGHT, U fl Virginia Electric 5 Power Co 82/12/13 

Ci ' REILLY, J P Region 2, Office of Director Ip 16484 305 24X 

fiche 50-338,92/12/13,0212210163 


--B2122I0171 LER B2-077/03L-0 on 82 1 1 19 , MOV- 1 536 could not be opened 
after period test Caused by louse control cable connection 
at raotoT operator Louse connection tightened 

CARTWR IGHT,- U R Virginia Electric U Power Co 82/12/13 Region 
2, Office of Director 2pp 16484 306 24X Fiche 30-338* 

B2/12/J3. 8212210163 


□Pi 2220244 Forwards LER 02-O78/O3L-O 

CARTWR IGHT, W fi Virginia Electric t Power Co 82/12/15 
0 ' REILLY, J P Region 2, Office af Director Ip 16517 192 24X 

Fiche 50-338, ©2/12/15- 8212220244 


— 82 1 2220268 LER 02-O78/O3L-O on 021125, in Mode 3,120-volt ac vital tiUF 
1-IV lost voltage Caused by failure of normal power supply 
inverter l-VD-I-04 due to failed oscillator board, 
transformer It fuie Parts replaced ft inverter tested 

CARTWRIGHT, U R Virginia Electric L Power Co 82/12/15 Region 

2, Office of Director lp 16517 193 24X Fiche 50-338,82/12/15, 

0212220244 


0i l j2?30399 Forwards LER 02-O79/O3L-O 

CARTWRIGHT. W R Virginia Electric 6 Power Co 02/12/15 
O'ftElLLYrJ P Region 2, Office of Director lp I6S04 205 24X 

fiche 50-338,62/12/15,8212220399 


— -02 1 222040B LER 82-079/03L-0 on 821126, In Mode 3, flow path from boric 
acid tanks to RC5 inoperable Caused by ruptured diaphragm of 
boric acid transfer pump suction header Isolation valve 
1-CH-SO Valve diaphragm replaced 

CARTWRIGHT, « R Virginia Electric tc Power Cd 02/12/15 Region 
2, Office of Director 2pp 16504 2B6 24X Fiche 50-338. 

©2/12/15. 8212220399 


0PIS220410 Forwards LER 82-070/03L-0 

CARTWRIGHT. U R Virginia Electric 6 Power Co 02/12/16 
O'REILLV, J p Region 2. Office of Director lp 16503 245 24X 

Fiche 50-339,82/12/16,8212220410 


--82 1 2220416 LER 02-O7O/O3L-O on 821116 *. 26, head tracing circuits 
ET-117N h ET-116N f ai 1 ed*. re due l ng piping temp below 149 F 
Cause of 921116 event not stated Failure on 621120 caused by 
loose Insulation Failed channel replaced Sc insulation added 
CARTWRIGHT, « R Virginia Electric * Power Cu 02/12/16 Region 
2, Office of Director 2pp 16503 246 24X Fiche 50-330, 

82/12/16, 9212220410 


0212300126 Forwards LER 02-OBO/O3L-O 

CARTWRIGHT, W ft Virginia Electric ic Power Co 02/12/20 
O'REILLY, J P Region 2. Office of Director lp 1659B 257 24X 

Fiche 50-339.92/12/20*8212300126 


- -82 1 2300 J 30 LER 02-O8O/O3L-O on 021120* while in Mode 3, containment 
isolation sve air valve found open Sc unattended Cause 
unknown Valve closed !L locked Investigation underway 
CARTWRICHT, W fl Virginia Electric & Power Co 82/12/20 Region 
2, Office of Director 3pp 16S98 258 24X Fiche 50-330. 

82/12/20. 9212300126 


0212300217 Forwards LER 82-092/01T-0 

CARTWRIGHT, W R Virginia Electric 6 Power Co 82/12/20 
□ •'REILLY. V P Region 2. Office of Director lp 16597 353 24X 

Fiche 30-339,82/12/20,0212300217 


—0212300220 LER 82-082/01T-0 on 821206, both trains of automatic safety 
injection blocked far 22 h L 30 minutes following 
inadvertent safety injection Caused by emergency procedure 
which misled operators Procedure revised 

CARTWfllQHT, W ft Virginia Electric l. Power Co 02/12/20, Region 
2, Office of Director 3pp 16597 354 24X Fiche 50-330, 

02/12/20,8212300217 


82 123 001 7 I Forward* LER 02-OQ1/O3L-O 

CARTWRIGHT, W R Virginia Electric «, PoweT Co 82/12/21 
□ 'REILLY, J P Region 2. Office of Director lp 16590 092 24X 

Fiche 50-338, 82/12/21, 021 23001 71 



206 


DOCKETED ITEMS 


— 82 J 23 00 177 LER 82-Q8i/03L-0 on 021203. svc water supply header A to 
Units 1 & 2 charging pump lube oil cooler* & air compressors 
isolated to repair pinhole lea* Caused by •corrosion Effected 
piping cut out h replaced 

CARTWRIGHT, W R Virginia Electric & Power Co 03/12/21 Region 

2« Office of Director 3pp 163-96 093 24X Fiche S0-33B, 

62/ ( 2/21 , 62 1 23002 71 


821 230031 3 Forwards -LER S2-090/03L-0 

CARTWRIGHT, W R Virginia Electric 6 Power Co 82/13/21 
O 'REILLY, J F Region 2, Office of Director lp 16594 213 24X 

Hthe 30-333,62/12/21.8212300313 


--'8212300315 LER 62-090/03L -d on 021205, 3A auriliary feedwater pump 
removed from svc to determine cause of overcurrent flag 
drops an A t C phase Ca-use not determined Flags reset 6 
motor bridged U meggered u/n discrepancies 

CARTWR IffHT, W R Virginia Electric ^ Power Co 62/15/01 Region 

2, OffUe of Director 2pp J6594 214 24X Fiche 50-339, 

62/12/21, 0212300313 


8312300232 Forward® LER 92-00 4/03L-0 

CARTWRIGHT. W R Virginia Electric t< Power Co 02/12/22 
O'RerLLViJ P Region 2. Office of Director lp 16599 010 24X 

Fiche 50-336. 82/ 1 3/22. S3 1 2300232 


— 0212300238 LER e2-084/03L-0 on 821205, at 20’/, p ower, channels FT-1475 & 
FI-1483 for steam generators A t* B steam FJc-w showed below 
actual flow Caused by transmitter for FI-1475 & multiplier/ 
divi der/squars root for FI-1485 being out of calibr 

CARTWRrGHT. W H Virginia Electric U Power Co 02/12/23 Region 

2, Office of Director lp 16590 019 24X Fiche 50-330.02/12/22, 

8212300232 


D21 2300245 Forwards LER B2-0B7/03L-0 

CARTWRIGHT, W R Virginia Electric t< Power Ca 82/12/22 
O'REILLY, JP Regions, Office of Director lp (6595 244 24X 

Mche 50-338,82/13/22,021230024 5 


--02 1 2300247 LER B2-087/03L-0 on S2 1 205 , d ur in g Hade individual RPI 
for rod H-09 in control ban* D deviated from group demand 
position by greater than 12 steps w/no rod motion Caused by 
instrument drift RFJ channel recallbr {< returned to svc 
CARTWRIGHT, W n Virginia Electrit h Power Co 02/12/22 Region 

2, Office of Director 2pp 16395 245 24X Fiche 50-330, 

82/12/22.6212300243 


02)2300261 Forwards LER 62-O91/03L-0 

CARTWR I OUT, W ft Virginia Electric & Power Co 82/12/22 
O'REILLY, JP Region 2- Office of Director ip 16595 200 24X 

1 l Che 50-338, 02/12/22, 0212300261 


-"6212300267 LER 82-091/03L-0 on B21207, during Mode A.pressure in 
nitrogen reservoir 0 for pressurirer P0RV IFCV-I455C) 
dropped below min Caused by excessive nitrogen leakage 
through nitrogen reservoir G relief valve Valve repaired" 

CARTWR IQHT, M R Virginia Electric it Power Co B2/I2/22 Region 

3, Office of Director 2pp 1&S95 209 24X Fiche 50-336, 

92/12/23, 0212300261 


DOCKET 50-339 NORTH ANNA POWER STATION. UNIT 2 


T Security, medical, emergency & fire protection pjans 


G2I207019S Forwards IE Safeguards Insp Repte 5O-330/B2-30 8< 
50-339/82-39 on 021100-10 No none amp I i a nc b noted, 

DANCE, H C Division of Project i Resident Programs 02/12/02 
STEWART, W L Virginia Electric 6 Power Co 2pp 16333 011 24X 

Fit he 50-339, B2/ 13/02, 0212070195 


-^0212070206 IE Safeguards fnsp Repts 50-330/82-38 L 50-339/02-38 on 
021100-10 No noncompliance noted Major areas inspected 
security plan it implementing proe edures, orgam mt ion, audi t 6 
power supply Details withheld <ref 10CFR73 21 > 

8TANS0ERRY, W W Division of Engineering & Technical Programs 
02/12/01 Ip. 16335 013 34X Fiche 5D-33&, 92/ 1 2/02. 82*2070195 


B212090419 Foruards addl info re status af emergency response 
facilities locations & const, supplementing 010601 it 020409 
” ' ' if i *T 81-10 transmitting NtJREG-0696, per 

ic L Power Co 02/12/06 DENTON, H H 
ilatien, Director 2pp 16364 276 
490419 


y drawings Drawings withheld 

- Power Co 82/12/09 DENTON, H R 
ition. Director ip 16427 362 24X 


0212170034 Forwards request for addl info re security training it 
qualification plans, per util 020917 i tr 

CLARK, R A Operating Reactors Branch 3 02/12/13 STEWART, W L 

Virginia Electric ft Power Co 4pp 16400 335 24X 

Tiche 50-000,02/12/13,8212170024 


0PJ227O179 Informs that although 021209 1 tr forwarding security 
drawings failed to contain safeguards statement, draujings 
were properly sec ured, mar Ved U identified as safeguards 
info 

9TEWART. W L Virginia Electric £ Power Co S2/I2/20 DENTON, H fi 
Office of Nuclear Reactor Regulation, Director lp 16539 010 ?ix 
f' iche 50-000, 92/12/20, 0212270179 


0 Adjudicato-ry correspondence 


0212070139 Notice of 030216 special prehearing conference in Dethudai 
MD to permit key issue i d en 1 1 f i c a t i on , to consider 
intervention petitions & to establish schedule for further 
actions 

WOLFE, S J Atomic Safety and Licensing Board Panel S2/12/03 ’bp^ 
16327 023 24X Fiche 50-330, 02/ i 2/03, 82 120701 39 


0212070147 Notice of 020216 special prehearing conference an Dethesda,. 
NO to permit key issue identif i cat ion, to consider 
intervention petitions & to establish schedule for Further 
actions 

WOLFE, S J Atomic Safety and Licensing Board Panel 02/12/03 5pp 
16327 074 24X Fiche 30-330, 02/12/03- 0212070147 


(3212070236 Memorandum memor la 1 1 j i ng 021202 telcon w/ut 1 1 , Cone er ned 
Citiien® of Louisa County , Loul sa County & Board of 
bupervisors b NRC re scheduling special prehearing 
c (inference 

WOLFE, S J Atomic Safety and Licensing Board Panel 02/12/03 4pp 
16329 313 24X Fiche 50-338. 02/ 1 2/03. 8212D70236 


0212100 i o4 Objects to 03Oil7 deadline for submittal of contentions 
Deadline hampers identification of valid contentions ?* 

Increases likelihood of burdening proceeding due to 
submittal of unrevleuad contentions 

COLEMAN, J M Deveridge, Fairbanks V Diamond COLEMAN, J M Louisa 
County, VA 02/12/07 WOLFE, S J Atomic Safety and Licensing BearJ 

Panel 3pp 16379 113 24X Fiche 50-330, 02/ 1 2/07, 82 12 1 00104 


9212140245 Motion to stay proceedings on applications for license 
amends to allow receipt i storage of Surry spent fuel 
Proceeding should be stayed until Commission completes waste 
confidence proceeding Certificate of Svc ent-1 

COLEMAN. J tt Louisa County, VA COLEMAN, J M Beveridge. Fairbanks 
tt Diamond 82/12/1 0 Commissioners Bpp 16409 316 24X 

Fiche 50-339, 02/12/10.8212140245 


0P1 2140249 Motion to stay proceedings on applications for license 
amends to expand spent fuel pool Proceeding should be stayed 
until Commission completes waste confidence proceeding 
Certificate of Svc end 

COLEMAN, J M Louisa County, VA COLEMAN, J M Beveridge, Fairbanks 
it Diamond 82/12/10 Commissioners Bpp 16409 30B 24X 

Tiche 50-33B. 02/12/10, B212I40249 


Q2122S0122 Answer in opposition to Louisa County, VA 821210 motion for 
stay of proceeding until completion of waste confidence 
rulemaking Delay would be inconsistent w/NRC regulations tt 
would prejudice util Certificate of Svc enc 1 
MAVPINrM N Virginia Electric ?, Power Co 82/12/22 
Commit s i oners lOpp 16564 124 24X Fiche 50-338,82/12/22. 

8212200122 


— 0212280130 Affidavit of ML Smith re transshipment of spent fuel Uulei 5 
VEPCO can secure addl storage space for Surry spent fuel, 

Burry will lose full discharge capability 

SMITH, M L Virginia Electric * Power Co 82/12/21 6pp 
16564 134 24X Fiche 50-330,82/12/22,0212200122 


0r'i2?0O135 Answer in opposition to Louisa County,VA 021210 motion for 
stay of proceeding until completion of waste confidence 
TulemaStirkg Delay would be inconsistent w/NRC regulations 6 
would prejudice util Certificate of Svc enc 1 
MAI/PIN. If W Virginia Electric S< Power Co 02/12/22 
Commissioners lOpp 16556 117 24X Fiche 50-338,02/12/22, 

8212200135 


B212290001 Response in opposition to Louisa County, VA motions to stay i 

proceedings until completion of waste confidence rulemaking 

Delay would be inconsistent w/NRC regulations 6 would i 

prejudice uti i Certificate of Svd enc I 

TREDY, S A Hearing Branch 1 82/12/27 Atomic Safety and I 

Licensing Board Panel Spp 16503 240 24X Fiche 50-339.02/12/27, , 

8212290001 ' ; 

1 


* i 
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f J Operating license stage documents & correspondence 


8212020391 Farwards requests for add! info re NUREG-0737, Items 
] I FI 4»5 b 6 concerning containment p r es s ur e, u/a te r level $< 
hydrogen monitors Response requested within 30 days 
CLARK* R A Operating Reactors Branch 3 02/11/12 STEWART. W L 

Virginia Electric b Power Co 9pp 16300 134 24X 

riche 50-330, B2/ 11/ 12. 8212020371 


— 0212290252 Proposed Tech Spec changes re sampling frequency of waste 
decay tank encl Justifications for deviations from 
NUREG-0472, Rev is ion 3 enci 

* Virginia Electric Power Co B2/12/17 252pp J65Q0 037 

34X Fiche 90-330,02/12/17.8212270248 


-->0212290255 Offsite dose calculation manual 

* Virginia Electric it Power Co 02/12/17 166pp 16500 289 

24 < Fie he 50-333,02/12/17,8212270249 


3/12060134 Forwards response to NRC 021026 qu 
generator ♦ube integrity Da ta for each fac i 
separate sections 

STEWART, U L Virginia Electric b Power Co 
Office or Nuclear Reactor Regulation, Direc 
«’4X Fiche 50-000*02/12/01,8212060134 


estionnaire re steam 
1 1 ty comp 1 1 f* d in 

02/12/01 DENTON. H « 
tor 5pp 16314 070 


9212060204 Notifies that neither facility has addl Tech Specs to bo 
submitted, in response to Generic Ltr 02-16 re status of 
NOREO- 0737 items 

STEWART, W L Virginia Electric b Power Co 02/12/01 DENTON, H R 
Ufftce of Nuclear Reactor Regulation, Director Ip 16312 050 24X 

Fiche 50-000,02/12/01,8212060204 


- 02 12290256 Process control program 

* Virginia Electric it Power Co 02/12/17 30pp 16969 095 24X 

Fiche 50-333,82/12/17,0212270249 


9212200201 Forwards addl info re NUREQ-0737, I terns 1 1 F 1 4, II F 1 9 & 
II F 1 6 concerning accuracies 8, time responses of 
containment post-accident monitoring equipment 6 placement 
of hydrogen monitor intake ports. per 821112 request 
STEWART, W L Virginia Electric b Power Co 32/12/21 DENTON, H 
Office af Nuclear Reactor Regulation, Director 8pp 16562 096 
24X Fiche 90-339,02/12/21,8212200201 


0212130326 Lists as-found ring settings b EPR 1 as-left ring settings 
for plant relief b safety valves As-found settings will 
provide acceptable performance As-left settings add 
increased conservatism to valve performance 

STEWART , W L Virginia Electric b Power Co 02/12/07 DENTON, H ft 
Office of Nuclear Reactor Regulation, Director ElSENHUT.D G 
Division of Licensing 2pp 1 6339 327 24X Fiche 50-330.02/12/07, 

8212130326 


3212280259 Comments on second analysis of safety valve loop seals due 
to potential operability problems posed by draining seals 
per 020701 ltr Engineering 8* required mods on unit planned 
based on retention of safety valve loop seals 

STEWART, W L Virginia Electric & Power Co 82/12/21 DENTON, H R 
Office of Nuclear Reactor Regulation, Director EIGENHUT, D <5 
Division of Licensing lp 16561 249 24X Fiche 90-339,82/12/21. 

0212200259 


9/12150048 Appl 
op timi j at ion 
operating fie 
0 TEW ART, W L 
Office of Muc 
Operating Rea 
Fiche 50-338, 


ication to amend Licenses NPF-4 I* NPF-7,al 
of core loading patterns b providing addl 
* lb i 1 1 ty 

Virginia Electric b Power Co 82/12/00 
lear Reactor Regulation, Director CLARK, 
ctors Branch 3 7pp 16422 294 24X 

82/12/00, 021 21 50040 


1 owing 

DENTON, H f? 
R A 


8212280257 Forwards remittance for Invoice B-0063 for review of Amend 4 
to Topical Rapt VEP-1, r, GA Program - Operations Phase, 1 * 
submitted on B20721 6 approved tin 021006 

STEWART, W L Virginia Electric b Power Co 02/12/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 16561 269 24X 

Fiche 90-000, 82/ 12/22, 021220025 7 


0 Inspection reports, IE Bulletin* b correspondence 


*-0212150052 Proposed Tech Specs allowing optimiiation of core luarfinp 
patterns b providing add! operating flexibility 

* Virginia Electric b Power Co 02/12/09 21 pp 16422 302 24/ 

Fiche 50-330.82/12/08,0212150040 


□200190263 Generic Ltr 02-32 to all PUR licensees re potential steam 
o enerator-r e 1 ated generic requirements Forwards Science 
Applications, Inc draft repfc re subj requirements Comments 
« equested within 30 days of ltr Svc list end 

fc ISENrl'JT, D 0 Division of Licensing 02/12/09 Consolidated 

Ldison Co of New York, Inc 29pp 16629 247 24X 

fiche 50-000,02/12/09.8200190263 


0/12140103 Genetic Ltr 02-28 to all licensees of operating 
Westlnghouse k C-E PWRs (except Arkansas Nuclear One, Unit 2 
t< San Qnofre 2 & 3> re inadequate core cooling 
instrumentation sys Svc list end 

L ISEWNUT, D G Division of Licensing 02/12/10 Yankee Atomic 

fclectric Co 27pp 16690035 24X Fiche 50-000.02/12/10, 

02 12140103 


0200190240 TE Bulletin 82-03, Revi s i on 1, "Stress Cracking in Thick- 
Wall , Lar ge-Di ameter, Sta i n 1 e ss S teel, Rec ireu lation Sys Piping 
ot OUR Plants ’■ Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York, Inc 

l(2pp 16462 163 24 X Fiche 50-000 , 02/1 0/28, 820B1 90240 


0212090285 Advises that 3ALP Rept* 50-200/02-19,50-201/02-19, 
50-330/02-24 & 50-339/82 -24 have been reviewed b approved 
Overall performance adequate No reply required 
O'REILLY.J P Region 2, Office of Director 82/11/03 

LEASDURG, R H Virginia Electric b Power Co 2pp 16365 200 24X 

I iche 50-000, 82/11/03, 821 2O902B5 


—Q 2 13090298 Forwards SALP Repts 50-290/02-19, 50-2B 1/82- 19, &0-33B/9? -24 
b 50-339/62-24 for Ju 1 I960- June 1901 

LEWIS, R C Division of Project b Resident Programs 02/08/04 
LEASflURO, R H Virginia Electric b Power Co 2pp 16365 210 24X 

Fiche 50-000, 82/1 1/03, 0212090265 


q;'| 22S0187 Responds to NRC comments on conclusions b recommendation* 
re NUREG-0612, "Control of Heavy Loads, “ per B21022 telcan 
bTEUART.W L Virginia Electric b Power Co 03/12/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 4pp 16404 347 24X 

fiche 50-330,02/12/15,0212210107 


3212270407 Trip rapt af 821129 visit to Region 2 ofc re investigation 
into latest Uest inghouse main transformer fault to occur at 
facility 

UMGLE.L 0 Operating Reactors Branch 3 82/12/17 CLARK , R H 

Operating Reactors Branch 3 5pp 16555 353 24X 

Fiche 50-330,02/12/17,8212270407 


821 2270490 Trip rept of 021209 briefing at site re B21205 main 
transformer f aul t, r esul t l ng in turbine & reactor trip 
Cause undetermined Plant extensively damaged Task force 
organ i i ed to monitor util investigations 

LNOLE, L D Operating Reactors Branch 3 02/12/17 CLAR.R A 

Operating Reactors Branch 3 1 Ipp 16551 056 24X 

fiche 50-330,02/12/17,8212270490 


GS'J 2290248 Application to amend Licenses NPF-4 & NPF-7 changing 
radiological effluent Tech Specs to delete radiological 
camp 3 ing, moni tor ing b reporting requirements in accordance 
w/NUREG-0472, Revision 3 

STEWART, W L Virginia Electric b Power Co 02/12/17 DENTON, H fi 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 3pp 16508 034 24X 

Fiche 50-338,02/12/17,8212290240 


—6212090306 3ALP Repta 50-280/02-19,80-201/02-19,50-330/02-24 b 
30-339/02-24 for Jul 19BQ-June i90| Increased mgt attention 
should be directed towards plant operations b operational 
OA 

# Region 2, Office of Director 02/00/04 31pp 16365 212 24X 

Fiche 30-000, 82/1 1/03. 0212090265 


8200170245 IE Info Notice 62-42, "Defects Observed in Panasonic Model 
001 St Model 002 Thermoluminescent Dosimeters 11 Svc list 
end 

COBB, L I Division of Fuel Facilities, Materials U Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc liOpp 

16372 142 24X Fiche 50-000,62/11/05.0208190245 


8212090519 Forwards IE Insp Repts 50-33B/82-36 t< 50-339/B2-36 on 
021018-22 No noncompliance noted 

DANCE, H C Division of Project b Resident Programs B2/11/09 
LEASBURO, R H Virginia Electric b Power Co 2pp 16366 292 24X 

Fiche 50-338,82/11/09,0212090515 


— 8212090521 IE Insp Repts 50-330/02-36 b 50-339/02-36 on 021010-22 No 
none omp l i ante noted Major areas inspected QC b confirmatory 
measurements, including lab QC prog ram, chemical b 
rad lochemi c al procedures & airborne effluent sampling 
EVANS, C D , MONTGOMERY. D M Division of Emergency Preparedness & 
Operational Support 82/H/O0 7pp 16366 294 24X 

Fiche 50-330.82/11/09,0212090515 
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B21209O478 Ac k receipt of B21I03 1 tr informing NRC of step* taken to 
correct violations naked in IE In*p Repts 50-339/82-32 4 
50-339/82-33 

DANCE H C Division of Project 4 Resident Programs 82/11/12 
bTEWART. W L Virginia Electric 4 Power Co ip 16345 3M 24 * 
Fiche 50-338, B 2 /I l/12» 6312090478 


—8212070485 Responds to NR C B2J005 Itr re violations noted in IE Insp 
Rep ts 50-338/ 82-32 4 50-339/82-32 Corrective actions 
chemistry periodic test for dose equivalent 1-131 level 
revised to require deviation rept if limit eiceeded 
STEWART, W L Virginia Electric 4 Power Co 02/11/03 
O 'REILLY, J p Region 2, Office of Director 3pp 16365 315 24X 

Fiche 50-338,82/11/12,8212090470 


■82 12090491 Forwards IE Insp Repts 50-338/02-32 6 50-339/02-32 on 
020913- 17 L notice of violation 

DANCE, H C Division of Project 4 Resident Programs 02/10/05 
LEASBUR0. R H Virginia Electric 4 Power Co 2pp 16365 310 24X 

Fiche 50-338,02/11/12,8212090478 


K08, 90240 10 Into N.t.c, 92-SO, "Mod ./ Solid Stot. AC Ond.rvo 1 tag, 
Relays Type I TE-27 41 Svc list end tn/iii/nn 

JORDAN.E L Division of Engineering 4 Dual i I™ 293 L>4X 

Consolidated Edison Co of New York, Inc 108pp 166.0 293 


r Periodic operating report* 4 related correspondence 


Q2l22903t7 Forwards monthly operating repts 
BTEWART.W L Virginia Electric 4 Power Co 
Office Of Resource Management, Director 
Fiche SO- 330, 02/i 1/10, 021229031 7 


for Oct 1982 
82/11/10 
lp I65B9 143 


HALLE W M 
24 X 


- -0212290318 Month 1 y operating repts for Oct 1902 
BCPVUTEMQQRF, Q Virginia Electric 4 Power Co 

. ... . _ , „ « — , , , / i r\ tji i orjcJm 


02 / 11/01 

7 


lClpp 


S Reportable occurrences, LERs 4 related correspondence 


— 9212090496 Notice of violation from insp on 020913-17 

* Division of Project 4 Resident Programs 02/10/09 lp 
16365 320 24X Fiche 50-330,82/11/12,8212090478 


0212090102 Forwards LER 02-Q72/O3L-O 

CARTWRIGHT, W R Virginia Electric & Power Co 
Q'REILLY.J P Region 2< Office of Director 
Fiche 50-339, 92/1 i/29, 0212090102 


02/11/29 
lp 16357 307 




— 02I2O9O5OS IE Insp Repts 50-338/02-32 U 50-339/02-32 on 020913-17 
Noncompliance noted failure to rept reactor coolant dose 
equivalent 1-131 level m excess of Tech Spec limit 
WRAY.J R , BARR, K P Division of Engineering 4 Technical Programs 
02/10/04 6pp 16363 321 24X Fiche 50-338, 02 /J 1/12, 0212O9O47B 


02G019O291 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements n Svc list encl 

JORDAN, E L Division of Engineering 4 Quality Assurance 02/lt/lB 
Consolidated Edison Co of New York, Inc lO?pp J64II 199 24X 

Fiche 50-000, B2/ 11/10, 820019025 1 


82 1 2090161 Confirms 021129 meeting w/util in Atlanta, GA to discuss 
results of investigation re causes of repeated main 
electrical output transformer failure* Proposed agenda encl 
O'REILLY, JP Region 2* Office of Director 02/11/24 STEWART, W L. 

Virginia Electric 4 Power Co 2pp 16359 090 24X 

Fiche 5D -333. 82/11/24,8212090161 


B2O0I9O256 IE Info Notice 02-46, “Defective 4 Obsolete Combination 
Padlocks “ Svc list encl 

DEYOUNG. R C Director'* Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 065 24X Fiche 50-000, 02/1 1/26, 02081 90256 


0212090107 LER 02-O72/O3L-O on 021 105, b loud own trip valve TV-BD-20DC 

would not remain closed when manually closed Caused by 
closed position limit switch out of adjustment Limit switch 
can repositioned _ _ . 

CARTWRIGHT, W R Virginia Electric L Power Co 82/11/2? Kfiffln" 

2, Office of Director lp 16357 300 24X Fiche 50-339* 0 3/ 1 i /> 

0212090102 


BP12Q900A7 Forwards LER 82-073/03L-0 

CARTWRIGHT, W R Virginia Electric U Power Co 02/12/01 

O'REILLY, J P Region 2, Office of Director Ip 16359 0B7 24X 

fiche 50-339, 02/12/01,0212090067 


—0212090072 LER 02-O73/O3L-O on 02 1 1 06, c hann e 1 A RC8 subcooUng monitor 
declared inoperable after erroneous readings observed Causo 
not determined Monitor reset 4 functioned proporly 

CARTWRIGHT, W R Virginia Electric 4 Power Co 02/12/01 RtMlion 

2, Office of Director 2pp 16359 000 24X Fiche 50-33?i 

02/12/01, 0312090067 


0312090272 Forward* updated LER 82-013/03X-1 

CARTWRIGHT, W R Virginia Electric 4 Power Co 02/12/01 

O'REILLY, J P Region 2, Office of Director ip 16365 305 24X 

Fiche 50-339,02/12/01,0212090272 


.giro 81 90257 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl ” Svc list encl 
COflfltL I Di visi on of Fuel Facilities, Materials 4 Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 
16307 020 24X Fiche 50-000, 82/1 1/30, 82081 90257 


B?1 2070195 Forwards IE Safeguards Insp Repts 50-338/02-38 4 
50-339/92-30 on 021108-10 No noncompliance noted 
DANCE, H C Division of Project 4 Resident Programs 82 / 12/02 
STEWART, W L Virginia Electric 4 Power Co 2pp 16335 011 24X 

Fiche 50-330,02/12/02,8212070195 


— B212070206 IE Safeguards Insp Repts 50-339/02-39 4 50-339/02-39 on 
821108-10 No noncomp 1 lance noted Major area* inspected 
security plan 4 implementing procedures, organi lation, audi t 4 
pouer supply Details withheld (ref J0CFR73 211 

STANSBERRY, W W , MCGUIRE, D R Division of Engineering 4 Technical 
Programs 82/12/01 Ip 16335 013 24X Fiche 50-330,02/12/02, 

8212070195 


8200190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
P E YOUNG, R C Director's Office, Office of Inspection and 
Enforc ssaent 82/12/03 Consol i da ted Ed i son Co of New York, It,t 
Il3pp 16411 317 24X Fiche 50-000,82/12/03.0209190259 


8208190261 IE Info Notice 02-40, "Failures of Agastat Cfi 0095 Relay 
Sockets •’ Svc list encl 

JORDAN. E L Division of Engineering 4 duality Assurance 82/12/03 
Consol t dated Edison Co of New York* Inc 1 1 Op p 16462 064 24X 

F i c h e 50-000* 02/ 1 2/03. 8208 1 9026 1 


B208190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air 6 Gas Monitoring * Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

I27pp 16628 191 24X FI ch* 50-000. 02/12/16, 9200190267 


— B212090287 Updated LER 82-013/03X-1 on 82O30B, d ur Ing periodic 
surveillance test* one diesel generator 4 one offsite power 
supply for emergency bus 2H became temporarily inoperable 
Caused by deficiency in procedure Periodic test changed 
CARTWRIGHT, W R Virg ima Electric 4 Power Co 82/12/01 FUjlimi, 

2, Office of Director 3pp 16365 306 24X Fiche 50-339. 

82/12/01, 8212090273 


0212210254 Forwards LER 82-074/-03L-0 

CARTWR T0HT, W R Virginia Electric 4 Power Co 82/12/13 
O'REILLY, JP Region 2, Office of Director Ip 16403 311 34X 

riche 50-339, 82/12/13, 0212210254 


—8212210269 LER B2-074/03L-0 on 831 1 22 , d ur In g Mode 1.RP1 for ro«J C-7 in 
shutdown bank A deviated from group demand position by 
greater than 12 steps w/no rod motion On 821 123, si mi lar 
event occurred on rod 0-0 Caused by instrument drift 

CARTWRIGHT, W R Virginia Electric *< Power Co S3/12/I3 Rodion 

2, Office of Director 2pp 16483 312 24X Fiche 50-339, 

82/12/13, 0212210254 


0212220397 Forwards LER 02-O75/O3L-O 

CAR TWR rCHT* W R Virginia Electric 4 Power Co B2/12/I5 
0 'REILLY, J P Region 2, Office of Director Ip 16517 320 24X 

Fiche 50-339,82/12/15,0212220307 


— 8212220391 LER 82-075/03L-0 on 821123, delta flux momentarily exceeded 
3/ target band during performance of control rod 
operability periodic test Caused by movement of control rods 
Into core 10 steps for control rod operability test 

CARTWRIGHT, W R Virginia Electric 8< Power Co B2/12/15 HofiJun 

2, Office of Director 2pp 16517 229 24X Fiche 50-339* 

02/ 12/1 5r 0212220387 


0212220392 Forwards LER B2-0B1/03L-0 

CARTWRIGHT, W R Virginia Electric & Power Co 82/12/15, 

O'REILLY, J P Region 2, Office of Director lp 16504 2BS 24X 
Fiche 50-339, 82/12/15, 8212220392 
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— B212220397 LER 02-O01/O3L-O on 021 206. b rea l( er for M0V-SW-201D 
discovered open Caused by inadvertent opening of circuit 
breaker perhaps due to- narrow passage Breaker closed & valve 
control power verified 

CARTWRIGHT, M R Virginia Electric fc power Co 82/12/15 Region 
2, Office of Director 2pp 16504 28? 24X Fiche 50-339. 

82/12/5 5,0212220392 


Q;- 12220364 Forwards LER 02-077/01 T-0 

CARTWRIGHT, W R Virgihia Electric b Power Co 02/12/16 
O'REILLY, J P Region 2, Office of Director lp 16517 170 24X 

Fiche 50-339, 82/12/16, 8212220364 


— 82 J 222036B LER 82-077/01T-0 on 821206. month 1 g surveillance tests for 
power range channels discovered missing Caused by tests 
being inadver tently marked off by instrument supervisor 
Tests completed satisfactorily 

CARTWRIGHT, W R Virginia Electric b Power Co 82/12/16 Region 
2, Office of Director 2pp 16517 171 24X Fiche 50-339, 

02/ I 2/ J6, 8212220364 


GS'1230023? Forwards LER 82-O70/O3L-O 

CARTWR I QHTi W R Virginia Electric if Power Co 02/12/21 
O'REILLY, J P Region 2, Office of Director tp 16395 277 24X 

ft che 50-339,02/12/21,02 1 230023 7 


-821230 £>341 LER 02-O78/O3L-O on 021205, during Mode 1, c on ta inment average 
air temp exceeded 105 F Caused by temp increase of chilled 
water to containment air recirculation cooling coils due to 
temporary Inoperability of mechanical refrigeration unit 
CARTWRIGHT, W R Virginia Electric b Power Co 82/12/21 Region 

2, Office of Director 2pp 16595 270 24X Fiche 50-339, 

82/12/21, 0212300237 


OPJ 2300099 Forwards LER B2-079/03L-0 

CARTWiUGHr.W R Virginia Electric J. Power Co 02/12/22 

ti J RE ILLY, J P Region 2, Office of Director Ip 16598 229 24X 

Fiche 50-339,02/12/22,8212300099 


- -8212300104 LER 02-O79/O3L-O on 821206, axial flux difference went lesi 
than 57. from target band for duration of 2 minutes Caused 
by personnel error during power increase from 307. to 607 
Rods withdrawn b difference restored to within limits 
CARTWRIGHT, w R Virginia Electric b Power Co 02/12/22 Region 
2. Office of Director tp 1639Q 230 24X Fiche 50-339,02/12/22, 

8213300099 


8J-I230029I Forwards LER 02-O0O/O3L-O 

CARTWfllOHT, W R Virginia Electric fc Power Co 82/12/22 
□ 'REILLV , J P Region 2, Office of Director lp 16595 263 24X 

fiche 50-337,82/12/22,02 1 2300251 


■“-□212300255 LER 82-090/03L-0 on 821206, during Mode 1, individual RPI for 
rod H-02 in control bant D deviated from group demand 
position by greater than 12 steps w/no rod motion Caused by 
Instrument drift RPI channel recalihr t returned to sve 
CARTWRIGHT, W R Virginia Electric b Power Co 82/12/22 Region 

2. Office of Director 2pp 16393 264 24X Fiche 50-339, 

82/12/22, 8212300251 


GI'l 23002B6 Forwards LER 82-O02/O3L-O 

CARTWRIGHT, W Virginia Electric b Power Co 82/12/22 

D 'REILLV, J P Region 2, Office of Director lp 16594 220 24X 

f- 1 c h e 50-339, 82/ 1 2/22, 92 1 2300296 


— 0212300291 LER 02-OB2/O3L-O on 021213, fire door 671-10 between SH 
emergency diesel generator room U turbine bldg failed to 
latch 6 lock Caused by latch sticking Latch adjusted & 
lubricated Design mods pursued 

CARTWRIGHT, W R Virginia Electric b Power Co 02/12/22 Region 
2, Office of Director lp 16594 221 24X Fiche 30-339,02/12/22, 

0212300206 


SOCKET SO -341 EMRICO FERMI ATOMIC POWER PLANT, UNIT 2 


A Application/construction stage documents b correspondence 


□*■11230066 Generic Ltr 02-27 to all BUR licensees of operating reactor* 
except LACBWR.Big Rock Pa int, Dresden 1, Humboldt Bay, 
applicants for OL b holders of CP re transmittal of 
NUREQ-0763 b NUREG-0703 Svc list end W/o stated end 
ElSENHUT,0 0 Division of Licensing 02/11/15 General Public 

Utilities - GPU Service Corp 22pp 16307 004 24X 

Fiche 50-000.82/11/15,8211230066 


0^12010147 Forwards Amend 45 to amended & substituted application for 
OL, cons 1 st i ng of Amend 45 to FSAR 

LANDORAF.L C LeBoeuf, Lamb. Leiby b MacRae 82/11/30. BENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 16250 203 
24X Fiche 50-341,82/11/30,0212010147 


-'021201-0156 Amend 45 to amended b substituted application for OL, 
consisting of Amend 45 to FSAR 

HEI DEL, C M Detroit Edison Co 02/11/24 Ip 16259 204 24X 

Fiche 50-34 1,02/11/30,9212010147 


9^12170042 Forwards Amend 2 to CPPR-B7. safety evaluation b notice of 
issuance & availability Amend reflects merger of MI Electric 
Cooperative, Inc into Wolverine Electric Caopera tive, Inc 
L ISENHVT, D 0 Division of Licensing 02/12/01 TAUBER, H Detroit 
Edison Co 3pp 16470 013 24X Fi c h e 30-341 . B2/1 2/01 , 021 21 70042 


— 8212170057 Amend 2 to CPPR-07, r ef 1 ec t i ng merger of MI Electric 
Coop era 1 1 vn i Inc Into Wolverine Electric Cooperative, Inc 
E1SENHUT, D 0 Division of Licensing 82/12/01 2pp 1647B 016 
24X Fiche 50-341. 02/12/01, B212170042 


— 0212170076 Safety evaluation supporting Amend 2 to CPPR-07 

* Office of Nuclear Reactor Regulation, Director 02/11/26 2pp 
16470 QT 0 24X Fiche 50-341,02/12/01,0212170042 


— 8212170004 Notice of issuance b availability of Amend 2 to CPPR-B7 
YOUNGBLOOD. B J Licens ing Branch 1 02/11/26 3pp 1&478 020 

24X Fiche 50-341,82/12/01,0212170042 


GPl 2 100267 Submits table clarifying reactor bldg basemat capacity for 
torus uplift, per 821110 fcdcon Listed basemat capacity max 
for torus uplift after subtraction for hydrostatic t< normal 
foundation, loads W/o stated enc 1 

TAUBER, H Detroit Edison Co 02/12/03 KINTNER, L L Division of 
Licensing Ip 16376 145 24X Fiche 50-341,82/12/03,0212100267 


BPi 21 00 166 Forwards approved scope of Independent design verification 
program, per 821029 request Cygna Energy Svc s program plan 
for Independant design verification will be submitted on or 
before 821215 Approval of plan requested by 021222 

TAUBER.H Detroit Edison Co 02/12/07 EISENHUT, D 0 Division of 
Licensing I5pp 16373 333 24X Fiche 50-341,02/12/07,0212100166 


8*112130303 Forwards Certificate of Svc certifying distribution of 
Amend 45 to Ol application to listed officials b agencies on 
821206 

MATERS, B H Detroit Edison Co 02/12/09 Office of Nuclear 
Reactor Regulation, Director 3pp 16309 324 24X 

Fiche 50-341,82/12/09,0212130303 


Gi'12270046 Summary of 021118 meeting w/util b NUS re environ 
qualification of safety-related electrical equipment 
KINTNER.L L Licensing Branch 1 02/12/13 Licensing Branch 1 

1 Bp p 16553 102 24X Fiche 50-34 1 , B2/12/ 1 3, 0212270046 


Q£'i 230031 1 Forwards 'Independent Design Verification Program," per 
821207 ltr Meeting w/Cygna, util b NRC scheduled for 921220 
TAUBER, H Detroit Edison Cg 82/12/14 E ISENHUT, D 0 Division of 
Licensing lp 16594 300 24X Fiche 50-34 1 , 82/ 12/ 14, B21 230031 1 


- 8212300312 "Independent Design Verification Program " 

* Cygna Energy Services 02/12/14 U4pp 16594 309 24X 

Fiche 50-34 J, 62/12/14. 821230031 1 


91*12290510 Summary of 021201 meeting w/ufcil re independent design 
verification program Util proposed verification of design of 
RHR sys, inc 1 uding svc water Schedule acceptable Vieugraphs 
end 

KINTNER, L. L Licensing Branch 1 02/12/15 Licensing Branch 1 

1 Bpp 1 6593 327 24X Fiche 50-34 1 , S2/J2/J 5, 0212290510 


9212270031 Trip rept of 820024-26 caseload forecast panel site visit 
re observation of status of const & util b«si9 for 
currently scheduled completion date 

KINTNER, L L Licensing Branch 1 02/12/16 Licensing Branch 1 

17pp 16553 J65 24X Fiche 50-341,82/12/16,9212270031 


E NRG Safety Evaluation Report (SER), suppla b correspondence 


B212090061 Discusses 020115 ltr re channel box deflection concern 
Previous commitment indicated in SER Suppl 2 will be 
modified to adopt Licensing Review Group II position w/ 
simpler method of friction testing Details end 

TAUBER, H Detroit Edison Co S2/12/03 KINTNER, L L Division of 
Licensing 3pp 16357 3 52 2 4X Fiche 50-341, B2/12/03. 8212090061 


F Security, medical, emergency b fire protection plans 


Q21222O460 Informs that no changes to comments for individual 
emergency action levels under each emergency classification 
required Both sets of emergency action levels identical 
MARTIN, J D Dattelle Memorial Institute, Pacific Northwest 
Laboratory 82/1I/0B KANT0R, F Emergency Preparedness Licensing 
Dr (after 801119 see IfcE) lp 16904 237 24X 

Tiche* 50-341. 02/11/08,8212520460 
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8210150163 Forwards review of emergency action levels for Enrico fermi 
nuclear pouer station 

MARTIN, J EP Battel It? Memorial Institute. Pacific Northwest 
Laboratory 83/10/05 PAGANG, F Q EP Licensing Branch I5pp 
1A504 230 24 X Fiche 50-341. 02/11/09,9212220460 


&«'l 2140375 Forward info re emergency operations facilities (EOF!. per 
LL Kinfcner 821202 request Const of permanent primary EOF 
t onp lete 

TAUBER. H Detroit Edison Co 82/12/06 YOUNGBLOOD, fl J Licensinq 
Branch 1 2p p 16401 008 24X Fiche 50-341 . 92/1 2/06, 82121 40375 


021222030 6 Discusses layout of communications equipment required in 
control room, onsite technical support c tr *< near-site 
emergency operations facility 

KEPPLER.u G Region 3. Office of Director 32/12/16 

ComTonwealth Edison Co 3pp I6SQ3 351 24X Fiche 50-000. 02/ 12/ 16. 

H2122203O6 


G Adjudicatory correspondence 


8212020353 Appeals portion of ASLB 021029 initial decision denying 
Monroe County. fir B20927 petition to intervene Appeal made 
under 1CCFR2 714(a). since extent Df County appeal rights 
^er 10CFR2 762 unclear 

WESTOVER, A T Monroe County, HI 02/11/08 Atomic Safety and 

Licensing Board Panel 3pp 162/8 010 24X Fiche 50-341.82/11/09, 

02! 2020353 


8<'l20lOl91 Disagrees w/NRC decision to treat Monroe County. MI 821108 
1 tr as appeal under I-0CFR2 714a rather than under 3 762 NRC 
does not have authority to decide issues for ASLAfl 
MJNOCK.J R Minocls, J MI MOCK. J R Citizens for Energy & 

Employment 02/11/26 EILPERIN, S , MOORE, T B , GQTCHY, R L Atomic 

bafety and Licensing Appeal Panel 2pp 16250 109 24X 

Fiche 50-341,82/11/26.6212010191 


GM20I0207 Order directing D Hawaii & persons from Citizens for 
Employment '< Energy uhn dealt u/Howell to file affidavits 
on organization representation Affidavits due B21210 Time 
for util J, NRC responses to show cause order extended 
6HQEH4KER. C U Atomic Safety and Licensing Appeal Panel B2/11/30 
Citizens for Energy Employment 2pp 16359 001 24X 

fiche 50-341.82/11/30,8212010207 


0^12010216 Order granting Citizens for Employment fc Energy 10 days 
after issuance of order to file brief supporting Monroe 
County, fll intervention appeal Monroe County request for 
eitension of time to file exceptions denied 

6HOEMAKER . C J Atomic Safety and Licensing Appeal Panel 02/11/30 

3pp 16258 009 24X Fiche SO-34 1 . 82/1 1/30, 021 201 D21 6 


0^12070234 Erratum to ASLB 821029 initial decision Name of Voight 
should he changed to Voigt in cover page list of 
appearances G in Line 8 of Paragraph 90 

MILHOLLIN. 0 L Atomic Safety and Licensing Board Panel 82/12/03 
Jp 16329 320 24X Fiche 50-341.82/12/03,8212070234 


0212J40377 Affidavit of BE Howell re employment by & representation of 
Citizens for Employment V Energy Decision not to file 
proposed findings of fact it conclusions of law made jointly 
ui/KA Siegfried Certificate of Svc end 

NOWELL, D E Citizens for Energy L Employment 02/12/00 6pp 
16401 306 24X Fiche 50-341.82/12/00.82123 40377 


□;'12140*t60 Affidavit of KA Siegfried D Howell had full authority from 
affiant & Citizens for Employment & Energy to make decisions 
ie legal representation Of organization 

SIEGFRIED. K A Citizens for Energy t, Employment 82/12/09 fp 
1 6405 030 2 4X Fiche 50-34 1 , 82/12/08, 821 21 40460 


82 1 21 40428 Response supporting Monroe County, MI appeal of ASLB 821029 
memorandum & order denying County petition to intervene 
Good cause shown No other means of protecting County 
interest exists Certificate of Svc end 

NIWOCK, J R Citizens for Energy fc Employment MINDCK, J ft Minock. 
J 82/12/10 Atomic Safety and Licensing Appeal Panel t2pp 
36405 198 24X Fiche 50-341,02/12/30,8212140420 


8212230211 Order rendering ASLB 921029 decision authorizing NRR to 
issue QL effective Full power license will not be issued 
until remaining uncontested issues resolved 

C.HILK, S J Office of the Secre tary of the Commission 82/12/20 
2pp 16511 030 24X Fiche 50-341, 82/12/20, 8212230211 


B2£ 2230355 Response in opposition to Citizens for Employment & Energy 
response to ASLB 821122 order to show cause why appeal from 
021029 initial decision should not be summarily dismissed 
for failure to file proposed findings W/Cer t if icate of Svc 
VOIGT, H E Detroit Edison Co 92/12/22 Atomic Safety and 
Licensing Appeal Panel 9pp 16511 152 24X Fiche 50-341.92/12/22, 

3212238355 


BF12280I39 Response ih opposition to Citizens for Employment & Energy 
(CEE) 021121 answer to ASLAB 021112 order to show cause why 
CEE 821109 appeal to ASLB 821029 order should not be 
dismissed Certificate of Svc end 

WOODHEAD.C P Hearing Branch 1 02/12/23 Atomic Safety and 

Licensing Appeal Panel 12pp 16563 191 24X Fiche 50-341, 

32/12/23, 0212280139 


8212280151 Forwards ALAB-707, deny ing Monroe County, Ml intervention 
petition & requiring NRR Director to consider petition as 
request for action under 10CFR2 206 

WOODHEAD.C P Hearing Branch 1 02/12/27 PERRY, B Federal 

Emergency Management Agency lp 16564 019 24X 

Fiche 50-341,82/12/27,0212260151 


—0212280156 Decision ALAB-707, deny ing Monroe County, MI intervention 
petition £< requiring NRR Director to consider petition as 
request for action under 10CFR2 206 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 
82/12/21 1 5pp 16564 020 24X Fiche 50-341,82/12/27,0212200131 


K Utility Final Safety Analysis Report iFSAR > amends 


02 J 2010147 Fot ward s Amend 45 to amended & substituted application for 
t!L» cons i b tin g of Amend 43 to FSAR 

LANDQRAF, L C LeBoeuf, Lamb, Leiby & MacRae 02/11/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Jp 16258 203 
24X Fiche 50-341,82/11/30,9212010147 


--8212010156 Amend 45 to amended 6 substituted application for GL, 
consisting of Amend 45 to FSAR 

HEIDEL, C M Detroit Edison Co 82/11/24 lp 16250 204 24X 

Fiche 50-341, 82/11/30,0212010147 


-8212010163 Amend 45 to FSAR 

* Detroit Edison Co 82/11/30 4O0pp 16230 205 24X 

Fiche 30-341,02/11/30,9212010147 


Q Inspection reports, TE Bulletins t correspondence 


020 9 190240 IE Bulletin 92-03, Revi s i on 1, "Stress Cracking in Thick- 
Wal 1, Large-Diameter, Stain less Stee 1 , R ec lr c u lati on Sys Piping 
at BUR Plants " Svc list end 

DEYOUNG, R C Director’s Office, Office af Inspection end 

Enforcement 82/10/29 Consolidated Edison Co of New York, lnr 

I12pp 16462 163 24X Fiche 50-000, 82/1 0/28, 82001 90240 


0200190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
801 1 Model 002 Thermoluminescent Dosimeters ■' Svc list 
end 

COBB, L I Division of Fuel Facilities, Materials & Safeguards 
82/1 1/05 Consolidated Edison Co of New York, Inc I lOpp 
16372 142 24X Fiche 50-000,82/11/05,8208190245 


B208 190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Ljtercise Requirements " Svc list end 

JORDAN. E L Division of Engineering 4. duality Assurance 02/11/18 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24X 

Fiche 50-000, 02/11/10,8208190251 


GP1 21001 98 Forwards IE Insp Rept 30-341/02-10 on 820901-1031 No 
noncomp I lance noted 

KN0P,R C Division of Project & Resident Programs 02/11/24 
WELLS, D A Detroit Edison Co 2pp 16376 204 24X 

Fiche 50-341,82/11/24,0212100190 


—8212100203 IE Insp Rept 50-341/92-18 on 820901-1031 No noncompl i aiice 
noted Major areas inspected licensee action on previous 
t terns, el ec t rical conduit installation 8< insp activities, 
NRC/llcensee mgt meeting, PL issuance & site visits 
LITTLE, B H , BYROW, P M , KONKLIN, J E Division of Project 1 
Resident Programs 02/ t 1/22 6pp 16376 206 24X 

Fiche 50-34 1,02/11/24,8212100198 


8208 1 90256 IE Info Notice 82-46, "Defective & Obsolete Combination 
Padlocks ” Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 065 24X Fiche 50-000,02/11/26,0209190256 


9208 1 90257 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Won-Fissile Radioactive Mat! " Svc list end. 

COBB, L I Division of Fuel Facilities, Materials & Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 

16307 020 24X Fiche 50-000, 62/1 1/30, 02001 90257 


0200190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies w Svc list end 
DEYOUNG, R C Director '* Office, Office of Inspection and 

Enforcement 03/12/03 Consolidated Edison Co of New York, Inc 

I I3pp 16411 317 24X Fiche. 50-000, 02/12/03, 0208190259 
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8203190261 IE Info Notice 82-4B, "Failures of Agastat CR 0095 Relag 
boeJtets •' Svc list encl 

JORDAN. E L Division of Engineering fc Quality Assurance 02/12/Q3 
Consolidated Edison Cq of New York, Inc llOpp 16462 064 24/ 

Fie he 50-000* 02/ 1 2/03, 0206 1 9026 1 


0212S7O244 Forwards IE Insp Rept 50-341/82-14 on 820900-10 & notice of 
violation 

LITTLE, W 5 Division of Engineering L Technical Programs 82/12/03 

WELLS, D A Detroit Edison Co 2pp 16459 205 24 X 

fiche 50-341.02/12/03,8212170244 


- 02121 7Q247 Notice of Violation from insp on 020908-10 

LITTLE, W S Division of Engineering Zt Technical Programs 
82/12/03 4pp 1643? 207 24X Fiche 50-341,02/12/03,8212170244 


--8212170253 IE Insp Rept SO-341/02-14 on 820908-10 NDncomp 1 i an ce noted 
failure to fallow proc edures , es tab 1 i sh 6 use deviation 
disposition requests 6 to take corrective actions 
NAIOLLK R , LITTLE, Q H , WILLIAMS, C C Division of Engineering t 
Technical Programs 82/10/29 7pp 16459 211 24X 

Fiche 50-341,02/12/03,8212170244 


B212170105 Confirmatory action Itr re deficiencies identified during 
review of large bore hangers previously installed 6 accepted 
by OC site c o n tree tor s , p or 821210 teicon Independent 
engineering organiiation will evaluate all deficiencies 
NDREL1US, C E Division of Engineering & Technical Programs 
82/12/10 WELLS, D A Detroit Edison Co 2pp 16452 334 24X 

Fiche 50-341,02/12/10,0212170105 


8212230309 Notifies that listed drawings have been sent to G Hammer 
of Mechanical Engineering Branch h T Cook of EG&G to support 
review of inservice insp program for pumps & valves 

LUS 18, E Detroit Edison Co 02/12/15 LYNCH, D Office of Nucleur 
Reactor Regulation, Director lp 16511 124 24X 

Fiche 50-341,82/12/15,8212230309 


0208190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air 6 Gas Monitoring 11 Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, h,t 

1 27pp 16620 191 24X Fiche 50-000,82/12/16,8200190267 


0208190268 IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type I TC-27 " 8vc list encl 

JORDAN, E L Division of Engineering h Quality Assurance 03/12/20 
Consolidated Edison Co of New York, Inc 108pp 16628 293 24X 

Tiche 50-000,02/12/20,0200170268 


S Reportable occurrences, LERs fe related correspondence 


8212210443 Interim Deficiency Rept 74 re sway strut paddle clamped 
rigid Initially reported on 820702 Training session 
conducted for GO & craft supervisory personnel revised Next 
rept will be sent by 830324 

WELLS, D A Detroit Edison Co 02/11/24 KEPPLER, J G Region 3, 
Office of Director 2pp 16409 200 24X Fiche 50-34 1 , B2/U /24, 

Q2 12210443 


0212270359 Interim deficiency rept re froien reactor mode switch 73 L 
failure of contacts to maintain position during operation 
Initially reported on 620701 Switch modif i ed. Qua 1 i f ication 
work for switch handle In progress Next rept due by @30324 
WELLS, D A Detroit Edison Co 02/11/24 KEPPLER, J 0 Region 3, 
Office of Director 2pp 16530 008 24X Fiche 50-341,02/11/24, 

8212270359 


B212270362 Interim deficiency rept re linear indications noted on 
Clast I 5/0-inch stainless steel te« 50 fittings w/heat 
numbers 17 F t 43 F Initially reported on 820210 Tees 
removed fr replaced Next rept will be submitted by 030325 
WELLS, D A Detroit Edison Co 02/U/24 KEPPLER, J 0 Region 3, 
Office of Director 2pp 16530 010 24X Fiche- 50-341, 62/11 /24, 

0212270362 
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F. Security, medical, emergency fc fire protection plans 


6212140200 Forwards 1982 radiological emergency plan exercise 
objectives 6 limitations 

BftOEHL.D J Portland General Electric Co 82/10/20 GRIMES, B K 

Division of Emergency Preparedness 6pp 16402 090 24X 

Fiche 50-344, 02/10/20, 02 12140200 


0212060304 Forwards IE Insp Rept 50-344/02-30 on 021004-29 No 
noncompl lance noted, 

STERNBERG, D M Division of Resident, Reactor Project & Engineering 
Programs 82/11/15, WITHERS, B D Portland General Electric Co 
4pp 16311 070 24 X Fiche 50-344,82/11/15,6212060304 


—0212060391 IE Insp Rept 50-344/82-30 on 021004-29 No non c omp 1 i an l e 
noted Major areas inspected plant o p era 1 1 on s , surv e 1 1 1 a nc e 
testing, ntaint, sec ur aty, environ monitoring i, followup on 
LERs 

MALMROS, rt H , DDDDS# R T Division or Resident, Reactor Project €< 
Engineering Programs 62/11/12 5pp 16311 074 24X 

Fiche 50-344, 02/1 I / J 5, 82 1 2060384 


8212140349 Requests NRC d e t e r mi na 1 1 cm that records storage vault in 
technical support c fcr may be used as security storage 
container for safeguards info documents 

CULP.G H Portland General Electric Co B2/1S/19 KASUN> D J 

Physical Security Licensing Branch 6pp 16401 026 24X 

Fiche 50-344, 82/ 1 1/19, 0212 1 4034 9 


0212210180 Forwards IE Emergency Preparedness Appraisal Rept 
50-344/82-06 on 020222-0304 No noncompliance noted List of 
areas needing Improvement encl 

ENQELKEN, R H Region 5, Office of Director 82/12/02 WITHERS, R D 
Portland General Electric Co 3pp 16485 032 24X 

Tiche 50-344, 02/12/02, 8212210180 


— 8212210105 IE Emergency Preparedness Appraisal Rept 50-344/62-06 un 
020222-0304 No none amp 3 i anc e noted Major areas inspected 
administration of emergency preparedness, emergency 
or gani i at i o n, tra i n i ng 8- retraining facilities It equipment 
FISH. R F , SCOWN, K , HANCHETT, J G Division of Radiological Safety 
Z, Safeguards Program 82/11/30 39pp 16465 035 24X 

Fiche 50-34 4, 02/12/02, B81 22 10-100 


8212100399 Releases public version of revised emergency plan 
implementing procedure* 

FELTON, J M Division of Rule* and Records 02/ 1 2/07 Document 

Management Dranch ip 16309 197 24X Fiche 50-344,62/12/07. 

11212100399 


--Q212100406 Forwards public version of revised emergency plan 
implementing procedures , 1 nt 1 ud ing Procedures EP-19 2 re 
operation of dedicated telephone sys U EP -29 1 re 
instructions for use of computer terminal 

PUZEY, A M Portland General Electric Co 02/11/23 CLARK, R A 
Office of Nuclear Reactor Regulation, Dire-cfcor 2pp I63B9 J 98 
24 A Fiche 50-344,62/12/07,8212108399 


--B21210041! Public version of revised emergency plan implementing 
proc Kdurei, int 1 ud i ng Procedurec EP-19 2 re operation of 
dedicated telephone eys i, EP-29 1 re instructions for 
use of computer terminal 

YJNOT.C P Portland General Electric Co 02/11/16 20pp 
163B9 200 24X Fiche 50-34 4,02/12/07,6212100399 


0212170304 Forwards IE Safeguards Insp Rept 50-344/62-31 on 621139- 
1203 No noncomp 1 lance noted Rept withheld (ref IOCFR73 21 ) 
NORDERHAUG.L R Division of Radiological Safety tc Safeguard* 
Program 82/12/09 WITHERS, fl D Portland General Electric Co 
?pp 16456 129 24X Fiche 50-34 4, 62/12/09, 62 121 70304 


01*12210301 Forward* replacement Page 5-6a to security plan Section 
02121 Page withheld (ref 10CFR73 21) 

WITHERS, B D Portland General Electric Co B2/12/13 CLARK, R A 
Operating Reactors Branch 3 lp 16404 357 24X 

Me he 50-344, 82/12/13. 8212210201 


021 2270 4 B3 Forwards exemption from requirements of 10CFR50 40 & App ft 
of 10CFR50 re fire protection for equipment important to 
safe shutdown & emergency lighting Safety evaluation 
supporting exemption encl 

CLARK, R A Operating Reactors Branch 3 02/12/14 WITHERS, Q D 

Portland General Electric Co 4pp 16549 305 24X 

Tiche 50-344,82/12/14,0212270403 


— 6212270486 Exemption from requirements of 10CFR50 46 tc App R of 
10CFR30 re fire protection for equipment important to safe 
shutdown & emergency lighting 

EISENHUT.D G Division of Licensing 92/13/14 Portland 

General Electric Co I3pp 16549 309 24X Fiche 50-344,02/12/14, 

0212270403 


— 8212270406 Safety evaluation supporting exemption from lOCFft&O.App R 
requi remenfc* 

* Office of Nuclear Reactor Regulation, Director 62/12/14 
21 p p 1654 9 322 24X Fiche 50-344,62/12/14,6212270463 


— B206100047 Discusses request for exemption from requirements of Section 
III 0 2 of App R to 10CFR5Q re intake * true ture, fuel bldg, 
auxiliary bldg, turbine bldg & cable penetration area outside 
containment 

COHN, B rt Gage-Babe oc k Assoc late*, Inc 01/11/20 BENARtJYA, V 

Chemical Engineering Branch, 10pp 1A549 343 24X 

Fiche 50-34 4,82/12/14,6212270 403 



212 


DOCKETED ITEMS 


P Operating license stage documents it correspondence 


9W5030027 Forwards completed steam generator questionnaire, per 824026 
request Outages, solely for steam genera fcor-reJ ated maint* 
occurred in 197? S' 1981 Remaining fflaint performed during 
Fthedyled refueling outages 

WITHERS,!! D Portland General Electric Co 02/ J 1/24 E!SENHUT,DG 
Division of Licensing 4pp 16304 334 24X riche 50-344,132/11/24, 

9212030027 


GPI20703J6 Foruards ''Trojan Nuclear Plant Cycle 5 Startup it Power 
I sedation Physics Testing Kept lr 

WITHERS, B D Portland General Electric Co 02/11/30 ENG EL KEN, R H 

Region 5, Office of Director Ip 16337 074 24 X 

r lch# 50-344, B2/U /30. 0212070316 


--8212070319 '"Trojan Nuclear Plant Cycle 5 Startup tt Power Escalation 
Physics Testing Rapt ” 

* Portland General Electric Co PQE-1035 02/11/30 50p p 

16337 075 24X Fiche 50-344,82/11/30,0212070316 


9I'12100044 Forwards add! info requested on 821007 re inservice testing 
neliet requests fCT pumps & valves 

WITHERS* B D Portland General Electric Co 82/12/03 CLARK* fi A 
Iterating Reactors Branch 3 21pp 1637? 050 24X 

F i-che 50-344, 02/13/03, 8212100044 


8213130366 Foruards Amend 70 to License NPF-J , safety & technical 
evaluations 4* notice of issuance L availability Amend adds 
operability U surveillance requirements for reactor coolant 
overpressure mitigation sys 

CLARK,? A Operating Reactors Branch 3 32/12/06 WITHERS, B D 

Portland General Electric Co 3pp 16412 102 24X 

Tiche 50-344- 82/12/06,8212130366 


--821213D367 Amend 70 to License NPF-l, adding operability U surveillance 
requirements For reactor coolant overpressure mitigation 
sy s 

CLARK, R A Operating Reactors Branch 3 82/12/06 I7pp 

16412 105 24X Fiche 50-344, 02/1 2/06, 8212130366 


— 0212130369 Safety -evaluation supporting Amend 78 to License NPF-l 
* Office of Nuclear Reactor Regulation, Director B2/12/06 
!2pp 16412 122 24X Rich* 50-344,02/12/06,8212130366 


--B212T3Q370 "Technical Evaluation of Eiectr i ca 1 , Instruments t i on & 
Control Design Aspects of Ldu Temp Overpressure Protection 
Sys for Trojan Nuclear Power Plant " 

LATPRRE, V R , VICTOR, R A Laurence Livermore Laboratory TIN 
A-0231 UC ID-18670 80/06/30 NRC - Mo Detailed Affiliation 

Given 26pp 16415 134 24X Fiche 50-3 4 4,82/12/06,8213130366 


- -0212130372 Notice of issuance fc availability of Amend 7B to License 
fJPF-1 

CLARK, f? A Operating Reactors Branch 3 02/12/06 2pp 

16412 159 24 X Fiche 50-344,82/12/06,0212130366 


01/09190263 Generic Ltr 02-32 to all PWR licensees re potential steam 
gertera + of-re! ated generic requirements Forwards Science 
Applications, Inc draft rept re subj requirements Comments 
jequested within 30 days of ltr Svc list end 

EI&ENHJT.D 0 Division of Licensing 82/12/0? Consolidated 
Edison Co of New York* Inc 29pp 16629 247 24X 

t ic he 50-000, 02/12/0?, 8200190263 


0,^12140103 Generic Ltr 02-20 to alt licensees of operating 
Westinghuuse it C-E PWRs 1 except Arkansas Nuclear One, Unit 2 
& San Gnofre 213] re inadequate core cooling 
Instrumentation *ys Eve list eric I 

tlSENHJT.D G Division of Licensing 02/12/10 Yankee Atomic 
Electric Co 27pp 16690 035 24X Fiche 50-000, 82/1 2/10* 

8212140103 


GI'13200283 Foruards exceptions taken to NUREG-0737 requirements re 
containment pressure mon i tor s , wate r level monitors 4< 
hydrogen mon 1 tors , 1 n response to 02JII2 request for add 
i nfo 

WITHERS, B D Portland General Electric Co 82/12/17 CLARK, R A 
Operating Reactors Branch 3 I5pp 16561 312 24X 

Fiche 50-344 . 82/12/17,02 1 2200283 


0212280410 Forwards SER t* technical evaluation repts supporting environ 
qualification of saf ety-r elated equipment Plans for 
quel i f lea tion or replacement of equipment in Categories 
1 Ml A k II 0 should be submitted in 90 days 

CLARK, R A Operating Reactors Branch 3 02/12/17 WITHERS* 0 D 

Portland General Electric Co 3pp 16374 001 24X 

Mch« 50-344,82/12/17,3212280410 


— B2122B04I9 SER supporting environ qualification of saf e ty -rel ate d 
electrical equipment 

# Office of Nuclear Reactor Regulation, Director 82/12/17 5pp 
16574 004 24 X Fiche 30-344 , 02/12/ 1 7, 02 122004 1 0 


•8210250107 "Review of Licensees Resolution of Outstanding Issues From 
MRC Equipment Environ Qualification SER* IF-U & B-60), 

Trojan Nuclear Plant." final technical evaluation rept 
Proprietary info deleted 

PANDEY* S Franklin Ins ti tute/Frank 1 i n Research Center 
NRC-03-77-1 10 TER -C 52 57-485 82/10/19 LE* N B MRC - No 

Detailed Affiliation Given 33ipp 16574 009 24X 

Fiche 50-344, 82/12/17* S2122Q0410 


8212200470 Forwards info re NUREQ-0737* I terns 11 B 3, "Pos t-Ac c i d ent 
Sampling Capability' 1 it III D 3 4, "Control Room 
Habitability," in response to NRC 820630 request W/seven 
oversiie drawings Aperture cards are available in PDR 
WITHERS, B D Portland General Electric Co 82/12/17 ElSENHUT* U Q 
Division of Licensing 23pp 16556 071 24X Fiche 50-344* 

32/12/17, 0212200470 


0212270368 Forwards responses to NUREO-0737* I terns 1 1 E 4 2 7* 

1 I K 2 10, II K 3 3, II K 3 12 4, I A 1 3, per Generic Ltr 
82-16 No add Tech Specs requested 

WITHERS, DO Portland General Electric Co 82/12/21 EISENHUT* D Q 
Division of Licensing 3pp 16530 046 24X Fiche 50-344*02/12/21, 

8212270360 


0 Inspection reports, IE Bulletins S< correspondence 


QHO819024O IE Bulletin 62-03* Revi s i on 1* "Stress Cracking in Thick- 
Wall , Larg e-I>i amt? ter , Stain 1 ess Steel, Recirculation Bys Piping 
at OMR Plants ♦' Svc list end 

UEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/10/20 Consolidated Edison Co of New York, Inc 

1 1 2pp 16462 163 24X Fiche 50-000, 82/1 0/2B, 02001 90240 


QI‘081 90245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
801 L Model 802 Thermoluminescent Dosimeters " Svc list 
end 

CaBB,L I Division qf Fuel Facilities, Materials h Safeguards 
82/11/05 Consolidated Edison Co of New York* Inc liOpp 
16372 142 24X Fiche 50-000* 82/ 11 /OS, 82081 90245 


8212060384 Forwards IE Insp Rept 50-344/82-30 on 021004-29 No 
noncomp 1 lance noted 

STERNBERG, D M Division of Resident* Reactor Project it Engineering 
Programs 82/11/15 WITHERS, 0 D Portland General Electric Co 
4pp 16311 070 24X Fiche 50-344*82/11/15*8212060304 


— 0212060391 TE Insp Rept 50-344/82-30 on 021004-2? No noncompliance 
noted Major areas inspected plant operati ons* survei 1 lance 
testing, nai nt» security* environ monitoring & followup on 
LERS 

MALMRQS, M H , DODDS, R T Division of Resident* Reactor Project & 
Engineering Programs 82/11/12 5pp 16311 074 24X 

Fiche 30-344* 02/1 I / 1 3* 8212060304 


B;>0ai?0251 TE Info Notice 02-44, "Clarification of Emergency Plan 
Liercise Requirements ,J Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 02/11/10 
Consolidated Edison Cct of New York* Inc I09pp 16411 199 24X 

fiche 50-000* 82/11/10, 0200190251 


0203190256 IE Info Notice 02-46, "Defective & Obsolete Combination 
Padlocks " Bvc list end 

DEYOUNG, R C Directory's Office* Office of Inspection and 

Lnforcement 82/11/26 Consolidated Edison Co, of New York* Inc 

J27pp 16411 065, 24X Fiche 30-000,82/11/26*0203190256 


0200 l 90257 IE Info Notice 02-47* "Transportat ion of Type A Quantities 
of Non~Fis*ile Radioactive Matl " Svc list end 
C0DB*L I Division of Fuel Facilities, Materials & Safeguards 
02/ 11/30 Consolidated Edison Co of New York* Inc 356pp 

16387 028 24X Fiche 50-000*82/11/30,8208190257 


8212210100 Forwards IE Emergency Preparedness Appraisal Rept 
50-344/02-06 on 820222-0304 No noncompliance noted List of 
areas needing improvement end 

ENGELKEN, R H Region 5* Office of Director 02/12/02 WITHERS, B, D 
Portland General Electric Co 3pp I6405 , O32 24X 

Fiche 90-344.02/12/02*8212210100 


— 8212210105 IE Emergency Preparedness Appraisal Rept 50-344/82-06 on 
020222-0304 No noncomp 1 lance noted Major areas inspected, 
administration of emergency p reparedness* emergency 
organi lation, training & retraining facilities & equipment 
FISH* R F . SCQWN* K * HANCHETT* J 0 Division of Radiological Safety 
it Safeguard* Program 82/11/30 39pp 164S5 035 24X 

Fiche 50-344* 82/12/02* 8212210100 
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8200190259 IE Bulletin 82-04. "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 82/12/03 Consolidated Edi sen Co of New York. Stic 

113pp 16411 317 P4X Fi c he 50-000.82/12/03.8208190259 


S*'09 190261 IE Info Notice 82-40. “Failures of Aga&tat CR 0095 Relay 
Sockets “ Svc list end 

JORDAN. E L Division of Engineering $< Quality Assurance 02/12/03 
Consolidated Edison Co of New York. Inc HOpp 16462 064 24X 

Fiche 50-000.82/12/03.8208190261 


B2 12170304 Forwards IE Safeguards Insp Rept 50-344/82-31 on 021129- 
1203 No noncompliance noted Rept withheld (ref 10CFR73 21) 
NORDERHAUG, L R Division of Radiological Safety & Safeguards 
Program 82/12/09 WITHERS, B D Portland General Electric Co 
2pp 16456 129 24X Fiche 50-344.62/12/09.0212170304 


0208190267 IE Info Notice 02-49. "Correction for Sample Conditions for 
Air 4 Oas Monitoring " Svc list end 

DEYtHJNQ, R C Director's Office. Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

I27pp 16628 191 24X Fiche 50-000.82/12/16,0200190267 


0PO8I9O260 IE Info Notice 82-50, "Mod of Solid Gtate AC Undervoltage 
Relays Type ITE-27 " Svc list encl 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/20 
Consolidated Edison Ca of New York, Inc lO0pp 1662B 293 24X 

Fiche 50-000,02/12/20,8200190260 


R Periodic operating reports fc related correspondence 


821 2070343 Forwards monthly operating rept for Jul 1902 

YUNDT. C P Portland General Electric Co 02/00/05 Office of 
Management and Program Analysis ip 16343 199 24X 

Fiche 50-344,82/08/03,8212070343 


— 021 2070346 Monthly operating rept for Jul 1982 

NrCHDJ-80N, W 0 Portland General Electric Co 02/08/04 4pp 
16343 200 24 X Fiche 50-344,02/08/05.0212070343 


GM22902O1 Forwards monthly operating rept for Oct 1902 

YUNOTi C P Portland General Electric Co 02/11/03 Office of 
Resource Management, Director Ip 1657Q 195 24X 

Fiche 90-344, 02/11/03, B21 229020 1 


—0212290204 Monthly operating rept for Oct 1 9B2 

NICHOLSON, W 0 Portland General Electric Co 82/11/03 4pp 
£6578 1 86 24X Fiche 50-344.02/11/03.8212290201 


S Reportable occurrences. LERs & related correspondence 


G?1 20300 II Forwards LER 92-020/03L-0 Detailed event analysis end 
YUNDT , C P , STEELE, R L Portland General Electric Co 82/11/10 
ENGELKEN, R H Region 5, Office of Director 3pp 16304 234 24 X 

Fiche 50-344,82/11/10,821203001 1 


-0218030017 LER 02-O2O/O3L-O on 821013, manua 1 filter inlet damper on 
train A control room emergency ventilation sys found closed, 
isolating fan VC-142A suction path from control room Caused 
by loose setscrew Improved attachment method implemented 
BAIR.O 0 Portland General Electric Co 82/11/10 Region 5, 
Office of Director Ip 16304 237 24X Fiche 50-344,02/11/10, 

8312030011 


9212140346 Forwards LER 02-O21/O3L-O Detailed event analysis end 
VUNDT, C P Portland General Electric Co 02/11/30 ENQELKEN.R H 
Region 5, Office of Director 3pp 16401 021 24X 

Fiche 30-344,02/11/30,0212140346 


— B2 121 40355 LER 82-021/Q3L-0 on 02 1 101 . pro a s ur i j er level transmitter 
LT-461 found out of calibr Setpoint for high pressuriier 
level reactor trip exceeded max value Caused by setpoint 
drift Instrument recaiibr fit returned to svc 

BAIR, 0 G Portland General Electric Co 02/11/30 Region 5, 
Office of Director Ip 16401 024 24X Fiche 50-344,02/11/30, 

8212140346 


G2I22B0421 PNS-V-82-005 on 021217, bomb threat received from 
un i ifentif led male Plant search yielded negative results 
SCHWANrC A , SCHUSTER, M D Region 5, Office of Director 82/12/17 
lp 16560 028 24X Fiche 50-344, 62/12/17, 9212200421 


8212200190 Forwards response to request for addl info r* resolution of 
LER 79-15, per 820929-30 meeting In San Franc isco,CA w/util 
& Bechtel Need for addl tornado missile barrier at fuel bldg 
eliminated Meeting agenda end 

WITHERS, B 0 Portland General Electric Co 82/12/22 CLARK. R A 
Operating Reactors Branch 3 7pp 16562 296 24X 

Fiche 50-344, 82/12/22, 0212280190 


DOCKET 50-346 DAVIS-DESSE NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency V fire protection plans 


9212020270 Notifies that alternate dedicated svc water sys will be 
installed within 30 months of NRC 820602 acceptance date, per 
10CFR50 48(c) (4) 

CROUSE, R P Toledo Edison Co 83/11/23 STQlZ.JT Operating 
Reactors Branch 4 lp 16279 353 24X Fiche 50-346. 02/ i J /23, 

8212020270 


GJ12080643 Forwards safety evaluation h notice of exemption from 
certain technical requirements of App R to 10CFR50, per 
util B20429 request 

tISENHJT.D G Division of Licensing 02/11/23 CROUSE, R P Toledo 
Edison Co 4pp 16372 352 24X Fiche 50-346., 02/1 1/23, 0213080643 


— ■8212000649 Safety evaluation supporting exemption from certain 
requirements of App R to 10CFR30 

* Office of Nuclear Reactor Regulation, Director 82/11/23 bpp 
16372 356 24X Fiche 50-346,82/11/23,8212080643 


— 8212000652 Notice of exemption from certain requirements of App h 
to 10CFR50 

STOLZ, J F Operating Reactors Branch 4 82711/23 2pp 

16372 361 24X Fiche 50-346,02/11/23,6212080643 


Gc’12100255 Forwards IE Insp Rept 50-346/02-31 on 021003-30 & notice 
of violation 

0PES9ARD, R L Division of Project 8, Resident Programs 02/11/26 
CROUSE, fl P Toledo Edison Co 2pp 16376 159 24X 

fiche 50-346, 02/11 /26, 8212 1 00255 


- 0212100257 Notice of violation from insp on 821003-30 

8PESSARD, R L Division of Project S. Resident Programs 02/11/26 

lp 16376 161 24X Fiche 50-346,62/11/26,0212100255 


—8212100263 IE Insp Rept 50-346/92-31 on 921003-30 None omp 1 i an c o noted 
repair of buried fire piping accomplished w/inadequa to 
procedures, as requirement foT restoring backfill to anginal 
spec omitted 

PEEBLES, T A , ROGERS. w Q , BYRON, P M Division of Project t 
Resident Programs 05/11/24 Qpp 16376 162 24X 

Fiche 50-346, BE/ 1 1/26, 821 2100255 


0212060074 Forwards IE Safeguards Insp Rept 50-346/82-30 on S21 025-29 t, 
notice of violation Notice of violation $< rept details 
withheld (ref 10CFR73 21 ) 

N0RELIU8, C E Division of Engineering & Technical Programs 
02/11/29 CROUSE, R P Toledo Edison Co 2pp 16314 350 24X 

fiche 50-346. 62/ 1 1/27, 02i2O6OO74 


—8212060000 IE Safeguard* Insp Rept 50-346/92-30 on 021025-29 
Noncompliance noted security organization mg t, p ersonne 1 & 
response, re cor ds & rap ts, test i ng L saint & physical 
barriers Details withhold (ref 10CFR73 21) 

PIRTLE, 0 L , KNICELEY , J R , CREED, J R Region 3. Office of 

Director 02/11/23 2pp 16314 360 24X Fiche 50-346, B2/ 11 /2«J. 

8212G60074 


8212130132 Releases public version of list of effective page* to 
emergency plan manual 

FELTON, J M Division of Rules and Records 82/12/03 Document 

Management Branch lp 16410 325 24X Fiche 50-346, 02/12/03, 

0212130132 


—8212130137 Forwards public version of list of effective pages to 
emergency plan manual & Figure 5-2 re facility arganiiatlon 
* Toledo Edison Co 82/10/06 Office of Nuclear Reactor 
Regulation, Director lp 16410 327 24* Fiche 50-346,82/12/03, 

8212130132 


— 0212130144 Public version of list of effective pages to emergency pi, in 
manual & Figure 9-2 re facility organization 

MURRAY, T D Toledo Edison Co 02/09/29 4pp 16410 333 24/ 

Fiche 50-346,82/12/03,0212130132 


0212100231 Forward* proposed revision to industrial security plan 
Revision withheld (ref 10CFR7J 21) 

CROUSE. R P Toledo Edison Co 92/12/06 DENTON. H R Office of 
Nuclear Reactor Regulation. Director Ip 16376 191 24X 

Fiche 50-346, 02/12/06, 8212100231 


6212150301 Releases public version of revision to emergency plan 
supporting procedures revision index 

FELTON, J M Division of Rules and Records 02/12/09 Document 
Management Branch lp 16446 264 24X Fiche 50-346.92/12/00, 

9212150301 
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&2121503JO Forward* public version of .Revision 157 to emergency plan 
supporting procedures revision index 

* Toledo Edison Co 92/12/01 NflC - No Detailed Affiliation 

Given 3pp 16444 2th 24X Fich e 50-346, 02/12/00, 82121 50301 


— 0213130124 Notice of issuance fc availability Of Amend 4? to 
License NPF-3 

STOLZ , J F Operating Reactors Branch 4 02/11/23 2pp 

164 1 9 019 24X Fiche 50-346,02/11/23,0212130111 


0r-l2l6CO?l Releases public version of revised emergency plan 
implementing procedure 

f-ELTON, J Division of Rules and Records 82/12/C8 Document 

Management Branch Ip [6447 209 24X Fiche 50-346, 02/ 12/08, 

8212 160091 


-3212160090 Foruards public version of .Revision 4 to emergency Plan 
Implementing Procedure EJ 1300 01. "Emergency Plan 
Activation " Receipt form encl 

* Toledo Edison Co 92/11/19 NRC - Wo Detailed Affiliation 

Sivon lp 16447 210 24 < Fiche 50-346. 02/12/00, 0212160091 


—0212160107 Public version of Revision 4 to Emergency Plan, Implementing 
Procedure £1 1300 01, "Emergency Plan Activation " Revision 


vnrfei encl 

ML-RRAV.T D . BEVER, 0 D , 8RZDEN, 0 W Toledo Edison Co 
39pp 16447 211 24X Fiche 50-346,02/12/00,9212160091 


02/11/17 


3^12220290 Releases public version of revised emergency plan 
supporting procedures indei 

f-ELTGW, J M Division of Rules and Records 02/12/10 Document 

Management Branch Ip 16523 355 24X Fiche 50-346.02/12/10, 

*1212220290 


--0212220302 Forwards public version of Revision 150 to emergency 
plan supporting procedures index Receipt form encl 
a Toledo Edison Co 02/12/03 NRC - No Detailed Affiliation 

Gi\en lp 16523 256 24X Fiche SO-346, 02/ 1 2/10, 0212220290 


0212100040 Responds to 821013 ltr re Tech Specs for snubber 
surveillance All snubbers defined in ANSI/A0ME OM-4 Std will 
be listed in Tech Spec tables in manner similar to current 
table on hydraulic snubbers 

CRCl/SE/R P Toledo Edison Co 02/11/24 STOLZ, J F Operating 
Reactors Drench 4 2pp 16379 041 24X Fiche 50-346,02/11/24, 

0212100040 


GDI 2020205 Forwards temporary mods to facility procedures re 
reactor/turbine trip, auxi 1 iary feedwater $ys, station & 
instrument air,mateup & purification sys & plant startup 
8YR0H8JU«J H Toledo Edison Co 82/11/29 MAINES, R NRC - No 
Detailed Affiliation Given 6pp 16274096 24X 

Fiche 50-346, 82/11/29, 821 2020205 


0^*12030337 Requests confirmation of schedule for resolution of items 
discussed in 821115 telcon re NURE0-O612, "Control of Heavy 
Loads at Nuclear Power Plants " Response should be provided 
by 021210 

STOLZ, J F Operating Reactors Branch 4 02/11/30 CROUSE, R 0 

Toledo Edison Co 3p p 16316 326 24X Fiche 50-346,02/11/30, 

0212030337 


031 20601 50 Updates util 820917 ltr re NURED-0737, Item II B 3, "Poet- 
Accident Sampling " Util commits to revised completion date 
of Dec 1933 for installation of RCS sample panel t, 
containment air monitor grab sample due to vendor problems 
CROUSE, R P Toledo Edison Co 82/11/30 STOLZ, J F Operating 
Reactor* Branch 4 2pp 16313 115 24X Fiche 50-346,02/11/30, 

0212060158 


■0212220308 Public version of Revision 150 to emergency plan 

supporting procedures index 

* Toledo Edison Co 02/12/31 lp 16523 557 24X 

Fiche 50-346.02/12/10,0212220299 


3512300193 Responds to util 821123 schedule for completing mods to 
provide alternate svc water capab t 1 i fcy. re qu ired by App R to 
JOCFR50 Mods must be completed in accordance w/schedyle for 
alternative shutdown cap a b 1 1 j t y < no t dedicated shutdown 
CitaLZ,3F Operating Reactor* Branch 4 B2/12/14 CROUSE, R P 

Toledo Edison Co 2pp 16612 331 24X Fiche 50-346,02/12/14, 

*1212300193 


0VJ22203O6 Discusses layout of c ommunic a tlon* equipment required in 
control room onsite technical support c tr 6 near-site 
rmergency operations facility 

KEPPLER, J C Region 3, Office of Director 82/12716 

Commonwealth Edison Co 3p p I6303 351 24X Fich* 50-000,02/12/16. 

0212220306 


B2J229C026 Responds to 821012 ltr re changes to physical security plan 
Changes acceptable Requests admini* trat tve 1 y correct plan 
pages be submitted 

STOLZ, J Operating Reactors Branch 4 82/12/16 CROUSE, R D 

Toledo Edison Co 5pp 16607 176 24X Fiche 50-346,92/12/16, 

02 1 2290026 


M Antitrust correspondence 


0^12150012 Requests MRC review of Cleveland Electric Illuminating -Co 
021119 filing w/FERC fur increase in rates for firm- power 
svc Also requests NRC consideration of petition to intervene 
in matter 

PANOV. <J Cleveland, OH 92/12/02 T0AL9T0N. A Antitrust it 
Economic analysis Branch futility Finance) 37pp 16421 139 24X 

jr i che 30-000,92/12/02,8212150012 


p Operating license stage documents it correspondence 


0PI213011I Forwards Amend 49 to Li-cense NPF-3, safety evaluation & 
notice at issuance 6 availability Amend changes Tech Spec 
Table 3 7-3 re safety-related hydraulic snubbers. 

DEACAZTO, A If Operating Reactors Branch 4 92/11/23 CROUSE, R P 

Toledo Edison Cc, 3pp I64J8 007 24X Fiche 50-346,02/11/23, 

02121301 11 


Br’ 1 2100414 Forwards Amend 50 to License NPF-3, safety evaluation 6 
notice of issuance h availability Amend changes Tech Spec 
Surveillance Requirement 461 5 re arithmetic averaging of 
inlet temp to containment air coolers 

STQLZj-JF Operating .Reactors Branch 4 02/11/30 CROUSE, R P 

Toledo Edison Co 3pp I63S9 061 24X Fiche 30-346,82/11/30, 

82 121004 J 4 


— 8212100453 Amend 50 to License NPF-3. c hang i ng Toeh Spec Surveillance 
Requirement 461 5 re arithmetic averaging of inlet temp 
to containment air coolers 

STOLZ, J F Operating Reactor* Branch 4 82/11/30 7pp 

16309 064 24X Fiche 50-346,82/11/30,0212100414 


— 021 2100474 Safety evaluation supporting Amend 50 to License NPF-3 

# Office of Nuclear Reactor Regulation, Director 82/11/30 4pp 
16389 071 24X Fiche 50-346, 82/ 1 1 /30, 02 1 2 1004 1 4 


--B2J21004B1 Notice of issuance & availability of Amend 50 to License 
NPF-3 

STOLZ, J F Operating Reactors Branch 4 02/11/30 2pp 

16389 073 24X Fiche 30-346, 02/11/30, B2I 2100414 


8212070459 Forwards request for addl info re NURE0-0737, Item II B 4, 
"Training For Mitigating Core Damage " Response requested 
no later than 821231 

STOLZ, J F Operating Reactor* Branch 4 02/12/01 CROUSE, R P 

Toledo Edison Co 3pp 16355 329 24X Fiche 50-346. 02/12/0 J, 

0212070459 


021 2130051 Requests modified response* to recommendations in NRC status 
rept re NURE0-O737, Item XI E I 1, "Auxiliary Feedwater Sys 
Evaluation 11 Response to unresolved concerns requested by 
0212J7 

eTQLZ.J F Operating Reactors Branch 4 82/12/01 CROUSE, R P 

Toledo Edison Co 3pp 16417,046 24X Fi ch * 90-346, 02/12/0 i, 

0212130051 


82 1 2070292 Discusses disposal of meteorological data strip charts Space 
considerations necessitate destroying chart* in Dec 1983 
Data on magnetic tape will be retained & stored consistent 
w/ANSI stds 

CROUSE, R P Toledo Edison Co 82/12/03 STOLZ, J F Operating 
Reactors Branch 4 lp 16339 063 24X Fiche 30-346,02/12/03, 

9212070292 


— B212130117 Amend 49 to License NPF-3, chang i fig Tech Spec Table 3 7-3 re 
safety-related hydraulic snubber*. 

STOLZ, J F Operating Reactors Branch 4 82/11/23 7pp 

16418 910 24X Fiche 50-346. 02/1 1 / 23, B2i 21301 1 1 


'^Bat2i30!2i Safety evaluation supporting Amend 49 to License NPF-3 

* Office of Nuclear Reactor Regulation, Director 82/11/23 2pp, 
16410 017 24X Fiche 50-346, 82/ 1 1/23, 02J2T3OI 1 i 


0212070040 Forward* SER for containment purging B, venting during 
normal operation per Generic Item B-24 it NURE0-0737, I tem 
If E 4 2 Purge sys design & operating practice* acceptable 
except for two listed items 

STOLZ, J F Operating Reactor* Branch 4 82/12/03 CROl/SE, ft P 

Toledo Edison Co 7pp 16384 247 24X Fiche 50-346, 02/12/03, 

0212090040 
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--821209QQ43 SEfl for c on ta i nment purging venting during normal 
operation Debris screens should be installed $, leakage 
integrity tests performed regularly Interim position enc i 
a Operating Reactors Branch 4 82/12/03 6pp 16384 334 t £< IX 

Fiche 50-346. 82/12/03, 821 2090040 


8212130090 Endorses BtiW Topical Repts BAW-10154P, "B£<W Small Break LOLA 

ECCE Evaluation Model" & BAW- 1 0092P, R ev i s i □ n 3, “CRAFT-2, " 

In effort to complete small break LPCA methods program 
response to NUREQ-0737, T t em II K 3 30 

CROUSE, R P Toledo Edison Co 82/12/07 STOLZ, J F Operating 
Reactors Branch 4 lp 16389 315 24X Fief,* 50-346,82/12/07, 

8212130090 


GP1213OO90 Forwards 821206 affidavit of JH Taylor requesting 
proprietary classification of DAW-1719, "Fracture Toughness 
Test Results From Capsule TEl-F, " reactor vessel matl 
surveillance program 

CROUSE, R P Toledo Edison Co B2/I2/0B STOLZ* J F Operating 
Reactors Branch 4 9pp 16390 197 24X Fiche 50-346,82/12/08, 

0212130080 


GJ'08190263 Generic Ltr 82-32 to all PWR licensees re potential steam 
generator-related generic requirements Forwards Science 
App l ica tions, Inc draft rept re subj requirements Comments 
requested within 30 days of ltr Syc list end 

CIBENHUT, D 0 Division of Licensing 82/12/09 Con so 1 Ida tod 
Edison Co of New York, Inc 29pp 16629 247 24X 

Mche 50-000,82/12/09,8208190263 


0212170392 Advises that anticipatory reactor trip sys main feedwater 
trip bypass a larm, descr xb ed in util 820929 1 tr, represents 
acceptable alternative to automatic bypass removal 
8TOL2* J F Operating Reactors Branch 4 82/12/10 CROUSE, R P 

Toledo Edison Co 2pp 16478 165 24X Fiche 50-346,82/12/10, 

8212170392 


0212210081 Provides conceptual design t< installation schedule for hot 
log level monitoring sys, per NUREG-0737, I te m II F 2 3 
Present schedule calls for installation of sys during 
refueling outage of sufficient duration i-yr after approval 
CROUSE, R P Toledo Edison Co 02/12/iO 8TOL2,J F Operating 

Reactors Branch 4 5pp 16493 038 24X Fiche 50-346.82/12/10, 

0212210081 


DU 1 2270363 Forwards order for license mod requiring installation of 
inadequate core cooling sys which conforms to design 
parameters specified in NUREG-0737, Item II F 2 "Detection 
of Inadequate Core Cooling " 

tlSENHUT, B 0 Division of Licensing 02/12/10 CROUSE* R P Toledt. 
Edison Co 3 p p 16566 215 24X Fiche 50-346,02/12/10,0212270363 


—6212270370 Order for mod of License NPF-3 re NUREG-0737, Item II r 2, 
“Detection of Inadequate Core Cooling “ Checklist far plant 
specific review of Inadequate core cooling instrumentation 
eys end 

EISEHHUT, D 0 Division of Licensing 82/12/10 Toledo Edison 
CO 1 1 pp 16566 210 24X Fiche 50-346, 82/12/10,8212270363 


BP 1 2280069 Forwards Amend 5i to License NPF-3 & notice of issuance & 
availability Amend proposes license conditions re sy* 
integrity measurements program & improved iodine monitoring 
p rogram 

DEAOAZIO, A U Operating Reactors Branch 4 82/12/10 CROUSE, R P 

Toledo Edison Co 3pp 16593 076 24X Fiche 50-346,82/12/10, 

0212230069 


—8212280071 Amend 51 to License NPF-3, adding license conditions re syr. 
integrity measurements program & Improved iodine monitoring 
program 

STOLZ, J F Operating Reactors Branch 4 02/12/10 5p p 

16593 079 24X Fiche 50-346,82/12/10,8212280069 


— 6212200074 Notice of issuance & availability of Amend 51 to License 
NPF-3 

6T0LZ, J F Operating Reactors Branch 4 02/12/10 2p p 

16593 005 24X Fi c h e - 50-346, 02/12/ 10, 821 2280069 


0312210092 Responds to 821130 ltr concerning response to draft 
technical evaluation rept re control of heavy loads Util 
reviewing request to submit Phase II rept Response will be 
provided 830131 

CROUSE, R P Toledo Edison Co 82/12/14 STOLZ, J F Operating 
Reactor* Branch 4 lp i6493 015 24X Fiche 50-346,82/12/14, 

02 12210092 


8212220273 Requests relief from Class 2 valve testing requirements of 
ASME Section XI IWV, MSIV KS-tOO & M5-101 Permission to 
perform subj test in lieu of full stroke test at cold 
shutdown requested Modified code relief Request 1 end 
CROUSE. R P Toledo Edison Co 02/12/14 STOLZ, J F Operating 
Reactors Branch 4 5pp 16518 026 24X Fiche' 30-346, 82/12/14, 

0212220273. 


0212270210 Respond* to MAC 821201 ltr re NUREG-0737, I tem II E 1 I, 
"Auxiliary Feedwater Sys Reliability Evaluation" & request 
for u r i 1 commitment to Recommendation G5-6 Suggested changes 
to Tech Specs not warranted 

CROUSE, R P Toledo Edison Co 03/12/15 STOLZ. J F Operating 
Reactors Branch 4 3pp 16535 001 24X Fiche 50-346.82/12/15, 
0212270310 


0**12270205 Advises that final evaluation re EPRI relief safety valve 
testing per NURE0-0737. 1 t em II D 1. "Reliability 
engineering," will not be submitted until 830131 Summary of 
evaluation submitted 

CR0U5E, R P Toledo Edison Co 02/12/17 STOLZ. J F Operating 
Reactors Branch 4 2pp 16534 354 24X Fiche 50-346,82/12/1;, 

0212270209 


0 Inspection reports. IE Bulletins U correspondence 


0**08190240 IE Bulletin 82 - 03 , Re v i s i on 1. "Stress Cracking in Th t c k - 
Wal l/Large-Dianeter, Stainless Steel* R ec Ircu lation Sys Piping 
„t BWft Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/20 Consolidated Edison Co of New York, inf 

1 12pp 16462 163 24* Fiche 50-000. SSV1 0/29. 82091 90240 


0208190245 IE Info Notice 92-42, "Defects Observed in Panasonic Model 
801 it Model 802 Thermoluminescent Dosimeters " Svc list 
r nc 1 

COBD,L I Division of Fuel Facilities, Materials fe Safeguards 
82/11/05 Consolidated Edison Co af New York, Inc HOpp 

16372 142 24X Fiche 50-000.02/11/05,8200190245 


8208190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering L Quality Assurance 82/11/18 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24/ 

Fiche 50-000, 62/11/10,6208190251 


8200190256 IE Info Notice 02-46, "Defective tt Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office. Office of Inspection and 
Enforcement 82/11/26 Con* o k ida ted Edison Co of New York. Jnc 

127pp 16411 063 24X Fiche 50-000,02/1 1/26.8208190256 


fii-'l 21 00255 Forwards IE Insp Rept 50-346/02-31 on 821003-30 & notice 
tif vi o 1 a 1 1 on 

SPESSARD.R L Division of Project & Resident Programs 82/1 1/26 
CROUSE, R P Toledo Edison Co 2pp 16376 159 24X 

Fiche 50-346, 82/11/26, 8212100255 


--0212100257 Notice of violation from insp on B21Q03-30 

SPEESARD, R L Division of Project h Resident Programs 82/11/26 
Ip 16376 161 24 X Fiche 50-346, 82/1 1/26, B212100255 


— 82 12100263 IE Insp Rept 50-346/02-31 on 821003-30 NoncompHance noted 
repair of burled fire piping accomplished u/inadequate 
procedures, a* requirement far restoring backfill to original 
spec omitted 

PEEBLEE, T A , ROGERS, W G , BYRON, P M Division of Project h 
Resident Programs 82/11/24 Bp p 16376 162 24X 

Ficha 50-346, 82/ 1 1/26, 8212100255 


8212060074 Forwards IE Safeguards Insp Rept 50-346/82-30 on 021025-29 & 
notice of violation Notice of violation & rept details 
withheld {ref 10CFR73 21 > 

NORELIUS.C E Division of Engineering & Technical Programs 
82/11/29 CROUSE, R P Toledo Edison Co 2pp 16314 358 24X 

Fiche SO-346, 02/11/29, 8212060074 


— B212060080 IE Safeguards Insp Rept 50-346/82-30 on 821025-29 
NoncompHance noted security organiiation mgt, personnel & 

TBsponse, recor tfs V- r ep t »* te s t i ng & maint It physical 

barriers Details withheld (ref 10CFR73 211 

PIRTLE, 0 L , K.NICELEY, J R , CREED, J ft Region 3, Office of 

Director 82/11/23 2pp 16314 360 24X Fiche 50-346*82/11/29. 

B2 12060074 


0208190257 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Non-Ffs-sile Radioactive flat!- ° Svc list end 
COBB, L I Division of Fuel Facilities, Materials ((Safeguards 
82/11/30 Cons® I i dated Edison Co of New York, Inc 356pp 
16387 020 24X Fiche 50-000,02/11/30.0200190257 


B208190259 JE Bulletin 02-04* "Deficiencies in Primary Containment 
Electrical Penetration Assemblies M Svc list encl 
DEYOUNG, R C Director's Office* Office of Inspection and 
Enforcement 92/12/03 Con* o 1 i da tod Edison Co of New York, Inc 
J13pp 16411 317 24X Fiche 50-000,02/12/03,0209190259 
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8200190261 IE Info Notice 6.2-40, "Failures of Agastat CR 009 5 Relay 
Sockets " Svc list encl 

JORDAN' E L Division of Engineering 4< Quality Assurance S2/12/03 
Consa J i da ted Edison Co of New York. Tnc HOpp 1646 2 064 24X 

Fiche 50-000. 02/12/03,02001 9026 1 


fl'209190267 IE Info Notice B2-49, “’Correction for Sample Conditions for 
Air & Das Monitoring " Svc list encl 

DEYOUNG. R C Director's Office. Office of Inspection .and 
Enforcement 02/12/16 Con* oil da ted Edition Co of New York, Inc 

J27pp 1662S 191 24* Fiche 90-000, B2/ 12/ 16. 8208190267 


0212210361 Ac k receipt of 021209 Itr informing NRC of steps taken to 
correct violation# noted m IE ln*p Rep-t 50-246/02-29 
STREETER, J F Division of Project & Resident Programs 02/12/16 
CROUSE. R P Toledo Edison Co Ip 16490 100 24X 

Fiche SO-346, 02/12/16,0212210361 


— 0212210368 Responds to RAC 021103 ltr re violations noted in IE Insp 
Rept 50-346/82-2? Corrective actions reactor theory 
requa 1 if I ca t £ on eiaro revfewed per Administrative Procedure 
AD 1810 15 it responsible personnel counseled 

CROUSE. R P Toledo Edison Co 02/ 12/0? STREETER, J F Division 
of Project it Resident Program* 2p p 16493 10 J 24X 
Fiche 50-346.02/12/16.0212210361 


82O0J9O260 IE Info Notice B2-50, ‘'Mod of Solid State AC UndervoHagt- 
Relays Type ITE-,27 11 five list end 

JQREAtf’ E L Division of Engineering 6 Quality Assurance 02/12/20 
Consolidated Edison Co of New York. Inc I08pp 16628 293 24X 

Fiche 30-000, 02/ J 2/20, S20B19026B 


0212290226 Respond# to IE Bulletin 02-0 1 , Rev i s i on I,SuppJ 1 re 
alteration of radiographs of welds in piping sub a ssemb 1 1 es 
supplied by ITT Qrinnell Industrial Piping, Inc No alteration 
found 

CROUSE/ R p Toledo Edison Co 02/12/21 KEPPLER, JO Region 3, 
Office of Director 2PP I6S70 07 0 24X Fichu 50-346. 82/ 13/21 , 

021 2290226 


0212290449 Act receipt of 821206 ltr informing NhC of steps taken to 
correct violations n.otrd in IE Insp Kept 50-346/02-27 
Corrective actions delineated in LER E?2 _ 44 will be 
implemented to correct nonconpl lance 

STREETER, J F Division of Project t Resident Programs 02/12/23 
CROUSE. R P Toledo Edison Ca Ip 16305 213 24X 

Ficfie 50-346, 82/1 2/ 23 , 02 1 22 9044 9 


— 8212290455 Responds to NRC 021104 ltr re violations noted in lb Jns.p 
Rept 30-346/02-27 Corrective actions Special Order 9? 
distributed to clarify requirements of Tech Specs re 
consequences of failure to perform surveillance r equ i remsnt 
CROUSE. R, P Toledo Edison Co 02/12/06 SPESSARD, R L Division 
of Project it Resident Programs 3p p 16503 214 24X 

Fiche 50-346, 02/12/23,0212290449 


R Periodic operating reports L related correspondence 


81! 1 2290307 Forward » monthly operating rept For Oct 1982 

MURRAY/ T D Toledo Edison Co 02/11/09 HALLER. N Office of 

Resource Management, Director Ip. 16508 OIB 24K 

Fiche 55-346,02/11/09,0212290307 


— 0212290309 Monthly operating rept for Oct 1982 

SAR5OW.0 Toledo Edison Co 02/11/09 Bpp 1650001? 24X 

Fiche 50-346,82/11/09. 9212290307 


8 Reportable occurr ences, LERs L related correspondence 


021 21002? 9 Forward* LER 02-O56/O3L-O 

MURRAY. T D Toledo Edison Co 02/12/02 KEPPLER, J GJ Region 3. 
Office of Director lp 16376 108 24X Fiche 50-346. 02/12/02. 

0212100229 


—8212100235 LER 82-056/03L-O an 621 104, break er BF I 14 tr i pped, causing 
loss of power to FJ2 series motor control ctrs Caused by 
ground In jockey fire pump motor when pump seized Pump 
rebuilt L motor replaced 

LORD, J Toledo Edison Co 02/J2/02 Region 3, Office of 
Director 2pp 16376 109 24X Fich« 50-346. 02/12/02. 0212 i 00229 


0212100329 Forward* LER 02-057/03 L-0 

MURRAY, T 0 Toledo Etfi*on Co 82/12/02 KEPPLER, J Q Region 3, 
Office of Director ip 16377 060 24X Fiche 50-346, 02/12/02. 

0212100325 


— 0212100332 LER 82-057 /O3L-0* on B21 105, found door 400 not completely 
closed * latched Caused by personnel error Personnel to 
receive jddl training in basic security 

RICHTER, L- Toledo Edison Co 02/12/02 Region 3, Office of 

Director 3pp, 16377 061 24X Fl Che' 50-346, 02/ 12/Q2. 0212 100325 


e; j 12lOO20J Forwards LER 02-050/O3L-0 

MURRAY, T D Toledo Edison Co 02/12/03 KEPPLER, J 0 Region 3. 
Office of Dir actor Ip 16377 142 24X Fiche 30-346,02/12/03, 

0212100201 


— 82121C0237 LER 02-O50/O3L-O qn P21I06, while performing ST 9032 01, 
setpoints for containment pos fc-acc i dent radiation monitor 
RE 4597DA found dr i f t ed , r end er 1 ng monitor inoperable 
Caused by component failure Microprocessor boards replaced 
ELDRED, D T Toledo Edison Co 02/12/03 Region 3, Afftcc of 
Director 2p ? 16377 M3 24X Fiche 50-346, 02/ 1 2/03, 021 2100281 


8212170202 Forwards LER 02-O99/O3L-O 

MURRAY, T 0 Toledo Edison Co 02/12/08 KEPPLER, J G Region 3, 
Office of Director Ip 16461 154 24X Fiche 90-346, 02/12/00. 

0212170282 


— 0212)70285 LER B2-059/03L-0 on 821 100, conta inmenfc pos t-ac < ide n t 
radiation moni tor, chann e I 2 read low On 821116 & 22 
equipment fall alarm received Caused by failed high voltage 
power supply board float d replaced it declared operable 
ELDRED, D T Toledo Edison Co 82/12/00 Region 3, Office of 
Director 3pp 16461 159 24X Fiche 50-346,02/12/00,82121/0202 


02 J 21 701 70 Forwards LER S2-060/03L-0 

MURRAY, T D Toledo Edison Co 02/12/09 KEPPLER, J G Region 3, 
Office of Director Ip 16450 137 24X Fiche 50-346, 62/12/09. 

0212170170 


— 0212170107 LER 82~060/03L"0 on 82111 1, during performance of ST 5031 )4, 
discovered ventilation duct chase 48 power supply »n steam 
h feedwater rupture control ays channel 2 failing at 
I-volt/h Caused by component failure Channel 2 de-energi*ed 
YARGER, K Toledo Edison Co 82/12/09 Region 3, Office of 
Director 2pp 16450 138 24X Fi che 50-346, 02/12/09, 0212170170 


021 2280247 Forward* LER 92-06I/03L-0 

MURRAY, T D Toledo Edison Co 02/12/15 KEPPLER, J 0 Region 3, 
Office of Director lp 16361 274 24X Fiche 50-346. 82/ i 2/ 1 5, 

02)2280247 


—0212200250 LER 02-O61/O3L-O on 021116, fire door 509 (control room 
access door) $: door 512 (control alarm station door) 
declared no n f unc fci one 1 due to improper fire rating label* 

Caused by design error Doors will be replaced 

HART, T i HICHTER,L Toledo Edison Co 02/12/15 Region 3, 
Office of Director 3pp 16561 275 24X Fiche 50-346,02/12/15, 

0212200247 


0PJ 22802S1 Forwards revised LER 02-O59/O3T-1 

MURRAY, T D Toledo Edison Co 02/12/15 KEPPLER, J 0 Region 3. 
Office of Director Ip 16561 MQ 24X Fiche 50-346,92/12/13' 
8212200201 


— 0213280290 Revised LER 02-O59/O3T-1 on 821 1 OB, c on ta i nment post-accident 
radiation monitor RE 4997AA Channel 2 discovered reading 
low On 8211 16 h 22. equipment fail alarm received on RE 
4597AA Caused by failed high voltage power supply board 
ELDRED, D T Toledo Edison Co 82/1 2/15 Region 3. (Jffice of 

Director 3pp 16561 141 24X Fiche 90-346, 82/ 12/ 1 5, 021 2280201 


8212270151 PNJO- 1 1 1-02-137 on 021216. unusual event declared after 
gasoline truck collided w/auto 1/2 mile south of plant sit®, 
spilling appro* 4,000 gallons of fuel Gasoline contained if* 
surrounding ditches Unusual event terminated 021217 
PEE0LES, T * REYES, L , STREETER, J Region 3. Office of Director 
82/ 12/ 1 7 lp 16538 341 24X Fiche 50-346, 82/1 2/1 7, 0212270 I 51 


021 2280075 Forward* LER 82-062/03L-0 

MURRAY, T D Toledo Edison Co 82/12/17 KEPPLER, J Q Region 3, 
Office of Director ip 16565' 133 24X Fiche 50-346,82/12/17, 

0212200075 


— 8212280077 LER 02-O62/O3L-O on 82t i 17, d isch arge check valve CV-1&6 
stuck during 0T 5065 02, rendering hydrogen dilution blower 
1—1 inoperable Caused by des 1 gn/f&br icati on error Mew valve 
installed 

THOMPSON/, T Toledo Edison Co 02/12/17 Region 3, Office of 
Director 2pp 16565 134 24X Fi che' 50-346. 02/12/17, B2t2ffQQQ75 


8P 1 2200234 Forward* LER 82-063/ 03L-0 

MURRAY, T D Toledo Edison Co 02/12/17 KEPPLER, J O Region 3, 
Office of Director ip i6562 J95 24X Fiche 30-346,02/12/17. 

8212200234 


821220023? LER 82-063/03L-0 on 021 1 JB, of f si te ac source operability not 
demonstrated within 1 h after emergency die*el generator 1-1 
taken out of *vc for periodic maint Caused by personnel 
error Personnel counseled 

LONG, T Toledo Edison Co 02/12/17 Region 3, Office of 
Director 3pp 16562 196 24X Fiche 90-346,02/12/17,8212200234 
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DOCKET 50-349 JOSEPH H FARLEY NUCLEAR PLANT, UNIT 1 
F Security, medical, emergency it fire protection plans 


— 82120905J9 IE Insp Rept* 50-348/02-23 U 50- 364/02-24 on 020916-1022 No 
noneomp 1 iance noted Major area* Inspected monthly 
surveillance observat ion, month ly maint ob servat ion 6 
operational safety verification 

BRADFORD, W M , CANTRELL, F Division of Project * Resident 

Programs 82/11/17 0pp 16367016 24X Fiche 50-340,02/11/17, 

8212090311 


8212100070 Submits permanent, bac k up, inter im primary L interim backup 
emergency operations facilities (EOF! Info per 021202 verbal 
request EOF completed & occupied in Oct 1982 

CLAYTON, FL Alabama Power Co 02/12/03 VAR 0 A, 5 A Office of 

Nuclear Reactor Regulation, Director 3pp 16373 359 24X 

fiche 30-348, 92/12/03. 0312100070 


J Insurance 6 indemnity Information 


Si* 1 2290223 Forwards Endorsement 48 to NELIA Policy NF-238 Endorsement 
4 0 to MAELU Policy MF-93 

DUCK, J R Marsh & McLennan, Inc , M 1 H Nuclear Consul tants , Inc Div 
02/12/20 BALTZMAN, J Assistant Director for State fc Licensee 
Relations 3pp 16562 276 24X Fiche 50-348,02/12/20,8212200223 


0200190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division, of Engineering Quality Assurehce 02/11/10 
Consolidated Edison Co of New York, Inc 107pp 16411 199 24X 

Fiche 30-000,02/11/10,0208190231 


0208190256 IE Info Notice 02-46, "Defective Ic Obsolete Combination 
Padlocks " Svc list end 

DEYOUNQ.r C Director's Office, Office of Inspection and 

Enforcement 82/31/26 Conaolidated Edison Co of New York. Inc 

1 27pp 164 1 f 063 24X Fiche 30-000,62/11/26,0200190256 


0212500340 Forwards Certificates of Insurance N-62 6 N-73 for 
Endorsements 1,2 6 3 to NELIA Policy NF-23B It Certificates 
of Insurance M-62 11-73 for Endorsements 1 , 2*3 to MAELU 

Policy MF-93 

DUCK. J fl Marsh & McLennan, Inc , M * M Nuclear C onsu 1 tants, I nc Div 
82/12/20 SALTZMAN, J Assistant Director for State * Licensee 

Relations 33pp 16561 146 24X Fiche 30-340,02/12/20,0212200340 


8212090432 Confirms 821123 telcon re 821214 mgt meeting in Birmingham, 
AL to review results of first phase of annual appraisal 
of regulatory performance Proposed agenda end 

LEWIS, R C Division of Project 8c Resident Programs 82/11/29 
MCDONALD. R P Alabama Power Co 3pp 16364 271 24X 

Fiche 30-348,82/11/29,8212090432 


P Operating license stage documents & correspondence 


0212020130 Informs that info requested in Generic Ltr 82-22 re steam 
generator tube i n tegr i ty , ma in t, r epa i r fc worker exposure* 
submitted via annual CFR repts * util 020412 ltr 

CLAYTON, F L Alabama Power Co 82/11/24 EIBENHUT, D Q Division 
of Licensing 2pp 16272037 24X Fiche 50-348.02/11/24, 

0212020130 


0209190263 Generic Ltr 02-32 to all PWR licensees re potential steam 
g enera tor-related generic requirements Forward* Science 
App 1 i £ ati ons, Inc draft rept re subj requirements Comments 
requested within 30 days of ltr Svc list end 

Et SEN NUT, 0 0 Division of Licensing 82/12/09 Consolidated 

Edison Co of New York, Inc 29pp 16629 247 24X 

Fiche 50-000,02/12/09,0208190263 


0^00190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Natl " Svc list end 
COBB- L I Division of Fuel Facilities, Materials * Safeguard 1 * 
02/11/30 Consolidated Edison Co of New York, Inc 35Ap P 

16307020 24X Fiche 50-000,02/11/30,820019*237 


8308190259 IE Bulletin 02-04, "Deficiencies In Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

1 13p p 1641 1 317 24 X Fiche 50-000. 92/12/03, Q2081 90259 


0200190261 IE Info Notice 02-40, "Failure* of Agastat CR 0095 Relay 
Sockets " 8vt list end 

JORDAN, E L Division of Engineering & Quality Aisurance 02/12/03 

Consolidated Edison Co of New York, Inc ilOpp 16462 064 24X 

Fiche 50-000,82/12/03,0209190261 


8fl22eO20O Requests approval by 830701 of B20B10 ltr re RC8 pressure 
Isolation valve leak testing, to support planning fc 
scheduling of next refueling outage 

CLAYTQN, F L Alabama Power Co 02/12/23 VARGA, S A Office of 

Nuclear Reactor Regulation, Director Ip 16561 243 24X 

Fiche 50-348, 02/12/23, 8212280280 


Q Inspection reports, IE Bulletins & correspondence 


0208190240 IE Bulletin 82-03, Revi s ion i, "Stress Cracking in Thick- 
Wall . Larg e-Di ameter, Sta in 1 e *s Steel, Recirculation Sy* Piping 
at BWR Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York, Inc 

USpp 16462 163 24X Fiche 50-000,02/10/28.8200190240 


9212090362 Advi ses that provisions of IE Bulletin 01-03, Item 4 B met, 
following extensive imp & cleaning of various 
safety-related & nonsaf ety-rela ted KXs 

CLAYTON, F L Alabama Power Co 02/10/29 O'REILLY, J P Region 2, 
Office of Director 4pp 16365 160 24X Fiche 50-340,82/10/29, 

0212090362 


□20B190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 * Model 802 Thermoluminescent Dosimeters M Bvc list 
rnc 1 

CDBO, L 1, Division of Fuel Facilities, Material# * Safeguards 
82/11/05 Consolidated Edison Co of New York* Inc, 110pp. 

16372 142 24X Fiche 50-000,02/11/05,8208190245 


0P32O9O412 Advise# that IE Bulletin 82-01, Revision l.Suppl l.rtvieuj of 
radiographs furnished by ITTOrinnell for piping assemblies, 
revealed two assemblies w/altered radiographs on total of 
three welds Penetrameter Image darkened 

CLAYTON, F L Alabama Power Co 82/11/09. O'REILLY, J P Region 2, 
Office of Director 2pp 16365 042 24X Fiche 50-340,82/11/09, 

BZi 209041 2 


0208190267 IE Info Notice 02-49, "Correction for Sample Condition* for 
Air * Oa* Monitoring " Svc list end 

DEYQUNQ, R C Director'* Office, Office of Inspection and 

Enforcement 02/12/16 Coma 1 idated Edison Co of New York, Inc 

1 27p p 16628 191 24X Fiche 30-000. 02/t 2/ 16. D20B190267 


02O819O26B IE Info Notice 92-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 ° Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 85/12/20 
Consolidated Edison Co of New York, Inc lO0pp 1662G 293 24X 

Fiche 90-000, 82/12/20, 820QJ9026B 


R Periodic operating reports & related correspondence 


0212170197 Forwards monthly operating rept for Nov 1902 

CLAYTON, F L Alabama Pow*t Co 02/12/13 Division of Data 

Autonation it Management Information Ip 16461 302 24X 

Fiche 50-348* 02/12/13. 02121 70 197 


— 02121 70207 Monthly operating rept for Nov 1902 

HAIRSTON, W 0 Alabama Power Co 02/12/04 0pp 16461*303 24X 

Fiche 50-348,02/12/13,0212170197 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


A Application/construction stage documents & correspondence 


6210040239 Forwards Amend 39 to application for OL (filed In PDR In 
Category A) 

BRADLEY, E J Philadelphia Electric Co B2/09/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 6pp 15589 170 
24X Fiche 30-352, 82/09/30, S2t 0040239 


— B2 10040253 Amend 39 to application for DL, c on* i sting of Revision 10 to 
FSAR, proprietary * nonproprietary Revision 1 to design 
assessment rept S< Revision 6 to environ rept Certificate of 
Svc end Proprietary design rept withheld iref 10CFR2 7901 
BOYER , V, S Philadelphia Electric Co G2/09/2B 7pp 18509,176 
24X Fiche 50-352.02/09/30,9210040239 


82 120905 1 1 Forwards IE Insp Repts 50-348/82-29 fc 50-364/82-24 on 
620916-1022 No noncompliance noted 

VERRELLI, D M Division of Project & Resident Programs 02/11/17 

MCDONALD, R P Alabama Power Co 2pp 16367 014 24X 

Fiche 50-340,82/11/17,8212090511 


— 6210040272 Revision 1 to nonpropr letary design assessment rept 

* Philadelphia Electric Co 92/09/30 229pp 15590 286 24X 

Fiche • 90-352, 92/09/30, 8210040239 
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G21206G097 Forward* request for addl auxiliary sys info re Ravi sion 10 
to FSAR Response should be provided within 7 dag i 
SCHWENCER.A Licensing Branch 3 62/11/17 BAUER. E G 

Philadelphia Electric Co 4pp 16323 016 24X 

Fiche 50-352. 02/1 1/17. 921206009 7 


B212060119 Forward* requilt for addl info a* result of concern* raised 
during hearing session on Point Pleasant Diversion Project 
SCHWENCER.A Licensing Branch 2 82/11/10 BAUER. E G 

Philadelphia Electric Co 4pp 16323 007 24X 

Fiche 50-352. 82/ 11/18.021 2060 110 


8212060510 Notification of 021217 meeting u/util at Limerict Info Ctr 
to discuss mg t structure it technical resources audit 
ABELSON, H Licensing Branch 2 02/11/23 BCHWENCEH, A Licensing 

Branch 2 4p p 16344 016 24 X Ft c h e 50-332. 82/1 1 /23, 021206 05 J 0 


0212030015 Notification of cancellation of 021217 meeting w/utii it 
site to discuss plant mgt structure & technical resources 
audit Meeting will be rescheduled 

ABELSQW. H Licensing Branch 2 02/11/23 ECHWENCER. A Licensing 

Branch 2 4pp 16367 173 24X Fiche 30-332, 02/1 1 /23, 021200001 5 


0212010470 Confirm* 821214-17 mgt structure & technical resources 
audit Agenda end 

SCHWENCER.A Licensing Branch 2 02/11/24 BAUER, E C 

Philadelphia Electric Co 5pp 16270 215 24X 

Fiche 50-352, 02/11/24. 0212010470 


0212010513 Forward* EG4.0 draft technical evaluation rept, "Control of 
Heavy Loads at Nuclear Power PI ant*. Llmer ie k Generating 
Station Units I Sf 2," for comment 

SCHWFNCER.A Licensing Branch 2 02/11/24 PALO,E 0 

Ph i latfelph i a Electric Co 3pp 16260 160 24X 

Fiche 50-392.82/11/24,0212010513 


— 621201 0519 "Control of Heavy Loads at Nuclear Peuer P 1 ants, L£ me r ic * 
Generating Station Units 1 It 2 “ 

MAR INGAS. N . STl CKLEY, T H EQ&O, Inc 02/H/3O NRC - No 
Detailed Affiliation Given 30pp 16260 171 24* 

Fiche 50-35 2, 82/ 11 /24,8212010s 13 


B21 2060393 Summary of 820903 meeting w/uti 1 , GE» Fa us Ire U Associates, Inc, 
BNL. Ml/3, Science App 1 i cati ons. Inc Commonwea 1 th of PA, 

Limerick Ecplngy Action & applicant counsel in Bethesda.MD 
re PRA 

AEELSOM.H Licensing Branch 2 82/11/29 Licensing Branch 2 

47pp 16333 021 24X Fiche 50-352, 82/11 /29. B2 12060393 


0212060398 Summary of 020922 meeting u//ufri 1, NUtECN &< BMNL in Setbesda, 
MD re present S, future corp 4- plant mgt structure, sta f Ping, 
training plans & safety review groups 

AOELSDN.H Licensing Branch 2 62/11/29 Licensing Branch 2 

1 7pp 16322- 318 24X Fi che 50-392. 02/ 11 /29, 8213060390 


8212030122 Forward* Amend 42 to application for DL Amend revises FSAR 
in response to NRC 820809 j tr Certificate of Svc end 
BRADLEY, E, J Philadelphia Electric Co 82/11/30 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 5pp 16303 203 
24X Fiche 30-392, 02/11/30, 0212030122 


— 8212030132 A« end 42 to application for DL. revising FBAR 

BOYER, V S Philadelphia Electric Co 02/11/29 3pp 16303 2B0 
24X Fiche 30-332. 02/11/30. 0212030122 


8212O70493 Notification of 821219 meeting w/u til & BNL in Qpthesda.MB 
to discuss questions generated during review of BNL draft 
rapt on PR A Meeting agenda end 

ADELSON.H Licensing Branch 2 82/12/01 SCHWENCER, A Licensing 

Branch 2 4p p 16351355 24X Fiche 50-352. 02/12/01, 0212070493 


0212078025 Forwards agreement w/A-RCCJ Pipeline Co prohibiting shipping 
propane through ARCO pipeline. per C Ferrell concern from 
Aug 1902 environ sit* visit 

BRADLEY. E. J Philadelphia Electric Co 82/12/03 SCHWENCER , A 
Licensing Branch 2 5pp 16327 349 24X Fiche 50-352,82/12/03. 

82 1 2070025. 


8212000446 Forwards draft rpsponta to NRC 020901 request for addl info 
to aid E Pedersen audit of util organisation 

BRADLEY, E J Philadelphia Electric Co 02/ 12/03 SCHWENCER.A 
Licensing Branch 2 7lpp 16352 180 SAX Fiche. 50-352, S2/1 2/03. 

82 1 20804 46 


0212160747 Forwards request for addl info re pump house noise Corrected 
numbers for previously submitted E290 series questions 
resubmitted Response requested within 7 days of 1 tr receipt 
SCHWENCER, A Licensing Branch 2 82/12/00 BAUER, £ 0 

Philadelphia Electric Co 4pp 16466 001 24X 

Fiche 50-352.02/12/09,8212160747 


02J222OS41 Requests test case calculation for radiological risk be 
provided to facilitate review of PRA Case should be 
calculated w/ vers ion of CRAC computer code used in plant 

SCHWENCER.A Licensing Branch 2 82/12/13 BAUER. E G 

Philadelphia Electric Co 3pp 16523 357 24X 

Fiche 50-352, 82/12/13, 021222054 1 


8212210402 Advises that actual scram valve characteristics will be used 
t in preparing analysis of control rod drive sys hydrodynamic 
loads Analysis 6 complete response will be provided by 
030315 

B RADLEY, E J Philadelphia Elect? ic Co 02/12/16 SCHWENCER, A 
Licensing Branch 2 2pp 16494 310 24X Fiche 50-392,02/12/16. 

B2I2210402 


8212210491 Forwards Amend 43 to license application (filed In PDR 
Category A> 

BRADLEY. E J Philadelphia Electric Co 02/12/17 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 16406 040 24X 

Fiche 50-352,82/12/17.6212210491 


->-6212210495 Amend 43 to license application consisting of Revision 0 to 
environ rapt & Revision 14 to F5AR 

BOYER. V S Philadelphia Electric Co 82/12/15 6pp 16436 050 
24X Fiche 50-352.82/12/17,9212210491 


82 J 2220097 Forwards DOI 821206 ltr transmitting Fish fc Wildlife Svc 
correspondence re Point Pleasant diversion Info relates to 
testimony before A5LB 

HDDGDOM, A P Hearing Branch 2 82/12/20 BRENNER, L , MORRIS. P A , 

COLE.R F Atomic Safety and Licensing Board Panel llpp 
16316 105 24X Fiche 50-352. 02/12/20. 021 2220097 


B2J2270141 Forward* summary of loss of offsite power comments presented 
at 021215 mee t ing, c omp i 1 a 1 1 on of requests for addl info for 
BNl re PRA review & summary of comments on remaining issues 
BOYER. V S Philadelphia Electric Co 82/12/22 EfSENHUT. D 0 
Division of Licensing 23pp 16538 312 24X Fiche 50-352.82/12/22, 

0212270141 


0212200209 Forwards responses to Auxiliary Sys Branch Questions 410 94 
through 410 99 re spent fuel s fcorag e . tr an sm i tted by 821122 
ltr Responses will be i nc Orpor a ted in FSAR revision 
scheduled for Jan 1983 

BRADLEY. EJ Phi ladelph ia Elec trie Co 02/12/22 SCHWENCER.A 
Licensing Branch 2 lOpp 16362 1 10 24X Fiche 50-352.02/12/22, 

0212200209 


C Utility Environmental Report <ER>, amends & correspondence 


82 J 0040239 Forwards Revision 6 to environ rep t (filed in PDR in 
Category Cl 

BRADLEY, E J, Philadelphia Electric Co 02/09/30 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 6pp 15589 170 
24X Fiche 50-352, 82/09/30,8210040239 


— 8210040278 Revision 6 to environ rept 

« Philadelphia Electric Co 02/09/30 20pp 15591 154 34X 

Fiche 50-352,82/09/30,8210040239 


8212100274 Advises that response to Siting Analysis Branch Question 
E310 10 will be provided via environ rept revision in Feb 
1963 

BRADLEY, E J Philadelphia Electric Co B2/12/07 SCHWENCER.A 
Licensing Branch 2 2pp 16376 147 24X Fiche 50-352,02/12/07. 

0212100274 


S2!22iQ491 Forwards Revision 8 to environ rept (filed in PDR 
Category C) 

BRADLEY, E J Philadelphia Electric Co 82/12/1 7 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Ip 16406 048 24X 

Fiche 50-352. 82/12/17, 8212210491 


— 0212210490 Revision 8 to environ rept 

# Philadelphia Electric Co 82/12/31 23 PP 16406 207 24X 

Fiche 50-352. 02/J2/17, 8212210491 


F Security, medical, emergency fc fire protection plans 


0212O7O13B Advises that revised fire protection evaluation rept due by 
Nov 1982# per 820901 commi tment. delayed until Jan 1903 Delay 
due to substantia 1, unantl c ipated addl effort required to 
upgrade rept per NRC 020728 ltr 

BRADLEY, E, J Philadelphia Electric Co 82/12/03 SCHWENCER.A 
Licensing Dranch 2 2pp 16327 032 24X Fiche 50-352, 82/12/03, 

0212070138 
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0212100090 Submit* info par 821203 talc on request re emergency 
operations facility (EOF) Response to Generic Ltr 81-10 
submitted 310320 EOF const ui 1 1 be completed by Sept 1903 
KEMPER. 0 S Philadelphia Electric Co 02/12/06 SCHWENCER, A 
Licensing Drench 2 3pp 16379 240 24X Fithe SO-352, 92/ 1 2 /06, 

0212100090 


621221039G Foruiards draft FSAR page changes tc responses to QA Drench 
020713 request for addl info Sixteen oversize drainings end 
Aperture cards available in PDA 

BRADLEY. EJ Ph i ladelph ia El ec tr tc Co 02/12/17 SCHWENCER, A 
Licensing Branch 2 92pp 16409 324 24X Fiche 50-352.02/12/17. 

0212210390 


02)2270144 Forwards response to NRC comments on physical security plan 
Response withheld (ref 10CFR2 790 U 10CFR73 21) 

BRADLEY, E J Philadelphia Electric Co 02/12/17 DENTON. H fi 
Office of Nuclear Reactor Regulation* Director 3pp 16539 120 
P4X Fiche 50-352* 02/12/17 . 021 2270 1 44 


0 Adjudicatory correspondence 


0212020330 Reply findings of fact & conclusions of 1 atu in form of 
initial decision 

CONNER. T B Philadelphia Electric Co CONNER. T B Conner b 
Wett«Th*hn 82/11/30 2lpp 16277279 24X Fiche' 50-352. 02/11/30, 

□212020330 


— -0212020339 Reply to Del-Aware 021U7 response to A3L0 request for info 
re flows in Schuylkill River Response inaccurate !< exceeds 
scop* of AS LB limited inquiry Del-Aware is cluttering 
record w/erroneous b irrelevant matl W/Certi f icate of five 
CONNER* T □ Philadelphia Electric Co CONNER. T B ConneT & 
Wetterhahn 02/11/29 10pp 16277 300 24X 

Fiche 50-352*02/11/30*0212020330 


0212130353 Notifies that 020702 petition on behalf of Del-Aware 
Unlimited to suspend or revoke CPs has been denied Decision 
enc 1 

DENTON. N R Office of Nuclear Reactor Regulation. Director 
02/12/07 SUGARMAN.R J Sugarman. R J 3pp 16413 000 24* 

Fiche 50-332,02/12/07*0212130358 


— 02)2130359 Director's Decision DD-B2-13 denying Del-Aware Unlimited 
petition to suspend & revoke CPs No major changes in facts 
natl to resolution of environ issues presented 
DENTON, H R * CASE, E G Office of Nuclear Reactor Regulation, 
Director 02/12/07 42pp 16413 011 24X Fiche 50-352,02/12/07* 

0212130330 


— 0212130361 Notice of denial of Del-Aware Unlimited petition to suspend 
1 revoke CP i 

CASE* E 0 Office of Nuclear Reactor Regulation, Director 
02/12/07 3pp 16413 034 24X Fiche 50-352*02/12/07,8212130330 


BP ) 21 40036 Forwards NRR Director 021207 denial of Del-Aware Unlimited 
request for suspension or revocation of CPs per 10CFR2 202 !< 

P 206 U/o enc 1 

HODQDDM, A P Hearing Branch 2 02/12/10 BRENNER, L , MDRRJS.P A , 

COLE.R F Atomic Safety and Licensing Board Panel 2pp 16409 293 
24X Fiche 90-332,02/12/10,0212 1 40036 


0212160304 Requests end DQl 821207 ltr to ASLB be served on parties 
LANE, V M Atomic Safety and Licensing Board Panel 02/12/14 

bTUCKY* S Docketing h Services Branch lp 16446 039 24X 

Etc he 90-352, 02/12/14,8212160304 


-•-92121 60316 Forwards pages from "Design of Hater Intake Structures for 
Fish Protection." re velocity difference across intake b 
potential for biofouling even in fresh water 

MCCOY* R W Interior* Dept of, Fish b Wildlife Service. 82/12/07 

BRENNER, L Atomic Safety and Licensing Board Panel 8pp 

16446 040 24X Fiche 50-352*02/12/14*0212160304 


0212200114 Advises that correspondence re Hiller & McCoy testimony in 
DL proceeding sent ta ASLB Portions of transcripts where 
Miller \ McCoy testimony appear* or is discussed end W/o 
enc 1 

HQOGDDN.A P Hearing Branch 2 82/12/17 CONTE* A R 

Interior, Dept of lp 16470 104 24X Fiche 50-352, 92/ 1 2/ 1 7i 

9212200114 


8212230327 Advises of State court 821216 decision reversing Public 
Utils Commission 020027 order re Unit 2 financing Del-Aware 
Un 1 imited* Inc preliminary injunction to enjoin work on Point 
Pleasant Diversion Project denied on 821215 

CONNER, T B Conner b Wetterhahn CONNER, T B Philadelphia Electric 
Co 02/12/17 BRENNER* L , COLE, R F * MORRIS, P A Atomic Safety and 
Licensing Board Panel 2pp 16505 136 24X Fiche 50-352,02/12/17, 

9212230327 


S2J2230352 Informal discovery re Friends of the Earth/ftL Anthony 
Contentions V- 3a In V-3b admitted by ASLB on 021122 
ANTHONY, R L Anthony, R L ANTHONY, R L Friends of the Earth 
02/12/17 Atomic Safety and Licensing Board Panel lp 
16511 196 24X Fiche 50-352* 02/12/17, 0212230352 


0212230356 Response to ASLB 621122 order re Friends of the Earth 
proposed contentions on hazards from industrial activities & 
■motion to reconsider admission of Contentions 1, 2*6,6 & 9 
ANTHONY, R L Anthony, R L ANTHONY, 0 L Friends of the Earth 
02/12/19 Atomic Safety and Licensing Board Panel 3pp 

16511 162 24X Fiche 30-352*82/12/19*0212230356 


0212220097 Forwards DOI 821206 ltr transmitting Fish b Wildlife five 
correspondence re Point Pleasant diversion Info relates to 
testimony before ASLB 

HQDQDON. A P Hearing Branch 2 82/12/20 BRENNER* L * MCJRRI5.P A , 

COLE* ft F Atomic Bafety and Licensing Board Panel lipp 
16516 105 24X Fiche 50-352*62/12/20,8212220097 


8212220126 Advises that NRC will not respond to Del-Aware Unlimited 
021201 request for leave to respond to applicant reply on 
flows in Schuylkill River re need for supplemental cooling 
water for one unit vs two units 

HODODON, A P Hearing Branch 2 62/12/20 BRENNER, L , MORRIS, P A , 

COLE, R F Atomic Safety and Licensing Board Panel 3p p 16303 026 
24X Fiche 50-352*02/12/20,6212220126 


□Pi 227021 6 Notice r# contract award b const starting date Mergentime* 
Inc awarded contract on 821215 to construct Point Pleasant 
intake Non-c o n tcnfci on work will begin on 030107 Certificate 
of Svt b VS Boyer affidavit end. 

CONNER* T 0 Philadelphia Electric Co CONNER* T B Conner l* 
Wetterhahn 82/13/21 7pp 16536 196 24X Fiche 50-352,02/12/21* 

G212270216 


BP l 2200 185 Forwards US District Court for Eastern District of PA 021217 
order dismissing De 1-Awar e, Inc claims under Rivers b. Harbors 
Act for lack of jurisdiction 

CONNER, T B Conner b Wetterhahn CONNER* T B Philadelphia Electric 
Co 02/12/23 BRENNER* L , COLE* R F , MORRIS.P A Atomic Safety and 
Licensing Board Panel 4pp 16556 142 24X Fiche 50-392,02/12/23* 

82122801 05 


9212300107 Response in opposition to Friends of the Earth 021219 motion 
to reconsider ASLB 821122 order ruling on proposed 
contention* on hazards from industrial activities near site 
Instant request clearly too late Certificate of Bvc end 
CONNER,! B Philadelphia Electric Co CONNER, T fl Conner b 

Wetterhahn 02/12/26 Atomic Safety and Licensing Board Panel 

5pp 16597 330 24X Fiche 50-352,82/12/20,8212300107 


K Utility Final 8afety Analysis Report (FSAR) t* amends 


8210040239 Forwards Amend 39 to application for OL (filed at PDR in 
Category A ) , c ons i st i n g of Revision 10 to FSAR (Category K>, 
Revision 6 to environ rept (Category C) b Revision 1 to 
design assessment rept (Category A) 

BRADLEY E J, Philadelphia Electric Co 02/09/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 6pp 15589 170 
24X Fiche 50-392,02/09/30*0210040239 


—8210040267 Revision LO ta FSAR 

* Philadelphia Electric Co 02/09/30 464pp 15309 103 24X 

Fiche 50-352,85/09/30* 02100402 39 


8212130341 Forward* Affidavit of five re distribution of Revision 13 to 
FSAR per DO Eisenhut 0iO>o6 ltr 

BRADLEY* E J Ph i 1 ada 1 p h i a El ec tr i c C o 02/12/10 DENTON, H, R 
Office of Nuclear Reactor Regulation, Director 3pp 16389 202 
24X Fiche 50-352, 82/12/ 10* 02121 3034 1 


8212210491 Forwards Amend 43 to license application (filed In PDR 
Category A>, c on* isting of Revision 0 to environ rept (filed 
In PDR Category C) & Revision 14 to FEAR (filed in PDR 
Category K> Certificate of five enc 1 

BRADLEY, E J Philadelphia Electric Co 02/12/17 DENTON. H R 
Office of Nuclear Reactor Regulation, Director lp 164B6 049 24X 

Fiche 50-352, 82/12/J7* 82J2210491 


— 8212210499 Revision 14 to FSAR 

* Philadelphia Electric Co 02/12/31 19lpp 164B6 096 Q4X 
Fiche 50-352,82/12/17.6212210491 


G Inspection reports, IE Bulletin* L correspondence 


8208190240 IE Bulletin 82-03, Revi * ion 1* •'Stress Cracking in Thick- 
Wall, Large-Di ameter, Stainless Steel, Recircu lation Sys Piping 
at BWR Plants " 8vc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement B2/JO/20 Consolidated Edlion Co af New York, Inc 

1 12pp 16462 163 24 X Fiche- 50-000, 02/10/20, 02001 90240 
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0200190245 IE Info Notice 82-42., "Defects Observed in Panasonic Modal 
BOI & Model 802 The rmol um J n»s t » nt Dosimeter* '■ Svc list 
piu 1 

CO&8. L I Division of Fuel Facilities# Materials 4# Safeguard* 
02MI/OS Consolidated Edison Co of New York, Inc JlOpp 

16372 H2 24X Fiche 30-000# 03/1 1 /05, 02081 90245 


— 6212260373 Part 21 rapt re inadequate pressure trpnsduc er s/trammi tten 
mounted on poit-LQCA hydrogen recombiners Transducers should 
b # replaced w/nuclear rated transducers Engineering field 
bulletin to be issued by 621029 

EtfPEYi D C Rockwell 1 n terna t i onal Corp 82/10/21 COLLINS, J 
Region 4, Office of Director 2pp 16360 060 24X 

Fiche 50-000, 82/12/14, 8212200363 


8200190251 IE Info Notice 08-44. "Clarification, of Emergency Plan 
e*«rti«a F«qu irtrenta " Svc list end 

JQRDAMi E L Division of Engineering ft Ouajity Assurance 02/11/10 
Consol Ida t# d Edison Co of New York. Jnc 109pp 16411 199 24X 

Fiche 50-000# 92/1 1 / 10, 0209 1 902 5 1 


9212070264 Forwards IE fnsp Rept 30-352/02-13 on 021004-1114 ft notice 
at violation 

9TAH0STECK1 , R Division af Project ft Resident Programs 62/11/23 
KEMPER, J 5 Philadelphia Electric Co 2pp 16339 141 24X 

Fith* 30-352,02/11/23,9812070264 


--92I2070265 Notice of violation f-rom imp on 821004-1114 

* Division of Project ft Resident Programs 82/11/23 Ip. 
16339 143 24X Ftch* 30-352.92/11/23,9212070264 


—8212070269 IE Insjp Rept 50-352/B2-13 on 821004-1114 Noncomp- I i anc « 
noted design Drawing 0BB-102-H1 revised on 820930 w/o 
incorporating Field Change Requests M-l 1 359F ft M-J 1 939F 
CHAUDHARY, 5 K , ORAY, E H , MCCABE, 6 C Division of Project ft 
Resident Program* 02/11/17 6pp 16339 144 24X 

Fiche' 50-332, 02 / 1 1 / 23, 92 1 2070864 


8200190256 I£ Info Notice 02-46, "Defect! v* ft Obsolete Comb tnat i on 
Padlock* ” Svc list end 

DEYGONOrR C Director's Office, Office of Inspection, and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

I ?7pp 1641 1 065 24X Fiche: 50-000, 02/1 1/26,0200190256 


8208190257 IE Info Notice 02-47, "Tran* porta t i on of Type A Quantities 
of Non-Fi s« l 1 e Radioactive Mafcl ” Svc list end 
COBB i L J Division of Fuel Facilities, Materials ft Safeguards 
02/11/30 Consolidated Edison Co of Now York* Inc 556pp 
16307 020 24* Fiche SQ-GOO, 02/i 1/30. 82081 90237 


B208190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svt list end 
DEYOUNG,/? C Director's Office. Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

J13pp 16411 317 24X Fiche 50-000, B2/1 2/03, 8208190239 


a208l90261 IE Info Notice 02-48. "Failure* of Agastat CR 0095 Relay 
Socket* " Svc list enc 1 

JORDAN. E IL Division o>f Engineering ft Quality Assurance. 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 1*462 064 24X 

Fiche 50-000,62/12/03,8200190261 


T Hearing transcripts on non-ant i trust matters 


0212080496 Transcript of 820810 public meeting in Pottstown.PA re 
environ review Pp 1-132 Supporting do c umentat i on end 
a NRC - No Detailed Affiliation Given 02/08/10 27Spp 
16353 035 24X Fiche 50-352,02/03/10,8212000496 


DOCKET 50-393 LIMERICK GENERATING STATION, UNIT 2 


A, App 1 i cation/cona truction stage document* ft correspondence 


0210040239 Forward* Amend 39 to application for GL (filed in PDR in 
Category AJ 

BRADLEY, E J Philadelphia Electric Co 02/09/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 6pp I55B9 170 
24X Fiche. 50-332, 02/09/30, 021 0040239 


— 8210040253 Amend 39 to application for OL, c onsi sting of Revision 10 to. 
FSAR, propr i etary ft nonp ropr i e tary Revision I to design 
assessment rept ft Revision 6 to environ rept Certificate of 
8 vc end Proprietary design rept withheld (ref I0CFR2 7901 
BOYER, V S Philadelphia Electric Co 02/09/20 7pp 15389 176 
24 X Fiche 9 0-392,82/09/30,8210040239 


— 8210040272 Revision 1 to nonproprietary design assessment rept 

a Philadelphia Electric Co 02/09/30 228p p 1 3590 206 24X 

Fiche 90-352, 82/09/30, 0210040239 


Q2I2060097 Forwards request for addl auxiliary sys info re Revision ID 
to FSAR Response should be provided within 7 days 
SCHNENCER.A Licensing Branch 2 02/11/17 BAUER, £ G 

Philadelphia Electric Co 4pp 16323 016 24X 

Fiche 50-332,02/11/17,921206009 7 


8212060110 Forwards request for addl info as result of concerns raised 
during hearing session on Point Pleasant Diversion Project 
SCHWEMCER,A Licensing Branch 2 02/11/10 BAUER, E 0 

Philadelphia Electric Co 4pp 16323 007 24X 

Fiche 50-33.2, 02/11/10,0212060110 


821 206051 0 Not i fixation of 021217 meeting w/util at Limerick Info Ctr 
to discus* mg t structure ft technical resources audit 
ABELSDN, H Licensing Branch 2 02/11/23 SCHWENCER, A Licensing 

Branch 2 4f> p 16344 016 24X Fiche 30-352.82/11/23,0212060310 


0200190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air ft Gas Monitoring " Bvc list enc I 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement B2/12/lfa Consolidated Edison Co of New York, Inc 

I27pp 16620 191 54X Fiche 50-000, 02/12/ 16, 0200190267 


9208190368 IE info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type TTE-27 " Svc list end 

JORDAN, E L Division of Engineering ft Quality Assurance 02/12/30 
Consol idate d Edison Co of New York, Inc lG0pp 1662a 293 24X 

riche 50-000, 02/ 1 2/20, 8200 190260 


021 2000013 Notification of cancellation of 021217 meeting w/util at 
site to discuss plant mg t structure ft technical resources 
audit Meeting will be rescheduled 

ABELSON, H L leans i ng Branch 2 02/11/23 SCHWENCER, A Licensing 

Branch 2 4p p 16367 173 24X Fiche 50-352, 02/i I /23, 02I2OBOOi 5 


0212010470 Confirms 021214-17 mg t structure ft technical resources 
audit Agenda end 

SCHWENCER. A Licensing Branch 2 92/11/24 BAUER, E G 

Philadelphia Electric Co 5pp 16270215 24X 

Fiche 50-352, 02/11/24,8212010470 


R. Periodic operating report* ft related correspondence 


8212290276 Revises 620921 ltr re const completion date, per NRC BlOSli 
request for quarterly updates Const ft engineering efforts 
support earlier const ft fuel load date of Aug 1904 
BRADLEY, E J Philadelphia Electric Co 82/12/27 EISENHUT, D 0. 
Division of Licensing 2pp 16581 064 24X Fiche 50-352,02/12/27, 

8212290276 


O Reportable occurrences, LERs ft related correspondence 


0212200363 Interim deficiency rept re inadequate pressure transducers/ 
transmitter* mounted on p-oit-LOCA hydrogen recombiners 
Initially reported on 921119 Final rept will be submitted by 
830211 Also reported par Part 2) 

MANMO, 8 F Niagara Mohawk Power Corp 02/12/14 STAFOSTECK 1/ R. 
Division of Project ft Resident Programs 2pp J656CL0S0 24X 

Fiche 50-000, 02/12/14, 0212280363 


G2J20105I3 Forwards EGftD draft technical evaluation rept, "Control of 
Heavy Loads at Nuclear Power PI an ts, L imer I c k Generating 
Station Units 1 ft 2« for comment 

SCHWENCER.A Licensing Branch 2 82/11/24 BAUER, E 0 

Philadelphia Electric Co 3pp 16260 168 24X 

fiche 50-352,02/11/24,8212010513 


— 0212010319 "Control of Heavy Loads at Nuclear Power Plants, Li merick 
Generating Station Units I ft 2 " 

MAR INGAS, N , STrcKLEY, T H EGftO, Inc 82/I1/3D NRC - No 
Detailed Affiliation Given 30pp 16260 171 24X 

Fiche 50-332,85/11/24,0212010513 


0212060393 Summary of 820903 meeting w/uti] , OE, Fauske ft Associa tes, Inc, 
DNL, NIPS, Sc i enc * Appl ica tions, Inc, Commonweal th of PA, 

Limerick Ecology Action ft applicant counsel in Bethesda.MD 
re FRA 

ABELSON, N Licensing Branch 2 62/11/29 Licensing Branch 2 

47pp 16323 OSi 24X Fiche 50-332,82/11/29,0212060393 


8212060398 Summary of 820922 meeting w/util, NUTECH ft JJMNL in Bethesda, 
MD re present ft future corp ft plant mgt structure, staff ing, 
training plant ft safety review groups 

ABELEDNrH Licensing Branch 2 02/11/29 Licensing Branch 2 

1 7pp 16322 318 24 X Fiche 50-352,02/11/29.0212060398 
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02-12030J22 Forwards Amend 42 to application for QL Amend revises F9AH 
In response to NRC 020809 1 tr Certificate of Svc end 
□ RADLEY. E J Philadelphia Electric Co 82/11/30 DENTON. H R 

Office of Nuclear Reactor Regulation. Director 5pp 16303 283 
24X Fiche 30-352.03/11/30.8212030122 


— 0212030132 Amend 42 to application for OL. revising FSAR 

BOYER. V S Philadelphia Electric Co 02/11/29 3pp 16303 208 
24 X Fiche 30-352.02/11/30,0212030122 


— 0210040270 Revision 6 to environ rept 

* Philadelphia Electric Co 82/09/30 30pp 15591 154 24X 

Fiche 50-352,02/09/30.8210040239 


8212100274 Advise* that response to Siting Analysis Branch Question 
E310 10 will be provided via environ rept revision in Feb 
1983 

BRADLEY. E J Philadelphia Electric Co S2/12/07 SCHWENCER, A 
Licensing Branch 2 2pp 16376 147 24X Fiche 50-352, 82/ 12/07, 

0212100274 


0212070493 Notification of 821215 meeting w/util & BNL in Bethesda.MD 
to discuss questions generated during review of BNL draft 
rept on PRA Meeting agenda end 

ABELSDN. H Licensing Branch 2 82/12/01 SCHWENCER, A Licensing 

□ranch 2 4pp 16351 355 24X Fiche 50-352,02/12/01.0212070493 


B2J2070Q25 Forwards agreement w/ARCO Pipeline Co prohibiting shipping 
PTQpane through ARCO pipeline. per C Ferrell concern from 
Aug £982 environ site visit 

BRADLEY, E J Philadelphia Electric Co 02/12/03 SCHWENCER, A 
Licensing Branch 2 5pp 16327 349 24X Fiche 50-352.02/12/03. 

8212070025 


8212000446 Forwards draft response to NRC 820901 request for addl info 
to aid E Pedersen audit of util organization 

BRADLEY. E J Ph i ladelph ia Elec trie Co 02/12/03 SCHWENCER. A 
Licensing Branch 2 71pp 16352 180 24X Fiche 50-352, 02/12/03, 

8212080446 


0212160747 Forwards request for addl info re pump house noise Corrected 
numbers for previously submitted E290 series question* 
resubmitted Response requested within 7 days of 1 tr receipt 
SCHWENCER, A Licensing Branch 2 02/12/00 0AUER. E G 

Philadelphia Electric Co 4pp 16466 001 24X 

Fiche 50-352,82/12/00,8212160747 


8212220541 Requests test case calculation for radiological risk be 
provided to facilitate review of PRA Case should be 
calculated w/version of CRAC computer code used in plant 
PRA 

SCHWENCER, A Licensing Branch 2 82/12/13 BAUER, E Q 

Philadelphia Electric Co 3pp 16523 337 24X 

Fiche 50-352,02/12/13,021222054 1 


82122 1 0402 Advises that actual scram valve character i sties will be used 
in preparing analysis of control rod drive sys hydrodynamic 
loads Analysis k complete response will be provided by 
030315 

BRADLEY, E J Philadelphia Electric Co 82/12/16 SCHWENCER , A 
Licensing Branch 2 2pp 16494 310 24X Fiche 50-352,02/12/16, 

0212310402 


8212210491 Forwards Revision 8 to environ rept (filed in PDR 
Category CJ 

BRADLEY, E J Philadelphia Electric Co 82/12/17 DENTON, H R 

Office of Nuclear Reactor Regulation. Director lp 16406 040 24X 

Fiche 50-332.82/12/17.0312210491 


— 9212210499 Revision 9 to environ rapt 

« Philadelphia Electric Co 02/12/31 23pp 16406 207 24X 

Fiche 30-35 2,62/12/17,0212210491 


F Security, medical, emergency A fire protection plant 


0212070139 Advises that revised fire protection evaluation rept due by 
Nov 1902, per 020701 c amm i tmen t , de 1 ay e d until Jan 1983 Delay 
due to subs tantial. unant i cipa ted addl effort required to 
upgrade rept per NRC 020720 1 tr 

BRADLEY.E J Philadelphia Electric Co 82/12/03 SCHWENCER, A 
Licensing Branch 2 2pp 16327 032 24X Fiche 50-352,02/12/03, 

8212070138 


Q 2 I 2100090 Submits info per 821203 tele on request re emergency 
operation* facility CEOFi Response to Generic Ltr 81-10 
submitted Q1O320 EOF const Will be completed by Bept 1903 
KEMPER. J S Philadelphia Electric Co 82/12/06 SCHWENCER, A 
Licensing Branch 2 3pp 16379 240 24X FUhe 50-352,02/12/06, 

02121OOQ9O 


8212210390 Forwards draft FSAR page changes L responses to GA Branch 
820713 request for addl info Sixteen oversize drawings end 
Aperture caTd* available in FDR 

BRADLEY.E J Ph i lad e 1 ph i a El ec tr I c Co 02/12/17 SCHWENCER, A 
Licensing Branch 2 92pp 16409 324 24X Fiche 50-352,82/12/17, 

9212210398 


0212270144 Forward* response to NRC comments on physical security plan 
Response withheld (ref 10CFR2 770 «c 10CFH73 2if 
BRADLEY.E J Philadelphia Elfttric Co 02/12/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 16530 120 
24X Fiche 50-352, 02/12/17,8212270144 


B23 2210491 Forwards Amend 43 to license application (filed in PDR 
Category A) 

BRADLEY.E J Philadelphia Electric Co 82/12/17 DENTON, H R 
Office of Nuclear Reactor Regulation. Director ip J6406 040 24X 

Fiche 50-352,82/12/17,8212210491 


-D212210495 Amend 43 to license application consisting of Revision 0 to 
environ rept & Revision 14 to FSAR 

BOYER, V S Philadelphia Electric Co 82/12/15 6pp 16486 050 
24X Fiche 50-352,82/12/17,8212210491 


9712220097 Forward* DO I 021206 ltr transmitting Fish & Wildlife Svc 
correspondence re Point Pleasant diversion Info relates to 
testirtony before ASLD 

HOD GOON P Hearing Branch 2 02/12/20 BRENNER, L Atomic Safety 

and Licensing Board Panel ilpp 16516 105 24X 

Fiche 50-352,02/12/20,8212220097 


0212270141 Forwards summary of loss of offsite power comment* presented 
at 821215 mee t ing, comp i la tion of requests for addl info for 
BNL re PRA review 8, summary of comments on remaining issues 
BOYER. V S Philadelphia Electric Co 02/12/22 EI5ENHUT , D, 0 

Division of Licensing 23pp 16530 312 24X Fiche 50-352,02/12/22. 

0212270141 


8212290209 Forward* response* to Auxiliary Sy * Branch Questions 410 94 
through 4|0 99 re spent fuel storage, transmi t ted by 621122 
ltr Responses will be incorporated in FSAR revision 
scheduled for Jan 1903 

BRADLEY.E J Philadelphia Electric Co 02/12/22 SCHWENCER , A 
Licensing Branch 2 lOpp 16562 110 24X Fiche 50-332.82/12/22, 

0212280209 


C Utility Environmental Report <ER)i amends << correspondence 


0 Adjudicatory correspondence 


0212020330 Reply findings of fact t* conclusions of law in form of 
initial decision 

CONNER, T B Philadelphia Electric C<i CONNER. T B Conner fc 
Wetterhahn 02/11/30 21pp 16277 279 24X Fiche 50-352,0 2/11/30, 

0212020330 


—8212020339 Reply to Del-Aware 021117 response to A&LQ request for info 
rt flaws in Schuylkill River flespotue inaccurate L exceed* 
scope of ASLD limited inquiry Del-Aware is cluttering 
record w/erroneoua ic irrelevant roatl W/Certif icate of Svc 
CONNER, T JD Philadelphia Electric Co CONNER, T B Conner & 
Wetterhahn, 82/11/29 lOpp 16277 300 24X 

Fiche 50-352, B3/ 11/30, 82 1202 0330 


0212130358 Notifies that 020702 petition on behalf of Del-Aware 
Unlimited to suspend or revoke CPs ha* been denied Decision 
enc 1 

DENTON, H R Office of Nuclear Reactor Regulation. Director 
82/12/07 SUGAR NAN, R J Sugari-nan, R J 3pp 16413 000 24X 

Fiche 50-352,02/12/07.0212130350 


— 0212130359 Director's Dec is ion OD-02-13 denying Del-Aware Unlimited 
petition to suspend fc revoke CPs No major change* in facts 
matl to resolution of environ Issues presented 
DENTON, K R , CASE, E 0 Office of Nuclear Reactor Regulation, 
Director 82/12/07. 42pp 16413,011 24X Fiche 50-352,02/12/0?, 

8212130350 


—0212130361 Notice af denial of 
& revoke CPs 

CA5E.E 0 Office of Nuclear 
02/12/07 3pp 16413 054 


Del-Aware Unlimited petition to suspend 

Reactor Regulation, Direttor 

24 X Fiche 50-352,02/12/07,0212130358 


0210040239 Forwards Revision 6 to environ rapt (filed in PDR In 
Category Cl 

BRADLEY.E J Philadelphia Electric Co 82/09/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 6pp 15589 170 
24X Fiche 50-332.02/09/30,8210040239 
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8212140036 forward! NRR Director 821207 denial of Delaware Unlimited 
request for (uipiniion or revocation of CP* per 10CFR2 202 
£ 2 06 (Vo enc 1 

HODGDON, A P Hear log Branch 2 82/ 12/10 BRENNER, L - MOffJUS, P A , 

C0LE.R F Atomic Safety and Licensing Board Panel 2pp 16409393 
24X Fiche 30-352. 82/12/ 1 0, B21 2 1 40036 


8212160304 Requests end 001 021207 Jtr to ASLB be served on parties 
LAME, V ft Atomic Safety and Licensing Board Panel 02/12/14 
8 TI/CKV.S Docketing U Services Branch lp 16446 039 24* 

Fie h* 50-352. 82/ 12/14. 02121 60304 


— B212160316 Forwards pages from “Design of Water Intake Structures for 
Fish Protection." re velocity difference acres* intake & 
potential for biofouling even in fresh water 

MCCOY.R U Interior. Dept of. Fish 4t Wildlife Service 82/13/07 

BRENNER, L Atonic Safety and Licensing Board Panel 0pp 

I&446 040 24X Fiche 50-352,02/12/14.9212160304 


0212200114 Advices that correspondence re Miller & McCoy testimony in 
OL proceeding lent to ASL 8 Portions of transcripts where 
Miller 4 McCoy testimony appears or is discussed eiul W/o 
ene 1 

H0DGDQN. A P Hearing Branch 2 02/ i 2/17 COMTE. A ft 

Inter lor. Dept Of lp 16470 184 24XFidi* 50-352/02/12/17. 

0212200114 


8212330327 Advl i«i of State court 821216 decision reversing Public 
Utils Commission 020927 order re Unit 2 financing Del-Aware 
Unlimited, Inc preliminary injunction to enjoin wort on Point 
Pleasant Diversion Project denied on 821215. 

C OWNER. T, 3 Conner U Wat terhahn CONNER. T £ Philadelphia Electric 

Co, 03/12/17 BRENNER. L , COLE. R F i MOHR IS. P A Atomic Safety and 
Licencing Board Pane J 2pp 16505 136 24X Fiche 50-392.02/12/17, 

0212230327 


B2I2230332 Informal discovery re Friends of the Eartlh/RL Anthony 
Contentions V~3a it V-3b admitted by ASLO on 021122 
ANtHONT. R L Anthony, R L ANTHONY, ff L Friends of the Earth 
82/13/17 Atomic Safety and Licensing Board Panel Ip 
1651 J 196 24X Fiche 50-352, 02/1 2/17, 0212230352 


0212230356 Response to ASL& 021122 order re Friends of the Earth 
proposed contentions on hazard* from industrial activities it 
motion to reconsider admission of Contentions 1,2,6. B & 9 
ANTHONY. It L Anthony, R L ANTHONY, ft L Frlenij H tU Earth 
02/12/19, Atomic Safety and Licensing Board Panel 3pp 
16311 162 24X FUhe' 50-332. 82/ 12/ 19, 0212230356 


8212220097 Forwanfi DO I 021206 ltr transmitting Fish & Wildlife Svc 
corrispondsnc e re Point Pleasant diversion Tnfo relates to 
testimony before ASLB 

HQD0DOM, A P Hearing Drench 2 02/12/20 BRENNER, L , MORRIS, P A , 

COLE. R F Atomic Safety and Licensing Board Panel llpp 
16516 105 24X Fiche 5 0-352, 82/ 1 2/SO. 0212220097 


0212220126 Advises that NfiC will not respond to Del-Aware Unlimited 
821 201 request for leave to respond to applicant reply on 
flows in Schuylkill River re need for supplemental cooling 
water for one unit v* two units 

H0D2DDN.A P Hearing Branch 2 , 02/12/20 BRENNER . L , MORRIS. P A , 

COLE. R. F Atomic Safety and Licensing Board Panel 3pp 16303*026 
24 X FI die 30-332,82/12/20.0212220126 


D2I2270216 Notice re contract award U const starting date Merger t ime, 
Inc awarded contract on 021213 to construct Point Pleasant 
intake Non-contention wart will begin an 030107 Certificate 
of five i< VS Boyer affidavit end 

CONNER i T, 8 Philadelphia Electric Co CONNER, T B Conner & 
WeftteThehn. 82/12/21. 7pp 16336 196 24X Fiche 50-352.82/12/21. 

&2 1227021 6 


0212200185 Forwards 179 District Court for Eastern District of PA 82J217 
order dismissing De I-Awar e. Inc claims under Rivers & Harbors 
Act for lack of jurisdiction 

CONNER. T. B Conner JiWetterbahn CONNER . T B Ph 1 larfelph ia Electric 
Co 82/12/23 BRENNER, L. . COLE, R F , MORRTS.p A Atomic Safety and 
Licensing Board Panel 4pp 16336*142 24* Fiche 50-352,02/12/23, 

0212280183 


821230-0187 Response in opposition to Friends of the Earth 821219 motion 
to reconsider A8L0 021122 order ruling on proposed 
contentions on hazards from industrial activities near site. 

Instant request clearly too late Certificate of Svc enci r 
CONNER, T B. Philadelphia Electric Co CONNER, T B Conner 4 

Wafctsrhabn, 92/12/20 Atomic Safety and Licensing Board Panel 

5pp 16597*330, 24X Fic he* 80-352. 82/12/20, 62123001 97 


K Utility Final Safety Analysis Report (FSAR > ft amends 


8210040239 Forwards Amend 39 to application for OL (filed at PDR in 
Category A J . c onsis t i ng of Revision 10 to FSAR (Category K), 
Revision 6 to environ rept (Category C) & Revision 1 to 
design asseisment r*pt (Category A) 

BRADLEY, E J Philadelphia Electric Co 02/09/30 DENTON, H fl 
Office of Nuclear Reactor Regulation. Director 6 pp 19309 170 
24X Fiche 30- 352. 02/09/30, 021 0040239 


— 821 D0402A7 Revision 10 to FSAR 

* Philadelphia Electric Co 82/07/30 464pp I55B9 103 24X 

Fiche 50-352.82/09/30,8210040239 


0212130341 Forward* Affidavit of Svc re distribution of Revision 13 to 
FSAR per DO Eisenhut 810706 ltr 

BRADLEY., E J Philadelphia Electric Co 02/12/10 DENTON, H fl 
Office of Nuclear Reactor Regulation, Director 3 pp 16309 202 
24X Fiche 50-352, 02/ 12/10, S2t2i 30341 


0212210491 Forwards Amend 43 to license application (filed in PDR 
Category A I , c om l s t i n g of Revision 0 to environ rept (filed 
an PDR Category C) it Revision 14 to FSAR (filed in PDR 
Category K) Certificate of Svc end 

BRADLEY, E J Philadelphia Electric Co 82/12/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 16406 04B 24X 

Fiche 50-352, 02/12/1 7. 021 2210491 


- -8212210499 Revision 14 to FSAR 

# Phi ladelphja Electric Co 02/12/31 l&lpp 16406 056 24X 

Fiche* 90-352, 02/12/17, 8212210491 


G Inspection reports, IE Bulletins fc correspondence 


0208190240 IE Bulletin 82-03, Revi s i on 1, "Stress Cracking in Thick- 
WaJ 1, Large-Di amefcer, Stain 1 ess Steel, Rec ircu lation Sys Piping 
at BUR Plants " Svc list end 

DEYOUNO, ft C Director'* Office, Office of Inspection and 

Enforcement 02 / 1 O/ 2 B Consolidated Edison Co of New York, Inc 

1 12pp 16462 163 24X Fiche 50-000. 02/1 0/20, 02001 90240 


0208190243 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
(101 h Model 002 Thermoluminescent Dosimeters " Svc list 
end 

COueLL J Division of Fuel Facilities, Materials Sc Safeguards 
02/11/05 Consolidated Edison Co of New York, Tnc ilOpp 

J 6372 142 24* Fiche 50- 000, 02/ 1 1 /05, 82081 90245 


0208190251 JE Info Notice 02-44, "Clari f i cati on of Emergency Plan 
Exercise Requirements 11 Svc list end 

JORDAN, E L Division of Engineering U Duality Assurance 82/11/18 
Consolidated Edison Co of New York, Inc I0?pp 16411 199 24X 

Fiche 30-000, 02/11/10, 0200190231 


0200190256 IE Info Notice 82-46, "Defective 6 Obsolete Combination 
Padlocks " Svc list encl 

DEYOUNG,/? C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

1 27pp 16411 063 24* Fiche 30-000, 02/1 1 /26, 0208190236 


0200190257 IE Tnfo Notice 02-47. "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
CD-OBi L 1 Division of Fuel Facilities, Materials U Safeguard* 
82/11/30 Consolidated Edison Co of New York. Int 396pp 

16387 023 24X Fiche 50-000, 02/1 1/30, B20B1 90257 


0200190299 IE Bulletin 82-04, ‘‘De f i c i >nt i * » in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNO, R C, Director's Office, Office of Inspection and 

Enforcement, 82/12/03 Complicated Edison Co of New York, Inc 

H3pp 16411*317 24X Fiche 50-000,02/12/03,8200190299 


0200190261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc HOpp 16462 064 24-X 

Fiche 30-000,82/18/03,0200190261 


Ba-OS^Oai? IE Info Notice 02-49, "Correction for Sample Conditions for 
Air 6 Qas Monitoring " Svc list end 

DEYOUNOiR C, Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc. 

127pp. 16623 191 24X Fiche 50-000,82/13/16,0200190267 


820B190269 IE Info Notice 02-SQ, "Mod of Solid State AC Undervoltege 
Relays Type TTE-27 " Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 82/12/20 
Consolidated Edison Co- of New York, Inc lOSpp 16620 293 24X 

Fiche 50-000,82/12/20,0208190268 
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S Reportable occurrences, LER* tc related correspondence 


BJ12280363 Interim deficiency rept re inadequate pressure transducers/ 
transmitters mounted on post-LQCA hydrogen recambiners 
Initially reported on 82111? Final rept mill be submitted by 
U30211 Also reported per Part 21 

MANNO.SF Niagara Mohawk Power Corp 02/12/14 5TARO0TECK I , R 
Division of Project {< Resident Programs 2pp 16560 050 24X 

Tiche 50-000. 02/12/14. 0212200363 


9212200373 Part 21 rept re inadequate pressure transducer »/transmi tiers 
mounted on post-LOCA hydrogen recombiners Transducers should 
be replaced w/nuclear reted transducers Engineering field 
bulletin to be issued by 821029 

EMPEY.D C Rockwell International Corp 02/10/21 COLLINS, J 
Region 4. Office of Director 2pp 16560 060 24X 

Fie he 50-000.02/12/14.0212200363 


T Hearing transcripts on non-ant i trust matters 


8212080496 Transcript of 020818 public meeting in PottstowmPA re 
environ review Pp 1-132 Supporting documentation end 
« NRC - No Detailed Affiliation Given 02/og/ig 275pp 
16353 035 24X Fiche 50-352,02/08/10,0212000476 


B2D019O245 IE Info Notice 62-42. '‘Defects Observed in Panasonic Model 
001 & Model 002 Thermoluminescent Dosimeters ° five list 
one 1 

COBB. L I Division of Fuel Facilities, Materials S< Safeguards 
B2/1I/05 Consolidated Edison Co of New York, Inc liOpp 

16372 142 24X Fiche 50-000,92/11/05.8200190245 


8200190251 3E Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list enc 1 

JORDAN, E L Division of Engineering & Quality Assurance 02/ll/lB 
Consolidated Edison Co- of New York, Inc 109pp 16411 19? 24X 

Fiche 50-000, 02/ 11/18, 820817025 1 


B2 i 2020051 Notification of contract execution, Task Order 27 to 
“Technical Assistance to Support NRC IE Personnel in 
Investigations of Incidents, '* awarded to Parameter, Tnc 
WQLLETT, S Research Contracts Branch FIN 0-1302 82/11/18 

DLAHA.J Director's Office. Office of Inspection and Enforcement 
t.0FYi ft NRC - No Detailed Affiliation Given lp 16317 091 24X 

Fiche 50-334,82/11/10,0212020051 


— 8212020057 Ltr contract issuing Task Order 27 to. "Technical Assistance 
to Support NRC IE Personnel in Investigations ef Incidents " 

GUSTAVE, R P Research Contracts Branch FIND-1305 82/11/10 

LDFY.R A Parameter, Jnc 4pp 16317 092 24X 

Fiche 50-354, 02/ 11/ 10, 0212050051 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 
A App 1 Ication/ construction stage document* & correspondence 


9^12300072 Notification of 830104 significant licensee meeting w/util 
for presentation of GA organi la tional 6 functional changes 
TRIPP, |_ E Division of Project & Resident Programs 82/12/21 
Division of Project & Resident Programs 2pp 16624 280 24X 

Fiche 50-000,02/12/21,0212300072 


0r?l527Ql35 Advises that Rept 82-139, ‘'Hope Creek Generating Station 
Recirculation Sy» Crack Stab i 1 i ty /LLB, " contains no 
proprietary info 

PARIS, P C Fracture Proof Design Corp 02/12/22 WAGNER, D, 
Licensing Branch 2 Ip 16538 016 24X Fiche 50-354,32/12/22, 

0212570135 


B21 2020006 Notification of 021207 significant licensee meeting w/util 
in Hancocks Bridge, NJ to discuss SALP 

TRIPP, L E Region I, Office of Director 82/11/19 Region 1, 
Office of Director, lp 16309 365 24X Fiche 50-354,02/11/19, 

0212020006 


9208190256 IE Info Notice 92-46, "Defective & Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

1 27pp 16411 065 24X Fiche 50-000,82/11/26.0200190256 


0208190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fi»sile Radioactive Matl " Svc list unci 
COB 0. L I Division of Fuel Facilities, Materials Sc Safeguards 
82/ 11/30 Consolidated Edison Co of New York, Inc 336pp 

16307 020 24X Fiche 50-000,02/11/30.0208190257 


C Utility Environmental Report (ER), amends & correspondence 


0212010349 Notification of 821202 meeting w/uti 1, Dechtel !* Fracture 
Proof Design Corp in Bethesda.MD to discuss dryweli jet 
impingement barriers 6 alternative* re OL environ rept 
Agenda end 

UAGNFR, D Licensing Branch 2 B2/11/26 8CHWENCER, A Licensing 

□ranch 2 4pp 16271 329 24X Fiche 30-354,82/11/26,0212010349. 


0212160024 Responds to IE Bulletin ai-02,8uppl 1, "Failure of Gate Type 
Valves to Gins* Against Differential Pressure " All vendor*, 
including NSBS supplier confirm that no Weatinghuuse gate 
valve* used in safety-related applications at facility 
MARTIN, T J Public Service Electric 6 Gas Co of New Jersey 
82/12/01 HAYNES, R C Region l, Office of Director 3pp 
i 6446 216 24X Fiche 30-354,02/18/01,8212160054 


G Ad judicatory correspondence 


9P1 21 40106 Requett for extension of time until 021284 to File petition 
for review of ALAB-701 Time necessary due to holidays, 
sickness S< vacations Certificate of Svc end. 

JDHNSRUD, J H Environmental Coalition on Nuclear Power 32/12/08 
Commissioner s 4pp 16403 167 24X Fiche 50-000,02/12/08, 

0212140106 


BP 1 2140438 Order extending time until B21227 
interveners to file petition for review of 
CNILK, 8 J Office of the Secretary of the 
Environmental Coalition on Nuclear Power 
Fiche 50-000, 02/12/13, 8212140438 


for TMl U Peach Bottom 
ALAB-701 

Commission 82/13/13 
lp 16404 360 24X 


82 1 2210009 Advise* that lntervenor petition for review of ALAB-701 
should be lerved on NRC when filed 

BORDENICK, B M Hearing Branch 3 82/12/16 J0HN8RUD, J 

Affiliation Unknown 2pp 16466 005. 24X Fi che: 50-000, 02/1 S/16, 

9212510009 


0*J 1 5300134 Petition for review of consolidated radon proceeding* 
Commission should grant financial assistance to lntervenor*, 
should reopen record on «1J issues & remand case for full 
cons ideration Certificate of 8 V c end 

J0HN9RUD, J H Environmental Coalition on Nuclear Power 02/12/27 
^Commissioners. 15pp 16598.112 24X Fiche 50-000,85/12/57. 


0200190259 IE Bulletin 82-04, "Deficiencies In Primary Containment 
Electrical Penetration Assemblies " 9vc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Cn of New York, Inc 

113pp 16411 317 24X Fiche 50-000, 02/ 12/ 03, S20B190239 


0200190261 IE Info Notice 02-48, ‘'Failures of Agastat CR 0095 Relay 
Backet* " Svc list end 

JORDAN.E L Division of Engineering It Quality Assurance 02/12/03 

Consolidated Edison Co of New York, Inc liOpp 16462 064 24X 

Fiche 50-000, 02/12/03, 020019026 1 


B208L90267 IE Infa Notice 02-49, "Correction far Sample Conditions for 
Air & Gas Monitoring " Svc list end 

DEYauNG, R. C Director's Office, Office of Inspection end 

Enforcement. 82/12/16 Consolidated Edison Co of New York, Inc 

127pp 16620 191. 24 X F i c h e; 50-000, 82/12/ 16, 820B i 90267 


8203190260 TE Info Notice 02-50, “Mod of Solid State AC Undervo ltage 
Relay* Type I TE-27 M Svc list encl 

JORDAN, E L Division of Engineering it Quality Assurance 82/12/20 
Consolidated Edison Co of New York# Inc lO0pp I662B 293 24X 

Fiche 50-000. 82/12/20, 0500190260 


021 2290436 Act receipt of 021201 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-334/02-12 
STAR08TECKI, R Division of Project S< Resident Program* 92/12/22 
MARTIN, T J PuiUc Service Electric & Gas Co a f New Jersey lp 
165S5 197 24X Fiche 50-354,92/12/22,9212290436 


0. Inspection reports, IE Bulletins & correspondence 


S 200190240 IE Bulletin 82-03, Revi sion 1, "Stress Cracking in Thick- 
Well , Large-Di ameter. Stainless Steel, Recirculation 8y* Pipino 
at BWR Plants » five list .nel 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 92/10/26 Consolidated Edison Co of New York, Inc 

112 pp 16462 163 24X Fiche* 50-000, 02 / 10 / 20 , 8208190240 


— 82 l 2290444 Responds to NRC 821105 ltr re violation* noted in IE Insp 
Rept 50-054/82-12 Corrective actions Jar g Last tie wrapt 
replaced w/Tefaei wrap* i< motor control c tr* cleaned, 
removing cut Varg lass wrap* & strand's 

MARTIN, T. J Public Service Electric & Gat Co of New Jersey 
82/12/01 HAYNES , R C Region 1. Office of Director. 3pp. 

16505 198 24X Fiche 50-394,82/12/22,0212290436 
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ft Periodic operating report* & related c nrre spondence 


B2 1229 006 7 Advise* that const progress appro* SB ’A complete a* of Nov 
1 982 Fuel Jo- ad -date scheduled lor Jan 1966 

LANORIEU.P R Public Service Electric fc <3a* Co of New Jersey 
02/12/15 TRIPP, L £ Division of Project U Resident Program* ip 
16564 234 24X Fit he 50-354. 02/13/1 5. 82122B0067 


S Reportable occurrences. LERs U related correspondence 


8212080502 Deficiency rapt re significant const deficiency 
unf ereet imeted annulus pr e**uri ration load* Initially 
reported on 821028 Independent technical review of design 
calculations performed 

MARTIN. T J Public Service Electric 1* Gas Co of New Jersey 
82/11/29 HAYNES, R C Region 1. Office of Director. 2pp 
16352 120 24X Flche 50-354, 82/11/29, 9212080502 


DOCKET 50-353 HOPE CREEK NUCLEAR STATION, UNIT 2 


A App I i cation/construct i on stage documents & correspondence 


0212270135 Advises that Rept 82-130, "Hope Creak Generating Station 
Recirculation Sy* Crack Stab i 1 1 ty /LLU, ** contains no 
proprietary info. 

PARIS. P C Fracture Proof Design Corp 62/12/22 WAGNER, D 
Licensing Branch 2 Ip. 16938 016 24X Fiehe 30-354,82/12/22, 

0212270133 


C Utility Environmental Report <ER), amends & correspondence 


6212010349 Notification of 021202 meeting u/u t i 1 , Bee h tel S, Fracture 
Proof Design Corp in Bethesda,MD to discuss drywell jet 
impingement barrier* & alternatives re CJL environ rept 
Agenda end 

WAGNER, 0, Licensing Branch 2 82/11/26 ECHWENCER, A Licensing 

Branch 2 4pp 16271" 329 24X FI eh# 50-354, 02/1 J/26. 021201 0349 


0 Adjudicatory correspondence 


8212140166 Request for extension of tiffie until 021224 to Pile petition 
for review of ALAB-701 Time necessary due to holidays, 
sickness U vacations Certificate of Bvc end 

JCIIN5RUD.J H Environmental Coalition on Nuclear Rower 82/12708 
Commissioner* 4pp 16403 f67 24X Fich* 50-000,02/12/08. 

0212140106 


CP 1 2140430 Order extending time until 021227 for TMl It Peach Bottom 
intervetior* to file petition for review of ALA9-7DJ 
CHILK.S J Office of the Secretary of the Commission 02/12/10 
Environmental Coalition on Nuclear Power Ip 16404 060 24X 

Ficfie. 30-000, 02/12/13, 821 2140438 


0212210009 Advises that intervenor petition far review of ALA0-7O1 
should be served cm NRC when filed 

BOflDENJCK, 8. M Hearing Branch 3 82/12/16 JOHNSRUD, J 

Affiliation Unknown. 2pp 16406 005 24* Fich* 50-000.82/12/16, 

02 l 22 10009 


02123-00134 Petition for review of consolidated radon proceedings 
Commission should grant financial assistance to interveners, 
should reopen record on all issue* & remand case for full 
consideration Certificate of 8vc enel. 

JOHNS RUD.- J H Environmenta J Coalition on Nuclear Power. 02/12/27 
Commissioners. iSpp 16593.112 24X Fiche 50-000,82/12/27, 

02123O0134 


0. Inspection reports, IE Bulletins & correspondence 


8209190240 IE Bulletin 02-03, Revi *1 on 1, "Stress Cracking in Thick- 
Mai 1, Large-Diameter, Stainless 8 tee 1 . fi ec ircu 1 a ti on Sy* Piping 
at BWR Plants." Bvc list end 

DEYOUNG, R C Director'* Office. Office of Inspection and 

Enforcement 92/10/29 Consolidated Edison Co of New York, Inc 

J12pp 16462 163 24X Fich* 50-000,82/10/20,9209190340 


0208190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
0Q1 it Model 802 Th ermo 1 «m in* s c ent Dosimeters." Svc list 
one I 

COflfi.L I Division of Fuel Facilities* Materials it Safeguard* 
Q2/J1/05 Consolidated Edison Co of New York, Inc llOpp 
16372 142. 24X Fiche’ 30-000. 82/11/05, 02081 90243 


0208190231 IE Info Notice 82-44, "Clar I Meat i on of Emergency Plan 
Exercis* ftequ irsmsrts n Svc list «nel 

JORDAN* E U Division of Engineering b Quality Assurance, 82/11/18 
Consolidated Edison Co of New York, Inc. I09pp 16411 199, 24X 

Fich*‘ 50-000, 02/11 /IS, 9208190251. 


8200190256 IE Info Notice 02-46, "Defective b Obsolete Combination 
Padlock* u By c list end 

DEYOUNG, ft C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

I27pp 1 641 1 065 24X Pith* 50-000,92/11/26,8209190256 


0208190257 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Nan-Fissile Radioactive Mat! ° Bvc list end 
COBBi L, 1 Division of Fuel Facilities, Materials b Safeguards 
92/11/30 Consol i da ted Edison Co of New York, Inc 356pp 

16387 028 24X Fie he 50-000,82/11/30,0208 1 90257 


0P1216OO24 Responds to IE Bulletin 8i-Oj?,Buppl 1, "Failure of Gate Type 
Valves to Close Against Differential Pressure " All vendors, 
including NSSa supplier confirm that no Meetinghouse gate 
valves used in saf e ty-re 1 ated application* at facility 
MARTIN* T J Public Service Electric b Gas Co of New Jersey 
82/12/01 HAYNE8.R C Region 1, Office of Director 3pp 
16446 216 24X Fiche 50-354,82/12/01,8212160024 


8200190259 IE Bulletin 02-04, "D*f ic i arc i os in Primary Containment 
Electrical Penetration Assemblies 0 Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

113pp 16411 317 24X Fithe 50-000, 02/12/03. B2O01 90299 


8200190261 IE Info Notice 02-48, "Failures of Agastat OR 0095 Relay 
Socket* " Svc |l»t end 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc ilOpp 16462 064 24X 

Fiche 50-000,02/12/03,8200190261 


8200190267 IE Info Notice 82-49, "Correction for 8amp 1 e Conditions for 
Air L Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

127pp 16628 191 24X FiChfl 50-000, 02/12/ 16. 02001 90267 


820819026B IE Info Notice 02-50. "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list encl 

JORDAN, E L Division of Engineering & Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc iOBpp 16628 293 24X 

Fiche 50-000, S2/ 1 2/20, 9208190268 


8 Reportable occurrence*, LERs & related cor respondent* 


0212000502 Deficiency rept re significant const deficiency 
underestima te d annulus pressurization loads Initially 
reported on 021028 Independent technical review of design 
calculations performed 

MARTIN, T J Public Service Electric 6 Gas Co of New Jersey 
02/11/29 HAYNES, R C Region 1, Office of Director 2pp 
16352 120 24/ Fiche 50-354,02/11/29,0212080502 


DOCKET 30-356 UNIV OF ILLINOIS LOPRA RESEARCH REACTOR 


Q Inspection reports, IE Bulletins it correspondence 


0212140396 Forwards IE Safeguards Insp Repts 50-151/02-01,50-356/82-02 
4 70-0258/02-01 on 021117-19 & notice of violation Insp rept 
detail* withheld (ref 10CFR2 790) 

MILLER, J R Division of Engineering 6 Technical Programs 82/12/09 
MILEY, 0 H Illinois* Univ of, Urbena-Champai gn 2pp 16404 344 
24X Fiche 30-151,82/12/09,0212140396 


— 0212140399 Notice of violation from insp on 821117-19 

MILLER, J R Division of Engineering & Technical Programs 
02/12/09 Jp 16404 346 24X Fiche 30-151,82/12/09,8212140396 


—0212140414 IE Safeguard* Inap Repts 50-151/02-01.50-356/02-02 & 
70-0230/02-01 on 021H7-J9 None omp 1 lance noted failure to 
include items containing 6NM on annual inventory it to submit 
742 form* Details withheld (ref 10CFR2 790) 

MADEDA, T J , CREED, J R Division of Engineering & Technical 
Programs 82/12/06 ip 16404 347 24X Fiche' 50-1 51, 82/12/09, 

8212140396 


DOCKET S 0-358 WILLIAM H ZIMMER NUCLEAR STATION, UNIT 1 


A Appl i cation/construct ion stage documents & correspondence 


9211230066 Generic Ltr 82-27 to all BUR licensees of operating reactors 
except LACBWR.Big Rock Po int, Dresden t.Humboldt Bay, 
applicant* for QL & holders of CP re transmittal of 
NURE0-0763 it NUREG-07B3 Bvc list end W/o stated end 
EI8ENHUT.D G Division of Licensing 82/11/15 General Public 
Utilities - GPU Service Corp 22pp 16307 004 24X 

Fiche 50-000,82/11/15,0211230066 
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931 20 1 0009 Application to amend CPPR-00, * x t en d j ng const completion date 
to 041231 to permit resolution of quality confirmation 
program deficiencies noted in 810400 Immediate action ltr & 

B 1 1 124 notice of violation I. to resolve mgt & QA concerns 
BORCMAMN, E A Cincinnati Oat b Electric Co 02/11/24 DENTON, H I? 
Office of Nuclear Reactor Regulation! Director 4pp 16260 272 
24 X Fiche 30-350.82/11/24,8212010009 


92120 1 0530 Staff requirements memo re Commissioners 021123 affirmation/ 
discussion b vote in Wa sh i ngfcon , DC on BECY-82-449 h 
SECY-82-425 Petition to disqualify NRC atty from Zimmer 
proceeding denied 

CHILK.S J Office of the Secretary of the Commission 82/11/24 
Office of the Secretary of the Commission 2pp 16270 260 24X 

Fiche 30-358,82/11/24,0212010530 


9212020004 Summary of 021103 meeting u/ufcil in Be the-sda* HD re environ 
qualification rept for Class IE equipment NRC requested 
conditionally qualified equipment be qualified 

KINTNER, L L Licensing Branch 1 02/11/24 Licensing Branch 1 

4pp 16317 085 24X Fiche 50-350,02/11/24.0212020004 


82S2030253 Board Notification 02-105 forwards RH Vollmer 820930 memo to 
DO Eisenhut re alleged design deficiency in ASME Code Clast 
J piping Effects of local pipe wall stresses due to support 
loads introduced by pipe clamps not evaluated properly 
EISENHUT, D 0 Division of Licensing B2/11/24 PALLAD3N0, N J 
Commissioners 2pp 16316240 24X Fiche 50-000,82/11/24, 

□212030P53 


— 02 1 2030265 Discusses alleged design deficiency in ASME Code Class I 
piping Failure to deal w/pipe support-pipe interface design 
issue would be serious matter if substant iated Ofc of 
Investigations will assist in evaluation 

VOLLMER, R H Division of Engineering 02/09/30 EISENHUT. D Q 
Division of Licensing 5pp 16316 247 24X Ftche 50-000, 

82/11/24,82 12030253 


9212070458 Foruards request for addl info to be submitted to Mechanical 
Engineering Branch in form of revision to FBAR to 
Equipment Qualification Branch in form of revision to 020716 
environ qua l i f i cation rept Response due in 7 days 
YOUNQDLOPD, 0 J Licensing Branch 1 02/11/29 B ORQMANN, E A 

Cincinnati Oa s b Electric Co 9pp 16355 348 24X 

Fiche 50-350,02/11/29,0212070430 


BP 1 2020256 Forwards 50 oversiie PM D d r awing t , p er Revision 09 of F8AR, 
scheduled for submittal on B21203 Drawing revision list 
end Aperture cards are available in POR 

RArMONDI, P J Sargent b Lundy, Inc 02/H/3O DrCK.G NRC - No 
Detailed Affiliation Given 5p p 16279 133 24* 

Fiche 50-350, 02/ 1 1 /30. 02 1 2020256 


0212140335 Responds to 821110 ltr b 021122 revision requesting 
concurrence pnor to performing 16 activities Clarifies 
activities considered nonsafety-related b others needing 
approval on case-by-case basis 

KEPPLER, JQ Region 3, Office of Director 02/11/30 BORGMANN, E A 
Cincinnati Gas b Electric Co 3pp 16402 001 24X 

Fiche 50-350, 02/ 1 1 /30, 02 12140335 


—9212140340 Requests concurrence prior to performance on nonconst items 
under 021112 Shout cause order for Immediate suspension of 
essential const 

DOFOMANN, E A Cincinnati Gas b Electric Co 02/11/10 

KEPPLER, J 0 Region 3, Office of Director 2pp 16402 004 24X 

Fiche 50-350, 02/11/30, B212140335 


— 0212140342 Requests deletion of Items 9 !« i 5 from 02111B ltr as items 
do not constitute physical const as covered by show cause 
order 

BORCMANN.E A Cincinnati Gas b Electric Co B2/1I/22 

KEPPLER, J 0 Region 3, Office of Director 2pp 16402 006 24X 

Fiche 50-358,02/11/30,0212140335 


6212090094 Amend 142 to OL ap p 1 i c a t ion, cons i s t i ng of Revision B9 to 
FSAR 

DORGiMANN, E A Cincinnati Gas b Electric Co 02/12/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16350 001 
24X fiche 50-350,02/12/03,0212090094 


B21217OO0O Forwards Certificate of Bvc of Amend 142 to DL application, 
Jn form of Revision 89 to FSAR 

DGRCMANN, E A Cincinnati Gas * Electric Co 82/12/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16453 009 
24X Fiche 50-350,02/12/10,0212170080 


Q212270424 Forwards comments on Bechtel 821123 proposal to perform 
Independent review of util mgt required by Commission 
021112 Order CLI-02-33 

EISENHUT, D G Division of Licensing B2/12/16 KEPPLER, J G 
Region 3, Office of Director 3pp 16509 297 24X 

Fiche 50-350,02/12/16,8212270424 


— 8212270429 Requests comments on util 021126 request for approval of 
Bechtel as independent reviewer to fulfill requirements in 
Commission 021112 show cause order 

KEPPLER, J G Region 3, Office of Director 02/12/02 
CUNNINGHAM,© H Office of the Executive Legal Director 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement lp 16589 300 24X Fiche 50-350.82/12/16, 

0212270424 


— 8212270434 Proposes Bechtel ai Independent reviewer per Commission 
821112 show cause order requirements b transmits program for 
Independent review of mgt 

DICKHPNER, U H Cincinnati Gas b Electric Co 02/11/26 

KEPPLER. J Q Region 3, Office of Director 64pp 16509 30 1 24X 

Fiche 50-350, B2/i 2/16, 0212270424 


0212290420 Responds to 821012 ltr re position on conduct of self- 
initiated audit of engineering b const programs Details of 
audit plan in lieu of s e L f- in i t i a-fced plan requested 

W ARN ICK, R F Region 3. Office of Director 82/12/27 BQROMANN, E A 
Cincinnati Gas b Electric Co 2pp. 16509 192 24X 

Fiche 50-330,02/12/27,0212290420 


— 8212290425 Informs that 1NP0 self-initiated audit will not be conducted 
at facility Double insp & in-house audits planned 
BQROMANN, E A Cincinnati Qa> b Electric Co 82/10/12 
KEPPLER, J 0 Region 3, Office of Director lp 16505 194 24X 

Fiche 50-35 0,02/12/27,8212290420 


F Security, medical, emergency b fire protection plans 


0212090027 Releases public version of revised emergency plan b 
revision to "Design Submittal - Emergency Response 
Facilities " 

FELTON, J M Division of Rules and Records 82/12/02, Document 
Management Branch lp 16305 197 24 X Fi Ch 0 50-350. 02/12/02, 

0212090027 


— B2 12090028 Forwards public version of Revision 2 to emergency plan & 
Revision 1 to "Design Submittal - Emergency Response 
Facilities " 

BQROMANN. E A Cincinnati Gas b Electric Co 02/11/19 

DENTON, H R Office of Nuclear Reactor Regulation, Director 4pp 

16305 198 24X Fiche 50-358,02/12/02.0212090027 


— 0212090031 Public version of Revision 2 to emergency plan 

* Cincinnati Gas b Electric Co 02/11/30 397pp 16395 202 

24X Fiche 50-350.82/12/02,0212090027 


— 8212090034 Public version pf Revision l to "Design Submittal - 
Emergency Response Facilities ” 

* Cincinnati Gas b Electric Co * Columbus b Southern Ohio 
Electric Co * Dayton Power b Light Co 02/00/31 125pp 

163B6 23? 24X Fiche 50-350,82/12/02.0212090027 


8212000472 Confirms 021202 telcon to l Klntner re emergency 
preparedness review Response to Generic Ltr 01-10 sent on 
810612 Permanent primary emergency operations facility 
described 

BORGNANN, E A Cincinnati Gas b Electric Co 02/12/03 DENTQN. H R 
Office of Nuclear Reactor Regulation, Director Ip 16352 256 24X 

Fiche S0-35B. 02/12/03, 3212050472 


0212080001 Forwards Heterology b Effluent Treatment Branch request for 
addl info re gaseous effluent transport to Continue OL 
application review FSAR amend requested by 030601 
YOUNGBLOOD, D J Licensing Branch 1 02/12/06 BQROMANN. E A 

Cincinnati Gas b Electric Co 4pp 16360 302 24X 

FUhe 50-350, 02/12/06, 0212000001 


B212B10541 Releases public version of Revision 2 to emergency plan b 
Revision I to "Design Submittal — Emergency Response 
Facilities " 

FELTON, J M Division of Rules and Records 02/12/10 Document 
Management Branch lp 16502 270 24X Fiche 50-358,02/12/101 

8212210541 


— 0212210545 Forwards public version of Revision 2 to emergency plan & 
Revision 1 to "Design Criteria - Emergency Response 
Facilities " W/o end 

BQROMANN, E A Cincinnati Oae b Electric Co 02/11/29 

DENTQN, H ft Office of Nuclear Reactor Regulation, Director 2pp, 

16502,271 24X Fiche 50-350,82/12/10,0212210541 


0212220306 Discusses layout of communications equipment required in 
control room, onsite technical support ctr & near-sit* 
emergency operation* facility 

KEPPLER, J. O Region 3, Office of Director 02/12/16 
Commonwealth Edison Co 3p p 16503 331 24X Fiche 50-000,02/12/16. 

021 2220306 
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0 Adjudicatory earr upend t nc« 


G 2120 I 0040 Ac k receipt of 021103 1 tr estimating completion date of FEMA 
final finding pe r 44 CFR 350 Ltr f orua rded to ASLB i parties 
Eitlmatf of interna findings of sufficient finality 
rebuts ted 

TflEBY, 9 A Hearing Branch 1 02 /H/ 3 O CASSIDY. 0 Federal 

Emergency Management Agency Ip 16260 333 24 X 

Fiche 50 - 358 , B 2 /U/ 30 . B 2 t 2010040 


0212020332 Response supporting Zurmer Area Citizens - 2 s en/n e r Area 
Citizens of KY £, City of Mentor, KY 021119 petitions for 
appointment of consultant to monitor third party audit £ for 
public par tic i petion procedures Certificate of Svc encl 
DEVICE. T . BEfifWSEf.L Miami Valley Power Project B 2 / 1 I /30 
Commissioners 9 pp 16270 104 24 X Fiche 30 - 358 , 02 / 1 1 / 30 , 

8212020302 


0-212070184 Resolution of City of Mentor, KV in support of ZAC/ZACK £ 

City of Mentor 021119 joint intervention petition Public 
par tic ipation necessary ingredient in meaningful attempt to 
resolve difficulties Certificate of Svc encl 

5 TRA 91 NGER, R . YOUNG, C Mentor , KY 02 / 12/02 3 pp 16335 259 24 X 

Fiche 30 - 339 . 62 / 12 / 02.0212070104 


0212300244 Staff requirement* memo summarising 021216 af f I rma t l or>/ 
discussion £ vote in Wash ington * DC re citizens petition 
for consulting firm svc* to monitor procedures instituted 
per shew tause order Petition denied 

CHILK.S J Office of the Secretary of the Commi e non 02 / 12/22 
Office of the Secretary of the Commission lp 16612 034 24 X 

Fiche 50 - 330 . 02 / 12 / 22,0312300244 


0212270241 Order CLI- 82 - 40 , deny ing Zimmer Area Ci t i x ens/Z imner Arua 
Citizens of K Y 021119 motion to have util provide sves of 
consulting firm to monitor procedures per Order CLI- 82-33 t* 
motion for review of independent entity selection 
CHJLK, 8 J Office of the Secretary of the Commission 02 / 13/33 
Zimner Area Citizens - Zimmer Area Citizens of KY 3 pp 1653 / 155 
24 X Fiche 30 - 330 , 02 / 12 / 33,0212270241 


0212200120 Supplemental memorandum In support of Miami Va 1 1 oy Power 
Project 020020 petition for rec ons ideratioh of Commission 
020730 order & motion for notification of ell future third- 
party communications Certificate of Svc encl 

DEVINE, T Q i HERNAQEIiL Miami Valley Power Project DEVINE, T 0 
Government Accountability Project 02 / 12/23 Commissioner* 

84 pp 16564 035 24 X Fiche 30 - 350 , 02 / 12 / 23,0212280130 


H General corr e sp ond enc e 


0212000200 Answer opposing Zimmer Area Ci ti zens/Ziamer Area Citizens of 
KY 621119 petition for appointment of consulting firm to 
ravieu 1 monitor third-party audit Commission considered 
same grounds in issuing CLl- 02-33 W/Cer ti f l cate of Svc 
WETTERHAHfV. M J Cincinnati Gas £ Electric Co NETTERNAHN, M J 
Conner £ Wetterhahn 02 / 12/06 Commissioners I 2 pp 16354 213 
24 X Fiche 50 - 350 , 02 / 12 / 06,6212000863 


0212270315 Add 1 response to FOJA request for tape recordings of 
interviews u/F Dltz an Q10225 £ 0604 £ any other recordings 
re facility investigation Forward# Magnaflu* Corp tape £ 
disclaimer re App 1 eg a t«/All dred g e *>de of tape W/o encl* 

FELTON, J M Division of Rules and Records 02 / 11/16 HICKEY* J t* 
Shew, Pittman, Potts £ Trowbridge lp 16355 321 24 X 

Fiche 50 - 358 , 82/1 1 / 16,8212270315 


6212090073 Answer consenting to Commission 821112 show cause order £ 
order immediately suspending const Consent should not be 
taken as admission of truth of factual assertions or 
conclusion* in order Certificate of Svc encl 

WETTERHAKWi- M J Cincinnati Oas £ Electric C 0 UETTERHAHN, M J 
Conner 4 Netterhahn 02 / 12/07 7 pp 16357 33 S 24 X 

Fich* SO-SSa. 02 / 1 2 / 07 , 6212090073 


8^12090222 Response to applicant brief supporting applicant revised 
exceptions A 6 L 0 erred in determining further proceeding* 
re evacuation of schools in Clermont £ Campbell Count!** 
necessary Certificate of Svc end 

HARTH.C A Hearing Branch 1 02 / 12/00 Atomic Safety and 

i2ff 16363 037 24 * n<‘> 5o-358< 


B 2 I 2140305 M.«ior afl dui> supporting Zinan.r Am, C, Am, 
Citiien* at KY £ City of Mentor, KY 621119 petition for 
appointment of consulting firm to review £ monitor third- 
party audit Certificate of Svc encl 

WOLlvER, J Franthau ser, D D WOLIVER,^ Woiiver, JD 02 / 12/10 
02121 40205 * r * 4PP 16400333 24X SO- 350 , 02 / 12 / 10 , 


8212150032 Order scheduling B 30 U 0 oral argument on applicant appeal 
from ASL 6 020 , 2 , initial decision £ fro 02 0024 memorandum £ ' 

? V ,rf !V V* ,i4# #11 «-ted 90 minute* 

SHOEMAKER. C j Atomic Safety and Licensing Appeal Fanel 82 / 12 /t 3 
16421 243 24 X Fiche 50 - 350 , 82 / 12 / 13 , 0212,50032 


3 pp 


8212160241 Errata to MRC response to applicant brief supporting 
applicant esc «p t ions Certificate of Svc enc I porting 

BARTH, C A Hearing Branch l B 2 /J 2 /I 5 Atomic Safetu and 
BsUum'i “ P ' n ' 1 3pp 14M4 124 a « Fich. 50 - 358 , 88 / 18/1 


8212200089 Answer opposing lii aa si Valley Power Project 63 1 I'm 

.rnucum n/U'nl P '““° 

thTPujh audit Intarvcnor .all, to Pa«on,trate proca.i 
WETtERHAHM M V”!! “ * *°‘ 1 ' C »,-‘ 1C. t , of Bvt .Ati 

S Kt ,h, 2 Jm' 4 6 '" tr * c C » wetterhahn.m J 


Siii on 830110 *" ^gum.nt 

*• ™“ ** 3 52712721 

i^‘?V“V f 2, TL *”« clUt "" •» •» »!&. 

«s, c r’^ry."^ 5 ^' 1 - 52712721 

Pantl „ , 4342303 MX 


J Insurant* & indemnity information 


0212260203 Forwards Endoreement 21 to NELIA Policy Nr -249 

SUCKLES, J Mar»h £ McLennan, Inc , M £ M Nuclear Consultant*, Inc 
Div 02 / 12/20 SALTZMAN, J Office of State Program*, Director 
2 pp 16562 207 24 X Fiche 50 - 350 , B 2 / 12 / 20 , 8212200203 

K Utility Final Safety Analysis Report (F 9 AR ) £ amends 


e2 FSAR° 094 /S ' fne,1d 142 0L a pp! ication, consis tiny of Revision 69 to 


BOR OM ANN, £ A Cincinnati (J aa £ Electric Co, 

Office of Nuclear Reactor Regulation, 

24 X Fiche 50 - 358 , 02 / 12 / 03,0212090094 


02 / 12/03 DENT ON* JT fl 


*9212090096 Revision 
* Cincinnati Oas 
24 X Fiche 50 - 39 B, 


09 to FSAR 

* Electric Co B 2 / 12 / 3 , 
02 / 12 /O 3 » 8213090094 


I 67 pp 


16358 003 


, „ „ «r ovt or /wnsna to { 

In form of Revision 09 to FSAR 

BOROMANN.E A Cincinnati Oas £ Electric Co B 2 / 12 /l( 
SJv C? u f ^ ucl * ar Rs^ctor Regulation, Director 2 pp 
34 X Fiche 50 - 358 , 82 / 12 / 10,8212170090 PP 


app 1 i ca t i on, 

DENTON* H fl 
16433 009 


-Inspect Ion report*, IE Bulletin* £ correspondence 


920ai9°2qo IE Bulletin 02-03, Rev i # i on 1, "Stres* Cracking in Thiele- 

Sr ; ;*L r&r - - rn 

PP 16462 163 24 X Fiche 30 - 000 , 02 / 1 0 / 20 , 820 B 1 90240 


SOI 
encl 
COBB# L I 
02 / 11/05 
l 6372 142 


Mod*l anp _ 1 , T * ' ^erects Ubserved in Panasonic h 

Mfldel 002 Thermoluminescent Dosimeters " Svc lut 

i 8 ,,. S o,rd S 

Consolidated Edison Co of New York, Inc llOoo 
24 X Fiche 5 O- 00 o, 62 /U/ 05 , 02081 90245 ? 


"x£?s ° f 

°d ? ua,it « *«“'■•«» aa/n/ie 

Fiche 50 - 000 , 82 / 11 / 10 , 0208190251 ,RC 109pP 16411 19,1 2A * 

BORSMANH, E A Cincinnati "oL *1 ef ,0 l V f l ” Bt 41 0A ctln t»,n« 

0 f Nucl„J 1 a fij Ctr i, i 8a/ “ /S4 DENrOrt.HR 

24 X Fich, S 0 - 35 B, 82 / 11 / 24 . 821 S 01008 ? T 4PP 14240 87S? 
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8209 1 902 56 IE Info Notice 02-46, "Defective 6 Obsolete Combination 
Padlock* ’’ Svc list end 

DEYOUNG. R C Director's Office, OffiCB of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York. Inc 

1 27pp 16411 065 24X Fiche 50-000. 82/11 /26, 02081 90256 


0POB19O257 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Non— Fi s* i 1 e Radioactive Mat! ,J Svc list end 
CGBB.L I Division of Fuel Facilities, Materials t* Safeguards 
02/11/30 Consolidated Edison Co of New York. Inc 356pp 
16307 020 24X Fiche 50-000,02/11/30,8200190257 


8212060025 Ack receipt of 020721 & 0016 ltrs Informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
5O-35B/02-O5 

WARWICK, R F Region 3. Office of Director 82/11/30 BdRGMANN.E A 
Cincinnati Gas & Electric Co lp 16313 329 24X 

Fiche 50-350, 02/11/30,621206002 3 


— 0212060030 Responds to NRC 020701 ltr re violations noted in IE Insp 
Rept 50-350/02-05 Corrective actions notification of 
potentially reportable item forms received prior to 
violation reviewed & GA procedures revised 
BORQMANN, E A Cincinnati Oas U Electric Co 02/07/21 
KEPPLER.J 0 Region 3, Office of Director 2pp 16313 330 24X 

Fiche 50-359,82/11/30.0212060025 


— 02] 206003? Suppla 020721 response ta NRC 820701 ltr re violation* noted 
in IE Insp Rept 50-350/82-05 Addl training will be provided 
for site personnel re reporting requirements of 
10CFR50 53(e) Training to be completed by 020930 
8 OR GM ANN. E A Cincinnati Gas & Electric Co 82/00/16 

KEPPLER.J C Region 3, Office of Director 2pp 16313 332 24X 

Fiche 50-350,02/11/30,8212060025 


0206190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

1 I3pp 16411 317 24X Fiche 50-000, 82/12/03, B20B1 90259 


0200190261 IE Info Notice 82-40, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN, E L Division of Engineering U Quality Assurance 02/12/03 
Consolidated Edison Co of New York. Inc HOpp 16462 064 24X 

Fiche 50-000,82/12/03,0200190261 


0212210029 Ack receipt of 820506 ltr supplementing 000506 response to 
IE Insp Rept 50-358/00-05 All required QC inspa U 
evaluations/dispositions must be completed prior to 
initiating design document change 

N0RELIU8, C E Division of Engineering & Technical Programs 
62/12/15 OQRGKANNiE A Cincinnati Gas & Electric Co Epp 
16486 OOi 24X Fiche 50-350,82/12/15.0212210029 


— B21221003 1 Suppls 800506 ltr responding to violations noted in IE Insp 
Rept 50-350/00-09 All design document changes will receive 
SlL Engineering site approval under existing procedures 
prior to final acceptance 

DORGMANN, E A Cincinnati Gas U Electric Co 02/03/06 
KEPPLER.J 0 Region 3, Office of Director 2pp 16406 003 24X 

Fiche 50-350,02/12/15.0212210029 


02OBI9O267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air L Gas Monitoring 11 Svc list end 

DEYOUNOiR C Director's Office. Office of Inspection a n d 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

127pp 16628 191 24 X Fiche 50-000. 82/12/ 16, 820B190267 


0200190260 IE Info Notice 82-50, "Mod of Solid Stats AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/12/20 
Comolideted Edison Co of New York, Inc lOBpp 16620 293 24X 

Fiche 50-000,02/12/20,0208190260 


63L22B0166 Notifies that use of generic nonconformance rept# conforms 
w/620929 commitment to perform 100X review of surveillance 
& nonconformance rept* written by contractor Evaluations of 
exception correction notices ensure initiation of repti 
WARWICK, R F Region 3, Office of Director 02/12/23 OORGMANN, E- A 
Cincinnati Oas fc Electric Co 2pp 16363 332 24X 

Fiche 30-350,82/12/23,0212280166 


— 0212280171 Submits summary of 020902 agreement* re document reviews 
Quality confirmation program personnel should perform review 
after NJ Kaiser review of action items Quality confirmation 
personnel wilt review correction notices 
BORGMANN, E A Cincinnati Gas fc Electric Co 82/09/29 
KEPPLER.J G Region 3, Office of Director lp 16363 334 24X 

Fiche 50-390,82/12/23,0212200166 


0212290341 Ack receipt of 820012 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Rept 50-359/82-03 
W ARNICK, R F Region 3, Office of Director 82/12/27 DGRQMANN. E A 

Cincinnati Oat & Electric Co lp 16506 1 84 24X 

Fiche 50-35B. 02/12/27, 0212290341 


— 0212290343 Responds to IE Insp Rept 50-350/02-03 Completion dates For 
committed actions clarified & supplemental info provided 
fiDRGMANN, E A Cincinnati Oas 6 Electric Co 82/00/12 
KEPPLER.J C Region 3, Office of Director 3pp 16506 165 24x 

Fiche 50-350.82/12/27.8212290341 


8212290301 Ack receipt of B20B04 ltr informing NRC of »teps taken to 
correct violation* noted in IE Insp Rept 50-353/02-01 
WARNICK.R F Region 3* Office of Director 02/12/37 BORGMANN, E A 
Cincinnati Gas L Electric Co 2pp 16505 150 24X 

Fiche 30-359, 02/12/27 . 02 1 2290301 


— B212290429 Documents 020721 tel con re response to IE Insp Rept 
SO-35S/02-O l Response will 6* submitted by 020806 per 
agreement w /NRC Delay needed due to extensive evaluation 
required to address Commission concern* 

OORGMANN. E A Cincinnati Q a % & Electric Co 82/08/02 
KEPPLER.J G Region 3. Office of Director Ip 16589 160 24X 

Fiche 50-330, 02/12/27, 0212290301 


— 3212290454 Responds to NRC 0206 24 ltr re violations noted in IE Insp 
Rept 50-353/02-Ot Corrective actions GA job descriptions 
re-evaluated 6 qua l i f i cations & procedures for cable pulling 
& wire termination insps revised 

BORGMANN, E A Cincinnati Gas & Electric Co 02/00/0 4 

KEPPLER.J G Region 3, Office of Director I6pp i 65B5 161 24* 

Fiche 50-3 50,02/12/27.0212290301 


R Periodic operating reports & related correspondence 


0212170107 Advises that project is 90 27 complete a* of 020923 Actual 
dates & activity status end 

□ ORGMANN.E a Cincinnati Gas & Electric Co 02/10/26 KEPPLER.J 0 

Region 3, Office of Director 6pp 16430 303 24X 

Fiche' 50-358, 82/10/26, 0212I7O1O7 


0212170191 Advise* that project considered 90 3X complete- as of 
021024 Actual dates & activity status enci 

DDRGMANN. E A Cincinnati Get I, Electric Co 02/11/09 KEPPLER.J 0 
Region 3, Office of Director 6pp 16430 170 24X 

Fiche 50-330,02/11/09.0212170191 


0212080595 Forwards monthly status rept for Dcfc 1982 

DIRCK9, W J Office of the Executive Director for Operation* 
02/12/03 PALLAD1NO. N J Commissioners lp 16372 259 24X 

Fiche- 50-353, 02/12/03. 0212000593 


—0212000597 "Zimmer Monthly Status Rept," Oct 1902 

* Region 3, Office of Director 02/10/31 39pp 16372 260 2*X 

Fiche 50-350,02/12/03,0212030595 


8 Reportable occurrences, LERs & related correspondence 


0212020367 Interim deficiency rept re failure of fusible links in fire 
dampers mfg by Air Da lane e» I nc Initially reported on 821029 
Engineering evaluation continuing Next rapt will be 
submitted by 030131 

BGRGMANN.E A Cincinnati Go* & Electric Co 02/11/16 KEPPLER, J Q 
Region 3, Office of Director 2pp 16273 140 24X 

Fiche 50-358, 02/1 1 /16* 0212020367 


B212020225 Interim deficiency rept re discrepancies in dynamic analysis 
in small bore piping Initially reported on 821026 Audit of 
simplified dynamic analysis procedure* continuing Next 
rept will be submitted by 030220 

8QRGMANN, E A Cincinnati Gas 8t Electric Co 02/11/19 KEFPLER, J, G 
Region 3, Office of Director 2pp 16274 092 24X 

Fiche 50-350# 02/11/19,8212020225 


0212020257 Interim deficiency rept re seismic clearance Initially 
reported o-n 02102? Insp procedure far pipe support 
istallatlen does not contain proper seismic clearance 
criteria WaISc<fewn to b* performed Next rept due by 830731 
BORONANN.EA Cincinnati Gas «< Electric Co 02/U/19 KEPPLER, J, 0 
Regions. Office of Director. 2pp 16279.319 24X 

Fiche 50-35B# 02/11/19, 82120202 57 


0212030111 Interim deficiency rept re GE panel Installations Condition 
not reportable per IOCFRSO 55(e) or Part 21 Plant safety not 
compromised. Separation requirements not necessary Final rept 
expected by 030117 

DQRGMANN, E A. Cincinnati Gas 6 Electric- Co 02/11/19 KEPPLER.J G 
Region 3, Office of Director 2pp 16303 025 24X 

Fiche* 50-358, 02/11/19,8212030111. 



22a 


DOCKETED ITEMS 


921202-0320 Interim deficiency rept re Failure to provide procedure* for 
installation of non-Class IE cable* In panel* Initially 
reported on 821027 Stop wort order i*suarf & procedure* will 
be revised Next rept eipected by 030131 

BORGMANN, £ A C £nc i nnatl Gas & Electric Co 92/11/24 KEPPLER, J 9 
Region □ , Office of Director 2pp 16279 196 24X 

Fiche 30-339. 82/1 1/24, 823 2020320 


8213170260 interim deficiency rep t re lack of pipe bend qualifications 
Initially reported on 821109 HJ Kaiser mechanical con*t 
procedure revised to allow reqga 1 £ f lea tion of bending 
operations Final rept by 830131 

BORGMANM, E A Cincinnati Oat «< Electric Co 92/12/09 KEPPLER, J 0 

Region 3. Office of Director 2pp 16436 204 24X 

Fiche 30-338.82/12/00.8212170260 


8212270190 Interim -deficiency rept re lad of insp records for Nelson 
studs invest i gat ion re structural adequacy of studs vied on 
initalled cable tray support* almost complete Rept detailing 
plans for verification of support integrity due by 821223 
DOROMANN, E A Cincinnati Oat U Electric Co B2/12/J5 KEPPLER , J 0 
Region 3, Office of Director 3p 1633? 302 24X 

Fiche 30 -3S9. 02/ 12/13, 021 2270 i 90 


0212290277 Followup to final deficiency rept re sve water *y* /nods Due 
to delay et vendor facil i ty, pump will not be returned to 
site until 830331 

BDRG'ffANN, E A Cincinnati Go* & Electric Co 92/J2/20 KEPPLER, Jf G 
Region 3. Office of Director Ip 16381 066 24X 

Fich* 50-359,02/12/20.0212290277 


9212290364 Deficiency rept re M-71 wort package control Initially 
reported on 821126 Condition determined not reportable under 
10CFR30 55(e) a* cammuni ca t ed In 921320 telcan Add 1 info 
available in <9A dept. 

DORQMANM, E A Cincinnati Oat It Electric Co 82/12/20 KEPPLER, J 0 
Region 3, Office of Director ip 16596 164 24X 

Tiche 50-330,82/12/20.8212290364. 


B2I 2290397 Interim deficiency rept re potential M-50 masting of 
re j ec tab I e discontinuities in radiograph* of weldment* by 
a*~ueld*d surface conditions Radiograph* will be reviewed 
for proper quality U interpretation by 330331 

DORGMANN.EA Cincinnati Oa* fe Electric Co B2/ ) 2/20 KEPPLER, J 0 
Region 3, Office of Director Ip 16506 2?l 24X 

Fiche 50-359, 82/12/20, 82122903 97 


9212290439 Supplemental final deficiency rept re potential 
overpressuriiation of RHR sys piping inboard U outboard 
isolation val v««, previous i y submitted 1 in 020555 ltr Valve 
mill be delivered by 930401 h work completed by 000630 
QCIflCM ANN, E A Cincinnati Das & Electric Co 82/12/20 KEPPLER. J 0 

Region 3. Office of Director 2pp 16503 17 7 24X 

Fieri* 30-338, 82/13/20, 8212290438 


8212290467 Final deficiency rept re discrepancies in simplified 
dynamic analysis of small bore piping const Initially 
reported on 921026 Corrective actions verified & accepted 
Final designs found within allowable limits 

DOROMANHiE A Cincinnati Oai U Electric Co 82/12/20 KEPPLER, J 0 
Region 3, Office of Director 2pp 16305 217 24 X 

Fiche: 50-358, 02/12/2 0. 82 1 2290467 


0212290493 Interim deficiency rept r» seiimic qua 1 i f i cat i on of 
essential HVAC damper mounting brackets American Warming & 
Ventilation Co resubmitted modified Sargent 6 Lundy design 
drawl ngs , Fol 1 owup rept will bp submitted by 630228 

B OR CM ANN, E A. Cincinnati Gas 6 Electric Co 92/ 12/20 KEPPLER, J G 

Region 3, Office of Director 2pp 16933 253 S?4X 
Fiche 50-350, 82/12/20, 0212290483 


D2 12290342 interim deficiency rept r» lack of in*p records for Nelson 
stud* Small ba*e metal defect in embed plate discovered 
Random studs will receive test loading which will eicetd 
A US 01 I requirements, NRC approval for testing anticipated 
BORGflANM.E A Cincinnati Ga* & Electric Co 02/12/21 KEPPLER, J Q 
Region 3, Office of Director 2pp 165B6 234 24X 

F£ch# 50-359, 82/ I 2/21 , 9212270345 


021 22902B3 Interim deficiency rept r* GA program When NRC approval 
obtained to perform mg t reviews & when const b GA mgt 
r ecortme ndat ions accepted, def ini te schedule for quality 
confirmation program completion will be submitted 

flORGMANN, E A Cincinnati Gas fc Electric Co. 82/12/23 KEPPLER, J G 
Region 3, Office of Director. Ip. I6S81 114 24X 

Fiche 50-398,82/12/23,0212290295 


T Hearing tranicript* on non-ant i trust matter* 


0212020226 Unofficial transcript of 821123 a f f imation/d i tc use i on Sc 
Vote in Wash! pgton.DC re SECY-02-425 Sc 5ECY-B2-449 
* Commissioner* 82/11/23 Spp 16308 193. 24 X 

Fiche 50-000, 02 / 1 ! /23, 92 1 202022 * 


SB 1 2290234 Unofficial transcript of Commission 821216 affirmation/ 
discussion f< vote in Was h ingfcon , DC on SECY-B2-474A re 
independent review of facility Pp 1-9 
* Commissioner* 82/12/ 16 lOpp 16606 266 24X 

Fiche 50-3S9, Q2/12/I6, 0212290254 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


A Appi ication/construc tiort *tage documents 6 correspondence 


0312140001 Add 1 response to F01A request for five categories of 
document* re SEP Forwards document* listed in App A No 
document* located subj to Item 3 of request Review of 
remaining documents continuing Document* available in PDR 
FELTON, J N Division of Rule* and Records 02/11/03 GALLO, J 
Ilham, Lincoln & Beale 2pp 16433 354 24X Fiche 50-000, 02/1 i /03, 

9212140001 


—7912190426 Notifies of Info required from applicant re independent 
confirmatory piping analysis 

BOSNAK.R J Mechanical Engineering Branch 79/12/06 
RUOEMSTEIN, L Light Water Reactors Branch 4 2 pp 16435 014 

24 X Fiche 50-000, 02/ 1 1/03, 8212140001 


— 0003310092 Suggests review of existing high resolution seismic 
profiling to define possible Chri stiani to s-Off shore 
Deformation Zone USGC to assist 

JACKSON, R £ Geo science* Branch 80/03/18 KNIGHT J P 
Assistant Director for Engineering ip 16434 250 24X 

Fiche 50-000,82/11/03, 0212140001 


— 9005050726 "Vertical Spectra from 1979 Imperial Earthquake 11 

* Southern California Edison Co 80/03/31 24pp 16435 031 
24/ Fiche 50-000,82/11/03.0212140001 


— 8007180114 Forward* NRC Formal que* t i on, req ue s fc i ng that util perform 
evaluation of estimated earthquake ground motion for Unit 1 
based on deterministic modeling & ground motion for Unit* 

2 L 3, based upon empirical evaluation 

CARDONE-AT Geosciences Branch 80/06/it DAVIS, J California, 
Btatfr of Ip 16434 259 24X Fiche 50-000,02/11/03,0212140001 


— 0007230260 Forward* transcript* of 800520-21 meeting* w/licensee re 
need for addl offshore seismic profiles W/o end 
CARDDNE, A T Geosciences Branch 00/06/04 AMIMOTG, P 
California, State of Ip 16435 052 24X Fiche 50-000,82/11/03. 

82J21 40001 


--0010150236 Request for procurement NRR-fiO-143 to award sole source 
contract to JE Luc o fur "Followon to Simulation of 
Earthquake Ground Notion for San Onofre Nuclear Generating 
Station " 

VOLLMERiH H Division of Engineering FIN B-6090-0 00/08/04 

7pp 16435 037 24X Fiche 50-000,02/11/03,0212140001 


— 0010150242 Req.ueit* for procurement NRR-B0-14S to award sole source 
contract to R Herrmann for "Followon to Simulation of 
Earthquake Ground Motions for San Onofre Nuclear Generating 
Station “ 

VOLLMER.R H Division of Engineering FIN 13-6690-0 80/08/04 

7pp 16435 065 24X Fiche 50-000,02/11/03,0212140001 


— 8010150246 Request for procurement NflR-80-i44 to award sole source 
contract to K Aki for "Followon to Simulation of Earthquake 
Ground Notions for San Onofre Nuclear Generating Station 
VOLLHER.R H Division of Engineering FIN 0-6090-0 80/00/04 

7pp 16434 247 24X Fiche 90-000, 82/11 /03, 821 21 40001 


F. Security, medical, emergency & fire protection plans 


0212210197 Forward* IE Insp Rapts 50-361/82-36 & 50-362/02-2? on 
621101-05 No none ompl lance noted 

BISHOP, T U Division of Resident. Reactor Project & Engineering 
Programs 02/12/02 PAPAV.L T Southern California Edison Co 
2pp 16404 317 24X Fiche 50-361,82/12/02,0212210197 


— 8212210204 IE Insp Rept* 50-361/82-36 * 50-362/82-29 on 821101-05 No 
noncompliance noted. Major areas inspected fire protection/ 
prevention program it program implementation 

SCOWN.K M , ZWETZIG.G 0 Division of Resident, Reactor Project fc 
Engineering Programs 02/12/01 9pp 16404 319 24X 

Fiche 30-361,82/12/02,8212210197 


8212060228 Forwards IE Safeguard* Insp Rept 50-361/02-35 on 820907-1103 
lc notice of violation Ends withheld Cref 10CFR2 790) 

NORDERHAUG.L R Division of Radiological Safety it Safeguards 
Program 82/12/03 PAPAY, L T Southern California Edison Co 2pp 
16312 17S 24X Fiche 50-361,82/12/03,6212060228 
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0212090332 Forward* IE Safeguards Insp Repts 50-206/02-29 ft 
50-361/02-29 on 021031-1 105 ft notice of violation Notice 
of violation ft insp rept withheld (ref 10CFR2 790> 

NOR DERM Al/G > L R Division of Radiological Safety ft Safeguard* 

Program 62/12/06 PAPAY, L T Southern California Edison Co 2pp 
16366 106 24X Fiche 50-206.02/12/06.9212090532 


6212170208 Advise* that emergency support facilities are operational 
Red ft green phones will not be operational in emergency 
operations facility until 830126 

BASKIN, K P Southern California Edison Co 02/12/15 KNIGHTON. Q U 
Licensing Branch 3 3pp 16459 345 24X Fiche 50— 36 li 02/1 2/1 5. 

92121 70200 


0 Adjudicatory correspondence 


0212070007 Confirms 021203 telcon w/Freeman rescheduling meeting to 
021215 

CHANDLER, L J Hearing Branch 2 02/12/06 NESBITT. W Affiliation 

Unknown ip 16327 237 24X Fiche 50-361.82/12/06.8212070007 


62120901 99 Confirms 821213 meeting in Houston. TX to discuss possibility 
of participation in hearing re medical tvcs to treat 
radiological contamination ft exposure 

CHANDLER. L J Hearings Division 82/12/OB COLLINS. V P 
Affiliation Unknown lp 16363 356 24X Fiche 50-361 . 02/I2/OB. 

G2 1209019'? 


li General correspondence 


0212290007 Final response to FOIA request for 9ECY-81-600A, 
EECY-B1-622A, SECY-02-23, 3ECY-02-42. SECY-81- 136, SECY-02- 137. 
SECY-02- 197A ft 0, SECY-82-286 ft 6ECY-82-315 SECY-B1-632A & 
9ECY-02-197A i D withheld (ref FOIA Exemption 5) 

FELTON. J M Division of Rules and Records 82/12/03 GRABER.L 
Affiliation Unknown 2pp 16607 164 24X Fiche 50-36 1. 82/ 1 2/03. 

9212290007 


J Insurance ft Indemnity information 


0212010171 Responds to NRC 821026 ltr re Congressional request Fot info 
on steam generator tube integrity Due to recent receipt of 
□Ls , operati ng history does not provide meaningful info 
DIETCH.R Southern California Edison Co 02/11/29 EISENHUT, D 0 
Division of Licensing Ip 16259 082 24X Fiche 50-361,83/11/29. 

0212010171 


0212010319 8taff requirements memo re Commission 921110 
aff irma tion/d i icuis i on 4. vote on SECYs 82-439 & 02-439 
CHILK.8 J Office of the Secretary of the Commission 82/11/30 
DIFCKS.W <J Office of the Executive Director for Operations 
BICKWIT.L Office of the General Counsel 2pp 16271 292 24X 

Fiche 50-361.82/11/30.9212010-319 


0212020373 Forward* changei to post-accident sampling descriptions 
per NUREQ-0737. Item [I B 3 1 821113 meeting Changes will be 
incorporated Iti FSAfl amend to be submitted late Dec 1982 
BASKIN, K P Southern California Edison Co 82/11/30 KMIQHTQN.QW 
Li cent 1 ng Branch 3 7p p 16290 310 24X Fiche 50-361,92/1 1/30, 

82 12020373 


0312030275 Board Notification 62-117 forwards RH EngeUen 021100 memo 
to DO Elsenhut re me Id in g-re 1 at e rf allegation* made by former 
Bechtel employee W/o *nc I 

NOVAK, T M Assistant Director f-or Licensing 92/11/30 Atomic 
Safety and Licensing Board Panel 5p p 16316 315 24X 

F ic he 50-000,82/11/30,8212030275 


0212030157 Forward* Amend Application 15 to License NPF-10, C ons 1 sting 
of Proposed Changes 10 ft 21 Changes would increase EBF 
response time limits for auxiliary feedwater delivery ft 
minimil* Tech Spec differences between unit* 

DIETCH.R Southern California Edison Co 02/12/01 DEHTON.HR. 

Office of Nuclear Reactor Regulation* Director lp 16306 309 24X 

Fiche 50-361,82/12/01.8212030157 


--B2 1 2030169 Amend Application 15 to License NPF-1 Or revis ing Tech Specs 
3 3 2 liable 3 3-5> & 4 7 1 2 1 a Proposed changes Increase 
ESP response time limit* fo-r auxiliary feedwater delivery 
DIETCH.R Southern California Edison Co COTTON, 0 D Gan Diego 

Oa* 6 Electric Co HOYT, O W Anaheim, CA 92/12/01 7pp 

16306 310 24X Fiche 50-361,02/12/01,0212030157 


6212270171 Forwards Endorsements 09 St 90 to NELIA Policy NF-146, 
Endorsements 77 - 79 to MAELU Policy MF-79, Endors ement 35 to 
NELIA Policy NF-202, Endorsement 1 to NELIA Binder ED-07 ft 
Endorsement 1 to MAELU Binder XB-87 

ROCCO, <J Southern California Edison Co 82/12/20 DINITZ.I. 
Antitrust 6 Economic analysis Branch (Utility Finance! l?pp 
16539 347 24X Fiche 50-206, 82/12/20, 0212270171 


P Operating license stage documents l« correspondence 


8P121 40001 Addl response to 
documents re SEP Forwards 
documents located sub j to 
remaining document* conti 
FELTON , J M Division of 
Isham, Lincoln ft Deate 
8212140001 


FOIA request for five categories of 
document* listed In App A No 
Item 3 of request Review of 
nuing Document* available in PDR 
Rules and Records 02/11/03 OALLO,J 
2pp 16433 354 24X Fiche 50-000, Q2/1 i /03, 


— 02 1 203-0250 Proposed Tech Spec t h ang e* . increa* i ng ESF response time 
limits for auxiliary feedwater delivery 

* Southern California Edison Co 82/12/01 96pp 16306 317 
24X Fiche 50-361.82/12/01,9212030157 


0212170391 Notification of 021207 meeting w/util In San Clemente, CA to 
discus* rapid depressurization ft DHR capability ft inadequate 
core cooling instrumentation 

ROOD, H Licensing Branch 3 82/12/01 KNIGHTON, 0 W Licensing 

Dt anch 3 Sp p 16478 090 24X Fiche 50-361 , 02/ 12/Ot, 821217 038 i 


0212070190 Forwards proposed Tech Spec changes r* turbine averspued 
protection Proposed change will be detailed In formal QL 
amend request to be submitted during wk of B21220 

BASKIN, K P Southern California Edison Co 82/12/03 KNIGHTON, 0 W 
Licensing Branch 3 3pp 16334 354 24X Fiche' 30-361, 82/1 2/03, 

0212070190 


— 0203310670 Forward* SEP seismic completion plan to perform review 

parallel w/license efforts to complete SEP Topic III —6, — 0212070193 Proposed Tech Spec Page 3/4 3-75 re turbine overspend 

seismic design cons iderations, for Group II plants protection 

HER MANN, R Systematic Evaluation Program Dranch 82/03/0B * South,™ California Edison Co 82/12/03 5pp 16334 357 24X 

RUSSELL, W T Systematic Evaluation Program Branch 5pp Fiche 50-36 1.82/12/03,8212070190 

16434 276 24X Fiche 50-000,02/11/03,0212140001 


0212030269 Board Notification B2-117 forward* RH Engelken 821109 memo 
to DO Elsenbut re welding-related allegations made by 
former Bechtel employee W/o end 

NOVAK, T M Assistant Director for Licensing 02/11/17 Atomic 
Safety and Licensing Appeal Panel 3pp 16316 323 24X 

Fiche 50-000,02/11/17.0212030269 


621 2030253 Board Notification 02-105 forwards RH Vollmer 020930 memo to 
DG Elsenbut re alleged design deficiency in ASME Code Class 
J piping Effects of local pipe wall stresses due to support 
load* Introduced by pipe clamps not evaluated properly 
EISENHUT. D G Division of Licensing 02/1 1/24. PALLADINO. N J. , 
GILINSKY.V , AHEARNE, JF Commissioners 2pp 16316 240 24X 

Fiche 50-000,02/11/24,0212030233 


--8 2 12030265 Discusses alleged design deficiency in ASME Cod* -Class 3 
piping Failure to deal w/pipe support-pipe Interface design 
issue would be serious matter if substantiated Ofc of 
Investigations will assist in evaluation 

VOLLMER.R H Division of Engineering 02/09/30 EISENHUT , D Q, 
Division of Licensing 5pp 16316 247 24X Fiche 50-000, 

02/11/24, 02 12030253 


8212090376 Forwards amend fee for I terns 2 ft 3 per NRC 821018 ltr re 
Amend* 4, 6 ft 7 to License NPF-10 Disagrees w/fees 
applicable for Item 1<6) re license condition for environ 
quail f i cat i on program 

BASKIff, K. P Southern California Edison Co B2/J2/03 MILLER. WO 
License Fee Management Branch 2pp. 16365 053 24X 

Fiche 30-361 , 02/12/03. 021 2070376 


B212D90 1 76 Amend* util 021020 ltr summariling status gf electrical 
equipment environ qualification program Review & 
determination of acceptability of as-installed condition 
will be completed by 021215 

BASKIN, K P Southern California Edison Co 82/12/07 KNIGHTON, 0. H 
Licensing Branch 3 6pp 16359 213 24X Fiche 50-361,02/12/07, 

0212070176 


9212090179 Forwards Affidavit of 8vc affirming that distribution of 
Amend 15 to License NPF-10 has been completed 
MEDFORD, MO Sout hern Ca 1 i f orn i a Ed 1 son Co 02/12/07 
KNrOHTaNiO W Licensing Branch 3 4pp 16359.207 24X 

Fiche 90-361.02/12/07.8212090177 
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82120905H Responds to Generic Ltr 82-16. "C lar i f icat i an of TMI Action 
Plan Requirement* Comparison of Tech Spec* for both unit* 
vi NUREG-0737 requirement* ent J 

BA5K1N. K P Southern California Ed 1 * on Co 82/E2/07 HNfOHTO^G W 

Li cent inj Branch 3 I2pp 16366 013 2 4X Fiche 50-361,82/13/07, 
□2120709 1 4 


0212130161 Forward* Amend 11 to License NPF-1 0. safety evaluation & 
notice of issuance & availability Amend change* Tech Spec 
334 specifying at least one operable turbine overspeed 
protection sy» 

KNICHTON, 0 W Licensing Branch 3 02/12/07 DIETCH. R Southern 

California Edison Co COTTON, G D . DEflNATH* L San Diego Oas 4r 
ElectTic Co 3pp 16376 056 24* Fiche 50-361 , 32/12/07, 021 2 1 3016 1 


— B212130162 Amend 11 to License NPF-1Q, chang ing Tech Spec 3 3 4 
specifying at least one operable turbine overspeed 
protection ty* 

KNIGHTON, Q [ 4 Licensing Branch 3 B2/I3/07 5pp 16396 060 

24K Fiche 50-361, B2/12/07, 021 2130161 


— 8212130164 Safety evaluation supporting Amend 11 to License NPF-10 
* Office of Nuclear Reactor Regulation.. Director 82/12/07 3pp 
16396 065 24X Fiche 50**361 . 62/12/07. 82 12130161 


— 8212130168 notice of issuance & availability of Amend 11 to 
License N.PF-10 

KNlCHT0P4.il W Licensing Branch 3 92/12/07 3pp 16376 060 

24 X Fiche 50-361*02/12/07.8212130161 


020 0 1 9026 3 Generic Ltr 02-32 to all PWR licensees re potential steam 
g enerator-*rei ated generic requirements Forwards Science 
Applications. Inc draft rept re tub j requirement* Comments 
requested within 30 days of ltr Svc List end 

EISENHDT, 0 G Division of Licensing 82/12/09 Consolidated 

Edison Co of New York, Inc 29pp 16629 247 24* 

Fiche 50-000, 82/ £ 2/09, 820 0 1 9026 3 


B2 1 2220061 Request* remittance of Class III fees per 020016 Tech Spec 
change request re condensate storage tank -Sc 020930 
application to allow Hade 2 U 3 operation u/turbine 
overspeed protection sys inoperable 

DIGGS, Ft M License Fee Management Branch 02/12/10 DJETCH, R 

Southern California Edison Co Ip 16325 362 24X 

Fiche 50-361.02/12/10.8212220061 


B21 2220434 Board Notifications 92-125 Sc 82-I25A forwards info re Flow 
blockage during natural circulation All concerns re 
phenomena of natural circulation flow blockage previously 
Identified by NRC 6 provided to Commission 

EISENHDT, D G Division Of Licensing 82/12/14 PALLADINO, N J . 
GILINSKY.V. AHEARNEcJ Commissioners 4pp 16523 103 24 X 

Fiche 50-000*6 2/12/14.0212220434 


©2-12220440 Board Notification* 02-125 it 92-125A forwards info re 
H Etherlngton evaluation of flow blockage during natural 
circulation of PWRs Reiults do not adversely Impact present 
position an reliance on natural circulation 

NOVAK* T H Assistant Director for Licensing 82/12/14 Atomic 

Safety and Licensing Board Panel 5p p 16523 135 24* 

Fiche 50-000. 02/12/14,5212220440. 


B2132204A1 Board Notification 62-124 forwards RJ Mattson 021123 memo re 
Semiscale S-UT-8 test results Phenomena of core level 
depression & loop seal clearing may be more compler than 
previously supposed 

NOVAK, T M Assistant Director for Licensing 02/12/14 Atomic 
Safety and Licensing Board Panel 7pp 16323 169 24X 

Fiche 50-000.82/13/14,8212220461 


B2122204B2 Board Notification 02-124 forwards RJ Mattson 821123 memo re 
9emi*caje S-UT-B test results Phenomena of core level 
depression U loop «eaj clearing may he more complex than 
previously supposed 

EISENHUT'D 0 Division of Licensing 82/12/14 PALLA0JN3* N J . 
■GILINSKY* V , AHEARNE. J F Comm l « s loners 4pp 16523 199 24X 
Fiche 30-000, 82/ 1 2/ 1 4, 821 2220402 


6-212230291 Forwards table of e)l EfiF actuation syi subgroup relays 
categorised per NflC 021007 request ESF actuation trains not 
defeated foT testing subgroup relay* Procedure considered 
unsafe operating practice 

BASKIN* K P Southern California Edison Co 92/12/17 KNIGHTON, 0 U 
Licensing Branch 3 26f>p 16507 321. 24X Fiche 50-361,82/12/17* 

0212230291 


9212230260 Provide* results of review of Rosemount transmitters b 
resistance temp detectors tested w/terminal head areas 
sealed from abnormal environ atmosphere 

BASKIN, K P Southern California Edison Co 82/12/21 KNIGHTON, 0 W 
Licensing Branch 3 4pp 16508' 184 24X Fiche 50-361, 02/12/21* 

0212230260, 


821223 0325 Supp Is 02J22O ltr re proposed change to License NFF-10 
Component cooling water sy* adequate to s i mu 1 tan ecu s 1 y serve 
all essential & nones sent ia I loads except shutdown cooling 
HX Safety analyse* not affected by change 

DASKIM, H P Southern California Edison Co 02/12/21 KNIGHTON, 0 W 
Licensing Branch 3 lp 16507 309 24X Fiche 50-361,82/12/21, 

□212230325 


8212230349 Comments on MRC safety evaluation re Amend 0 to License 
NPF-10 Amend changed date for operability of post-accident 
sampling sys Plant expected to return to power by early 
Jan 1983 

BASKIN, K P Southern California Edison Co 82/1 2/21 KNI GH TON, 0 g 

Licensing Branch 3 2pp 16511 264 24X Fiche 50-361,02/12/21, 

0212230349 


Q Inspection reports. IE Bulletins & correspondence 


0212290023 FQIA request for documents re EE Kent allegations concerning 
pacil i ties 

COHERE M > CARPENTER, T * JACOBSON, J Orange County Alliance Fot 
L u-rvlval 82/10/27 FELTON, J M Division of Rules and Records 
lp J6607 035 24X Fiche 50-206,02/10/27, 0212290023 


8208190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
001 L Model 802 Thermoluminescent Dosimeters " Svc last 
end 

CDBB.L I Division of Fuel Facilities, Materials it Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc liOpp 

16372 H2 24X Fiche 50-000,82/11/05,8200190245 


0200190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirements " 5vc list end 

JORDAN* E L Division of Engineering it Quality Assurance B2/U/10 
Consolidated Ed i son Cu of New York* Inc I09p? 16411 199 ?4X 

Fiche 50-000,82/11/18,8208190251 


0212060154 Forwards IE Insp Rept 50-361 /B2- 32 Oh 821025-29 No 
noncompliance noted 

BISHOP. T W Division of Resident, Reactor Project 8* Engineering 
Programs 82/11/19 PAPAY. L T Southern California Edison Co 
2pp 16313 135 24X Fiche 50-36i , 02/ 1 1/1 9, 021 20601 34 


--0212060159 IE Insp Kept 50-361/02-32 on 021025-29 No no nc ump 1 lance 
noted Major areas Inspected audit imp lamentation, fcra i ntng 
it requalification training program 

MENDONCA-M M , KIRSCH. D F Division of Resident* Reactor Project I* 
Engineering Programs 02/11/19 3pp 16313 137 SAX 
Fiche 50-361,82/11/19,0212060154 


0? 1 20601 56 Forward* IE Insp Repts 50-206/32-33 & 50-361/02-33 on 
821023-20 k notice of violation 

BOOK, H E Region 5, Office of Director 82/11/19 PAPAY. L T 
Southern California Edison Co 4pp 16313 120 24X 

Fiche. 30-206, 82/11/19,8212060156 


— 0212060161 Notice of violation from insp on 021025-28 

* Region 5* Office of Director 02/11/19 4pp I63|3 122 24* 

Fiche 50-206,82/11/19,82120*0136 


— 0212060160 IE Insp Ropts 50-206/02-33 L 50-361/02-33 Q n 021025-39 
Non comp 1 i an c e noted failure to post notice to workers* 
described in 10CFR19 1 1 * Paragraph 3 

YUHAS.G F * WENELAW3KI.F A * BOOK, H E Division of Ra rf i a 1 o g l c a 1 
Safety & Safeguards Program 02/11/10 9pp 16313 126 24* 

Fiche 50-206* BS/1 1/19, 8212060156 


S208190256 IE Info Notice 02-46, “Defective b Obsolete Combination 
Padlocks n Svc list encl 

DEYOl/NO.R C Director'* Office, Office of Inspection and 

Enforcement B2/I1/26 Consolidated Edison Co of New Yor * , Inc 

127pp 16411 065 24X Fiche 50-000*02/11/26,0208190236 


0208190257 IE Info Notice 92-47, "Trans jj ortat i on of Type A Quantities 
of Non-Fissll* Radioactive MatJ " Svc list end 
COBB, L I Division of Ftfal Facilities, Materials U Safeguards 
02/11/30 -Consolidated Edison Co of New York, Inc 356pp 
J 6307 020 24* Fiche 50- 000.03/1 1/30,0208190257 


8212170369 Forwards IE Insp Repts 50-206/92-31,50-361/02-31 fe 
50-362/92-27 on 021015-1115 No noncompliance noted 
BISHOP* T W Division of Resident, Reactor Project it Engineering 
Programs 02/11/30 PAPAY.L T Southern California Edison Co 
4pp 16435.27* 24X Fiche 30-206* 02/1 i/30* 8212170369 


--3213170376 IE 3n«p Repts 50-206/02-31*50-361/02-31 |< 50-362/02-27 on 
82L015-1115 No non comp 1 i a nc • noted Major area* inspected' 
allegations re design inadequacies 1 deficiencies in 
implementation of welding codes 6 std* 

HERNANDEZ* 0 * WAGNER, W J * KlflSCH, 0 F Divl»i on of Resident, 
Reactor Project & Engineering Programs 82/11/30 43pp 
16455 203 24X Fiche 50-206,02/11/30*0212170369 
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--0212)70383 Requests notification if list af items to be submitted by 
023103 re welding code requirements not correct 

ENOELKEN. R H Region 3, Office of Director 82/10/29 PA PAY. L T 
Southern California Edison Co lp 16455 326 24X 

Fiche 50-206,82/11/30,8212170369 


— 8212370364 Responds to NftC 821029 ltr re allegations concerning const 
quality t welding code requirements 

PA PAY, L T Southern California Edison Co 82/11/03 

ENQELKEN. R H Region 5, Office of Director llpp 16455 327 
24X PI che 50-206, 82/1 1/30, 821 2170369 


-'6212170386 Forwards Bechtel 821029 response to allegations re const 
quality, per request made at 021103 site meeting 

CURRAN, J M Southern California Edison Co 82/11/03 KlRSCH, D F 
Region 5, Office of Director 37pp 16455 339 24X 

Fiche 50-206,82/11/30,0212170369 


— 8212000291 Transmits reply to 821029 request for technical assistance 
in evaluating EE Kent Allegation Items 2,5,6 & 6 Evaluation 
concludes allegations unsubstantiated 

EISENHUT, D 0 Division of Licensing 82/11/30 CREWS, J L 
Division of Resident, Reactor Project 8< Engineering Programs IP 
16456 013 24 X Fiche 50-206,82/11/30,8212170369 


— 62H290023 Forwards safety evaluation of £ Kent allegations re 
weldments at plants Allegations have no merit 4c no further 
action should be taken 

JOHNSTON, W V Assistant Director for Materials & Qualifications 
Engineering 82/11/17 NOVAK, T M Assistant Director for 
Licensing i4pp 16456 014 24X Fiche 50-206,82/11/30, 

8212170369 


82 12210197 Forwards IE Insp Repts 50-361/82-36 & 50-363/82-29 on 
021101-05 No noncompliance noted 

BISHOP, T U Division of Resident, Reactor Project & Engineering 
Programs 82/12/02 PAPAY, L T Southern California Edison Co 
2pp 16404 317 24X Fiche 50-361,82/12/02,8212210197 


— G2L22 1 0204 IE Insp Repts 50-361/82-36 50-362/02-29 on 821101-05 Ng 

none ompl iance noted Majp-r areas inspected fire protection/ 
prevention program V program implementation 

SCQWN, K 11 , 2WETZ IG, 0 D Division of Resident, Reactor Project & 
Engineering Programs 82/12/01 9pp 16484 319 24X 

Fiche 50—361, 02/12/02, 0212210197 


BPOB190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNO, R C Director'* Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

1 13p p 16411 317 24X Fiche 50-000,82/12/03,0206190259 


8208190261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Sockets 11 Svc list end 

JORDAN, E L Division of Engineering 5c Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 34X 

Fiche 50-000,82/12/03,820919026 1 


B21206022B Forwards IE Safeguards Insp Rept 50-361/S2-35 on 920907-1103 
& notice of violation Ends withheld (ref I0CFR2 790) 

IMORDERHAUO, L R Division of Radiological Safety t Safeguards 
Program 62/12/03 PAPAY, L T Southern California Edison Co 2p p 
16312 170 24X Fiche 50-361,02/12/03,0212060220 


6212170391 Forwards IE Insp Rept 50-361/82-41 on 821110-11 h notice 
of violation 

BISHOP, T W Division of Resident, Reactor Project U Engineering 
Programs 02/12/03 PAPAY, L T Southern California Edison Co 
2pp 16459 16a 24 X Fiche 30-361,02/12/03.8212170391 


— 8212170394 Notice of violation from insp on 021110-11 

YOUNG, T Division of Resident, Reactor Project & Engineering 
Programs 82/12/03 lp 16459 170 24X Fiche 50-361,02/12/03, 

8212170391 


— 0212170397 IE Insp Rept 50-361/02-41 on 821110-11 None ompl iance noted 
failure to maintain open, continuous communication -channel 
u/NRC operations ctr 

VOWS, T , JOHNSON, P H , KlRSCH, D F Division of Resident, Reactor 
Project 5« Engineering Programs B2/I2/03, Spp 16459 171 24X 

Fiche 50-361,82/12/03,0212170391 


8212290030 Partial response to FOIA request for documents re EE Kent 
allegations concerning facilities Forwards Documents 1,2,4* 

7.10, 15 & 16 listed in App A Remaining documents will be 
released when insp rept issued Tapes available in PDF 
FELTON, J H Division of Rules and Records 82/12/03 CARPENTER, T 
Orange County Alliance for Survival 3pp 16607 056 24X 

Fiche 50-206 , 82/ 1 2/03, 82 1 2290030 


— 8212290035 Surnmar i i es 821006 tel con w/J O'Dell (LA Times) re EE Kent 
allegations concerning welding practice at facilities 
KlRSCH, D F Division of Resident, Reactor Project & Engineering 
Programs 02/10/06 Division of Resident, Reactor Project & 

Engineering Programs 2p p- 16607 077 24X Fiche 50-206,02/12/03, 

8212290030 


♦8212290038 Forwards ut 1 1 /R-echte 1 QA audit package re EE Kent 
allegations concerning facilities 

CURRAN, J M Southern California Edison Cd 82/10/07 KlRSCH, D F 
Region 5, Office of Director 4Bpp 16607 079 24X 

Fiche 50-206,82/12/03,8212290030 


— 0212290042 Lists EE Kent concerns re fan 1 i ties, per 821022 discussions 
ui/Kent 

KlRSCH, D F Division of Resident. Reactor Project fc Engineering 
Programs 82/10/22 CURRAN, J Southern California Edison Co 
lp 16607 127 24X Fiche 50-206.02/12/03,8212290030 


— 8212290049 Figure NB-4250-1, "Welding End Transitions - Mai Envelope," 
w/anno tation "Eiample of Appro* Slopes Discovered 021025 at 
San Onofre Nuclear Generating Stations " Charts re welding 
4< pipe sup p ort end 

KENT, E E Affiliation Unknown 62/11/12 3pp 16607 129 24X 

Fiche 50-20 6,82/12/03,8212290 030 


0212090532 Forwards IE Safeguards Insp Repts 50-206/02-29 U 
50-361/02-59 on 021031-1105 U notice of violation Notice 
of violation k insp rept withheld (ref 10CFR2 790) 

NQROERHAUO, L R Division of Radiological Safety 6 Safeguards 
Program 82/12/06 PAPAY, L T Southern California Edison Co Spp 
16366 106 24X Fiche 50-206,62/12/06,8213090532 


0200190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air t Gas Monitoring 41 Svc list enc 1 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

I27pp 16628 191 24X Fiche 30-000,03/12/16,0200190267 


8203190260 IE Info Notice 02-50, "Mod of Solid State AC Undervo 1 ta ge 
Relays Type I TE-27 ' Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc 108pp 16620 293 24X 

Fiche 50-000, 82/12/20. 020619026 9 


R Periodic operating reports U related correspondence 


82 1 2290176 Forwards monthly operating rept far Oct 19D2 

RAY.H B Southern California Edison Co 02/11/15 Division of 
Data Automation & Management Information lp 16570 039 24X 

Fiche 50-361, 82/U/I5, 8312290176 


—6212290161 Monthly operating rept for Oct I9Q2 

IYER, J 9 Southern California Edison Co 82/1 1/13 5pp 
16578 040 24 X Fiche 50-361,83/11/15,0312290176 


B Reportable occurrences, LER& ■$< related correspondence 


0212070225 Furuiard* LER 92-13I/O3L-0 Detailed event analysis submitted 
RAYfH 0 Southern California Edison Co 02/11/18 EN3ELKEN, R H 
Region 5, Dffic® of Director Spp 16329 349 24X 

Fiche 50-361.82/11/18,9212070225 


—0212070231 LER 02-131 /03L-0 an B2 1020, a ux U i ary feedwater pump 2P-141 
declared inoperable Caused by dirt on oil filter preventing 
valve 2HV473I from stroking fully open Oil filter replaced 
& valve tested successfully 

RAY, H D Southern California Edison Co 82/11/lfl Region 5, 
Office of Director lp 16329 351 24X Fiche 50-361,02/1 1/10, 

021 2070225 


8212070232 Forwards LER B2-139/03L-0 Detailed event analysis submitted 
R AY, H B Southern California Edison Co 62/11/18 ENGELKEN, R H 
Region 5, Office of Director 2pp 16339 124 24X 

Fiche 30-361 r B2/ 11/16, 0212070252 


— 0212070359 LER B2-135/03L-0 on 021OL8. during change from Mode 4 to 
Mod* 3, one train of component cooling water improperly 
aligned rendering emergency chiller E-335 inoperable 
Caused by improper documentation Personnel reinstructed 
RAY, H Q Southern California Edison Co. 02/11/10 Region 5, 
Office of Director, ip J6339 126 24X Fiche 50-361, 82/1 1 /IB, 

8212070252 


0212070383 Forwards LER 82- 12B/03L-G Detailed event analysis submitted 
R AY, H, B Southern California Edison Co 82/11/10 E NOELK EIM, R H 

Region 5, Office of Director. 2pp 16336 336 24X 

Fiche 50-361,82/11/18,0212070383 
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—8212070399 LER 02-1 28/O3L-0 on 821021 1 whi 1* in Mode 2, control element 
assembly ifippa-d & propped in eices* of 7 inches Caused by 
slow operation of gripper* Gripper actuation voltage & 
duration of application increased Sy* tested successfully 
RAY, H D Southern California Edison Co 02/11/18 Region 5, 

Office of Director lp 16336 33B 247 Fiche 50-361. 02/1 I /IQ, 

8212070303 


0212070201 Forward* LEER B2-137/03L-Q Detailed event analysis submitted 
RAY, H B Southern California Edison Co 02/11/19 ENQELKEN.fl H 
Region 5. Office of Director 2pp 16343 191 24X 

Fichu 50-361# 02/11/19.3212070281 


—0212070294 LER 82-137/03L-0 on 02 1020, wh i 1 e in Mode 3. absence of 
chemical 6 vol control sy* letdown flow b decreasing val 
control tank level revealed Caused by sticking relief valve 
Invest i gati on ongoing Revised LER will be provided 
RAY,H E Southern California Edison Co B2/11/19 Region 5. 

Office of Director Ip 16343 193 24X Fiche 50-361 , 82/1 1 /19i 

8212070281 


8212070283 Forwards LER 92-133/03L-0 Detailed event analysis submitted 
RAY. M B Southern California Edison Co S2/J 1/19 ENGELKEN, R H 
Region 3. Office of Director 2pp 16339 110 24X 

Fiche 50-361,82/11/19,0212070283 


—8212070287 LER B2-133/03L-0 on 821021. during Mode 2* hot leg sample 
isolation valve 2HV-05Q9 observed u/simul fcaneou* open 
closed position indication when actually closed Caused by 
loose actuator bar on limit switch- assembly Bar tightened, 

RAY.H B Southern California Edison Co 02/11/19 Region 5. 
Office of Director lp 16339 M2 SAX Fiche 50-361.02/11/19, 
8212070283 


8212070290 Forwards LER 83-1 34/O3L-0 Detailed event analysis submitted 
RAY.H B Southern California Edison Co 32/11 /l? ENGELKEN, R H 
Region 5. Office of Director 2pp 16339 017 24X 

Fiche 50-36 1 , 02/ 11/19, 921 2D7029G 


— 9212070293 LER B2-I34/03L-0 on 021024, durin g Mode 1 . c on ta i nme nt 
airborne monitor 2RT-70O4-I failed to meet surveillance 
requirement* of Tech Specs Caused by instrument drift in 
sample pump flour controller Controller adjusted 

RAY. H a Southern California Edison Co 32/11/19 Region 5, 
Office of Director ip 16339 019 24X Fiche 50-361,82/11/19. 

6212070290 


8212070379 Forwards LER 02-132/O3L-O Detailed event analysis submitted 
RAY, H B Southern California Edison Co 02/11/19 EN&ELKEN, R H 
Region 5. Office of Director 2pp 16336 339 24X 

Fiche 50-361, B2/J 1/19, S212070379 


— 8212070388 LER B2-I32/03L-0 on 02 J 023 , dur i n g turbine generatpr voltage 
regulator tes ti ng. tur-h ire stop valve 2UV-2200E failed to 
dose Caused by faulty e 1 ec tr o-hydr aul i c servo-mechani sm 
which control* valve actuation Assembly replaced 
RAY. H 0 South ern California Edison Co 02/11/19 Region 5, 

Office of Director ip 16336 341 24X Fiche 50-361.02/11/19. 

0212070379 


0212070406 Forward* LER S2-125/O3L-0 Detailed event analysis submitted 
RAY, H B Southern California Edison Co 02 / 11/22 ENG EL KEN, R H 

Region 5, Office of Director 2pp 16336 344 24X 

Fiche 50-361. 93/11/22,0212070406 


—8212070412 LER B2-125/03L-Q on 821001 , shutd own cooling sy» declared 
inoperable when pre-existing tube leak in Train A component 
cooling water syt NX aggravated Caused by surge tank 
filled u/SoHd due td faulty level control switch 2L5N-649B 
RAY, H B Southern California Edison Co 82/11/22 Region S, 
Office of Director, lp 16336 346 24X Fiche 50-361.02/11/22, 

0212D7O4O6 


8212070324 Forwards LER 82-I41/03L-Q Detailed event analysis submitted 
RAY, N B, Southern California Edison Co 02/11/24 ENGELKEN, RH 
Region 5, Office of Director 2pp 16343. 139 24X 

Fiche 50-361. 82/1 1/24,0212070324 


— B2I2070329 LER 02-141/O3L-O on 021027, during Mode 2, condensate storage 
tank T-120 weter fell below Tech Spec limit Caused by 
inadequate makeup water control te tank due to misalignment 
of velvet Engineering evaluation underway 

RAY, H B Southern California Edison Co 82/11/24 Region 3, 
Office of Director lp 16343 161 24X Fiche- 30-361, 82/1 1/24, 

8212070324 


8212070390 Forward* LER 02-138/01 T-0 Detailed event analysis submitted 
RAY, H B Southern California Edison Co 8 2/11/24 EfVGELKEN , R H 
Region 5, Office of Director 3pp 16337 216 24X 

Fiche, 50-36 1 . 02/ 1 1 /24. 821 2070350. 


— 0212070360 LER 02-133/O1T-O on 021 109, dur in g momentary loss of power to 
feedwater control sys, reactor manually tripped & ECCS 
automatically initiated Caused by dislodging of power cord 
Control cabinets secured w/tie wraps 5 training updated 
RAY, H Q Southern California Edison Co 82/11/24 Region 5, 
Office of Director lp 16337 219 24X Fiche 30-361,82/11/24- 

8212070350 


0212070369 Forwards LER 02-J4O/O3L-O Detailed event analysis submitted 
RAY- -H fl Southern California Edison Co 82/11/24 ENQELKEN, R H 
Region 5, Office nf Director 2pp 16336 333 24X 

Tiche 50-361. 02/11/24,8212070369 


— 8212070374 LER 82-14O/O3L-0 on 821 023, mi sma tch in power indication 
found between channel B t< channels A, C & D indicating 
circuitry failure associated w/ehannel 0 calculation Caused 
by gain drifting in linear amplifier Board replaced 
RAY.H 0 Southern California Edison Co 02/11/24 Region 5. 
Office of Director lp 16336 335 24X Fiche 50-361,82/11/24. 

0212070369 


8212140035 ROs 02-142 & 02-001 on 821124 U 20- CHEACUS Train A declared 
inoperable due to charcoal filter replacement on cooling 
unit E-418 U emergency chiller E-335 inoperable duo to 
high motor winding temp trip Cooldown initiated 

RAY, H 0 Southern California Edison Co 02/11/30 ENGELKEN, R H 
Region 5- Office of Director 2pp 16409 2?1 24X 

Fiche 50-361, 02/1 1/30, S2i 21 40035 


0212140265 Forward* L£Rs 02-O94/O3L-1 fc 82-103/03L-1 Detailed event 
analyses submitted 

RAY, H fi Southern California Edison Co 02/11/30 ENGELKEN, R H 
Fie g ion 9, Office of Director 2pp 16402 115 24X 

Fiche 50-361, 82/11/30- 0212140265 


— 0212140270 LER 02-O94/O3L-1 on 020808, s tro k e time for hot leg sample 
isolation valve 2HV-0917 could hot be measured due to 
simultaneous indication of valve open tc closed positions 
Caused by loose limit switch Switch tightened 

HAY, H B Southern California Edison Co 02/11/30 Region 5. 
Office of Director lp 16402 117 24X Fiche 50-361-82/11/30. 

B212I 40265 


— 0212140272 LER 02-1O3/O3L-1 on 820825, d ur in g ESF subgroup riJlay 
testing, hot leg sample isolation valve 2HV-0517 breaker 
2BJ-23 tripped on overload while attempting to close valve 
Caused by burned out motor on operator Motor replaced 
RAY, H 0 Southern California Edison Co 82/H/30 Region 5, 
Office of Director Ip 16402 MS 24X Fiche 50-361-82/11/30, 
8212140265 


8212140390 Forward* LER 02-143/O3L-O Detailed event analysis submitted 
RAYrH B Southern California Edison Co 82/12/01 ENGELKEN, R H 
Region 5, Office of Director 2pp 16403 360 24X 

Fiche 50-361,82/12/01,0212140390 


— 8212140405 LER B2-143/03L-0 on 821101, auxiliary feedwater pump 2P-140 
declared inoperable Caused by introduction of air into 
electro-hydraulic actuator by low hydraulic ail level 
condition resulting in slow response of governor valve 
RAY, H B Southern California Edison Co 02/12/01 Region 2. 

Office of Director lp 16403 362 24X Fiche 50-361,02/12/01. 

8212140398 


0212170281 PRO- V-82-050 on 821212, reec tor tripped due to low DNBR 
signal Caused by generation of false rod control element 
position penalty by protection sys due ta improper filtering 
of fluctuating rod position reed switch input signal 
ECKHARDT, J , BISHOP, T W Region 5, Office of Director 02/12/13 
lp 16461 102 24X Fiche 50-361.02/12/13,0212170201 


8212290413 Discusses ESF actuation sys 821217 event & short-term 
actions taken to reduce probability of recurrence NRC 
concurrence w/Unit 2 power operation L continuation of Unit 
3 startup test program requested 

DIETCH, R Southern California Edison Co 82/12/28 E1SENHUT, D O 
Division of Licensing 6pp 16507 093 24X Fiche 50-361,82/12/28, 

6212290413 


DOCKET 50-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


A App 1 1 cation/construc fcion stage documents & correspondence 


0212140001 Addl response to FOIA request for five categories of 
document* re SEP Forwards documents listed in App A No 
documents located subj to Item 3 of request Review of 
remaining documents continuing Documents available in FDR 
FELTON, J M Division of Rules and Records 02/11/03 GALLO, J 
I sham, Lincoln & Deale, 2pp 16433 354 24X Fiche 50-000,82/11/03, 

8212140001 
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— 79121 90 4 26 Notifies of info required from applicant re independent 
confirmatory piping analysis 

□OSNAK, R J Mechanical Engineering Branch 79/12/06 

RUBEN 5 TE IN. L Light Water Reactors Branch 4 2pp 16439 014 

34< Fiche 50-000.32/11/03,3312140001 


— 0003310092 Suggests review of cutting high resolution seismic 
profiling to define possible Chr l s t iam to *~Off shore 
Deformation Zone USGC to assist 

JACKSON. R E Geosciences Branch 00/03/18 KNIGHT. J P 
Assistant Director for Engineering Ip 16434 250 24X 

Fiche 50-000.82/11/03.0212140001 


--800C090726 '■‘Vertical Spectra from 1979 Imperial Earthquake " 

* Southern California Edison Co 00/03/31 24pp 16439 021 
24X Fiche 50-000,02/11/03.0212140001 


80071001 1 4 Forwards NRC formal quest! on. requesting that util perform 
evaluation of estimated earthquake ground motion for Unit l 
based on deterministic modeling t< ground motion for Units 
2 fc 3, based upon empirical evaluation 

CARDONE, A T Geosciences Branch 00/06/11 DAVIS. J California, 
State gf Ip 16434 259 24X Fiche 50-000,02/11/03.0212140001 


-8007230260 Forwards transcripts of 000520-21 meetings w/licensee re 
need for a-ddl offshore seismic profiles W/o one 1 
CARDDNE. A T Geosciences Branch 00/06/04 AKIM0TQ, P 
California. State of Ip 16435 052 24X Fiche 50-000,82/11/03, 

82121 40001 


--G0I0150236 Request for procurement NRR-00-1 43 to award sole source 
contract to JE Luco for "Fo 1 1 owon to Simulation of 
Earthquake Ground Motion for Ban Qnofre Nuclear Generating 
Station " 

VOLLMER.R H Division of Engineering FIN B-6898-0 00/00/04 

7pp 16435 057 24X Fiche 50-000.02/11/03,0212140001 


--BOt 01 50242 Requests for procurement NRR-80-145 to award sole source 
contract tr> R Hermann for "Follouon to Simulation of 
Earthquake Ground Motions for Son Onofre Nuclear Generating 
Station M 

VOLLMER.R H Division of Engineering FIN D-6H9B-0 00/00/04 

7pp 16435 065 24X fiche 50-000,82/11/03,0212140001 


— 0010150246 Request for procurement NRft-00-144 to award sole source 
contract to K Aki for “Followan to Simulation of Earthquake 
Ground Motions for San Onofre Nuclear Generating Station 
VOLLMER.R H Division of Engineering FIN B-6098-0 00/08/04 

7pp 16434 247 24X Fiche 50-000.02/11/03.0212140001 


— 0203310670 Forwards SEP seismic completion plan to perform review 
parallel u/llcense efforts to complete SEP Topic 1II-6. 
seismic design cons iderat ions, for Group II plants 
HERMANN, R Systematic Evaluation Program Branch 02/03/08 
RU5SELL, W T Systematic Evaluation Program Branch 5pp 
16434 276 24X Fiche 50-000,02/11/03.8212140001 


D2l223029t Forwards table of all ESF actuation sya subgroup relays 
categoriied per NRC 021007 request ESF actuation trains not 
defeated for testing subgroup relays Procedure considered 
unsafe operating practice 

BASKIN, k P Southern California Edison Co 02/12/17 KNIGHTON. G W 
Licensing Branch 3 26pp 16507 321 24X Fiche 50-361,82/12/17. 

8212230271 


BI'322-30260 Provides results of review of Rosemount transmitters & 
resistance temp detectors tested w/terminal head areas 
sealed from abnormal environ atmosphere 

DASKTN, K P Southern California Edison Co 82/12/21 KNIGHTON, G W 
Licensing Branch 3 4pp 16508 104 24X Fiche 50-361 , 02/ 1 2/21 , 

Q 212230260 


F Security, medical, emergency fire protection plans 


BPI 2210197 Forwards IE Insp Repts 90-361/02-36 fc 50-362/82-29 on 
821101-05 No noncomp 1 lane e noted 

BISHOP. T W Division of Resident, Reactor Project & Engineering 
Programs 02/12/02 PAP AY, L T Southern California Edison Co 

2pp 16494 317 24X Fiche 50-361,82/12/02.0212210197 


— 8212210204 IE Insp Repts 50-361/82-36 & 50-362/02-29 on 821101-05 No 
nancemp I ience noted Major areas inspected fire protection/ 
prevention program it program implementation 

SCOWN. K M Division of Resident, Reactor Project $ Engineering 
Programs 02/12/01 9pp 16464 319 24X Fiche 50-361.02/12/02, 

8212210197 


0212210362 Forwards IE Safeguards Insp Rept 50-362/02-22 on B21OO5-O0 
& notice of deviation Rept & notice of deviation withheld 
(ref 10CFR2 790) 

NQRDERHAUQ. L R Division of Radiological Safety & Safeguards 
Program 02/12/14 PAPAY. L T Southern California Edison Co 2pp 
1649S 159 24 X Fiche 50-362. 82/ 12/14, B2122I0362 


0212170200 Advises that emergency support facilities are operational 
Red it green phones uill not be operational in emergency 
operations facility until 830126 

BASKIN. K P Southern California Edison Co 02/12/15 KNIGHTON. G W 
Licensing Branch 3 2pp 16459 345 24X Fiche SO-361 , 02/ 1 2/ I 5, 

0212170208 


G Adjudicatory correspondence 


0212070007 Confirms B21203 telcon u/freemati rescheduling meeting to 
021215 

CHANDLER. L J Hearing Branch 2 02/12/06 NESBITT, W Affiliation 

Unknown Ip 16327 237 24 X Fiche 50-361,02/12/06.9212070007 


0212090199 Confirms 021213 meeting in Houston, TX to discuss possibility 
of p ar t i c i pa t i o n in hearing re medical sve# to treat 
radiological contamination & exposure 

CHANDLER, L J Hearings Division B2/12/0B COLLINS, V P 
Affiliation Unknown Ip 16363 356 24X Fiche 50-361,82/12/08, 

0212090199 


H General correspondence 


0212290007 Final response to FOIA request for SECY-01 -600A, 
0ECY-01-622A. SECY-82-23. SECY-02-42, EECY-B1-136, SECY-82-137, 
QECY-S2-197A U B, SECY-02-206 L SECY-S2-3I5 SECY-01-622A & 
SECY-G2-197A h D withheld <r«f FOIA Exemption 5) 

FELTON, J M Division of Rule* and Records 02/12/03 GRADER. L 
Affiliation Unknown 2pp 16607 164 24X Fiche 50-361,82/12/03, 

0212290007 


J Insurance h indemnity information 


0212130039 Forwards Amend 17 to Indemnity Agreement D-31 , rie f 1 ec ti ng 
issuance of License NPF-15,per NRC 821115 request 

BASKIN. K P Southern California Edison Co 02/12/17 GALTZMAN, J 
Assistant Director for State 4. Licensee Relations 3p p 16309 30B 
24X Fiche, 50-362, 02/12/17, 0212130039 


0212270171 Forward* Endorsements 09 4; 90 to NELIA Policy NF-146, 
Endor Benefits 77 - 79 to MAELU Policy MF-79, Endorsement 35 to 
NELIA Policy NF-2Q2. Endor seme rvt 1 to NELIA Binder EB-07 & 
Endorsement 1 to MAELU Cinder XB-B7 

ROCCD.J Southern California Edlion Co 02/12/20 DINITZ, I 
Antitrust 6 Economic analysis Branch (Utility Finance) 19pp 
16538 347 24X Fiche 50-206,02/12/20,0212270171 


R Operating license stage documents & -correspondence 


BD12030269 Hoard Notification 82-117 forwards RH Engelken 821100 memo 
to DO Eisenhut re welding-related allegations made by 
former Bechtel employee H/o end. 

NOVAK, T II Assistant Director for Licensing 02/11/17 Atomic 
Safety and Licensing Appeal Panel 3pp 16316 323 24X 

Fiche 50-000,02/11/17,0212030269 


8212010409 Submits daily highlight Fuel load completed 021121 

ROOD, H Licensing Branch 3 02/11/23 DENTON* H R , CASE, E 0 ■ 

CARTER, J Office of Nuclear Reactor Regulation, Director Ip 
16271 077 24X Fiche 50-362,02/11/23,0212010409 


8212030253 Doarrf Notification 82-105 forwards RH Vo 1 liner 820930 momo to 
DO Eisenhut re alleged design deficiency in ASME Code Class 
1 piping Effect* of local pipe wall stresses due to support 
load* introduced by pipe clamps not evaluated properly 
EI&ENHUT, D 0 Division of Licensing 82/1 1/24 PALLADINP. N J . 
ROBERTS, T F . AQSELBTINE, J K Commissioners 2pp 16316 240 24X 

Fiche 50-000,02/11/24,0212030253 


--8212030265 Discusses alleged design deficiency in ASME Code Gloss 1 
piping Failure to deal ui/plpe support-pipe Interface design 
Issue would be serious matter if sub stant iated Ofc of 
Investigations will assist in evaluation 

VOLLMER.R H Division of Engineering 02/09/30, EISENHUT, D 0 
Division of Licensing 5pp 16316 247 24X Fiche 50-000, 

02/ 1 1 /24, 02 1 2030253 


0212010171 Responds to NRC 021026 1 tr re Congressional request for info 
on steam generator tube Integrity Due to recent receipt of 
OLs , operating history does not provide meaningful info 
DIETCH, R Southern California Edison Co, 82/11/2? EISENHUT, D <5 
Division of Licensing ip 16250 002 24 X Fiche 50-361,02/11/29, 

8212010171 
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DOCKETED ITEMS 


0212010319 Staff requirement* name re Commission 821118 
af f 1 rmation/d i « c u* s ton tt vote- on SECYs 02-439 & 82-430 
CHILK- S J Office of the Secretary of the Commission 82/11/50 
DIRCKB, WJ Office of the Executive .Director for Operations 
BrCKWlT. L Office of the General Counsel 2p p 16271 202 24X 

Fiche 50-361. 83/ 1 1/30* B21 20 1031 9 


3212020373 Forwards changes to post-accident sampling descriptions 
per NUR'EG-0737, Item 12 D 3 6 821112 meeting Changes will be 
incorporated in F9A.R arnendf to be submitted lata Dec 1982 
BASKIN. K P Southern California Edison Co 82/11/30 KNIGHTON , G W 
Licensing Branch 3 7pp 16290 310 24X Fiche 50-361,82/11/30, 

8212030373 


3212030275 Board Notification 82-117 forwards RH Engel ken ©21100 memo 
to DO ESsenhut re welding -relat ed allegations made by former 
Bechtel employee U/a end 

NOVAK, T 11 Assistant Director for Licensing 82/11/30 Atomic 
Safety and Licensing Board Panel 5pp 16316 315 24X 

Fiche 50-000, 02/11/30, 0212030275 


3PI2080540 Advises that License UPF-J5 amended per 621119 1 tr & telcon 
Listed footnote should be added to Tech Spec 3902 Amend 
ail o-us removal of cooling trains for up to i-h per 0-h 
period during performance of core alterations 

NOVAK, T M Division of Licensing 82/11/30 DIETCH, R Southern 
California Edison Co COTTON, G D , DERNATW, L San Diego Gas tt 
Electric Co 3pp 16370 105 24X Fiche 50-362,02/11/30,8212080540 


212140492 TECHNICAL SPEC TFIC ATIONS FOR SAN ONOFRE NUCLEAR GENERATING 
STATION, UNIT NO 3 Docket No 50-362 (Southern California 
Edison Company! 

DR INK WAN, D Office of Nuclear Reactor Regulation, Director 

MUREO-0952 02/11/30 454 pp 16431 340 24X Fiche 50-362, 

82/11/30, 0212140482 


2 1 2170381 Notification of B21207 meeting ui/util in San Clemente, CA to 
discuss rapid depr essur i xat ion L DHR capability & inadequate 
core cooling instrumentation 

RQOD'H Licensing Branch 3 82/12/01 KNIGHTON,® W Licensing 

Branch 3 5p p 1647B 090 24X Fiche 50-361,82/12/01.8212170381 


212090176 Amends util 821O0B ltr sunmart ntig status of electrical 
equipment environ qualification program Review & 
determination of acceptability of as-installed condition 
will be comp] e-ted by 821215 

BASKIN, K P Southern California Edison Co 82/12/07 KNIGHTON, G U 
Licensing Branch 3 6pp 16359213 24X Fiche 50-361,82/12/07, 

8212090176 


"•I 20 90514 Responds to Generic Ltr 02-16, "Clarification of TMI Action 
Plan Requirements “ Comparison of Tech Specs for both units 
v* NUREG-0737 requirements end 

BASKIN, K P southern California Edison Co B2/ 12/07 KNIGHTON, G W 
Licensing flranch 3 12pp 16366 013 24 X Fiche 50-361, 82/13/07, 

8212090514 


■08190263 Generic Ltr 02-32 to a 1 1 PWR licensees re potential steam 
generator-related generic requirements Forwards Science 
App I i c a t i ons, Inc draft rept re subj requirements Comments 
requested within 30 days of ltr Svc list end 

E ISEHHJT, D G Division of Licensing 82/J2/09 Consolidated 

Edison Co of New York, In< 29pp 16629 247 24X 

Fiche 50-000,02/12/09,0200190263 


■12130188 Forwards Amend Application 1 to Li-cens© NPF-1 5, c ons i s t i nij of 
proposed Change NPF-I5-2 to Tech Spec 298 2 to allow 
shutdown cooling trains to be removed from operation to 
facilitate fuel movement t. core alterations 

[KETCH, H Southern California Edison Co 82/12/09 DENTON, H R 

Office of Nuclear Reactor Regulation, Director Ip 16396 120 24X 

Fiche 50-362,82/12/09,8212130198 


82121301 93 Amend Application 1 to License NPF-1 5, a 1 1 owl n g both shutdown- 
cooling trains to be removed from operation to facilitate 
fuel movement It co-re alteration in vicinity of reactor 
pressure vessel hot legs 

DIETCH, R Southern California Edison Co 82/12/09 5 pp 
16396 121 24X Fiche 50-362,82/12/09.8212130180 


B212130198 Proposed Change NPF-I5-2 to- Tech Spec 3 9 9 2, allowing both 
shutdown cooling trains to be removed from operation to 
facilitate fuel movement U core alteration in vicinity of 
reactor pressure vessel hot legs 

* Southern California Edison Co 02/12/09 3pp 16396 126 24X 

Fiche 50-362,02/12/09,8212130188 


12220434 Board Notifications 82-125 & 02-125A forwards info re flow 
iJockage during natural circulation All concerns re 
ihrnomena of natural circulation flow blockage previously 
Identified by NRC & provided to Commission 

* ISENHUT, D G Division of Licensing 02/12/14 FALLA DINO, N J. » 
I0BERTS, T , ASSELSTIME, J K Commissioners 4pp 16523 103 24X 

1 C h » 50-000, 02/ 1 2/ 1 4, 8 21 2220434 


8212220440 Oosrd No t i f 1 c a t i on s 82-125 & 02-125A forwards info re 
H Etheringtoo evaluation of flow blockage during natural 
circulation at PWRs Results do not adversely impact present 
position on reliance on natural circulation 

NOVAK, T fl Assistant Director for Licensing 82/12/14 Atomic 

Safety end Licensing Board Panel 5pp 16523 135 24X 

Fiche 50-000,82/12/14,8212220440 


8P12220461 Board Notification 02-124 forwards RJ Mattson 021123 memo re 
Semiscale S-UT-Q test results Phenomena of core level 
depression 6 loop seal clearing may be more complex than 
previously supposed 

NOVAK,- T H Assistant Director for Licensing 82/12/14 Atomic 

Safety and Licensing Board Panel 7pp 16523 169 24X 

riche 50-000,82/12/14.8212220461 


8212220482 Board Notification 02-124 forwards RJ Mattson 821123 memo re 
Semiscale S-UT-B test results Phenomena of core level 
depression 6 loop seal clearing may be more complex than 
previously supposed 

EISENH’JT, D G Division of Licensing 02/12/14 PALLAD1N0, N J , 
ROBERTS, T , ASSELSTINE, J K Commissioners 4pp 16523 199 24X 

Fiche 50-000, 82/ 1 2/ 1 4, 02 1 2220482 


Q Inspection reports, IE Bulletins |i correspondence 


8212290023 FOIA request for documents re EE Kent allegations concerning 
fad 1 i t i es 

CQHEW, E M Orange County Alliance for Survival 82/10/37 

FELTON, J M Division of Roles and Records ip 16607 055 24X 

Tiche 50-362,82/10/27,0212290023 


0PO0I9O24O IE Bulletin 82-03 , Rev i s i on 1, "Stress Cracking in Thirk- 
Wa 1 1 , Lar g e— Di a me ter, Stainless Ste e 1 , R ec ire u lat i on Sys Piping 
at BWR Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/20 Consolidated Edison Co of New York, Inc 

I12pp 16462 163 24X Fiche 50-000,02/10/28,0208190240 


8200190243 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
801 6 Model 802 Thermoluminescent Dosimeters " Svc list 
pit c I 

COBB.L I Division of Fuel Facilities, Materials It Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc UOpp 
16372 142 24X Fiche 50-000, 02/1 1/05, B2O01 90245 


8208190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements 11 Svc list end 

JORDAN, E L Division af Engineering L Duality Assurance 82/11/J0 
Consolidated Edison Co of New York, Inc 10?pp 16411 199 24X 

fiche 50-000.82/1 1/10,8208190251 


8212060166 Forwards IE Insp Rept 50-362/02-24 on 821012-29 No 
nenconp 1 lance noted 

BISHOP, T W Division af Resident, Reactor Project *< Engineering 
Programs 02/11/18 PAPAY, L T Southern California Edison Co 
2pp 16313 090 24X Fiche 50-362,82/11/10,8212060166 


— 0212060170 IE Insp Rept 50-362/02-24 on 821012-29 No none omp 1 x one e 
noted Major areas inspected preoperationa 1 test program, 
including test procedure ver i f icati on, eva luation of test 
results tc nonroutine event followup 

STEWART, J P , KIRSCH. D F Division of Resident, Reactor Project 6 
Engineering Programs BZ/il/17 9pp 16313 092 24X 

Fiche 50-36 2, 82/11/18, 82 i 2060166 


S, ''00190236 IE Info Notice 82-46, "Defective 6 Obsolete Combination 
Padlock* " Svc list encl 

UEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of Neu York, Inc 

1 27pp 16411 065 24X Fiche 50-000, 82/1 1 /26, 02081 90356 


BPI 21 30263 Forwards IE Insp Rept 50-362/82-30 on 821025-29 No 
nonconp 1 lance noted 

BISHOP, T W Division of Resident, Reactor Project & Engineering 
Programs 82/11/29 PAPAY, L T Southern California Edison Co 
2pp 16396 247 24X Fiche 50-362,82/11/29*8212130263 


— 821 2130265 IE Insp Rept 50-362/02-30 on 821025-29 No none omp 1 i ane u 
noted Major areas inspected const of installed 
instruments t ion, record a review of i nstrumentati an & 
electrical components <& onsite design change program 
ECKHARDT, J H , KIRSCH, D F Division of Resident. Reactor Project t< 
Engineering Programs 82/11/24 4pp 16396 249 24X 

Fiche 50-362,82/11/29,8212130263 


0208190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Mat! '■ Svc list encl 
COB0.L I Division of Fuel Facilities, Materials & Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 
J 6387 028 24X Fiche 50-000,02/11/30,0208190257 



DOCKETED ITEMS 


23S 


821 21 7036? Forwards IE Insp Repts 30-206/82-3 1, 50-361 /82-3 1 it 
50-362/02-27 on 021015-1115 No noncomp 1 lane e noted 
B I SHOP , T W Division of Resident, Reactor Project It Engineering 
Programs 02/11/30 PAPAY,L T Southern California Edison Co 
4pp 1 6455 279 24< Fiche 50-206.02/11/30,8212170369 


—0212170376 IE fnsp Repts 50-206/02-31,50-361/02-31 b 50-362/02-27 on 
021015-1115 No noncomp 1 lane e noted Major areas inspected 
allegations re design inadequacies !< deficiencies in 
implementation of welding codes A stds 

HERNANDEZ. G . WAGNER, W J , KlftSCH, D F Division of Resident, 
Reactor Project S* Engineering Programs 82/11/30 43pp 
16455 283 24X Fiche 50-206,82/11/30,8212170369 


— '3212170303 Requests notification if list of items to be submitted by 
821103 re welding code requirements not correct 

ENCELKEN, R H Region 9, Qffvce of Director 82/10/29 PAPAY, L T 
Southern California Edison Co lp 16455 326 24X 

Fiche 50-206,02/11/30,8212170369 


— 0212170384 Responds to NRC 821029 1 tr re allegations concerning const 
quality 6 welding code requirements 

PAPAYrL T Southern California Edison Co 82/11/03 
ENGELKENiR H Region 5, Office of Director 1 1 p p 16455 327 
24/ Fiche 50-206,82/11/30,0212170369 


— B2121703B6 Forwards Qechtel 821029 response to allegations re const 
quality, per request made at 021103 site meeting 

CURRAN, j M Southern California Edison Co 82/11/03 KIRSCH. D F 
Region 5, Office of Director 37p p 16455 338 24X 

Fiche 50-206, B2/11/30, 0212 170369 


—0212033291 Transmits reply to 821029 request for technical assistance 
in evaluating EE Kent Allegation Items 2,5,6 fc 0 Evaluation 
concludes allegations unsubstant lated 

EI5ENHUT, D G Division of Licensing 82/11/30 CREWS, J L 
Division of Resident, Reactor Project 8, Engineering Programs IP 
16456 0|3 24 X Fiche 50-206,82/11/30,8212170369 


— 0211290023 Forwards safety evaluation of C Kent allegations re 
weldments at plants Allegations have no merit 6 no further 
action should be taken 

uOHNSTQN, W V Assistant Director for Materials b Qualifications 
Engineering 02/11/17 NOVAK, T M Assistant Director for 
Licensing 14pp 16456 014 24X FJche 30-206,02/11/30, 

8212170369 


821 2210197 Forwards IE Insp Repts 50-361/82-36 b 50-362/B2-29 on 
021101-05 No noncomp 1 ianc e noted 

UISHGP, T W Division of Resident, Reactor Project b Engineering 
Programs 82/12/02 PAP AY, L T Southern California Edison Co 
2pp 16484 317 24X Fiche 50-361,02/12/02,8212210197 


—B2 1221 0204 IE Insp Repts 50-361/82-36 b 50-362/02-29 on 021101-05 No 
noncoinp 1 ian ce noted Major areas inspected fire protection/ 
prevention program & program implementation 

SCCWNjK H , ZWETZ IG, G 0 Division of Resident, Reactor Project b 
Engineering Programs 82/12/01 9pp 16484 319 24X 

Fiche 50-361,02/12/02,8212210197 


s; , O019O259 IE Qulletln 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list encl 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New YorJti Int 

I 13pp 16411 317 24X Fithe 50-000,82/12/03,8208190259 


BJ'08 19026 1 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Dockets ’• Svc list end 

JORDAN, E L Division of Engineering t Quality Assurance 82/12/03 

Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 50-000,02/12/03,8208190261 


2290030 Partial response to FOIA request for documents re EE Kent 
allegations concerning facilities Forwards Documents 1,2, 4, 
r t* 10, 15 b 16 listed In App A Remaining documents will be 
released when insp rept issued Tapes available in FOR 
FELTON, U M Division of Rules and Records 02/12/03 CARPENTER, T 
Orange County Alliance for Survival 3pp 16607 056 24X 

Fiche 50-362,82/12/03,0212290030 


— 0212290035 Summed lee 821006 telcon w/J O'Dell 1 LA Times) re EE Kent 
allegations concerning welding practice at facilities 
KIRSCH, D F Division nf Resident, Reactor Project It Engineering 
Programs 02/10/06 Division of Resident Reactor Project & 
Engineering Programs 2pp 16607 077 24X Fiche 50-362,02/12/03, 

8212290030 


—0212290038 Forwards util /Beth tel QA audit package re EE Kent 
allegations concerning facilities 

CURRAN, J M Southern California Edison Co 82/10/07 KIRSCH, D F 
Region 5, Office of Director 4Bpp 16607 079 24X 

Fiche 50-362,02/12/03,8212290030 


— 8212290042 Lists EE Kent concerns re faci 1 1 ti es, p er B21022 discussions 
u /Kent 

KIRSCH, D F Division of Resident, Reactor Project b Engineering 
Programs 02/10/22 CURRAN, J Southern California Edison Co 
lp 16607 127 24 X Fiche 50-362,02/12/03,0212290030 


—0212290049 Figure NB-42SO-I, "Welding End Transitions - Me* Envelope, 
w/annotstion "Example of Approx Slopes Discovered £21025 at 
San Onofra Nuclear Generating Stations ** Charts re welding 
& pipe support encl 

KENT, EE Affiliation Unknown 02/11/12 3pp 16607 129 24X 

Fiche 50-362, 82/12/03. 0212290030 


0212210362 Forwards IE Safeguards Insp Rept 50-362/82-22 on 021005-03 
b notice of deviation Rept b notice of deviation withheld 
< r e f 10CFR2 790) 

NORDERHAUG, L R Division of Radiological Safety & Safeguards 
Program 82/12/14 PAP AY* L T Southern California Edison Co 2pp 
16495 159 24X Fiche 50-362, 02/ 12/1 4, 62 1221 0362 


01*08190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air b Gas Monitoring " Svc list encl 

DEYOUNO, R C Director's Office, Office of Inspection and 

enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

127pp 16620 191 24X Fiche 50-000. 82/12/16,8208190267 


81*08190268 IE Info Notice 92-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance 82/12/20 

Consolidated Edison Co of New York, Inc IQBpp 16629 293 24X 

Fiche 50-000, 92/12/20,0200190268 


S Reportable occurrences, LERs & related correspondence 


B2 1 2060012 Deficiency rapt re Stewar fc-Steve ns on governor output 
voltage erratic behavior causing momentary speed changes of 
diesel generator 3G0O2 Initially reported on 021021 
Evaluation being performed 

CURRAN, J M Southern California Edison Co B2/I0/22 ENGELKEN, R H 
Region 5, Office of Director lp 16313 326 24X 

fiche 50-362,03/10/22,8212060012 


DPJ2J 40035 RQs 02-142 h 82-001 on 021 124 b 20 , CREACU3 Train A declared 
inoperable due to charcoal filter replacement on cooling 
unit E-4IB It emergency chiller E-335 inoperable duo to 
high motor winding tenp trip Cooldown initiated 

RAY, H B Sou thorn California Edison Co 02/11/30 ENOELKEN, R H 
Region 5, Office of Director 2pp 16409 291 24X 

Tiche 50-361,02/11/30,8212140035 


0212290413 Discusses ESP actuation sy* 021217 event It short-term 
actions taken to reduce probability of recurrence NRC 
concurrence w/Unit 2 power operation b continuation of Unit 
3 startup test program requested 

DIETCH, R Southern California Edison Co 02/13/28 EISENHUT, D 0 
Division of Licensing 6p p 16307 093 24X Fiche 50-361,82/12/28, 

8212290413 


DOCKET 50-364 JDSEPH M FARLEY NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency S, fire protection plans 


0212100070 Submits p er rnanen t, bac Jc up , i nt e r im primary & Interim backup 
emergency operations facilities (EOF) info per 821202 verbal 
request EOF completed & occupied in Oct 1902 

CLAYTON, F L Alabama Power Co 82/12/03 VARGA, S A Office nf 
Nuclear Reactor Regulation, Director 3pp 16375 359 24X 

riche 50-348. 82/12/03,02 1 2100070 


J Insurance lx indemnity information 


B,'12280223 Forwards Endorsement 48 to NELIA Policy NF-238 & Endorsement 
40 to MAELU Policy MF-93 

DUCK, J R Marsh b McLennan, Inc , M b M Nuclear Consultants, I nc Div 
82/12/20 SALTZMAW,*! Assistant Director for State St Licensee 
Relations 3pp 16562 276 24X Fiche 50-348,02/12/20,8212200223 


0212280348 Forwards Certificates of Insurance N-62 It N~73 for 
Endorsements 1,2 8, 3 to NELIA Policy NF-230 b Certificates 
of Insurance M-62 t< M-73 for Endorsements 1,2 It 3 to MAELU 
Policy MF-93 

DUCK, J R Marsh b McLennan, Inc i M It M Nuclear Consul tantii I nc Div 
8-2/12/20 SALTZMAN, J Assistant Director for State It Licensee 

Relations 35pp 16561 146 24X Fiche 50-340,82/12/20,0212280348 
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P Operating- license stage documents A correspondence 


0212020108 "SER of Pump U Valve Inservice Testing (1ST) Program 
Submitted by AL Power Co for Joseph ft Farley NucleaT Plant* 

Unit 2, " interim rept 

COOK, T L , HUBBLE, W H < R0CKHOL D, H C EO&O. Inc FIN A-6430 
8212020106 82/10/31 HAMMER* C 0 Division of Engineering I4lpp 

1630? 252 24X Fiche 50-364, 02/10/3 1, 0212020(08 


8212020130 Informs that info requested in Generic Ltr 92-22 re steam 
generator tube (nfcegr I ty, ma in t, r epair i* worker exposures 
submitted via annual CFR rept* & util 820412 ltr 

CLAYTO M, F L Alabama Power Co 82/ 1 1/24 EISENWUT.D G Division 
of Licensing 2pp 16272 037 24X Fiche 50-348* 82/1 i /24. 

0212020130 


8212080060 Forwards Amend 20 to License NPF-8,«afety evaluation Sc 
notice of issuance U availability Amend modifies valve 
leakage test criteria 

VARGA* S A Operating Reactors Branch 1 82/11/24 CLAYTON* F L 

Alabama Power Co 3pp 16367 200 24X Fiche 50-364,82/11/24* 

8212080060 


— B2t 2080077 Amend 20 to License NPF-8* mod i f y i ng valve leakage test 
criteria on one-time basis for startup from first refueling 
outage only 

VARGA* S A Operating Reactor* Branch 1 82/11/24 6pp 

16367 203 24X Fiche 50-364* 22/1 J/ 24* 82 1 2030060 


— 8212030000 Safety evaluation supporting Amend 20 to License NPF-0 

* Office of Nuclear Reactor Regulation* Director 02/11/24 3pp 
16367 209 24 X Fiche 50-364*82/11/24*0212030060 


— 8212080083 Notice of issuance $t availability of Amend 20 to License 
NPF-B 

VARGA* 0 A Operating Reactor* Branch 1 32/11/24 2pp 

(6367 212 24X Fiche 50-364 , 02/ 1 1 /24* 021 2080060 


0252(30033 Advise* that all portions of post-accident sampling ays, 
including containment atmosphere & vent stack ac-powered 
so 1 enoid ». ope ration* 1 (ref MJREG 0737* Item !I 9 3) Solenoid* 
mistakenly installed utilising dc power 

CLAYTON, F L Alabama Power Co. 82/11/30 VARGA. B A Office of 

Nil clear Reactor Regulation* Director lp 16421 242 24X 

Fiche 50-364, 02/f 1/20* 8212150033 


8212160569 Forwards Amend 21 to License NPF-8* safety evaluation & 
notice of issuance 6 a va i 1 at* £ 1 i ty Amend extend* time to 
complete mod to safety-related masonry wall 

REEVES, £ A Operating Reactor* Branch 1 02/12/02 CLAYTON, F L 

Alabama Power Co 2pp 16466 17? 24XFiche 50-364*82/12/02* 
0512160560 


--D21216O570 Amend 21 to License NPF-0* e * tend lug time scheduled to 
complete mod to saf s ty -re la t ed masonry wall until second 
refueling outage or until NRC accepts energy balance 
technique showing no mod needed 

VARGA* S A Operating Reactors Branch 1 02/12/02 2pp 

16466 1SI 24X Fiche 50-364,82/12/02*8212160569 


—8212160581 Safety evaluation supporting Amend 2t to License NPF-B 
* Office of Nuclear Reactor Regulation. Director 02/12/02 3pp 
J 6466 193 24 X Fiche 50-364,02/12/02,0218160569 


-02 ( 21 60506 Notice of issuance & availability of Amend 21 to License 
NRF-B 

VARGA * G A Operating Reactors Branch 1 82/12/02 2pp 

16466 186 24X Fiche 50-364,92/12/02*8212160560 


82(2210130 Request for amend to License NPF-8 , d e 1 e t i ng eight nonsafety- 
related snubber* from Tech Spec Table 3 7“4a Safety 
evaluation en-cl 

CLAYTON, F L Alabama Power Co 82/12/10 VARGA, S A Office of 
Nuclear Reactor Regulation* Director 3pp 16485 078 24X 

Fiche 50-364,02/12/10*0212210130 


— 8212210132 Proposed Tech Spec Table 3 7-4a* delet ing eight nonsafety- 
related snubber* 

*■ Alabama Power Co 82/12/1 0 3p p 16485 081 24X 

Fiche 50-364,02/12/10,0212210130 


0212280280 Requests approval by 830701 of 820810 ltr re RCS pressure 
isolation valve leak testing, to support planning it 
scheduling of neit refueling outage 

CLAYTON, F L Alabama Power Co 02/12/23 VARGA, S A Office of 

Nuclear Reactor Regulation* Director lp 16561 243 24X 

Fiche 50-340, 92/12/23.8212260290 


Q Inspection reports, IE Bulletins & correspondence 


B2O019O24O IE Bulletin 92-03, Revi t i on 1, "Stress Cracking in Thick- 
Mall* Larg e-Pi ame ter* Sta in 1 ess Steel , Rec ircu lation Sys Piping 
at OCVR Plants *' Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York* Inc 

1 12pp 16462 163 24X Fiche 50-000, 82/10/20, 02061 90240 


02001 90245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
001 Model 802 Thermoluminescent Dosimeters 11 Svc list 
one l 

COBB* L I Division of Fuel Facilities, Materials & Safeguards 
02/11/05 Consolidated Edison Co of Mbw York, Inc llOpp 

16372 H2 24X Fiche 30-000, 82/ 1 1 /05* B2081 90243 


0212090412 Advises that IE Bulletin 02-01 , Rev 1 a i on l.Suppl Preview of 
radiograph* furnished by ITT GrinneJl for piping assemblies* 
revealed two assemblies w/altered radiographs on total of 
three welds Penetrameter image darkened 

CLAYTON* F L Alabama Power Co 02/11/0? O'REILLY* J P Region 2* 
Office of Director 2pp 16365 042 24X Fiche 50-340,02/11/09, 

0212090412 


8212090435 Confirms 821108 telcon re enforcement conference scheduled 
for 82(119 in Atlanta, OA Circumstance s surrounding 
inoperable containment spray sys will be discussed 
D 'REILLY, J P Region 2* Office of Director 02/11/(2 

MCDONALD, R P Alabama Power Co 2p p 16363 266 24X 

Fiche 50-364, 82/11/12, 0212090435 


8212090511 Forwards IE Insp Repts 50-348/02-25 t* 50-364/B2-24 on 
020916- 1022 No none omp 1 lane e noted 

VERRELLJ.D M Division of Project i, Resident Programs 02/11/17 

MCDONALD. R P Alabama Power Co 2pp 16367 0(4 24X 

Fiche 50-340* 82/11/17, 021 209051 1 


—8212090519 IE Insp Repts 50-348/82-25 8, 50-364/82-24 on 820916-1022 No 
noncomp 1 iance noted Major areas inspected monthly 
surveillance observation* monthly maint observation tc 
operational safety verification 

BRADFORD, W H * CANTRELL, F Division of Project $, Resident 

Programs 02/11/17 8pp 16367 016 24X Fiche 50-348,82/11/17, 

8212090511 


0208190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements 11 Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 02/11/19 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche 50-000, 82/11/18,8208(90351 


208190-263 Generic Ltr 02-32 to ell PWR licensees re potential steam 
generator-related generic requirements Forward* Science 
App 1 1 cations, Inc draft rept re subj requirement* Comment* 
requested within 30 day* af ltr Svc list encl 

EESENUUT^D 0 Division af Licensing 92/12/09 Consolidated 

Edison Co of New York, Inc. 29pp J6629 247 24X 

Fiche 50-000 , 82/ (2/09. 8200 1 90263 


212140103 Generic Ltr 02-20 to all licensee* of operating 
Westing house & C-E PWRs (except Arkansas Nuclear One* Unit 2 
it San Onofre 2 & 3> re inadequate core cooling 
instrumentation sys Svc list encl 

EI8ENHUT.D 0 Division of Licensing B2/12/10 Yankee Atomic 

Electric Co. 27pp. 16690 035 24X Fiche 50-000,02/12/10* 

9212(40103 


312170234 Clarifies 021008 proposed Tech Spec change to delete turbine 
valve testing requirement*. Proposed change not inconsistent 
w/WCAP-1016 conclusion* Expedited review requested 
Meetinghouse draft 621210 ltr encl 

CLAYTON* F L Alabama Power Co 82/12/10 VARGA* 0 A Office of 
Nuclear Reactor Regulation* Director 5pp 1645? 357 24X 

Fiche 30-364* 02/12/10,0212170234. 


8208190256 IE Info Notice 02-46, "Defective 8< Obsolete Combination 
Padlocks " Bvc list encl 

DEYOUNG, fl C Director's Office, Office of Inspection and 

Enforcement, 82/11/26 Consol idafced Edison Co of New York, Inc 

!27pp 16411065 24X F I ch* 50-000, 82/1 1 / 26* 82081 90236 


0212090432 Confirms 821123 telcon re 821214 mgt meeting in Birmingham, 
AL to review results of first phase of annual appraisal 
of regulatory performance Proposed agenda encl 
LEWIS, R G Division of Project & Resident Programs 82/11/29 
MCDONALD, R P Alabama Power Co 3pp 16364 271 24X 

Fiche 50-340* 82/11/29, 8212090432 


S20B190257 IE Info Notice 82-47, "Transportation of 
of Nor-Fissile Radioactive Matl " Svc list encl 
COBB, L I Division of Fuel Facilities, Materials 
82/11/30 Consolidated Edison Co of New York* 

16387 G2B 24X Fiche 50-000,82/11/30,8208190257 


Type A Quantities 

i< Safeguards 
Inc 356pp 
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8212070336 Submits info per IE Bulletin 80-11# "Masonry kails#" re 
concrete block wall 2C0W-34 Motor control c tr can be 
supplied by power feed from Unit 1 within 2-h#if seismic 
event occurred k power supply lost 

CLAYTON. F L Alabama Power Co 62/12/01 VARGA# S A NRC - No 
Detailed Affiliation Given lp 16343 204 24X 

Fiche 50-364# 82/12/01# 0212070336 


020919025? IE Bulletin 82-04# "Deficiencies in Primary Containment 
Electrical Penetration Assemblies M Bvc list end 
DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York. Inc 

li3pp 16411 317 24 X Fiche 50-000# 82/12/03# 02081 90259 


0209190263 IE Info Notice 62-48# "Failures of Agastat CR 0095 Relay 
Sockets " Bvc list end 

JORDAN# E L Division of Engineering & Quality Assurance 82/12/03 

Consolidated Edison Co of New York# Inc liOpp 16462 064 24X 

Fiche 50-000,02/12/03.8206190261 


0209190267 IE Info Notice 82-49# "Correction for Sample Conditions For 
Air L Gas Monitoring " Svc list enc 1 

DEYOUNG. R C Director's Office# Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

I27pp 16626 191 24X Fide 50-000.02/12/16,0200190267 


8200190268 IE Info Notice 82-50# "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Bvc list end 

J0RDAN#EL Division of Engineering & Quality Assurance 82/12/20 
Consolidated Edison Co of New York# Inc 108pp 1662B 293 24X 

Fiche 50-000# 02/12/20# B20819026S 


R Periodic operating reports h related correspondence 


G212170297 Forwards monthly operating rept for Nov 1902 

CLAYTON. F L Alabama Power Co 02/12/13 Office of Management 
and Program Analysis Ip 16453 215 24X Fiche 50-364. 02/ 1 2/13# 
82 12 170297 


—Q212170302 Monthly operating rept for Nov 1902 

HAIRSTON, M 0 Alabama Power Co B2/12/04 Bpp 16453 216 24X 

Fiche 50-364,02/12/13,0212170297 


B Reportable occurrences, LERs fc related correspondence 


8212090295 Forwards LER S2-046/03L-0 

CLAYTON. F L Alabama Power Co 02/12/01 O'REILLY.J P Region 2# 
Office of Director lp 16365 131 24X Fiche 50-364,02/12/01, 

8212070295 


— 8212090312 LER 82-046/03L-0 on 02 1028# snub b er 2RG-R3DA determined to be 
inoperable when found ui/damaged & leaking Q-ring Snubber 
r ebul 1 t, sat i sf actor i ly tested It reinstalled No evidence of 
damage to piping supports or restraints near snubber 
HAIRSTON# W 0 Alabama Power Co 82/12/01 Region 2# Office of 

Director lp 16365 132 24X Fiche 50-364,02/12/01,0212090295 


0212300216 Forwards LERs 02-O47/O3L-O# 82-Q4B/03L-0, 82-049/03L-D «. 
82- 050/03L-0 

CLAYTON.F L Alabama Power Co 02/12/23 Region 2, Office of 
Director lp 16590 107 24X Fiche 50-364,82/12/23,0212300216 


—6212300223 LER 02-O47/O3L-O on 021 124# during surveillance teat review, 
air temp monitoring not performed within required time 
interval Caused by personnel error Requirement (FNP-2-STF- 
63 O) revised to include performance of air temp (non i tor ing 
HAIRSTON# H 0 Alabama Power Co 02/12/23 Region 2# Office of 

Director lp 16598 100 24X Tiche 50-364,82/12/23,0212300216 


— 8212300227 LER 02-O40/O3L-O on 82 1 127# sourc e range channel N-32 
declared inoperable due to loss of detector voltage Caused 
by faulty high voltage connector Connector replaced 
HAIRSTON, W 0 Alabama Power Co 02/12/23 Region 2# Office of 
Director lp 16598 109 24X Fiche 50-364,82/12/23,6212300216 


— 8212300231 LER B2-049/03L-0 on 021201 # conta inment atmosphere activity 
monitors R-ll (particulate monitor) & R-12 (gaseous monitor) 
declared inoperable when vacuum pump tripped due to 
erroneous high flow signal Caused by faulty high flow relay 
HAIRSTON# W Q Alabama Power Co 02/12/23 Region 2# Office of 
Director lp 1659S 110 24X Fiche 50-364,82/12/23,0212300216 


—8212300236 LER 02-O5O/O3L-O on 021 124# taurc c range channel N32 declared 
inoperable due to erratic readings Caused by faulty detector 
on N31 & faulty high voltage power supply cable connector on 
N32 Detector tc cable connector replaced 

HAIRSTON, W G Alabama Power Co 02/12/23 Region 2# Office of 
Director lp 16398111 24X Fiche 50-364, B2/13/23, 0212300216 


DOCKET 50-366 EDWIN I HATCH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency & fire protection plans 


0212150009 Confirms telcon re emergency facility status peT Generic 
Ltr 02-10 Structure complete & habitable Info equipment not 
completely instal led, but facility operable 

DECKHAM, J T Georgia Power Co 82/12/08 Office of Nuclear 
Reactor Regulation# Director lp 16421 135 24X 

Tiche 50-321,02/12/00,8212150009 


J Insurance 6 indemnity Information 


QP12260222 Forwards AN! 4< MAELU secondary financial protection 
certificates of insurance N-51, N-67, M-51 b M-67 

DUCK# J R Marsh l< McLennan. Inc # M i, M Nuc Lear Consul tan ts, Inc Div 
02/12/20 0ALT2MAM# J Assistant Director for State & Licensee 
Relations 4lpp 16562 135 24X Fi ch e 50 -321 , 02/ 1 2/20. 821 22B0222 


0212200369 Forwards Endorsement 74 to NELIA Policy NF-215 b Endorsement 
60 to MAELU Policy MF-70 

DUCKiJ R Marsh & McLennan# Inc , M & M Nuclear Consul tants# Inc Div 
82/12/20 SALTZMAN.J Assistant Director for State S, Licensee 
Relations 3p p 16960.067 24X Fiche 50-321,82/12/20,8212200369 


P Operating license stage documents & corras pond e nc e 


0212100393 Requests verification that end acceptance criteria for 
NUREQ-0737, Item II K □ 22, "Automatic Switchover of RCIC Bys 
Suction#" satisfied Response requested within 30 days 
BTOLZ, J F Operating ReactOT* Branch 4 82/09/04 DECKHAM, J. T 

Georgia Power Co 4pp 16309 220 24X Fiche 50-321,02/00/04# 

8212100393 


8211230066 Generic Ltr 02-27 to all DWR licenses* of operating reactors 
except LACBWR # B i g Rock P □ i n t# Dr e» den 1, Humboldt Day. 
applicants for QL U holders of CP re transmittal of 
NUREG-0763 & NUREG-0703 Svc list end W/o stated end 
EISENHUT.D 0 Division of Licensing 02/11/15 Oenoral Public 

Utilities - GPU Service Corp 22pp 16307 004 24X 

Fiche 50-000, 02/11/15,0211230066 


8212170246 Advises that specific containment h purge valves identified 
in NRG 021110 ltr are not applicable to facilities Meeting 
requested to determine status of remaining Issue re purging 
& venting 

BECKHAM, J T Georgia Power Co B2/12/13 Office of Nuclear 

Reactor Regulation, Director lp 16457 1 7B 24X 
Tiche 50-321, 82/12/13, B21 2170246 


8212290450 Informs of p os t- 1 mpl emen ta ti on review of NUREG-0737# Items 
II F 1 4,11 F 1 3 J II F 1 6 re containment pre s sure, wa ter 
level & hydrogen monitors Add 1 info U guidance for answering 
questi ons one 1 

GTOLZ# J F Operating Reactors Branch 4 82/12/17 BECKHAM, J T 

Georgia Power Co lOpp 16606 074 24X Fiche 30-321 , B2/I2/ 17# 

G212290450 


8212290151 Revises estimated completion date for implementation of 
NUREO- 0737, Item 1 1 D 3 to 830401. In response to Generic Ltr 
02-05 Interim sampling capabilities per NUREG-0570 provided 
in 020607 ltr 

GUCWA, L T Georgia Power Co 02/12/20 Office of Nuclear Reactor 

Regulation# Director lp 16582 239 24X Fiche 50-321. 02/ 1 2/20. 

0212290151 


Q Inspection reports, IE Bulletins U correspondence 


8200190240 IE Bulletin 82-03, Revi s i on 1, "Stress Cracking in Thick- 
Wall# Large-Di ame ter, Stain lass Steel, Rec ircu lati on Bys Piping 
at 0WR Plants 11 Svc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/10/20 Consolidated Edison Co of New York# Inc 

l!2pp 16462 163 24X Fiche 50-000,02/10/28.0200190240 


8208190245 IE Info Notice 62-42# "Defects Observed in Panasonic Model 
001 It Model 802 Thermolum inescent Dosimeters " Bvc list 
end 

CQ0B,L I Division of Fuel Facilities# Materials & Safeguards 
02/11/05 Consolidated Edison Co of New York# Inc 110pp. 

16372 142 24X Fiche 50-000, 82/ 11 /05# B20B1 9024 5 


6200190251 IE Info Notice 62-44, "Clarification of Emergency Plan 
Exercise Requirements M Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance B2/L1/18 
Consolidated Edison Cc of New York, Inc I07pp 16411 199 24X 

Fiche 30-000, 02/11/10,8200190251 
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62081 902-56 IE Info Notice 02-46, “Defective & Obsolete Combination 
Padlock* ” Svc list end 

DEYOUNG, R C Director ' s Office* Office of Inspection end 

Enforc emem t 62/11/26 Consolidated Edison Co of Mew York* Inc 

1 27pp 16411 06* 24 X Fiche 50-000.62/11/26,9209190236 


02081902 57 IE Info ffotic« 92-47, "Transportat i on of Type A Quantities 
of Non-Fissile Radioactive ttatl " Svc list end 
COBB, L I Division of Fuel Facilities* Material* it Safeguards 
02/11/30 Consolidated Edison Co of New York* Inc 356pp 

16387 020 2 4X Fiche 30-000. 02/ J i /30* 62081 90257 


8203190259 IE Bulletin 92-04, “Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
•DEYOUNG, R C Director's Office* Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of Mew VoTk, Inc 

U3pp 16411 317 24X F iche 50-000, 82/ 12/03, 02081 90259 


02081 90261 IE I n.fo Notice 82-40. “Failures of Agasfcat CR 0095 Relay 
Socket* ,H Svc list end 

JORDAN* E L Division of Engineering & Quality Assurance 92/12/03 
Consolidated Edison Co of N*w York, Inc IlQpp 16462 064 24X 

Fiche 50-000* 62/12/03, 0203 1 9026 1 


0200190267 IE Info Notice 02-49, “Correction for Sample Conditions for 
Air It Gas Monitoring “ Svc list end 

DEYdUNO.fi C Director's Office, Office of Inspection and 

Enforcement 62/12/16 Consolidated Edison Co of New York, Inc 

I 27p p 16628 191 24X Fi c he 50-000, 03/12/ i 6, 0209190267 


6200190268 tE Info Notice 02-50, “Mod of Solid State AC Undervoltage 
Relays Type ITE-27 Svc list end 

JORDAN, E L Division of Engineering t, Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOSpp 16620 293 2hX 
Ftcfi* 50-000,02/12/20,8200190260 


82123001B9 Advise* that NRC has nd objection to use of J9B0 Edition of 
A3ME Section XI & addenda through Winter i960 for inservi.ee 
insp of Category B-H welded supports, in response to B20&3O 
request for relief from 1974 Edition requirement* 

ST0l_2i J F Operating Reactors Branch 4 02/12/20 0ECKHAM, J T 

Georgia Pouct Co 2pp 16*24 034 24X Fiche- 50-321 , B2/12/2 0, 

8212300189 


fi Periodic operating report* 6 related correspondence 


0212170353 Forwards monthly operating repts for Nov 1902 

NIX.H C Georgia Rawer Co B2/12/07 Director's Office, Office 

of Inspection and Enforcement lp 16459 191 24X 

Fiche 50-321.82/12/07,8212170353 


—8212170359 Monthly operating repts for Nov 1902 

SMITH, A Georgia Rower Co 02/12/07 lOpp 16459 192 24X 

Fiche 50-32 1 , 02/12/07, 02 1 2170353 


S Reportable occurrences, LERs t related correspondence 


821 2020292 Forwards LER fl2-l20/03L-0 

NIXrH C Georgia Power Co 02/11/19 O'REILLY.J P Region 2, 
Office of Director ip 16279 140 24X Fiche 50-3*6,82/11/19, 
0212020292 


— 0212020295 LER 02-12O/-O3L-O on 021 022. b arr i a r adjacent to silicone f-oam 
fiTe barrier in cable spread room found breached Caused by 
penetration left unsealed aftei installation of conduit 
Haint request Initiated Seal repaired on 021102 

SUMNER, H L Georgia Power -Co 82/11/19 Region 2, Office of 
Director Ip 16279 141 24X Fiche 50-366,82/11/19.0212020292 


BP12Q90142 Forward* updated LER 78-059/03X-1 

NIXrH C Georgia Power Co 02/11/23 O'REILLY, J P Region 2r 
Office of Director Ip 16359 172 24X Fiche 50-366,02/11/23, 
G2I 2090 142 


—8212090149 Updated LER 70-O59/O3X-I an 70 1026, d uring review of HNP-B32 
limiting conditions for operation instrument data -sheets, 

32 instrument* exceeded calibr interval Caused by oversight 
Instruments callbr personnel counseled re recordkeeping, 

TlPPS, 3 0 Georgia Power Co 02/11/23 Region 2, Office of 
Director Ip 16339 173 24X Fiche 50-366,82/11/23.8212090142 


0212090247 Forwards LER 02-123/O3L-O 

NIX, H C Georgia Power Co. B2/11/23 O'REILLY, J P . Region 2, 
Office of Director Ip 16361 349 24X Fiche. 50-366, 82/1 1/23, 
0212090247 


— 9212090254 LER 02-123/O3L-O on 821030, during insertion of control rod* 
for reactor «h u td own, r -e ed switch position indicators for 
control rods 14-07 6 34-43 found inoperable Caused by 
component failure Indicators will be repaired 

TIFFS, S 9 Georgia Power Co B2/1I/23 Region 2, Office of 
Director lp 16361 350 24X Fiche 50-366,82/11/23,8212090247 


8212090301 Forward* updated LER 80-097/03X-1 

NIX, H C Georgia Power Co B2/11/23 O'REILLY.J P Region 2, 
Office of Director lp 163*5 040 24X Fiche 50-3*6.02/11/23. 
0212090391 


— 0212O9O30Q Updated LER 80-097/03X-1 on 800*25, while performing HPCI 
steam line delta P instrument FT&C procedur e, f low switch 
MOO 4 setpoints found to be out of tolerance Caused by 
setpoint drift Switch cal ibr, tested i. returned to svc 
TlPPS, S B Georgia Power Co 82/11/23 Region 2, Office of 
Director Ip 1*3*5 041 24X Fiche 90-3*6, 02/1 1/23, 8212090381 


SD1 2090336 Forward* updated LER 80-019/03X-1 

NIX, H C Georgia Power Co 82/11/23 0 'REILLY, J P Region 2, 
Office of Director lp 163*4 193 24X Fiche 50-366,02/11/23, 
021209033 * 


— 8212090391 Updated LER 0O-O19/O3X-1 on B00227, erroneous reading on 
dryuell hydrogen dioxide anaiyrer A recorder disclosed 
Caused by diaphragm failure in analyzer vacuum pump 
Diaphragm replaced Analyzer callbr i functionally tested 
TlPPS. S 0 Georgia Power Co 82/11/23 Region 2, Office of 
Director Ip 163*4 194 24X Fiche 50-3*6, 02/i 1/23, 021 2O903BA 


0212090121 Forwards LER 82- 125/03L-0 

MIX.H C Georgia Power Co 02/11/30 O'REILLY.J P Region 2, 
Office of Director 1 p 1*357 325 24X Fiche 50-3*6, 02/ 1 1/30, 
B2I2G90121 


—021209012* LER 82-125/03L-O on 82H03, w/rea c tor protection sy s tftPS! 
alternate supply out of svc for maint.RPS supply over 
voltage relay discovered out of cal ibr Caused by component 
failure due to setpoint drift Relay rdcalibf 

TlPPS. S B Georgia Power Co B2/11/30 Region 2, Office of 
Director lp 16357 326 24X Fiche 50-366,02/11/30,8212090121 


021 2090329 Forwards updated LEft 81-0B4/03X-1 

NIX.H C Oeorgia Power Co 02/11/30 O'REILLY.J P Region 2. 
Dffite of Director lp J6365 079 24X Fiche 50-3*6,02/11/30, 
8212090329 


— R212090335 Updated LER BI-084/03X-1 on B10903.M005 HPCI steam line 
delta P switch found to actuate at 504 5 inches water 
Caused by setpoint drift Barton Model 2QBA switch recalibr, 
tested 8t returned to svc 

TlPPS, B 0 Georgia Power Co 82/11/30 Region 2, Office of 
Director lp 16365 OBO 24X Fiche 50-366, 82/1 1/30, 0212070329 


□212090389 Forwards LER 02-124/O3L-O 

NIX.H C Georgia Power Co 82/11/30 O'REILLY.J P Region 2, 
Office of Director lp 16364 249 24X Fiche 50-3*6,02/11/30, 
□21209038? 


— 82J2090399 L£ft 82-124/03L-0 on 021 1 02, dyrin g administrative review, 
temporary changes made to arm callbr procedure not reviewed 
i signed within required 14 days Caused by personnel error 
On? dept assigned responsibility for tracking changes 
TlPPS, S 0 Georgia Power Co 02/11/30 Region 2, Office of 
Director Ip 163*4 250 24X Fiche 90-366,82/11/30.0212090389 


8?i 2090437 Forwards updated LER BO-lOO/OtX-l 

NIXrH C Georgia Power Co 82/11/30 O'REILLY.J P Region 2, 
Office of Director lp 163*4 176 24X Fiche SO-366, 02/1 1/30, 
B2 12090437 


— '0212090446 Updated LER B0-100/01X-1 on 800702, during testing, swi tchea 
N&02A - D b NOtlA - D actuated above Tech Specs limit oF 
p 1 us/ffti nua 3 p *ig Caused by setpoint drift Switches 
reca libr, te sted b returned to svc 

TlPPS, S 0 Georgia Pduer Co 02/11/30 Region 2, Office of 
Director 2pp 163*4 177 24X Fiche 50-366,82/11/30.8212090437 


82121002*4 Forwards updated LER 0O-141/O3X-1 

NIX.H C Georgia Power Co 02/11/30 O'REILLY.J P, Region 2. 
Office of Director lp 1*377 050 24X Fiche 50-3*6.82/11/30, 
3212100264 


—8212100279 Updated LER 80-141/03X-1 on 801014, while fliaking power 
changes from 2,160 to 1,980 MWt,N004 H’CI steam line dp 
switch found to actuate at 190 inches water Caused by 
setpoint drift Switch recalibr 

TlPPS. 8 8 Georgia Power Co 82/11/30 Region 2, Office qf 
Director lp i*377 051 24X Fiche 50-366,02/11/30,02121002*4 
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9£>l2l0028fi Forwards updated LER 00-103/01 X-l 

NIX.H C Georgia Power Co 02/11/30 O'REILLY.J P Region 2* 
Office q r Director lp 16377 146 24X Fiche 50-366*92/11/30* 
0212100062 


— 8212100286 Updated LER BO-103/01X-1 on 00070?, at 97‘/. power, high drywell 
pressure switches NOiOA — D actuated at 2 2l,2 34*2 27 << 

2 47 p s 1 g * respectively! above Tech Spec 1 1 m i b of plus/minus 
2 psig Caused by setpoint drift Quitches recalibr Si tested 
TIPPS.S B Georgia Power Co 02/11/30 Region 2, Office of 

Director 2pp 16377 147 24XFichB 50-366,02/11/30*9213100262 


S^ 1 1210031 1 Forwards updated LER 81-121/G3X-1 

NIK-H C Georgia Power Co 83/11/30 O'REILLY, J P Region 2. 
Office of Director lp 16376 27? 24X Fiche 50-366,02/11/30* 
021210031 1 


— 0212100314 Updated LER 01-121/O3X-1 on 011207, at 2,402 MWt,NQ04 HPCI 
steam hne dp switch actuated at 207 3 inches below Tech 
Spec limit of plus/minus 300/ rated flow Caused by setpoint 
drift Switch r eca 1 i br , t es ted t> returned to svc 

TIPPS.S B Georgia Power Co 92/11/30 Region 2* Office of 

Director lp 16376200 24X F i c h e 30-366, 02/ 1 1 /30, 0212 l 00311 


02| 21 4042 i Forwards updated LER 80-076/03X-1 

NIX.H C Georgia Power Co 82/11/30 O'REILLY, J P Region 2, 
Office of Director lp 16404 197 24X Fiche 50-366,02/11/30* 
0212140421 


--82121 40429 Updated LER 0O-O76/O3X-1 on 800429*61 of 137 control rod 
driveline hydraulic control unit pressure switches Found to 
have setpoints greater than Tech Spec limit Caused by 
instrument drift Switches recalibr «< returned to svc 
TIFFS, S B Georgia Power Co 82/11/30 Region 2, Office of 
Director lp 16404 190 24X Fiche 50-366,02/11/30,02121 40421 


OP 12140433 Forwards updated LER 79-124/03X-1 

NIX.H C Georgia Power Co 02/11/30 O'REILLY, J P Region 2* 
Office of Director Ip 16404 361 24X Fiche 50-366,02/11/30, 
02I2I4O433 


- -82121 40436 Updated LER 79-124/03X-1 on 791 1 20, vacuum breaker E failed 
to open per Tech Specs Caused by stuck valve operator Valve 
operator freed A repaired Tor us/dry well vacuum breaker E 
sa 1 1 s f ac tor 1 1 y tested & returned to svc 

T IPPS, S 0 Georgia Power Co 82/11/30 Region 2, Office of 

Director lp 16404 362 24X Fiche 50-366,02/11/30,0219140433 


SP1209D190 Forwards updated LER 82-112/01X-2 

NIX, H C Georgia Power Co 02/12/02 O'REILLY* JP Region 2. 
Office of Director Ip 16361 295 24X Fiche 30-366,82/12/02, 
02 120901 90 


—9212090193 Updated LER 82-112/01X-2 from 021009-1118 inadequacies 
discovered in test procedures for automatic initiation logic 
of listed plant sys Caused by failure to test relay Sc/or 
continuity of one or more sets of contacts 

SUMNER, H L Georgia Power Co 02/12/02 Region 2* Office of 

Director 2pp 16361 296 24X Fiche 50-366*02/12/02,0212090190 


G2J 2170153 Forwards LER 82-126/03L-0 

N I X* H C Georgia Power Co 82/12/03 O'REILLY* JP Region 2* 
Office or Director lp 16450 298 24X Fiche 50-366*82/12/03, 
0212170155 


'■-8212170165 LER B2-126/03L-0 o n 02 1 1 05, p os t-acc i d ent high drywell 
pressure alarm failed to actuate during quarterly 
surveillance test Caused by erroneous wiring of drywell *< 
torus pressure recorder Hiring error corrected 

TIFF5*S 0 Georgia Power Co 02/12/03 Region 2, Office of 

Director lp 16450299 24X Fiche 50-366*02/12/03,0212170153 


3212140115 Forwards updated LER 81-tl6/03y-l 

N I X* H C Georgia Power Co 02/12/07 O'REILLY.J P Region 2* 
Office of Director lp 16403 243 24X Fiche 50-366,02/12/07, 
8212140115 


— B212140123 Updated LER B1-U6/03X-1 on 811125, N004 HPCI steam lino 
differential pressure switch actuated above Tech Spec limits 
during performance of steam line instrument FT & C 
procedures Caused by setpoint drift Switch recalibr 
TIFPSiS B Georgia Power Cq 82/12/07 Region 2* Office of 

Director Ip 16400 246 24X Fiche 50-366,82/18/07,6212140115 


821 22 10446 Forwards LER 82-127/03L-0 

NIX.H C Georgia Power Co 82/12/07 Q'REILLY,J P Region 2, 
Office of Director lp 16489 194 24X Fiche 50-366,02/12/07, 
8212210446 


— 8212210452 LER 82-1 27/03L-0 on 021 1 13* during hydrogen t< oxygen analyzer 
FT L C procedure^ drywell analyier found inoperable Caused 
by component failure, due to loose connection Connection 
repaired 6 component returned to svc 

TIPP8, S B Georgia Power Co 82/12/07 Region 2* Office of 
Director lp 16489 195 24X Fiche 50-366*82/12/07*8212210446 


0212150090 PND- 1 1-02-134 on 021200. bomb threat received while in final 
preparation for full scale emergency drill Security 
determined call came from security guard posted at entry 
gate to owner controlled area Guard fired & arrested 
TILLMAN, A , MCGUIRE, 0 R Region 2, Office of Director 82/12/09 
2pp 16430 109 24X fiche 50-321*02/12/09,0212150090 


0212280159 Forwards LER 82-122/03L-0 

NIX.H C Georgia Power Co 02/12/16 O'REILLY.J P Region 2, 
Office of Director Ip 16556 133 24X Fiche 50-366,82/12/16, 
B2122801 59 


— 0212200161 LER 82- 122/03L-0 on 02 i 123, d ur i n g Mode 1 at 2*417 MWt* fire 
detector surveillance saf ety-re lated areas procedure not 
completed by latest possible date (021123) Caused by 
personnel oversight Personnel counselled 

T1PPS, S 0 Georgia Power Co 82/12/16 Region 2, Office of 
Director lp 16556 134 24X Fiche 50-366,02/12/16,0212280159 


8212300050 Forwards updated LER 02-O43/O3X-1 

NIX.H C Georgia Power Co B2/12/16 O'REILLY, J P Region 2, 
Office of Director Ip 16590 206 24X Fiche 50-366,82/12/16* 
8212300058 


— 8212300063 Updated LER B2-043/03X-1 on 820428, w/pl«*nt in refueling 
outage* delta pressure switch N004 actuated above Tech Spec 
limit Caused by setpoint drift Switch recalibT 
TIPPS.S 0 Georgia Power Co 02/12/16 Region 2, Office of 
Director lp 16598 207 24X Fiche 30-366* 02/ 12/ 16, 021 230003B 


02 J 2300284 Forwards updated LER 81-1Q2/03X-1 

NIX, H C Georgia Power Co 82/12/16 O'REILLY.J P Region 2. 
Office of Director Ip 16994 075 24X Fiche 50-366,82/12/16, 
0212300204 


— -0212300290 Updated LER Q1-102/03X-1 on 811026.P00U) primary containment 
hydrogen peroxide analyier declared inoperable due to 
erratic operation Caused by worn pump head valve body Pump 
repaired h analyier returned to svc 

TIPPS.S B Georgia Power Co 02/12/16 Region 2, Office of 
Director ip 16594 076 24X Fiche 50-366, 82/12/16, 0212300204 


0212300205 Forwards updated LER 0O-1O9/O3X-1 

N1X,H C Georgia Power Co 02/12/16 O'REILLY.J P Region 2, 
Office of Director lp 16593 117 24X Fiche 30-366,82/12/16* 
82123002B5 


— B212300292 Updated LER B0-109/03X-1 on 800009, d ur i ng HPCI valve 
operability procedure, HPCI suppression chamber auction valve 
failed when cycled to check battery ground Caused by motor 
winding failure due to humid temp Valve motor repaired 
TIPPS.S B Georgia Power Co B2/12/16 Region 2, Office of 
Director lp 16395 1 10 24X Fiche 50-366, 02/ 12/16* B212300285 


8212300295 Forwards updated LER B1-115/03X-1 

NIX.H C Georgia Power Co 02/12/16 O'REILLY.J P Region 2* 
Office of Director lp 16594 290 24X Fiche 50-366*82/12/16, 
0212300295 


— 0212300296 Updated LER 01-115/O3X-1 nn 621 1 23, dur i ng performance of 
HPCI turbine exhaust diaphrogm pressure instrument FTfcC 
procedure, p ressure switch N012A actuated above Tech Spec 
limit Caused by setpoint drift Switch cal ibr 

T rpps, S 0 Georgia Power Co 02/12/16 Region 2, Office of 
Director lp 16394 291 24X Fiche 50-366,82/12/16,0212300295 


0212300323 Forwards updated LER S0-124/03X-1 

NIX, H C Georgia Power Co 02/12/16 O'REILLY.J P Region 2, 
Office of Director, lp 16574 082 24X Fiche 50-366,82/12/16, 
8212300323 


—0212300325 Updated LER BQ-124/03X-1 on 000013 & 27, during surveillance 
of torus/dr ywe 1 1 vacuum breakers, J & I breakers failed to 
give proper light Indication Caused by air control valves 
being out of adjustment Valves adjusted & breakers tested 
TIPPSiS 0 Georgia Power Co 02/12/16 Reg ton 2, Office of 
Director Ip 16594 003 24X Fiche 50-366*62/12/16,0212300323 


0212300340 Forwards updated LER B0-1O1/03X-1 

NIX.H C Georgia Power Co 02/12/16 O'REILLY.J P Region 2, 
Office of Director lp 16594 223, 24X Fiche 50-366* 02/12/ i 6, 
8212300340 
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--62 [ 2300345 Update LER 80-10I/03X-1 on 800711, HPCI sys failed to manual 
start due to failure of F006 HPCI injection valve Caused by 
motor winding failure due to design problem Motor replaced 
Valve tested It returned to ivc 

TIPPS-S B Georgia Power Co 80/12/16 Region 2, Office of 
Director Ip 16594 224 24X Fiche 30-366,62/12/16,8212300340 


0212300344 Forwards updated LER 0G-I29/O3/-1 

NIX, H C Georgia Power Co 62/12/16 O'REILLY, jP Region 2, 
Office of Director Ip 16594 227 24X Flche 30-366, 62/12/ 16, 

0212330344 


- -02 1 2300346 Updated LER 80- 129/03X-1 on 6009 IB, toru*/dry we 1 1 vacuum 
breaker G failed to open upon actuation of test switch 
Caused by air control valve out of adjustment Valve adjusted 
l breaker satisfactorily tested 6 returned to svc on 600929 
TiPPS,S H Georgia Pouot Co 82/12/16 Region 2, Office of 

Director Ip 16594 22B 24X flche 50-366.82/12/16,8212300344 


9212500090 Forwards LER B2-120/Q3L-O 

NlX.H C Georgia Power Co G2/12/21 0 'REILLY, J P Region 2, 
Office of Director Ip 16598 129 24X Firhe 30-366,02/12/21, 
0212300090 


— 8212060082 Forwards public version of Revision 4 to Emergent!! Plan 
Procedure 1903 30, "Plant Evacuation Receipt form end 

, Z.r «• L.«ht Co 02/ 11/12 NRC - No Dotail.d 
oL.n lp 14347 ,04 24X Flch. 50-313,02/13/01, 

6212060074 


— 8212080005 Public version of Revision 4 to 
1903 30, "Plant Evacuation " 
a Arkansas Power A Light Co 82/11/il 
Flche 50 - 313 , 82/12/01, B212030074 


Emergency Plan Procedure 
3pp 16367 187 34 X 


B2120903U Forwards emergency operation* f * e 1 Ai < 1 * ul "' T ' ar ^ 
per 0 Vissing 821203 reguest U Generic Ltr 82-10 Const Of 
permanent backup EOF completed flTni , , 

MARSHALL, J R Arkansas Power it Light Co 82/12/06 0TOLZ, >J 

□Derating Reactors Branch 4 CLARK, R A Operating Reactors 

3 Sip 16365 127 24X Flche 50-313,82/12/06,8212090311 


info. 


F 

□ranch 


8212150272 Releases public version of ack of receipt of licensee ltr 
transmitting amend to emergency plan 

FELTON, J M Division of Rule# and Records 82/12/00 Document 

Management Branch lp 16446 276 24X Flche 50-313,02/12/09, 

8212150272 


— 0212300102 LER B2-12B/03L-0 on 821 123, d yr i n g power ascens ion, core max 
fraction of limiting power density found greater than Tech 
Spec limit Caused by control rod movement in low isnon 
eoncentrat l on producing higher power Monitor adjusted 
SUMNER, HL Georgia Power Ca 02/12/21 Region 2, Office of 

Director 2pp 16398 130 24X Fi c h e 50-366, 82/12/21, 8212300090 


— 8212150200 Submit# public version of act of receipt of licensee B20B27 
ltr transmitting Amend 3 to emergency plan Info re 
compliance u/r equipment* of 10CFR50 54it) re annual review 
It audits of emergency plan requested ^ „ , 

SEIDLEiW C Division of Resident, Reactor Project it Engineering 
Program# 02/11/24 CAVANAUGH, W Arkansas Power it Light Co 
2 pp 16446 278 24X Fi c he 50-31 3, 82/12/08, 021 21 50272 


DOCKET 50-367 BA ILLY GENERATING STATION 


A App 1 icat 1 on/ c onstruc 1 1 a n stage documents L correspondence 


S?'l 1230066 Generic Ltr 02-27 to all BUR licensees of operating reactors 
except LACBWft, Big Rock Po int, Dr esden 1, Humboldt Bay. 
applicants for OL 6 holders, of CP re transmittal of 
NlfREQ-0763 it HUREG-0703 Svc list end W/o stated end 
E ISEUHUT, D 0 Division of Licensing B2/11/15 General Public 

Utilities ~ GPU Service Corp 22pp 163B7 004 24X 

F i c he 50-000. 82/11/1 5, 821 1 230066 


8P| 21 60729 Forwards evaluation of util final rept re site restoration, 
per ABLE B20306 order lit* 1 has restored site per approved 
restoration p Jan 

SChWENCER, A Licensing Branch 2 B2/12/13 SHORB, E M Northern 

Indiana Public Service CO 9pp 16466 00B 24X 

Flche 50-367,02/12/13-8212160729 


G Inspection reports, IE Bulletins L correspondence 


8212100195 Forwards IE Insp Rept 50-367/02-02 on 821116 No 
noncompj i*nce noted 

KNtJP, R C Division of Project & Resident Programs 02/11/24 
SHORB, E M Northern Indiana Public Service Co 2 pp 16376 200 
24X Fiche 50-367,02/11/24.8212100193 


—0212100200 IE Insp Rept 50-3A7/B2-02 on 021116 No none omp 1 ian c e 
noted Major areas inspected site restoration activities 
F£LKE, P R , KQNKLINiJ E Division of Project & Resident Programs 
02/11/24 2 pp 16376 202 24X Fiche 30-367,82/11/24,0212100195 


DOCKET 50-360 ARKANSAS NUCLEAR ONE. UNIT 2 


F 5ecunty, medical, emergency U fire protection plans 


B212070425 Respond* to FOIA request for document* re 82080? notice of 
violation & order imposing civil penalty Forwards App A 
documents App 0 documents completely withheld & Documents 
C1-C4 partially withheld (ref FOIA Exemption* 3, 3 L 71 
FELTON, J M Division of Rules and Records 82/11/05 MGOARRY, J M 
Dab * vois * i, Liberman 5pp 16335 003 24X Fiche 50-000, 02/ 11/05, 

8212070425 


— B212070473 Cone ludes that all Region 4 licensees in compliance w/020201 
deadline for implementation of prompt notification syi 
COLLINS, J T Region 4, Office of Director 82/02/01 CRIMES, B K 
Division of Emergency Preparedness 2 pp 16353 104 24X 

Fit he 50-000.82/11/05,8212070425 


8212000074 Releases public version of revised emergency plan 
p rocedure 

FELTON, JM Division of Rules and Records B2/12/0I Document 
Management Branch ip I63&7 185 24X Fiche 50-313,02/12/01, 

021 2000074 


— 82121 50280 Forwards public version of transmittal of Amend 9 t-n 
emergency p lan, i nc orpor at i ng both 8 tat« of AR & in-house 

MARSHALL, J R Arkansas Power k Light Co 02/08/27 COLL T NS, J 
Office of Nuclear Regulatory Research, Director DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16446 2B0 
24X Fiche 50 - 313 , 02 / 12 / 08 , B2l2t50272 


0212160942 Forwards draft safety evaluations of util requests for 
e i emp t i on* from fire protection of safe shutdown capability 
& of safe shutdown capability in event of fire Proposed mod# 
will be reviewed in I9B3 Confirmation of 921111 ltr needed 
CLARK, R A Operating Reactors Branch 3 8 TOLZ. J F Operating 
Reactors Branch 4 82/12/08 CAVANAUGH, W Arkansas Power * Light 

Co 57pp 16447 125 24X Fiche 30-313,82/12/00,0212160542 


0212200224 Discusses util 820701 response documenting results of review 
of fire tones for compliance u/I0CFR50 40 it App R Alternate 
shutdown capability would be provided by cross-feed between 
Units 1 L 2 Special entry for 0 valves will not be made, 

MARSHALL, J R Arkansas Power k Light Co 02/12/10 EISENHUT, D O 
Division of Licensing lp 16562 176 24X Fiche 50-313, 82/ 13/10# 

82122B0224 


8212230152 Releases public version of revised nuclear contingency plan 
procedure 

FELTON, JH Division of Rules and Record* 02/12/13, Document 
Management Branch Ip 16543 279 24 X FI c h * 50-313, 02/ 12/i &, 

8212230152 


— 8212230165 Forwards public version of Revision 1 to Nuclear Contingency 
Plan Procedure 9, "Emergency Response Support 11 

MARSHALL, J R Arkansas Power k Light Co 02/12/10 COLLINS, J T, 
Region 4, Office of Director EISENHUT, D G Division of 
Licensing lp 16543 280 24X Fiche 50-313,82/12/15,0212230103 


— 8212230 J 72 Public version of Revision 1 to Nuclear Contingency Plan 
Procedure 9, "Emergency Response Support " 

* Arkansas Power U Light Co 02/11/15 86 pp 16543.282 24X 

Fiche 50-313, 02/12/15, 8212230152 


P Operating license stage documents it correspondence 


8212030169 Forwards info r* NUREG -0737. Item II B. 3, “Post-Accident 
Sampling 8 ys, in response to NRC B20701 request Grab sample 
sys utiliied as backup to online sampling sya 

MARSHALL, J, R Arkansas Power it Light Co 82/11/24 CLARK, R A. 
Operating Reactors Branch 3 8T0LZ,J F Operating Reactor* Branch 
4 I2pp 16306 254 24X FI ch e 50-313, 02/ 1 1 /24, 021 20301 69 


8212060262 Request* extension until 830228 to respond to NRC 020921 
request for Tech Spec revision re snubber surveillance. 

Extension needed to review implication# of AN9I/A8ME 
DM4-1902 

MARSHALLS R Arkansas Power it Light Co. 02/11/26 8T0LZ, J F 
Operating Reactors Branch 4 CLARK, R A. Operating Reactor* Branch 
3 2 pp 16312 272 24X Fiche 50-313,82/11/26,8212060262. 
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62 1 2060333 Request* extension to 030220 for submittal of App I 
revisions 

MARSHALL, J R Arkansas Power b Light Co 82/11/30 STOLZ, J F 
Operating Reactors Branch A CLARK, R A Operating Reactors Branch 
3 Spp 16312 190 24X Fiche 30-313,62/11/30,8212060333 


8212070294 Forwards summary of analysis of presiumer safety & relief 
valve discharge piping, as required by NUREQ-0737, 1 1 em 
II 0 1 Piping stresses b support loads do not meet code, 
however , pip ing & valves will remain operable 

MARSHALL, J R Arkansas Power b Light Co 02/11/30 STOLZ, J F 
Operating Reactors Branch 4 CLARK , R A Operating Reactors Branch 
3 4pp 16343 195 24X Fiche 50-31 3, 62/ 1 1 /30, B21 2070284 


0212210013 Forwards SER on NURE0-0737, Item II A 2 1, "Upgraded Reactor 
Operator b Senior Reactor Operator Training" b Item II a 4, 

"Training for Mitigating Care Damage " Items resolved 
STOLZ, J F Operating Reactors Branch 4 CLARK, R A Operating 
Reactors Branch 3 02/12/01 CAVANAUGH, W Arkansas Power b Light 

Co 9pp 16543 221 24X Fiche 50-313,02/12/01,0212210013 


6208190263 Generic Ltr 02-32 to all PWR licensees re potential steam 
g enerafcor-related generic requirements Forwards Science 
Applications, Inc draft repfc re subj requirements Comments 
requested within 30 days of ltr Svc list end 

EISENHUT, D 0 Division of Licensing 62/12/09 Consolidated 

Edison Co of New York, Inc 29pp 16629 247 24X 

F ich« 50-000, 02/ 1 2/09, 6200190263 


0212170213 Forwards proprietary b nonproprietary slides, "Fuel Shoulder 
Qap Mod," used at 821006 meeting re fuel shoulder gap 
problem Affidavit from C-E end Slides withheld 
(ref 1 GCFR2 790) 

MARSHALL, J R Arkansas Power 6 Light Co 62/12/10 CLARK, R A 
Operating Reactors Branch 3 Spp 16456 020 24X 

Fiche 50-368,02/12/10,9212170215 


S3 1 22 10039 Forwards response to 821119 request for info b clarification 
of 13 remaining open items re inservice test program 
MARSHALL, J R Arkansas Power & Light Co 02/12/10 CLARK, R A 
Operating Reactors Branch 3 4pp 16490 220 24X 

Fiche 50-360,02/12/10,8212210039 


0212270421 Forwards order for mod of 1 1 c e rises, r equ ir 1 ng installation 
of inadequate core cooling instrumentation sys conforming w/ 
NUREQ-0737, Item II T 2 

EISENHUT, D G Division of Licensing 02/12/10 CAVANAUGH, W 
Arkansas Power b Light Co 2pp 16572,330 24X 

Fit he 50-313,82/12/10,0212270421 


— B21227G427 Order for mod of licenses requiring installation of 
inadequate core cooling instrmenta t ion sy* conforming ui/ 
NVREG-0737, Item II F 2 Checklist for review of *y» end 
EISENHUT, D, 0 Division of Licensing 02/12/10 Arkansas Power 
t Light Co llpp 16572 332 24X Fiche 50-313,02/12/10, 

6212270421 


B2I2290022 Responds to 021130 itr requesting extension of response 
date re App I submittal to B3O220 Delay acceptable 
CLARK, R A Operating Reactors Branch 3 BTDLZ, J F Operating 
Reactors Branch 4 02/12/14 CAVANAUGH, W Arkansas Power b Light 

Co 2pp 16607.101 24X Fiche 50-313,02/12/14,0212290022 


6212200459 Informs of procurement of seismic instrumentation to augment 
tc replace triaxlal time-history accel erographa Changes to 
Tsch Specs re new equipment will be submitted & will obviate 
Tequest for deletion of monthly channel check requirement 
MARSHALL, JR Arkansas Power b Light Co 02/12/20 CLARK, R A 
Operating Reacton Branch 3 2pp 16556 009 24X 

Fiche 50-360,02/12/20,8212280459 


G Inspection reports, IE Bulletins b correspondence 


0206190240 IE Bulletin 82-03, Revi si on 1, "Stress Cracking in Thick- 
Mall, Large-Di ameter, Stain 1 ess Steel, Rec ircu lation Sy » Piping 
a>t BUR Plants, N Svc list end. 

DEYOUNO, R C Director's Office, Office op Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York, Inc 

1 1 2pp. 16462 163. 24X Fi che. 50-000, 02/10/20, 8200190240 


6208190245 IE Info Notice 02-42, "Defect* Observed in Panasonic Model 
801 b Model 002 Thermoluminescent Dosimeters " Svc list 
encl. 

CQBB*L. 1, Division of Fuel Facilities* Materials & Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc 1 10 p p 
14372. 142, 24X Ft eh er 30-000, 02/ 1 1/05, B208 1 90245 


6212210245 Forwards IE Imp Repts 50-313/02-21 b 50-360/82-10 on 
820002-06 No noncomp Hence noted, 

BEIDLE, W C Division of Resident, Reactor Project b Engineering 
Programs 82/11/05 CAVANAUGH, W Arkansas Power 1* Light Co 2pp 
16403:317 24X Fiche 50-313,02/11/05,8212210245 


—8212210250 IE Insp Repts 50-313/82-21 4 50-360/82-10 on 020002-06 No 
raricompl lan ce noted Major areas inspected licensee action 
on previous incp f i nd in g s, pr o c edu r a s review qualification b 
exposure control 

BAER.R . MI LBORN, L , HOLLEY, Ini Division of Resident, Reactor 
Project b Engineering Programs 02/10/20 29pp 16403 319 24X 

Fiche 50-31 3# 02/1 1/05. 8212210245 


6212140401 Forwards addl info re IE Bulletin 82-02, c 1 ar l f y i ng 020929 
commitments Results of mat! review to determine number of 
leaks on bolted closures listed 

MARSHALL, JR Arkansas Power b Light Co 82/11/00 COLLINS, J T 
Region 4, Office of Director 5pp 16403 355 24X 

Fichu 50-313, 02/11/03, 8212140401 


6212140334 Responds to IE Bulletin 02-0 1 ► Revi s 1 on l,3uppl 1, 
"Alterations of Radiographs of Welds in Piping 
Subassemblies " Listing af specific wields b action taken 
end Actions indicate resolution of discrepancies 

MARSHALL, J R Arkansas Pow*t b Light Co 92/11/11 COLLINS, J T 
Region 4, Office of Director 4pp 16401 204 24X 

Fiche 50-360, 82/B 1/11- 8212140334 


8212030184 Forward* IE Insp Rept 30-360/02-32 on 021025-29 No 
noncompliance noted 

SE r DLE, w C Division of Resident, Reactor Project b Engineering 

Programs 02/11/12 CAVANAUGH, W Arkansas Power t Light Co 2pp 
16303 214 24 X Fiche 50-360,02/11/124 0212030104 


— 821 2030193 IE Insp Rept 50-360/02-32 on 021025-29 No none omp 1 i anc e 
noted Major areas inspected pipe hangers following licensee 
rept of numerous svc wa t«T sy* deficiencies 

TOMLINSON, D P Region 4, Office of Director CUMMINS, J E , 
JOHNSON, W D Division of Resident, Reactor Project h Engineering 
Programs 02/11/05 4pp 16303 216 24X Fiche 50-360,02/11/12, 

6212030104 


8208190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list enc 1 

JORDAN, E L Division of Engineering b Quality Assurance B2/II/1B 
Consolidated Edison Co of New York, Inc iOVpp 164H 199 24X 

Fiche 50-000.82/11/10,8208190251 


0209190256 IE Info Notice 82-46, "Defective b Obsolete Combination 
Padlocks " Svc list enc 1 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New /or k, Inc 

127pp 16411 065 24 X Fiche 50-000, 02/11/26,9208190256 


6209190257 IE Info Notice 02-47, "Tran s porta t l on of Type A Quantities 
of Non-Fissile Radioactive Matl ° Svc list end 

CQ08rL I Division of Fuel Facilities, Materials b Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 336p p 

16307 020 24X Fiche 50-000,82/11/30,0200190237 


Q20B190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 62/12/03 Consolidated Edison Co of New York, Inc 

1 13pj> 16411 317 24 X Fiche 30-000,82/12/03,020819025? 


0200190261 IE Info Notice 02-40, "Failure* of Agaetat CR 0095 Relay 
Socket* " Svc lilt end 

JORDAN, E L Division of Engineering b Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24x 

fiche 50-0004 02/12/03,8208190261 


0200190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air b Gat Monitoring M Svc Hit encl 

DEYOUNG, R C Director'* Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

1 27j> p 16620 191 24X Fiche 50-000, 82/12/ 16, 0200190267 


0208190266 IE Info Notice 62-50, "Mod of Solid State AC UndervoltagB 
Relays Type ITE-27 '* Svc list encl 

JORDAN, EL Division of Engineering L Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc 106pp 16620 293 24X 

Fiche* 30-000, 62/12/20, 8206190268 


0212590192 Ac k receipt of 621105 ltr informing NRC of step* taken to 
correct deviation noted its IE Insp Repts 50-313/02-1? b 
50-368/02-16 

SEIDLE, W C Division of Resident, Reactor Project b Engineering 
Program* 02/12/23, CAVANAUGH, W Arkansas Power b Light Co Ip 
16578 132 24X Fiche 50-313, 82/ 12/23, 9512290192 


— 6512290198 Responds to NRG 621007 ltr re deviation noted In I E Insp 
Repts 50-313/92-19 & 50-368/82-16 Corrective actions environ 
qualification info submitted in 02072? b 0013 Ut» 

Commitment tracking *yg implemented 

MARSHALL, J R , Arkansas Power b Light Co 02/11/03 BEIDLE, W C 
Division of Resident, Reactor Project 8, Engineering Program* 2pp 
16579 133 24X Fiche 50-313,02/15/23.6212290192 
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n Period i c operating report* & related correspondent* 


8212290160 Forward* suppl to "Annual Environ Monitoring- R*pt> 1981 " 
MARSHALL/ J ft Arkansas Power 6 Light Co 02/11/12 COLLINS. J T 
Region 4> Office of Director Ip 169-82 101 24X 

Fiche 50-313. 02/1 1/12/ 8312290168 


— 0212290171 Supp 1 to "Annual Environ Monitoring Rept. 1931 " 

* Arkansas Power & Light Co 82/11/12 J Spp 16582 102 24X 

Fiche 30-313/ 83/1 1/12, B2 12290 160 


6212290234 Forwards monthly operating rept for Oct 1902 

MARSHALL, J R Arkansas Power J< Light Co 02/11/15 HALLER, N M 
Management Information Branch lp 16502 173 24X 

Fiche 50-360/ 02/1 1/1 S. 0212290234 


— 3212290236 Monthly operating rept for Oct 1902 

BRAMLETT.L 3 Arkansas Power & Light Co 02/ 11/15 6pp 

16502 174 24X Fiche 50-360,02/11/13,0212290234 


S Reportable occurrences* LERs 6 related correspondence 


0? 12030066 Forward* LER 82- 033/03 L-0 

MARSHALL, J R Arkansas Power fc Light Co 02/11/10 SEIDLE, W C 
Division of Resident/ Reactor Project 6 Engineering Programs Ip 
16307 137 2 4* Fiche 3O-S60, 02 / U/IS , 021 2030066 


— 9212030075 LER 82-033/03L-0- on 021010, while i rt Made 6/ safety injection 
check valve 2SI-13C stuck in open position when stroked by 
hand Caused by protruding valve disc stud Portion of 
protruding disc stud filed off 

R0QQER8, P Arkansas Power Jr Light Co 02/1J/10 Region 4* 

Office of Director 2pp 16307 150 24X Fiche 50-360,02/11/10, 

0212030066 


B21210O254 PN0-IV-B2-O44 on 021203, normal phone communication lost due 
to local flooding caused by heavy rains C, severe weather 
Backup radio communications feasible from elevated ground 
northwest of Little Rock Adrfl heavy rain possible 

SEIDLEi W C j QAGLIARDO, J E Region 4, Office of Director 02/12/03 
2pp 16376 £27 24X Fiche 50-313. 02/12/03, 0212100254 


82 12210027 Forward* LER 82- 030/03 L"0 

MARSHALL/ J R Arkansas Power & Light Co 82/12/06 SEIDLE. « C 
Division of Resident, Reactor Project U Engineering Programs lp 
16403 361 24X Fiche 50-360,02/12/06/0212210027 


— 8212210020 LER 02-O38/O3L-O on 821 ! I I , emerg enc y feedwater control valve 
2C'/ - 1076-2 fo-und not wired per i nsta 1 lati on drawing* Caused 
by installation oversight Circuitry far valve operator* 
corrected to conform to electrical schematic 

R00ER0,R Arkansas Power fc Light Co. 02/12/07 Region 4. 

Office of Director Ip 16485 362 24X Fiche 50-368,02/12/06, 

6212210037 


8212210117 Forwards LER 82-034/03L-0 

MARSHALL, J ft Arkansas Power 6 Light Co 02/12/07 8EIDLE, W C 
Division of Resident, Reactor Project & Engineering Programs Ip 
16485 125 24X Fiche 50-368/02/12/07,0212210117 


--02I221QJ2O LER B2-034/03L-0 on 021 1-07, impro per level indication 
observed on C safety injection tank Caused by water in 
safety injection tank saturated w/n itrogen, causing gas 
bubbles to develop in transmitter ref legs Legs vented 
KOEGQENGERO, 0 Arkansas Power 6 Light Co 02/12/07. Region 4, 
Office gf Director 2p p 16403 126 24 X Fiche 50-360,02/12/07/ 

0212210117. 


02 J 2210193 Forwards LER 82-037/03L-0 

MARSHALL, J R Arkansas Power 4 Light Co 02/12/07 SEIDLE, W C 
Civilian of Resident, Reactor Project 6 Engineering Programs Ip, 
16404 354 24X FUh* 30-368, 82/12/07, 02122 JO 193 


— — 0212210190 LER 02— 037/Q3L—0 on 821 1 10. during low power testing in 
Meda 2. breaker to operating charging pump 2P36A tripped 
Caused unknown Resistance checks of all motor leads fc 
windings revealed no abnormal i ti e* 

MOEOOENB ERG. D Arkansas Power & Light Co 02/12/07 Region 4, 
Office of Director lp. 16404 335 24X Fiche 50-368,02/12/07, 

821 2210193 


8P1 2210257 Forwards LER 82-036/03L-0 

MARSHALL, J R Arkansas Pow-rr 6 Light Co 02/12/07 SEIDLE, W C 
Division of Resident, Reactor Project «< Engineering Programs lp. 
16403.299 24X Fiche 50-368,02/12/07,0212210257. 


--821221 0260 LER 02—O36/O3L- 0 an 021 108, d ur l n g Mode 3, emergency feeduittr 
pump 2P-7A isolation valve 2CV-1062-2 failed to dose 
Caused by changes in operating charac ter i s t ic s due to 
contact not being wired 

MOEOCENDERO, D Arkansas Power & Light Cd 82/13/07 rteolon 4, 
Office of Director Ip 16403 300 24X Fiche 30-368,02/12/07 

8212210257 


8212280072 LER 02-Q42/O1T-O on 021210, power ascension tasting revealed 
that values of shape annealing matrix for all four CPC 
channels improperly loaded into CPCs Caused not stated 
Correct matrix loaded within 1 h 

LEVINE, J M Arkansas Power 6 Light Co 02/12/10 COLLINS. J 
Region 4, Office of Director 2pp 1636S 094 24X 

Fiche 50-368,82/12/10,0212200072 


0212210200 PNO-IV-02-O40 on 021211, unit tripped from 977. power due 
to dropped control element assembly (CEA1 Caused by failure 
of upper gripper coil for part length CEA 26 

JOHNSON, W D , CALLAN/L J Region 4, Office of Director 83/12/13 
ip 164£5 031 24X Fiche 50-360,62/12/13,9212210200 


B21327O109 Forwards LER 62-039/ 03L-0 

MARSHALL, J R Arkansas Power U Light Co 02/12/13 SEIDLE/HC 
Division of Resident, Reactor Project & Engineering Programs Ip 
1633? 299 24X Fiche 30-368,02/12/13,8212270109 


■0212270194 LER 82-Q39/03L-0 on 021 112, degraded fire barrier distal 6i 
to unsealed piping penetrations Caused by personnel error 
arising from insufficient Instruction on applicable design 
change documentation Penetrations sealed 

WADE, P 8 Arkansas Power & Light Co 82/12/13 Region 4, 

Office of Director 2pp 16339 300 24X Fiche 50-368,62/12/13, 

0212270109 


001229O2J2 Forwards LER 82-04 1/03L-0 

MARSHALL, J R Arkansas Power Jt Light Co 02/12/13 BEIDLC, W C 
Division of Resident, Reactor Project J, Engineering Programs Jp 
16379 196 24X Fiche 50-360,02/12/13,0212290212 


— B212290223 LER 82-Q41/03L-0 on 02U 24, i so 1 a t i an valve 2M9-0340 fall + f 
to close 6 steam leak discovered in emergency feedwater pump 
steam supply pressure transmitter 2PT-0340 Caused by 
stripped" threads due to overtorquing of tubing connector 
ROGERS, P Arkansas Power fc Light Co 82/12/13 Region 4, 
Office of Director 2pp 16378 197 24X Fiche 50-368, 02/13/13, 

0212290212 


0p| 2200 142 Forwards revised LER 02-O36/O3L-1 

MARSHALL, J ft Arkansas Power l» Light Co 02/12/15 SEIDLE, W C 
Division of Resident, Reactor Project L Engineering Programs Ep 
16963 1 06 2 4X Fiche 50-360,02/12/13,8212280142 


— 82J220O146 Revised LER 02-O36/O3L-1 on 021 1 OS, dur i ng Mode 3, emergmy 
feedwater pump 2P-7A isolation valve 2CV-1026-2 failed to 
close following surveillance testing Caused by change lr> 
operating characteristics due to miswired contact 
MOEQQENDEftG, o Arkansas Power & Light Co 62/12/07 Region 4, 
Office of Director 2pp 16563 107 24X Fiche 50-360, 02/ 12/ IS, 

0212200142 


0212300052 Forward* LER 02-O44/O3L-O 

MARSHALL, J R Arkansas Power J< Light Co 02/12/21 SEIDLE, \t i 
Division of Resident, Reactor Project $c Engineering Program* Ip 
16590 1 9 1 24X Fiche 50-368,02/12/21,0212300032 


— 821230005? LER 02-O44/O3L-O on 821206, C on tr o 1 power fuse op*r*d fln 
charging pump 2P-036-C during pump startup while charging 
pump A (Inoperable due to maintl Possibly caused by fust 
fatigue or dragging contactor Fuse/motor contact* replaced 
WADE, P 0 Arkansas Power 6 Light Co 02/12/21 Region 4, 

Office of Director Ip 16390 192 24X Fiche 30-360,02/12/21, 

8212300052 


0212300080 Forwards LER 02-042/01 T-0 

MARSHALL. J R. Arkansas Power U Light Co 02/12/21 SEIDLE. W C 
Division of Resident, Reactor Project 6 Engineering programs ip 
16599 029 24X Fiche 50-368,02/12/21,0212300 000 


— 0212300090 LER 82-042/01T-0 on 021210, *hape annealing ftatrii values f<> 
cor* protection calculators found improperly loaded Caused 
by personnel error due to inadequate labeling of matrix 
element* listed by SAM analysis cod* 

ROGERS, P. Arkansas Power & Light Co 02/JS/2I Region 4, 

Office of Director 2pp 16399 030 24 X Fiche 30-360,02/18/21- 

0212300003 


8212300057 Forwards LER 02-O45/O3L-O 

MARSHALL, JR, Arkansas power & Light Co 02/12/23 SEIDLE, W C 
Division of Resident, Reactor Project S< Engineering Programs lp 
16590 100 24X Fiche 50-368,82/12/23,0212300057 
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—8212300062 LER 02-O45/O3L-O on 021129. slow decrease in pressuriier 
prft**ure noted u/both proportion*! S< one backup heater 
bank* energiied Caused by three open fuses Fuses replaced 
MQEOSENOERG , D Arkansas Power St Light Co 02/12/23 Region 4, 
Office of Director lp 16590 109 24X Fiche 50-360,02/12/23. 

0212300037 


8212300102 PNQ“ IV-02-O52 administrative measures taken to preclude 
potential problem ui/single plant protection s y s, i nc 1 ud i ng 
caution-tagged cab inets, sh i f t supervisor briefing b operator 
review of San Qnofre incident 

JAUDQN, J P - CALLAN, L J Region 4. Office of Director 02/12/27 
lp 16597 329 24X Fiche 50-368,02/12/27,0212300182 


DOCKET 50-369 WILL I AH 8 MC QUIRE NUCLEAR STATION. UNIT 1 
F Security, medical, emergency & fire protection plane 


8212130069 Forwards info on emergency offsite facilities (EOF), per 
R Birkel 021203 request b Generic Ltr 01-10 Const of 
permanent primary b backup EOF completed 

TUCKER, H B Duke Power Co 02/12/03 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 16390 106 24X 

Fiche 50-000, 82/ 12/03. 82121 30069 


QD12090044 Reviews util B20419 b 0727 1 trs re security personnel 
requalification requirements Annual supervisor observation 
considered sufficient requalification test 

STdLZ,J F Operating Reactors Branch 4 02/12/07 TUCKER, H B 

Duke Power Co 2pp 16304 244 24X Fiche 50-000, 02/ 1 2/07, 

0212090044 


0212060244 Application to amend License NPF-9, rev i sing App A Tech Specs 
to reduce measurement uncertainty for total RC6 flow Tech 
Spec, justification & safety analysis withheld 
(ref IOCFR2 790) 

TUCKER, H B Duke Power Co 02/11/23 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADEN 8AM, E G Licensing Branch 

4 3pp 16312 159 24X Fiche 50-369,02/1 1/23,8212060244 


—0212060245 Requests withholding of proprietary mail re RCB total 
flowrate vs R1 4 R2 - f out loops in operation (STS>, per 
end Affidavit AW-76-60 

WIESEMANN, R A Westinghouse Electric Corp 02/11/17 DENTON, M R 
Office of Nuclear Reactor Regulation, Director ADEN3AM. £ 0 
Licensing Branch 4 0p p 16312 162 24X Fiche 50-369,02/11/23, 

S2 1 2060244 


0212010286 Submits list of outstanding items requiring responses by 
321217 to complete review of DL application 

ADENSAM, EG Licensing Branch 4 82/11/24 TUCKER, H B Duke Power 

Co. 2pp 16271 254 24X Fiche 50-369,82/11/24.6213010286 


0212070341 Forward* responses to NURE0-0737, I ten II & 3. “Po* t-Acc idont 
Sampling Sys " W/14 overside drawing* Aperture cards are 
aval lab le in PDR 

TUCKER, HI Duke Power Co 02/12/01 DENTON, JH R Office of 
Nuclear Reactor Regulation, Director 32pp 16340 252 24X 

Fiche 50-269, 02/ 12/01, 921207034 1 


--02 12070353 "Operating Procedure for Operation of Post-Accident Liquid 

Samp 1 e Sy* " 

DEAK.AM, MCCONNELL, T * Duke Power Co 02/05/17 10pp 
16340303 24X Fiche 30-269,02/12/01,0212070341 


0? 12230067 Releases public version of emergency plan implementing 
procedures 

FELTON. J M Division of Rules and Records 02/12/14 Document 
Management Dranch Ip 16345 246 24X Fiche 50-369,02/12/14, 

0212230067 


— 0212230076 Forwards public version of emergency plan implementing 
procedure*, including Procedure HP/0/B/1009/05 re first 
response evaluation of reactor coolant leak inside 
containment 

TUCKER, H B Duke Power Co 82/12/02 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENBAM, E 0 Licensing 
Branch 4 2pp 16545 247 24X Fiche 50-369,02/12/14,0212230067 


— 0212230003 Public version of emergency plan implementing procedures, 
including Procedure HP /O/D/ 1009/05 re first response 
evaluation of reactor coolant leak inside containment 
MCCREE.W D , LEONARD, J R Duke Power Co 02/11/23 04pp 
16545 249 24X Fiche 50-369,02/12/14,6212230067 


8212230093 Releases public version of revision to crisis mg t plan 6 
revision* to crisis mgt plan implementing procedures 
FELTON, J M Division of Rules and Records 02/12/15 Document 
Management Branch ip 16S42 026 24X Fiche 50-000,62/12/19, 

8212230093 


— B21223O1O0 Forwards public version of Revision 7 to crisis mg t plan b 
revisions to crisis mgt plan imp 1 enient Ing procedure* 

TVCKER, H B Duke Power Co 02/12/02 DCNTCJN, H R Office of 
Nuclear Reactor Regulation, Director 2pp 16542 027 24X 

Fiche 50-000,02/12/15,0212230093 


— 8212230124 Public version of Revision 7 to crisis mgt plan One oversije 
pamphlet encl Aperture card available in PDR 

VAUGHN, R E Duke Power Co 82/U/29 9pp 16542 029 24X 

Fiche 50-000,02/12/15,0212230093 


— 8212230134 Public version of revised crisis mgt plan implementing 
procedures, including Procedure* 5 3 2 re crisis news group 
Plan 653 11 re McGuire crisis phone directory 
VAUGHN, « E Duke Power Co 82/11/29 280pp 16542 03B 24 X 

Fiche 50-000,02/12/13,0212230093 


P Optrating license stage documents b corres pondenc# 


8212030002 Forward* “Reactor Containment Dldg Integrated Leak Rate 
T»*t>8uppl 2 " 

TUCKER, H B Duke Power Co 02/U/18 DENTON, H R Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E G Licensing Branch 
4 lp 16304 216 24X Fiche 50-369,02/11/10,8212030002 


— 8212030003 "Reactor Containment Bldg Integrated Leek Rate T»*t,9vppl 
2 " 

* Duke Power Co 02/11/18 5pp 16304,217, 24X 

Fiche 50-369, 02/1 1/16* 8212030002 


B21 2 140390 Forward* fee for Class III amend re request* for relief from 
hydrostatic tasting requirement* on feedwater sys to steam 
generators 6 safety injection *y* 

TUCKER, H B Duke Power Co B2/13/03 DENTON, H fl Office of 

Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Dranch 

4 2pp 16401 032 24X Fich* 50-369, B2/1 2/03, 8212140390 


8212140103 Generic Ltr 02-20 to all licensees of operating 
Weitinghou*e C-E PWR* (except Arkansas Nuclear One, Unit 2 
it San CJnofr* 2 St 3! re inadequate core cooling 
1 nstrumentat i on syi Svc list ancl 

E ISENHUT, D G Division of Licensing B2/12/1Q Yankee Atomic 

Electric Co 27pp 16490 033 24X Fiche 50-000,82/12/10, 

8212140103 


021 21 50 1 7B Notification of 821216 meeting ui/util in Oethesdo.MD to 
d 1 *eus * Independent design ver i f i ca ti on pro g ram 

I) IRKEL, R A Licensing Dranch 4 82/12/10 ADEH3AM, E G Licensing 

Dranch 4 3p p 16437 350 24 X Fiche 50-369,02/12/10,0212130170 


9212160249 Forwards responses to questions re standby shutdown 
sy* per NRC 021203 request 

TUCKER, H B Duke Power Co B2/12/I4 DENTON, W R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 1 6p p 16446 100 24X Fiche 30-369,02/12/14,8212160249 


0212170290 Forward* jus t if i c ail oni for addl 30-day operation of steam 
generator* at 757. power, based on encl results of recent 
eddy current tests Mod scheduled for mid-Jan 19B3 
Concurrence requested 

TUCKER, H D Duke power Cp 82/12/15 DEN TON, N R Office of 
Nuclear Reactor Regulation, Director ADEN 3AM, E 0 Licensing Branch 
4 ilpp 16 436, 166 24 X Fi t h e 30-369, 02/ 12/ 1 5, 02 1 2170290 


0212210419 Forward* Amend 70 to application far 0L> con* iet Ing of 
Revision 44 to F9AR 

TUCKER, H B Duke Power Co 82/12/15 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENBAM, E 0 Licensing Branch 

4 2pp 16490 056 24X Fiche 50-370,82/12/15,8212210419 


0212290232 Request* exemption from 1 0CFR50. 7 1 i e ) requirement* ti F3AR 
update Initiated within 24 month* of 900722 or QL issuance, 
whichever 1* later Updated FEAR will be submitted 12 monthi 
after issuanc* of DL for Unit 2 

TUCKER. H 0 Duke Power Co. 02/12/22 DENTON, H R Office o-f 

Nuclear Reactor Regulation, Director ADENSAM, E 0, Licensing Branch 

4 ip. 16578 079 24X Fich# 50-369,02/12/22,8212290232 


Q Inspection reports, IE Bulletins b correspondence 


0200190240 IE Bulletin 02-O3i Revl s ion 1, "Stress Cracking in Thick- 
Wall, Lerge-Di ameter , Btai nleis B teel, Rtc ircu J a tion Sys Piping 
at BUR Plants.' 1 Bve list encl 

DEYOUNG, R. C Director's Office, Office of Inspection and 

Enforcement 82/10/20 Consolidated Edison Co of New York, Inc 

1 l2pp 16462* 163 24X Fiche 50-000,02/10/28,8200190240 
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9212090373 FoTwaFds IE Insp Repts 50-369/82-38 S< SO-37O/02-33 on 
820910-1020 Mo none amp I Jane* noted 

OVUJCE.H C Division of Project & Resident Programs 02/11/04 
TUCKER, H B Du t P Power Co 2p p 16365 057 24X 

F j c h « 50-349* 02/ 11 /04, 821 2090373 


0209190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, F? C Director's Office. Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, I 

I13pp 16411 317 24 X Fiche 50-000,02/12/03,0200190259 


Q 2 1 2090380 IE Fn*p R«pts 50-369/02-38 90-370/82-33 on 020918-1020 No 

noncompl xance noted Major are** inspected maint. 
t urve i 1 lane «, hot functional testing, »V* operational safety 
v eri f ication, p lant trips. L£Rs I, NUREO-0737 items 

HDPKINSjP , gRYANT, J C Division of Project J. Resident Programs 
02/11/04 9pp 16365 0 59 24X Fi eh e 50-369, 92/ 1 1 /04, 0212090373 


9200190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
801 & Model 002 Thermoluminescent Dosimeters u Svc list 
end 

C DSD « L 1 Division of Fuel Facilities, Materials it Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc HOpp 
16372 142 24X Fiche 50-000, 82/11/05, 82001 90245 


0212090250 Responds to IE Bulletin 82-01, Revi * i on liSuppl 1 Total 
radiographic film review revealed no film alterations & 
required penetrometer sensitivities were clear 

TUCKER, H B Duke Power Co 02/11/10 O'REILLY, J P Region 2, 
Office of Director lp 16361 352 24X Fiche 50-369,02/11/10. 

02 12090250 


8208190261 IE Info Notice 82-48, "Failures of Agastat CR 0095 Ftelfl 
Sockets " Bvc list end , . , A 

JORDAN, E L Division of Engineering It Quality Assurance 
Consolidated Edison Co of New York. Inc llOpp * 


82/12/03 




0208190267 IE Info Notice 82-49. "Correction for Sample Conditions for 
Air tt Gas Monitoring ” Bvc list end 

DEYQJNO. R C Director's Office. Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

I27pp X6620 191 24X Fiche 50-000.02/12/16,0200190267 

0208190268 IE Info Notice 02-50, "Mod of Solid State AC Undarvo 1 tago 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOBpp 16628 293 34X 

Fiche 50-000, 82/ 1 2/20, 8208 1 90268 


R Periodic operating report* fc related correapondanc e 


0212070401 Act receipt of IE Insp Rep ts 50-369/82-36 & 50-370/02-30, 
No proprietary info 

TUCKER.H B Duke Power Co 82/H/12 O'REILLY, JP Region 2, 
Office of Director if 16364 261 24X Fiche 50-347,82/11/12, 

0212070401 


0212210060 Forwards monthly operating rept for Nov 1982 

TUCKER.H 0 Duke Power Co 02/12/15 Director'* Office, Office 

of Inspection and Enforcement ip 16492 2 63 24X 

Fiche 50-369,02/12/19.8212210060 


B2O-B1902M IE Info Notice 82-44, "Clarification of Emergency Plan 
£t»rc ii( Requirement* '* Svc list end 

JORDAN. E L Division of Engineering it Quality Aisurance 82/11/lfl 
Consolidated Edison Co of New York. Inc 109pp 14411 199 24X 

Fiche. 50-000, 02/1 1/18. 820819025 1 


— 8212210069 Monthly operating rept for Nov 1902 

REAVI8, J A Duke Power Co 82/12/15 6pp 16492 264 24X 

Fiche 50-369,02/12/15,0212210060 


S Reportable occurrences, LERs & related correspondence 


8212090107 Ack receipt of 821105 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-369/82-35 
DANCE. H C Division of Project !« Resident Programs 82/11/19 
TUCKER, H D Duke Power Co lp 16361 285 24X 

Fiche 50-369, 82/11/17, 8212090187 


— 0212090192 Responds to NRC 821007 Itr re violations noted in IE Insp 
Rept 30-369/82-35 Corrective action* add! training given to 
staff developing exposure folders it random file auditing 
initiated 

TUCKER, H B Duke Power Co 82/11/05 0 'REILLY, J P Region 2, 

Office of Director 2pp 16361 206 24X Fiche 50-369,02/11/19, 

0212090107 


— 8212090197 Forwards IE Insp Rept 50-369/82-35 on 820913-17 «< notice 
of violation 

DANCE, H C Division of Project L Resident Programs 82/10/07 
TUCKER, K 8 Duke Power Co. 2pp 16361 288 24X 

Ficfi* 50-369,82/11/19,8212090107 


— 0212090198 Notice of violation from insp on 820913-17 

* Division of Project it Resident Programs B2/I0/O7 lp 
16361:290 24X Fiche 30-369, B2/1 1 / 19, 021 2090187 


0212140425 Forwards LER 82-074/03L-0 Detailed event analysis unci 
TUCKER, H 0 Duke Power Co 02/11/30 O'REILLY, J P Region 2, 
Office of Director 4pp 16404 18 1 24X Fiche 30-369,82/1 1/30. 

0212140423 


—0212140434 LER 82-074/03L-0 on 021014,19,23 «< 28, various door »*o!s 
failed on both upper it lower personnel air locks Caused 
by door out of a 1 1 pnmenfc, sea 1 s inflated while door open 
L surface of seal peeled off Seals replaced 

NARD0CI,P 0 Duke Power Co 02/11/30 Region 2, Office of 
Director lp 16404 185 24X Fiche 30-369,82/11/30,0212140425 


8212140171 Forwards LER 82-076/03L -0 

TUCKER, H 8 Duke Power Co 82/12/03 O'REILLY, J P Region 2, 
Office of Director Ip 16409 355 24X Fiche 30-369,02/12/03, 
0212140171 


—8212140176 LER 02-O76/O3L-O on 821104, while in Mode 1. power supply to 
main fire pump C lost for approx 2-h U 25 minutes making 
main fire pump* 2 & 3 inoperable Caused by power loss from 
broken insulator damaged by lightning Insulator replaced, 

NARD0CI, P B Duke Power Co, 02/12/03 Region 2, Office of 
Director ip 16409 356. 24X Fiche 50-369.02/12/03,0212140171 


■8212090204 IE Insp Rept 50-369/82-35 on 020913-17 None omp lienee noted 
wrong exposure credited to Individual when record of 
individual exposure not available 

ALBRIGHT, R H ■> BARR. K P Division of Engineering it Technical 
Programs 83/1 0/Ot 4pp 16361 291 24X Fiche 50-369, 02/11/19, 

8212090187 


B2 1 2090339 Ack receipt of IE Insp Repts 50-369/82-34 & 50-370/02-29 No 
proprietary info 

TUCKER.H B Duke Power Co 82/11/19 O'REILLY, JP Region 2, 
Office of Director lp 16365 138 24X Fiche 50-369,82/11/19, 


02122OOOOS Forwards LER 82-077/03L-0 

TUCKER, H B Duke Power Co 02/12/03 O'REILLY, J P Region- 2 , 
Office of Director lp 16474 040 £4X Fiche' 50-369, 82/12/ 03, 
0212200005 


8212200012 LER 82-077/03L-0 on 821 105, eight procedure change card* af 
each reactor protection ays channel omitted from overlap 
testing Caused by inadequate procedures Omitted card* <r*Iibr 
& procedural changes approved 

NARDOCI, P B Duke Power Co 82/12/03 Region 2, Office of 
Director lp 16474 041 24X Fiche 50-369,02/12/03,0212200005 


IE In,f0 Notice 02-46, "Defective $, Obsolete Combination 
Padlock*. " Svc list and 

DEYOUNG, R c Director's Office. Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

127pp 16411 063 24X Fiche 50-000,82/11/26,8208190256 


8200190257 IE Info Notice 82-47, "Transportat i on of 
of Non-Fi»iile Radioactive Hatl " Svc list »ncl 
COSfl, L I Division of Fuel Facilities, Materials 
02/11/30 Consolidated Edison Co of New York, 
16307 028 24X Fiche 30-000,02/1 1/30, 8200190257 


Type A Quantities 

it Safeguards 
Inc 336pp 


0212210143 Forwards LER 82-078/03L-0 

TUCKER, H fl Duk* Power Co 02/12/00 O'REILLY, J P Region 2, 
Office of Director lp 16485 167 24X Fiche 50-369, 82/ 1 2/ OB, 
0212210145 


*8212210154 LER 02-O78/O3L-O on 02UO0, during draining of RCS, both 
centrifugal charging pumps Inoperable Cauetrf by confusing 
statement in draining procedure allowing both breakers to be 
racked out & tagged Procedure revised fc personnel counseled 
NARDOCI.P B Duke Power Co 02/12/00 Region 2, Office of 
Director lp 16405 160 24X Fiche 30-369,82/12/08,8212210143 


0212280380 Forwards LER 82-079/03L-0 

TUCKER.H B Duke Power Co 82/12/15 O'REILLY, J P Region St 
Office of Director lp 16560 056 24X Fiche 50-369, 02/12/ 1 S, 
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— 8212200394 LER B2-079/03L-0 on 821 l iQ, c entr i fugal charging pump iA 
declared inoperable when excessive leakage from pump seals 
noted Caused by pump shaft slinging water out of seal 
leakage basin Drain line cleared t< pump returned to svc 
MARDOCI.P Q Duke Power Co 82/12/15 Region 2, Office of 

Director Ip 16560 037 24X Fiche 50-369, 02/12/13, 8212280300 


9212300093 Forwards LER 02-Q0O/O3L-O 

TUCKER, H 0 Duke Power Co 02/12/22 O'REILLY, J P Region 2. 
Office of Director lp 16599 034 24X Fiche 50-369, 02/13/22, 
8212300093 


— 6212300096 LER 82-080/03L-0 on 02 1 122, d i sc r e pane i e s discovered in 
intermediate range internal plcoampere source & LOG current 
amplifier calibr procedures Caused by improper procedure 
options Channels recalibr fc procedures revised 
NARDOCI.P B Duke Power Co 82/12/22 Region 2, Office of 
Director lp 16599 035 24X Fiche 50-369,82/12/22,0812300093 


DOCKET SO -370 HILUAM B MCGUIRE NUCLEAR STATION, UNIT 2 


A Appl i cation/construct ion stage documents & correspondence 


0-212010236 Submits list of outstanding items requiring responses by 
□2121 7 to complete review of OL application 

ADENSAM, E G Licensing Branch 4 02/11/24 TUCKERrH B Duke Power 

Co ?pp 16271 254 24X Fiche 50-369,02/11/24,0212010206 


9212070341 Forwards responses to NUREG-0737a I tem II D 3, "Pos t- Acc i d ent 
Sampling Sys " W/14 oversize drawing# Aperture cards are 
available in PDR 

TUCKER, H B Duke Power Co 05/12/01 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 32pp 16340 252 24X 

Fiche 50-269,82/12/01,8212070341 


— B212070353 "Operating Procedure for Operation of Post-Accident Liquid 
Sample Sys " 

DEAK, A M , MCCONNELL, T Duke Power Co 82/05/17 IBpp 
1-6340 305 24X Fiche 50-269,82/12/01,8212070341 


0212140390 Forwards fee foT Class III amend re requests for relief from 
hydrostatic testing requirements on feedwater sys to steam 
generators 6 safety injection sys 

TUCKER, H B Duke Power Co 02/12/03 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADEN BAM, E 0 Licensing Branch 
4 2pp 16401 032 24X Fiche 50-369,85/12/03,8212140390 


0212150178 Notification of 821216 meeting U/util in Bethesda.HD to 
discuss independent design verification program 

B|J?KEL,R A Licensing Branch 4 B2/12/10 ADENSAM, E G Licensing 

Branch 4 3p p 16437 330 24X Fiche 50-369,02/12/10,8512130178 


0212160249 Forwards responses to questions re standby shutdown 
sys per NRC 851203 request 

TUCKER, H D Duke Power Co 02/12/14 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 16pp 16446 100 24X Fiche 50-369,02/12/14,0212160249 


B212210419 Forwards Amend 70 to application for OL, consisting of 
Revision 44 to FBAR 

TUCKER. H B Duke Power Co 92/12/15 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 2pp 16490 056 24X Fiche 50-370,02/12/15,8212210419 


8212290232 Requests exemption from IQCFR50 71 <e) requirements re FSAR 
update initiated within 24 months of 000722 or QL Issuance, 
whichever is later Updated FSAR uiil be submitted 12 months 
after issuance of OL for Unit 2 

TUCKER. H B Duke Power Co 82/12/22 DENTON, H R Office of 

Nuclear Reactor Regulation, Director AJ3EN9AM, E 0 Licensing Branch 

4 lp 16570 079 24 X Fiche 50-369,82/12/22,8215290232 


F Security, medical, emergency U fire protection plans 


8212130069 Forwards info on emergency offsite facilities <EOF>« per 
R Birkel 821203 request & Generic lltr 81-10 Const of 
permanent primary 6 backup EOF completed 

TUCKER, H B Duke Power Co 02/12/03 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 16390 106 24X 

Fiche 30-000,82/12/03,8512130069 


9212090-044 Reviews util 020419 6 0727 1 trs re security personnel 
r equa 1 i f i cat i on requirements Annual supervisor observation 
considered sufficient requalification test 

3T0L2, J F Operating Reactors Branch 4. 02/12/07 TUCKER, H, B 

Duke Power Cq 2pp 16394244 24X Fiche 30-000,82/15/07, 

8212070044 


0212230067 Release* public version of emergency plan implementing 
procedures 

FELTON, J M Division of Rules and Records 82/12/14 Document 
Management Branch lp 16549 546 24X Fiche SO-369, B2/12/1 4, 

021 2230067 


— 0212230076 Forwards public version of emergency plan implementing 
procedures, including Procedure HP /0/D/ 1009/05 re first 
response evaluation of reactor coolant leak inside 
conta inment 

TUCKER, H a Duke Power Co 82/12/02 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, E G Licensing 

Branch 4 2pp 16545 247 24X Fiche 50 -369,82/15/14,8512230067 


— 8212230093 Public version of emergency plan implementing procedures, 
including Procedure HP/0/B/1009/05 re first response 
evaluation of reactor coolant leak inside containment 
MCCREE, W* D , LEONARD, J R Duke Power Co 02/11/23 04pp 
16945 249 24X Fiche 90-369,92/12/14,8212230067 


B212230093 Releases public version of revision to crisis mgt plan & 
revisions to crisis mgt plan implementing procedures 
FELTON, J M Division of Rules and Records 82/12/15 Document 
Management Branch ip 16542 026 24K Fiche 90-000,02/12/15, 

0212230093 


—9212230109 Forwards public version of Revision 7 to crisis mgt plan & 
revisions to crisis mgt plan implementing procedures 
TUCKER, H B Duke Power Co 92/12/02 DENTON, H R, Office of 
Nuclear Reactor Regulation, Director 2p p 16342 027 24X 

Fiche 50-000.82/12/15,8212230093 


—0212530124 Public version of Revision 7 to crisis mgt plan One oversize 
pamphlet end Aperture card available in PDR 

VAUGHN, R E Duke Power Co 92/11/29 9pp 16542 02? 24X 

FiChe 50-000, B2/I 2/15, 8212230093 


— 9212230134 Public version of revised crisis mgt plan implementing 
procedures, including Procedures 9 3 2 re crisis news group 
plan 1 5 3 1 1 re McGuire crisis phone directory 
VAUGHN, R E Duke Power Co 82/11/29 280pp 16542 030 24X 

Fiche 90-000,82/12/15,8212230093 


K Utility Final 8afety Analysis RepOTt <FBAR ) t* amends 


8212210419 Forwards Amend 70 to application for OL, consisting of 
Revision 44 to FSAR 

TUCKER, H B Duke Power Co B2/I2/15 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 

4 2pp 16490 056 24X Fiche 50-370,82/12/13,0215210419 


— 8212210423 Revision 44 to FSAR W/one oversize drawing Aperture card is 
available in PDR 

* Duke Power Co 82/12/15 65p p 16490 090 24X 

Fiche 50-370,02/12/15,8212210419 


Q Inspection reports, EE Bulletins t* correspondence 


0208190240 IE Bulletin 02-03, Re vi s i on 1, "Stress Cracking in Thitk- 
Wa H. Large-Di ametec, Stainless Steel, Recirculati on 6y< Piping 
at BWR Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York, Inc 

1 1 2p p 16462 163 24X Fiche 50-000, 92/ 1 0/2B, 820B190240 


8212090373 Forwards IE Insp Repts 50-369/82-39 50-370/82-33 on 

820918-1020 No none omp 1 ian c e noted 

DANCE, N C Division of Project 6 Resident Programs 82/11/04 
TUCKER, H B Duke Power Co 2pp 16365 057 24X 

Fiche 50-369,82/11/04,0212090373 


—0212090380 IE Insp Repts 50-369/82-30 *< 50- 370/02-33 on 02091 Q- 1020 No 
noncompliance noted Major areas inspected maint, 
surveil lane «, hot functional testing. sys operational safety 
verification, plant trips.LERs & MUREG-0737 Ite/ns 
HOPKINS, P , BRYANT, J C Division of Project I* Resident Programs 
62/11/04 9pp 16365 059 24X F 1 c he 50-369, 02/1 1/04, 8212090373 


0200190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
001 tc Model 302 Thermo 1 uinine t c ent Dosimeters " Svc list 
one 1 

COBB, L I, Division of Fuel Facilities, Materials & Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc liOpp 

16372.142 24X Fichu 50-000,02/11/05,8500170245 


9212090250 Responds to IE Bulletin 82-01, Re vi sion l,0uppl 1 Total 
radiographic film review revealed no film alterations L 
required penetrometer sensitivities were clear 

TUCKERrH B Duke Power Co 02/11/10 O'REILLY, J P Region 2, 
Office of Director lp 16361 352 24X Fiche- 50-369, 02/ 1 1/ iO, 

0212090250 
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— 8212130029 Forward* public version of Revision 1 to Emergency Plan 
Implementing Procedure EG-2, "Pre-Established Onsite & 

Offsite Monitoring Locations (Maps) " Revised table of 
contents end 

PAJOUSKIr J Commonwealth Edison Co 02/11/01 DENTON, H R NRC - 
No Detailed Affiliation Given 2pp 16417 063 24X 

Fiche 50~000i 62/12/07, 8212130017 


8212090401 Act receipt of IE Insp Repts 50-369/82-36 & 50-370/82-30 
No proprietary info 

TUCKER, H a Duke Power Co B2/11/I2 O'REILLY. J P Region 2, 
Office of Director lp 16344 261 24X Fiche 50-349, 02/1 1 / 12, 
8212090401 


8212090262 Forward* IE Insp Rept 50-370/B2-34 on B2I 101-04 No 
noncamp 1 lance noted 

DANCE. H C Division of Project & Resident Program* 82/11/17 
TUCKER, H B Duke Power Co 2p p 16362 332 24X 

Fiche 50-370, 02/i 1/17, B21 2090262 


—8212090271 IE Insp Rept 50-370/82-34 on B21 101-04 No noncompliance 
noted Major areas inspected p reop era tion* 1 test procedure 
review, preoperatlonal test witnessing 6 p reop erati ona I test 
results review 

THOMAS, M , JAPE,F Division of Engineering U Technical Programs 
02/11/15 3pp 16362 334 24X Fi che S0-370, 02/1 1 /17, 8212090262 


0208190291 IE Info Notice 02-44, "C lari f i cat i on of Emergency Plan 
Eirercise Requirements " Svc list end 

JORDAN, E L Division of Engineering 6 Duality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc J09pp 16411 199 24 X 

Fiche 90-000, 82/11/10, B208i 90231 


0212090339 Ack receipt of IE Insp Rfpts 50-369/62-34 & 50-370/02-29 No 
proprietary info 

TUCKER, HR Duke Power Co 02/11/19 O'REJLLYtJP Regions, 
Office of Director Ip 16343 138 24X Fiche 50-349, 82/1 1 / 1 9, 
0212090339 


8208190256 IE Info Notice 02-46, "Defective $, Obsolete Combination 
Padlocks " Svc list end 

DEV0UN0,fl C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

127pp 14411 065 34X Fiche 30-000, 82/11 /26, 82081 90256 


8208190257 IE Info Notice 82-47, "Trans portat i on of Type A Quantities 
of Non-FissiJe Radioactive Mail " Svc list end 
COBB, L I Division of Fuel Facilities, Materials 6 fiafeguards 
B2/U/30 Consolidated Edison Co of New York, Inc 356pp 
16337 028 24X Fichu 30-000,02/11/30,0208190237 


0208190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " five list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement B2/12/03 Consolidated Edi*on Co a( New York, Inc 

l!3pp 14411 317 24X Fiche 50-000, 02/12/03, 0208190259 


0208190241 IE Info Notice B2-48, "Failures of Agastat OR 0095 Relay 
Sockets " Svc list enc l 

JORDAN, E L Division of Engineering U Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 50-000. 82/ 1 2/03, 02001 9026 1 


— 8212130041 Public version of Revision 1 to Emergency Plan Implementing 
Procedure EG-2, "Pre-Establ l shed Onsite 6 Offsite Monitoring 
Locations (Maps) *■ 

PAJOWSKI, J E Comrrnnwea I th Edison Co 02/11/29 4pp 16417 069 
24X Fiche 50-000.82/12/07,82121300 17 


8212130093 Requests exemption frnm 10CFR50 44 requ i remen t», b x tend i ng 
initial startup test program beyond 6 months following 
initial criticality per Tech Specs 366263 10 3 Approval 
required by 021220 

SCHROEDER.CW Commonwealth Edison Co 02/12/07 SCHWENCER. A 
Licensing Dranch 2 6pp 16390 176 24X Fiche 50-373,02/12/07, 

□212130093 


0212140243 Advise* of distribution of revisions to "Generating Station 
Emergency Plan " Braidwood annex not prepared 

TRAMM, T R Commonwealth Edison Co 02/12/07 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16409 302 24X 

Fiche 50-000, 02/12/07, 0212140243 


0212220175 Release* public version of revised generating station 
emergency plan implementing procedure* 

FELTON, J M Division of Rule* and Records 82/12/10 Document 
Management Branch lp 16529 029 24X Fiche 50-000, 02/12/10, 

8212220175 


--B212220190 Forwards public version of revised generating station 
emergency plan implementing procedures, inc lud ing Procedures 
ED-3 re demand polling of meteorological data *, ED-20 re 
emergency forecast request 

PAJDWSKI,JE Commonwealth Edison Co 02/11/15 DENTON, M R 
Office of Nuclear Reactor Regulation. Director Ip 16329 030 
24X Fiche 50-000,02/12/10,8212220175 


— 0212220202 Publ ic version of revised generating station emergency plan 
implementing procedures, including Procedures ED-3 re demand 
polling of meteorological data 6 ED-20 re emergency 
forecast request 

L ITERSKI , L A Commonwealth Edison Co 02/10/13 48pp 
14529 031 24X Fiche 30-000,82/12/10,8212220173 


B212220306 Discusses layout of communication* equipment required In 
control room, onsite technical support ctr 6 near-site 
emergency operations facility 

KEPPLER, J G Region 3. Office of Director 82/12/16 

Commonwealth Edison Co 3pp 16503 33i 24X Fiche 30-000,82/12/16, 

8212220306 


0208190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air 6 Gas Monitoring * Svc list encl 

DEYOUNOiR C Director Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Cp of New York, Inc 

127pp 16628 191 24X Fiche 50-000, 82/1 2/ 16, 82081 90267 


8212300167 Releases public version of revised generating station 
emergency plan telephone directory 

FELTON, J M Division of Rules and Records 82/12/20 Document 

Management Branch lp 16612 215 24X Fiche 30-000,82/12/20, 

0212300167 


8208 190268 IE Info Notic# 82-50, "Mod of Solid State AC Under vo 1 tege 
Relays Type ITE-27 " Svc list *ncl 

JORDAN, E L Division of Engineering 6 Quality Assurance B2/I2/20 

Consolidated Edison Co of New York, Inc I08pp 14628 293 24X 

Fiche 50-000,82/12/20,9209190268 


■0212300179 Forward* public version of revised generating station 
emergency plan telephone directory 

MOORE, R D Commonwealth Edison Co 02/12/02 DENTON, H R Office 
of Nuclear Reactor Regulation, Director lp 16612 216 24X 

Fiche 30-000,02/12/20,0212300167 


DOCKET SO-373 LASALLE COUNTY STATION, UNIT 1 
F Security, medical, emergency 6 fire protection plans 


-8212300199 Public version of revised generating station emergency 
plan telephone directory 

GALLE, D P Commonwealth Edison Co 02/1 1/05 60pp 16612 217 
24/ Fiche 50-000, 02/12/20, 0212300167 


821 206004 I Forwards Revision 13 to modified amended security plan 
Revision withheld (ref 10CFR73 21) 

DELGEORGE, L Q Commonwealth Edison Co 82/11/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Jp 16313 270, 24X 

F 1 c h ♦ 50-373, B2/ 1 1 /29, 02 1 206004 1 


8212090383 Forward* info re emergency operation* facilities per 
B2U22 ft, 1202 requests Info previously submitted by telcon 
Request for written response unnecessary burden on licensee 
DELGEORGE, L O Commonwealth Edison Co 82/12/03 EISENKUT, D 0 
Division of Licensing 2pp 16365 051 24X Fiche 50-000,82/12/03, 

os t onomoo 


B212130017 Releases public version of Revision 1 to Emergency Plan 
Implementing Procedure E&-2, "Pre-Established Onsite U 
Offsite Monitoring Locations (Haps) " 

FELTON, J M Division of Rules and Record* 82/12/07, Document 
Management Branch lp 16417 062 24XFIch* 90-000, 82/12/07, 
’2130017 


H General correspondence 


0212200099 Submit* petition to revoke OL until main recirculation pump* 
8, all other part* of RCE3 are capable of operating at full 
power Sc order inve»tigati on U open public hearing into 
causes of stuck discharge valve on recirculation pump A 
GDCDL, £ Citiien* Against Nuclear Power 82/12/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16470 138 
24X Flche> SO-373, 02/12/15, 8212200099 


mailing address for NRC licensing 


0212280176 Noti fi e* of change 
matl 

WRIGHT, G. N Illinois, State of, Dept Nuc Safety (formerly Dept 
Public Health) 82/12/20 EJSENHUT, D 0 Division of Licensing 
ip 16596 135 24X Fiche 50-000,02/12/20,9212280176 
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K Utility Final Safety Analysis Report <FSAR > & amends 


021221O463 Forwards Amend 61 to FSAR, up dating baseline record & 
incorporating as-built S< as-tested configuration 
SCHRQEDER, C W Commonwealth Edison Co 02/12/13 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 16486 276 
24X Fiche 50-373. 82/ 1 2/ 1 3. 821 22 10463 


-"021 2210466 Amend 61 to F8AR 

* Commonwealth Edison Co 82/12/31 299pp 16466 279 24X 

Fiche 50-373,02/12/13.8212210463 


8212280341 Forwards affidavit confirming distribution of FSAR, Amend 61 
SCHRQEDER. C W Commonwealth Edison Co 02/12/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Diretfcor 2pp 16560 092 
S4X Fiche 50-373, B2/12/23, 8212280341 


P Operating license stage documents & correspondence 


8211230066 Generic Ltr 82-27 to all BWR licensees of operating reactors 
ercept LACBWR.Dlg Rock Pa 1 nt, Dr e sden 1, Humboldt Bay, 
applicants for OL & holder* of CP re transmittal of 
NUREC -0763 >* NUREG-0703 8vc list end W/o stated end 
ETSENHUT, D 0 Division of Licensing 02/11/13 General Public 

Utilities - OPU Service Corp 22pp 16307 004 24X 

Fiche 50-000,82/11/13,821 1230066 


8212030462 Forwards addl matl test* received on 02H19 from Region 3 
supplementing matl addressed in "Independent HVAC Review 
Final Rept# 1 ' Oct 1902 Data reviewed by welding 6 matl 
specialists Comments end 

KEMP! AK. A J C F B r aun 8c Co 02/11/24 SHELTON, B R 
Commonwealth Edison Co 3pp 16372 324 24X Fiche 50-373,82/11/24, 

0212080662 


--B21208Q664 Forward* add! data obtained as part of matl sampling program 
re HVAC in addition to data provided on 821007 
NOR CL I US, C E Region 3, Office of Director 02/11/19 
STICBE.W L C F Braun ti Co Upp 16372 327 24X 

Fiche 50-373,82/11/24,8212080662 


— B212OBO660 Discusses hardness tests performed to determine whether matl 
samples which meet chemical requirement* for A36 also meet 
tensile requirements Specimens meet specs 

SHACK, W J Argonne National Laboratory B2/08/06 LANKfiDURY, R 
Region 3, Office of Director 2pp 16372 338 24X 

Fiche 50-373,82/11/24,0212080662 


— B212O0O67O Discusses hardness tests performed to determine whether mutl 
samples met mechanical requirements of appropriate A6TM 
spec Nut meets hardness spec Calculated flow stress 
consistent w/proof load stress 

SHACK, W J Argonne National Laboratory 82/09/22 LANKSDURY, R 
Region 3. Office of Director 3pp 16372 340 24X 

Fiche 50-373.82/11/24,8212080662 


- -02 1 20B0673 Discusses hardness test* performed on three bolts (1/2. 3/0, 
1/4-inche*) 6 corresponding nuts to find if bolts conform 
to appropriate ASTM spec Results of test summarired 
Specimens meet required spec* 

SHACK. W J Argonne National Laboratory 02/10/07 LANKQDURY.R 
Region 3, Office of Director 3pp 16372 343 24X 

Fiche 50-373,02/1 1/24,0212000662 


B2 1206038 1 Notification of 821201 meeting oi/util,CF Braun ?< Govt 
Accountability Project in Bethesda.MD to discus* independent 
review of HVAC *ys 

DQURNIA, A Licensing Branch 2 82/11/26 SCHWENCER, A Licensing 

Branch 2 3pp 16333 324 24X Fiche 50-373,02/11/26,0212060381 


S2 12020398 Submit* recommendation* re proposed issuance of full power 
OL, based on review of CF Braun 8s Co S21027 ropt !< witness 
analysis of Z a ck Co OA breakdown in area of HVAC sys 
Weaknesses in rept preclude issuance pending further review 
DEVINE, T , GARDE. B P Institute for Policy Studies 02/11/30 
DENTON, H R Office of Nuclear Reactor Regulation, Director SOpp 
16290 345 24X Fiche 50-373.02/11/30,8212030358 


0912100361 Authoriiei operation of facility above 50'/i power Safety 
evaluation of licensee 021027 independent HVAC review final 
rept -on Project 6356-N 8, FR notice enc 1 Measure* to correct 
discrepancies i n rept requested 

EISENHUT, D 0 Division of Licensing 82/12/03 REED, C 
Commonwealth Edison Co Spp 16390 307 24X Fiche 30-373,02/12/03, 

G2I2 100361 


— B212 100368 Safety evaluation of independent HVAC review final rept on 
Project 6356-N HVAC review provides reasonable assurance 
that sys acceptable for power operation above 307, 

» NRC - No Detailed Affiliation Given 82/12/03, 19pp 
16378 312 24 X Fiche 50-373,82/12/03,0212100361 


—8212100372 Notice of authomation of operation above 50% power 

SCHWENCER,* Licensing Branch 2 82/12/03 4pp 16398 331 24X 

Fiche 50-373,02/12/03,8212100361 


0212130151 Submits daily highlights rept for 821206 Restriction to 50 *A 
power removed as result of acceptable independent review 
findings 

DOURNIA, A Licensing Branch 2 82/12/06 DENTON, H R , CASE, D 0 , 

CARTER, -J Office of Nuclear Reactor Regulation, Director lp 
16410 316 24X Fiche 30-373,02/12/06,8212130151 


021214OO6B Forwards application for amend to License NPF- 11, all owing 
plant operation w/one recirculation loop out of svc 
SCHRQEDER, C W Commonwealth Edison Co 82/12/06 SCHWENCER . A 
Licensing Branch 2 2pp 16408 316 24X Fiche 50-373,02/12/06, 

0212140060 


— 8212140072 Application for amend to License NPF- 1 1, a 1 lowing operation 
u/one recirculation loop out of svc 

* Commonwealth Edison Co 82/12/06 3pp 16408 31S 24X 

Fiche 50-37 3, 02/12/06, 02 IB 140060 


0212130093 Requests exemption from 1OCFR50 44 r eq uirement *» e x te nd ing 
initial startup test program beyond 6 months following 
initial criticality per Tech Bpaci 36622,3 10 5 Approval 
required by 021220 

SCHRQEDER. C U Commonwealth Edison Co 02/12/07 SCHWENCER , A 
Licensing Branch 2 6pp 16390 176 24X Fiche 50-373,02/12/07, 

0212130093 


0212140402 Responds to 821207 request to specify implementation data of 
mod for License Condition 1 C < 1 7 > Since current outage 
allow* for mod ins ta i la 1 1 on, 8208 10 Tech Spec change request 
should be approved to be effective as of B21209 
SCHRQEDER, C U Commonwealth Edison Co 82/12/00 SCHWENCER , A 
Licensing Branch 2 2p p 16404 350 24X Fiche 50-373 , 02/12 /OB, 

8212140402 


8?1 2170013 Forward* Amend ID to License NPF-1 1. safety evaluation ft 
notice of issuance U aval lability Amend change* Tech Spec* 
as result of hardware mods to satisfy License Condition 
2 C (17) 

EISENHUT, D 0 Division of Licensing S2/12/09 DELGEOKGE, L O 
Commonwealth Edison Co Spp 16480 304 24X Fiche 50-373,02/12/09. 

8212170013 


— 8212170016 Amend 10 to License NPF- 1 1 , chang i ng Tech Spec as result of 
hardware nods to satisfy License Condtion 2 C (17) 

EISENHUT, D 0 Division of Licensing 82/12/09 4p p 164G0 306 
24 X Fiche 50-373,82/(2/09.8212170013 


— 0212170030 Safety evaluation supporting Amend 10 to License NPF-il 
* Office of Nuclear Reactor Regulation, Director 02/12/09 
13pp 16400 310 24X Fiche 50-373, 82/ 12/09. 82121700 13 


-0212170034 Notice of issuance ft availability of Amend 10 tn License 
NPF- 1 1 

SCHWENCER, A Licensing Qranch 2 82/12/09 4p P 16480 323 24X 

Fiche 50-373, 02/12/09, 0212170013 


0212220212 Forward* Revision 22 to CE-l-A, n QA Program for Nuclear 
Generating Station* " 

SWARTZ, ED Commonwealth Edison Co 82/12/14 HAASS, U P Quality 
Assurance Branch Ip 16510 007 24X Fiche 50-000,02/12/14. 

0212520212 


— 0212220231 "QA Program for Nuclear Generating Stationo,'’ Revision 22 
# Commonwealth Edison Co CE-i-A R22 82/11/Oi 17pp 

16519 009 24X Fiche 50-000,82/12/14,8212220215 


0212200212 Forward* updated schedule fo-r ongoing environ qual i f icati on 
testing programs, p e r 810526 commitment 

SWARTZ, ED Commonwealth Edison Co 82/12/22 EISENHUT, DG 
Division of Licensing lBpp 16556 161 24X Fiche 50-000, B2/ 1 S/22, 

0215200212 


Q21228029B Forwards info on 921201 meeting re Govt Accountability 
Project rept* ft discussions of corrective actions for 
CF Braun Observation GC-2-53,GA review Sc Unit 2 HVAC, per NRC 
<721503 request 

REED, C Commonwealth Edison Co 82/12/25 EISENHUT, D 0 Division 
of Licensing 34pp 16561 099 24X Fiche 50-373,02/12/22, 

0218200298 
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o Inspection reports, IE Bulletins 5 corresp ondence 


B20B190240 IE Bulletin 02-03, Revi s i on ) , "Stress Cracking in Thick" 
Wall, Large-Di ameter, Stainless steel, flee ircu lation Sys Piping 
at 0 UR Plants •' Svc list and 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York, Inc 

1 lapp 16442 163 24X Fiche 50-000,62/10/28,0200190240 


6200190245 IE Info Notice 62-42, “Defects Observed in Panasonic Model 
901 & Model 602 Thermoluminescent Dosimeters " Svc list 
end 

COBB, L 1 Division of Fuel Facilities, Materials b Safeguards 
92/11/05 Consolidated Edison Co af New York, Inc IlOpp 
16372 142 24* Fiche 30-000,02/11/05,0206190243 


02OB19O251 IE Info Notice 02-44, "Clarification of Emergency Plan 
EiercJse Requirements " Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc 10?pp 16411 199 24X 

Fich* 30-000,63/11/13,0206190251 


6212030021 Forwards IE Insp Repts 90-373/92-49 b 50-374/02-15 on 
821001-29 No noncomp 1 iance noted 

STREETER, J F Division of Project b Resident Programs 82/11/18 
REED, C Commonwealth Edison Co 2pp 16304 316 24X 

Fiche 50-373, 02/ 1 1 / 1 0, 82 1 203002 1 


— 9212030028 IE Insp Repts 50-373/02-49 b 50-374/62-15 on 021001-29 No 
noncompliance noted Major areas Inspected licensee action on 
previous insp findings, operat ional safety verification b 
monthly surveillance observations 

CULOEMOND, W , WILLIAMS, D , MADISON, A Division of Project b 
Resident Programs 02/1J/18 J2pp 16304 318 24X 

Fiche 50-373,02/11/16,0212030021 


0212140326 Forwards Pinal SALP Repts 50-373/62-38 t, 50-374/62-00 f 0T 
Jvl 1960-Dec 1981 No response required 

KEPPLER.J 0 Region 3, Office of Director 02/11/23 REED, C 
Commonwealth Edison Co 3pp 16402 012 24X Fiche 50-373,82/11/23, 

9212140326 


—8212140329 8ALP Repts 50-373/02-30 & 50-374/B2-0B for Jul 1980-Dec 
1981 Deficiency noted in conducting tests W/o adequate 
procedures 

* Region 3, Office of Director 02/05/30 39pp 16402 015 24X 

Fiche 50-373,02/11/23,6212140326 


0208190256 IE Info Notice 82-46, "Defective b Obsolete Combination 
Padlocks " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of Now York. Inc 

J27pp 16411 069 24X Fiche 50-000,82/11/26,8209190256 


0209190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fisslle Radioactive rtatl 11 Svc list end 
COSB.L I Division of Fuel Facilities, Materials i Safeguards 
82711/30 Consolidated Edison Co of New York, Inc 356pp 
16387 028 24X Fiche 50-000, 62/1 1/30, 0206190297 


0212170077 Forward* IE Insp Repts 50-373/82-53 b 50-374/82-21 on 
821101-05 b 00 No noncomp lianc* noted 

PAPERlELLOiC J Division of Emergency Preparedness b Operational 
Support 82/12/01 REED, C Commonwealth Edison Co 2pp 
16450,354 24X Fiche 50-373,02/12/01,8212170077 


— 8212170079 IE Insp Repts 50-373/02-53 b 50-374/82-21 on 021101-05 b 06 
No noncompl lance noted Major areas inspected radiological 
environ pro tec ti on, inc 1 ud ing program mgt, QC b 
implementat ion 

JANUS KA, A G , OESTMANN, M j , SCHUMACHER, M C Division of Emergency 
Preparedness & Operational Support 02/11/29 0pp 16450 356 
24X Fiche 30-373, 82/12/Qi, 0212170077, 


— 0212140231 Responds to NRC 821104 Itr re violations noted in IE Insp 
Repts 50-373/02-45 b 50-374/02-13 Corrective actions flow 
controller returned to panel b station procedures revised 
to include leakage compensation 

DELGEQRGE, L □ Commonwealth Edison Co 02/12/02 KEPPLER.J G 
Division of Project fit Resident Programs 3pp 16406 340 24X 

Fiche 50-373, 02/12/09, 0212140224 


0218140289 Forwards re-eva 1 uation of safety-related concrete masonry 
walls per IE Bulletin 00-il Requests NRC review bo concluded 
by June 1903 

SCHRGEDERi C W Commonwealth Edison Co 02/12/09 8CHWENCER.A 
Licensing Branch 2 2pp 16402 085 24X riche 50-373,02/12/09, 

0212140269 


— 8212140892 "Re-eval uation of Sa f ety-R e 1 ated Concrete Masonry Walls at 
LaSalle County Station “ 

* Commonwealth Edison Co 82/11/19 Ilpp 16402 007 24X 

Fiche 50-373,62/12/09,8212140209 


8212210104 Ack receipt of 021202 Itr informing NRC of steps taken fcn 
correct violations noted in IE Insp Ropts 50-373/82-46 & 
50-374/82-19 

NORELIUSiC E Division of Engineering & Technical Programs 
02/12/13 REED, C Commonwealth Edison Co Jp 16491 042 24X 

Fiche 50-373,02/12/13,8212210104 


— 8212210100 Respond* to NRC 92HO0 Itr re violation* noted tn IE Insp 
Repts 50-373/82-46 b 50-374/02-19 Corrective actions 
Morrison Const Co EOF PC-2 welding matls control procedure 
reworded to avoid internal procedure conflict 

DELQEQRGE, L 0 Commonwealth Edison Co 02/12/02 KEPPLER.JQ 
Region 3, Office of Director 3pp 16491 043 24X 

Fiche 50-373,02/13/13,0212210104 


0208190267 IE Info Notice 02-49, “Correction for Sample Conditions for 
Air tt Gas Monitoring “ five list end 

DEYGUNQ, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

I27pp 16620 191 24X Fiche 50-000, 02/13/ 16. 0208190267 


0200190260 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type ITE-27 " Svc list encl 

JORDAN, E L Division of Engineering << Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOOpp 16620 293 J4J( 
Fiche 50-000,02/12/20,6200190260 


0212270190 Ack receipt of 021105 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/02-41 b 
50-374/82-09 

STREETER, J F Division of Project b Resident Programs 02/J2/2O 
REED' C Commonwealth Edison Co Ip 16935 151 24X 

Fiche 50-373, 82/ 12/20, 021 22701 90 


— 8212270223 Responds to NRC 821007 Jtr re violations noted in IE Insp 
Repts 50-373/02-41 b 50-374/02-09 Corrective actions 
operator trainee functioning directly under unit operator 
& guidelines for control room trainees drafted 

DELOEORCE, L 0 Commonwealth Edison Co 02/11/05 KEPPLER.J 0 
Region 3, Office of Director 3pp 16533 152 24X 

Fiche 50-373, 02/12/20, 0212270190 


R Periodic operating reports b related correspondence 


0212130175 Forwards monthly operating rept for Nov 1902 

DIEDERICH, 0 J Commonwealth Edison Co 82/12/06 Office of 
Resource Management, Director Ip 16396 072 24X 

Fiche 50-373,82/12/06,0212130173 


— 0212130177 Monthly operating rept for Nov 1982 

ULLRICH, J Commonwealth Edison Co 02/12/06 !6pp 16396 073 
24X Fiche 50-373,02/12/06,0212130173 


3190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
leetrical Penetration Assemblies " Svc list encl 
lYOUNO.R c Director's Office, Office of Inspection and 

nforcement 82/12/03 Consolidated Edison Co of New York, Inc 

,13pp 1641 1 317 24X Fich* 50-000,02/12/03,8200190259 


"Failures of Agastat CR 0095 Relay 


0206170261 IE Info Notice 02-46, 

Socket* " Svc list encl 
JORDAN, E L Division of Engineering b Quality Assurance 02/12/03 

Consolidated Edison Co of New York, Inc IlOpp 16462 064 24X 

Fiche 50-000. 82/ 1 2/03, 8200 1 9026 1 


8212140224 Ack receipt of 821202 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-373/82-43 
SPE8SARD, R L Division of Project b Resident Programs 02/12/09 
REED. C Commonwealth Edison Co Ip 16400 339 24X 

Fich# 30-373,02/12/09,0212140234 


B Reportable occurrences, LERs b related correspondence 


8212020274 Forward* NPDES n oncomp 1 l anc e notification 

DIEDERICH, 0 J Commonwealth Edison Co 02/11/23 KEPPLER.J G 
Region 3, Office of Director 2pp 16288 353 24X 

Fiche 50-373, 82/11/23, 8212020274 


— B21 2020202 NPDES noncompliance notification on G21029, iron 
concentration* of 41 3 mg found in regenerated waste solids 
discharge tank Caused by addition of const wastes from Unit 
2 condensate polishing sys Treatment mod initiated 
* Commonwealth Edison Co 02/11/12 ip 16288 355 34X 

Fiche, 50-373, 02/11/23, 8212020274 


8212020294 Forwards LER B2-13B/03L-0 

DIEDERICH, 0 J Commonwealth Edison Co 82/11/23 KEPPLER.J 0 
Region 3, Office of Director ip 16277 3 3 9 24X 

Fiche, 30-373, 82/ 1 1 /23, 62 1 2020294 
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—9212020301 LER 02-138/O3L-O on 02 1026 , LITS- 1 B21-N026A level s witch 
felled to perform design function Caused by misalignment of 
micro twitch w/actuating device preventing proper operation 
Switch real igned 

HOUSTON. R W Commonwealth Edison Co 02/11/22 Region 3, 

Office of Director 2pp 16277 360 24X Fiche 50-373, 82/ 11 /23. 

62 S 2020294 


B2 12020305 Forwards LER 02-137/O3L-O 

DIEDERICH, 0 J Commonwealth Edison Co 82/11/24 KEPPLER, J 0 
Region 3, Office of Director Ip 16277 270 24X 

FI che 50-373. 82/1 1/24, 821202030 5 


— 0212020327 LER 82-137/03L-0 on 021026. both reactor recirculation pumps 
received downshift signal Rump 1A d ownsh i f ted . b ut pump ID 
<f|d not pick up in slow speed & drifted to stop, resul ting in 
tripping of pump 1A Caused by feedwater low flow transient 
HIETELA.J J Commonwealth Edison Co 09/11/24 Region 3. 

Office of Director 2pp 16277 271 24 X Fiche 60-373.82/11/24. 

8212020305 


021 2080400 Forwards LER 02-14O/O3L-O 

DIEDER 1CH# G J Commonwealth Edison Co 02/11/29 KEPPLER. J 0 
Region 3. Office of Director Ip 16352 273 24X 

riche 50-373.82/11/29.0212080400 


—0212090410 LER 02-14O/O3L-O on B21030. o f f ga s pretreatment monitor 
became inoperative Caused by loss of flow due to water in 
sample line Sample line drained Purge valve installed to 
a l 1 ow proper flow 

LlfETT.W R Commonwealth Edison Co 02/11/29 Region 3. Office 

of Director 3pp 16352274 24* Fiche 50-373.02/11/29. 

821 2080400 


0212000309 Forwards LER 82-142/03L-0 

DIEDERICH, 0 J Commonwealth Edison Co 02/11/30 KEPPLER. J 0 
Region 3. Office of Director lp 16393 333 24X 

Fiche 50-373.82/11/30.8212000308 


— B212O0O317 LER 02- l 42/03L-0 on 02 1 1 02. r adwa *t e valve DWL067 did not 
fully close when tripped w/slmulated radwaste discharge 
h i — h i trip signal Caused by fouling of valve internals u/ 
foreign matls Valve cleaned 

ARANO, J Commonwealth Edison Co 02/11/30 Region 3. Office of 

Director 2pp 16353 354 24X Fiche 30-373, 02/ 1 1 /GO, 821 2OBO3O0 


C2120B0412 Forwards LER B2-139/03L-0 

DIEDERICH, G J Commonwealth Edison Co 82/11/30 KEPPLER. J G 
Region 3, Office of Director lp 16352 270 24X 

Fiche 50-373.02/11/30,8212080412 


--BI2120904 13 LER 82-139/03L-0 on 021030, Div 11 oxygen channel was reading 
erratically Caused by moisture buildup in oxygen sample 
flowmeter Moisture removed h instrumentation recalibr 
DUS.R Commonwealth Edison Co 82/11/30 Region 3. Office nf 
Director 2pp 16352 271 24X Riche 50-373.02/11/30.0212000412 


0212030509 Forwards LER 82-143/03L-0 

DIEDERICH, 0 J Commonwealth Edison Co 02/11/30 KEPPLER. J 0 
Region 3. Office of Director lp 16352 069 24X 

Fiche 50-373, 02/ 1 1 /30, 821 2000500 


—82120B0524 LER 02-143/O3L-O on 821102, offgas pretreatment monitor 
inoperable Caused by loss of flow due to water in sample 
line Sample line drained Temporary heat trace installed to 
keep gas at higher tamp Mod M-l-1-82-227 written 

LUETt,W Commonwealth Edison Co G2/1I/30 Region 3, Office of 

Director 2pp 16352 070 24X Fiche 50-373,82/11/30,0212000500 


8212000310 Forwards LER 82-141/03L-0 

D lEOERtCH. 0 vl Commonwealth Edison Co. 82/12/01 KEPPLER, J 0 
Region 3, Office of Director lp 16353 344 24X 

Fiche 50-373.62/12/01,8212080318 


—8212000332 LER 02-141/O3L-O on 821102, RCIC inboard testable check 
valve IE51-F066 failed to indicate closed Cause still under 
investigation w/vendor Alternative limit switch 
conf igurati ons being evaluated 

HOUSTON, R U Commonwealth Edison Co 82/12/01 Region 3, 

Office of Director 2pp 16353 343 24X Fiche 50-373,02/12/01. 

8212080310 


8212J00272 Forwards NPDE8 noncomp 1 lance notification 

DIEDERICH, 0 J Commonwealth Edison Co 02/12/02 KEPPLER, J 0 
Region 3. Office of Director lp 16377 007 24X 

Fiche 50-373, 82/ 1 2 /02, 82 1 2 1 00272 


—8212100275 NP DEB none omp 1 ianc e notification on 821 105, temporary 
hydrogen peroxide sys not injecting hydrogen peroxide 
Injection pump repaired 

* Commonwealth Edison Co 02/11/13 2pp 16377 O0B 24 X 
Fiche 50-373,02/12/02,8212100272 


0212100261 PND- II I -02-1 33 on 02 1205. d ur ing hot shutd own, d l ichar g e valve 
in recirculation loop A could not open beyond 207 Vendor 
representative will attempt in-place repairs Unit placed in 
cold shutdown 

WALKER, R . OULDEMOND.U , STREETER. J Region 3, Office of Director 
02/12/06 lp 16376 146 24X Fiche 50-373.02/12/06,0212100261 


0? 12140067 Forwards LER B2-144/03L-0 

DIEDERICH, 0 J Commonwealth Edison Co 02/12/06 KEPPLER , J 0 
Region 3, Office of Director lp 16408 313 24X 

Fiche 30-373,82/12/06,8212140067 


— B21214009S LER 02-144/O3L-O on 021107, Div 1 battery charger declared 
inoperable due to defective dc output breaker Battery also 
out due to prolonged discharge u/specific gravities 
exceeding min value Caused by poor connections 

HlETALA, J Commonwealth Edison Co 82/12/06 Region 3, Office 
of Director 2pp 16400 314 24X Fiche 50-373,02/12/06. 

8212140067 


S? 1 2 1 40 1 19 Forwards LER 82-145/03L-0 

DIEDERICH, 0 J Commonwealth Edison Co 82/12/06 KEPPLER, J 0 
Region 3, Office of Director lp 16400 201 24X 

Fiche 50-373,02/12/06,0212140119 


- -0212140120 LER S2-145/03L-O on 021 107, c h 1 or ine Sc ammonia detector B 
alarmed fc would not reset Caused by dirty lens Lens cleaned 
tt detector returned to sve 

KAV, D L Commonwealth Edison Co 02/12/06 Region 3, Office of 
Director 2pp 16400 202 24x Fiche 50-373,02/12/06,0212140119 


0212270354 Forwards LER 02-I55/O3L-D Detailed event analysis end 
DIEDERICH, 0 J Commonwealth Edison Co 82/12/06 KEPPLER, J 0 
Region 3, Office of Director 2pp 16530 012 24X 

fiche 90-373,82/12/06,0212270354 


— •B212270396 LER 82-135/03L-0 on 821 1 10, sec ondary containment violated in 
reactor bldg at 761-ft elevation due to doors 418 U 295 
opening simultaneously Caused by malfunctioning latch bolt 
due to electric strike out-of-adjustment at door 285 
KAV- T) L Commonwealth Edison Co 82/12/03 Region 3, Office of 
Director Ip 16530 OH 247 fiche 30-373,02/12/06,0212270354 


GP12170159 Forward* LER 82-146/03L-0 

DIEDERICH, 0 J Commonwealth Edison Co 02/12/09 KEPPLER, J Q 
Region 3, Office of Director tp 16462 030 24X 

Fiche 50-373. 02/12/09, 0212170159 


—0212170176 LER 82-146/03L-0 on 82tm.div lh 1D18-N009C monitor 
discovered drifting high Caused by failed Geiger-Mul 1 or 
tube Tube replaced 

KAY, D L Commonwealth Edison Co 02/12/10 Region 3, Office of 
Director 2pp 16462 031 24X Fiche 50-373,02/12/09,82121/0157 


QPJ2170184 Forwards LER 02- 1 48/03L-0 

DIEDERICU.O J Commonwealth Edison Co 02/12/09 KEPPLER, J 0 
Region 3, Office of Director lp 16462 061 24X 

Fiche 50-373,82/12/09.0212170184 


- 8212170174 LER 02-14B/O3L-O on 021112, Div II post-LCCA oxygen channel 
indication drifted down to 4X Cauied by instrument drift, 
resulting in false indication Adjustment* made to sample 
flows It cal ibr performed 

DUS.R Commonwealth Edison Co 02/12/10 Region 3, Office of 
Director 2pp 16462 062 24X Fiche 50-373,02/12/09,0212170104 


021 Si 70233 Forward* LER 02-147/O3L-O 

DIEDERICH, 0 J Commonwealth Edison Co 02/12/09 KEPPLER, U 0 
Region 3, Office of Director lp 16459332 24X 

Fiche 50-373, 02/12/09,0212170233 


—0212170230 LER 02-147/O3L-O on 921 11 1 , of f ga * D train hydrogen analyxer 
began operating erratically Caused by moisture entering 
sensitive hydrogen sensors in units Hydrogen sensors 
removed, dr i *d out fc replaced 

HOUSTON, R Commonwealth Edison Co 62/12/10 Region 3. Office 
of Director 2pp 16459 333 24X Fich e ' 50-373, 02/1 2/09, 

8212170233 


0212170123 Forwards LER 02-149/O3L-O 

DIEDERICH, G J Commonwealth Edison Co 82/12/10. KEPPLER, J Q 
Region 3, Office of Director lp 16452 349 24X 

Fiche 50-373, 02/12/10, 0212170123 


—0212170126 LER 02-149/O3L-O on 021112, Jake blowdown flow recorder 
discovered giving incorrect readings Caused by algae 
buildup on instrument probe Probe cleaned & weekly 
functional test will be performed 

WATFORD, P S Commonwealth Edison Co 02/12/10 Region 3, 
Office of Director 2pp 16452 350 24X Fiche 50-373,02/12/10, 

0212170123 
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82121 70211 Forward* NPDES n a ncomp 1 i amc e foT Permit IL004815I. per App D, 
Section 3 2 of License NP F- 1 1 

D lE&ERlCH, <5 J Conurtomuea 1 th Edison Co €32/12/10 KEPPLER, J G 
Region 3, Office of Director 1 j> 16459 349 24X 

Fiche 30-373. B2/ 12/ 10, 021217021 1 


'"0212170214 NPDES none omp 1 u nc e notification on 821 1 12. d 1 schar ge from 
low vol waste wastewater treatment facility contained 
115 6 m £■ / 1 oil te grease Cause not stated Discharge stopped, 
tank taken out of sve & oil soak bags placed in tank 
D1EDERICH.0 j Commonwealth Edison Co 02/11/24 2p p 

16459 350 24 X Fiche 50-373,02/12/10,0212170211 


G2J21 70264 Forward* LER 02- 1 50/03L-0 

D1EDERICH, 0 J Commonwealth Edison Co 02/12/10 KEPPLER, J Q 
Region 3, Office of Director Ip 16456 201 24X 

Fiche 50-373.02/12/10,0212170264 


—□212170270 LER 02-ISO/O3L-O on 021111, RCIC flow controller failed to 
control HCIC ays flow during performance of BTP-14 Caused 
by loose lead* at square root converter 1E51-K601 Leads 
tightened HCIC sys successful ly run 

HOUSTON, R W Commonweal th Edison Co 02/12/10 Region 3, 
Office of Director 2pp 16456 202 24X Fiche 50-373,02/12/10. 

0212170264 


0212270140 Forwards LER B2-152/03L-0 

DIEDERICH, G J Commonwealth Edison Co. 02/12/13 KEPPLER, J Q. 
Region 3, Office of Director Jp 16530 1 3 1 24* 

Fiche. 50-373. 02/12/ J 3, 0212270140 


—0212270148 LER 82-1 S2/G2L-0 on 021115, during performance of LIS-RJ-OI, 
differential prentirs indicating switch 1E31-NQ07A setpoint 
found out of tolerance in nonconservativ* directinn per 
Tech Spec 332 Cause unknown Switch recalibr 
HOUSTON, R W Commonwealth Edison Co 02/12/13 Region 3, 

Office of Director. 2 pp 16539 132 247 Fiche 50-373,02/12/13, 

8212270140 


02 1 2270162 FOTwards NPDES noncomp 1 ian c o rept for 021116 

0IED£R!CH,G J Commorwe a 1 th Edison Co 02/12/13 KEPPLER, J G- 
R e g Ion 3, Office of Director 2pp 16539 007 24X 

Fiche 50-373,82/12/13,8212270162 


— 0212270170 NPDES noncomp 1 lance rept urt B211 16, emul 5 i f ied o-il in 
equal i xation tank reduced flocculation & filtration 
efficiency Cause not stated Plant discharge stopped & all 
treated water returned to aqua 1 i lat ion tank 

a Commonwealth Edison Co 02/12/13 Ip 16539 009 24X 

Fiche 50-373,02/12/13,0212270162 


0212280363 Interim deficiency rept re inadequate pressure transducers/ 
transmitters mounted on post-LDCA hydrogen recomh Itiers 
Initially reported on 021 119 Final rept will be submitted by 
0302 J I Also reported par Fart 21 

tfANiNO,S F Niagara Mohawk Rower Corp 82/12/14 STARQSTECK I, R 
Division of Project i* Resident Programs 2 pp 16560 058 24X 

Fiche 50-000.02/12/14,0212280363 


— 0212280373 Port 21 rapt re inadequate pressure transducer s/trangmi tters 
mounted on post-LOCA hydrogen recomb ihbts Transducers should 
be replaced w/nuc l ear rated transducer* Engineering field 
bulletin to be Issued by 82102? 

EffPEV. D C Rockwell International Corp 02/10/21 COLLINS, J 
Region 4. Office of Director 2pp 16560 060 24X 

Fiche 50-000, &2/12/ 14, 0212200363 


G 21 2270 175 Fo.r wards LER B2-I51/03L-0 

DIEDERICH. Q J Commonwealth Edison Co 02/12/15 KEPPLER , J Q 
Region 3,- Office of Director lp 16539 020, 24X 

riche 50-373. 02/12/15,021 2270175 


— B21227O10O LER 02-15I/O3L-O on 021 1 1 7, emerg enc y makeup control room 
ventilation fan 0 failed to start Caused by bent outlet 
damper sha* t to 0 train & broken bearing housing cap 
Linkage misaligned when installed initially Damper repaired 
. WITTENJ30RQ, K Commonwea 1 th Edison Co 82/12/15 Region 3, 
Office of Di Sector 2pp 16 530 021 24 X Fiche 50-373.02/12/15, 

821 22701 75 


0212200447 Forwards LER 02-I53/O3L-O 

DlEDEftrCH.O J Commonwealth Edison Co 02/12/16 KEPPLER. U 0 
Region 3, Office of Director lp 16556 001 24X 

Fiche 50-373,02/12/16,0212280447 


— 0 2 1 220044V LE ft 02-153/O3L-O on 021110, steam & water leak discovered on 
regenerative HX shell side relief line to HX socket weld 
junction Cause not determined Reactor water cleanup eyi 
isolated u/both NX off 

MENTERHOFF, D Commonwealth Edison Co 02/12/15 Region 3, 

Office of Director 2pp 16556 002 24X Fiche SD-373, 02/ 12/16> 

0212200447 


0212280403 Forwards LER 02-156/O3L-O 

DIEDERICH, G J Commonwealth Edison Co 82/12/16 KEPPLER, J G 
Region 3, Office of Director lp 16556 006 24X 

Fiche 50-373, 02/ 1 2/ 1 6. 82 1 2200403 


— 82122804S7 LER 02-156/O3L-O on 021 119, while performing STP-23A, reactor 
coolant conductivity exceeded limit Caused by personnel 
error Personnel advised that startup test insufficient 
reason to bypass condensate polishers 

WJTTENBORGi K Commonwealth Edison Co 02/12/16 Region 3. 
Office of Director 2pp 16556 D07 24X Fiche 50-373.02/12/16, 

S2 1 2200403 


B2 1 2200193 Forwards LER 02-15B/O3L-O 

DIEDERICH, 0 J Commonwealth Edison Co 02/12/20 KEPPLER, J G 
Region 3, Office of Director lp 16556 1 3B 24X 
Fiche 50-373,82/12/20.0212200195 


--0212280215 LER B2-15B/03L-0 on 021122. drain valve 1B21-F016 would not 
teal in close direction Caused by dirty contacts in closing 
torque switch Torque switch contacts cleaned & settings 
verified 

DUS, fl Commonwealth Edison Co 82/12/2 0 Region 3. Office of 

Director 2pp 16356 159 24X Fi the 50-373, 82/12/20, 0212280195 


0212200229 Forwards LER 02- 1 57/03L-0 

DIEDERICH.G J Commonwealth Edison Co 02/12/20 KEPPLER, J G 
Region 3, Office of Director lp 16562 273 24X 

Fiche 50-373, 02/12/20, 021220022? 


— 0215200231 LER 02-157/O3L-O on 021121, QA control room HVAC ammonia 
detector failed Caused by broken paper tape in detector 
Tape replaced 

WATFORD, P S Commonwealth Edison Co 02/12/20 Region 3, 
Office of Director 2pp 16562 274 24X Fiche 50-373,82/12/20, 

0212200229, 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


A App 1 Jeation/c on* traction stage documents & correspondence 


8211230066 Generic Ltr 02-27 to all OUR licensees of operating reactors 
except LACBUR.Dig Rock Po in t. Dr esden l,Humboldt Day, 
applicants for QL 6 holders of CP re transmittal of 
NURE 0 - 0763 & NUREG-0783 Svc list end M/a stated end 
E I SENkiUT , D G Division of Licensing 82/11/15 General Public 

Utilities - GPU Service Corp 22pp 16387 004 24X 

Fiche 50-000, 02/11/15,8211230066 


0212060301 Notification of 021201 meeting w/utll,CF Braun !< Govt 
Accountability Project in Oethesda.MD to discuss independent 
review of HVAC sys 

BGURNIA, A Licensing Branch 2 02/1 1/26 SCHWENCER, A Licensing 

Branch 2 3p p 16323 324 24X Fiche 50-373,02/11/26,8212060381 


0212220212 Forwards Revision 22 to CE-i-A, "QA Program for Nuclear 
Generating Stations “ 

SWARTZ, E D Commonwealth Edison Co 02/12/14 HAASS, W P Quality 
Assurance Branch lp 16518 007 24X Fiche 50-000,02/12/14, 

8212220212 


— 821 2220231 M 0A Program for Nuclear Generating Stations," Revision 23 
* Commonwealth Edison Co CE-i-A R22 02/11/01 I7pp 

16510 009 24X Fiche 50-000, 02/1 2/ 1 4, 821 222021 2 


0.212200212 Forwards updated schedule for ongoing environ qualification 
testing programs, per 810528 commitment 

SWARTZ, E D Commonwealth Edison Co 82/12/22 El SEN HUT, D G 
Division of Licensing IBpp 16556 161 24X Fiche 50-000,02/12/22, 

0212280212 


8212200290 Forwards info on 621201 meeting re Govt Accountability 
Project rept* U discussions of corrective actions for 
CF |3raun Observation aC-2-53, QA review it Un i t 2 HVAC. per NRC 
821203 request 

REED, C Commonwealth Edison Co 82/12/22 EISENHUT, D G Division 
of Licensing 34pp 16561 099 24X Fiche 50-373.82/12/22, 

0212200298 


F Security, medical, emergency t> fire protection plans 


0212060041 Forwards Revision 13 to modified amended security plan 
Revision withheld <ref 10CFR73 21 > 

DELGEORGErL 0 Commonwealth Edison Co 02/11/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 16313 270 P4X 
Fiche 50-373. 02/1 1/29, 6212060041 
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8212090303 Forwards info re emergency operation? facilities per 
321122 6 1202 requests Info previously submitted by telcon 
Request for written response unnecessary burden on licensee 
DELGEORGE, L 0 Commonwealth Edison Co 02/12/03 EISENHUT, D G 

Division of Licensing 2pp 16365 051 24X Fiche 30-000-82/12/03, 

8212090303 


B212130017 Releases public version of Revision 1 to Emergency Plan 
Implementing Procedure EG-2, ''Pre-Established Onsite it 
l)ffsi + * Monitoring Locations (Maps! " 

FELTON, J M Division of Rules and Records 82/12/07 Document 

Management Branch Ip 16417 062 24X Fiche 50-000,82/12/07, 

0212130017 


— 8212130028 Forwards public version of Revision 1 to Emergency Plan 
Implementing Procedure EQ-2, "Pre-Established Onsite 6 
Offsite Monitoring Locations (Maps) ri Revised table of 
contents encl 

PAJ0WSKI.J Commonwealth Edison Co 82/U/01 OENTGN, H R NRC - 
No Detailed Affiliation Given 2pp 16417 063 24X 

Fiche 30-000. B2/12/07, B212130017 


— 8212130041 Public version of Revision 1 to Emergency Plan Implementing 
Procedure EQ-2, "Pre-Established Onsite it Offsite Monitoring 
Locations (Maps) " 

FAJOUBKIiJ E Commonwealth Edison Co 82/11/29 4pp 16417 O 63 
24X Fiche 50-000,02/12/07,8212130017 


QJ'J 2 J 40243 Advises of distribution of revisions to "Generating Station 
Emergency Plan 11 Braidwood annex not prepared 

TflAMM, T R Commonwealth Edison Co 02/12/07 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16409 302 24X 

Tiche 50-000, 62/12/07. 0212140243 


^2 l 2220175 Releases public version of revised generating station 
emergency plan implementing procedures 

FELTON, J M Division of Rules and Records 02/12/10 Document 
Management Branch lp 16529 029 24X Fiche 50-000,82/12/10, 

021 2220175 


— 8212220190 Forwards public version of revised generating station 
emergency plan implementing procedures, inc luding Procedures 
ED-3 re demand polling of meteorological data & ED -20 re 
emergency forecast request 

PAJOWSKI.J E Commonwealth Edison Co 82/11/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 16529 030 
24 X Fiche 50-000, 02/12/tO, 8212220175 


—6212220202 Public version of revised generating station emergency plan 
implementing pr 0 c edures , i nc 1 ud 1 ng Procedures ED-3 re demand 
polling of meteorological data it ED-20 re emergency 
forecast request 

L ITEREKI, L A Commonwealth Edison Co 83/10/13 4Bpp 
16529 031 24 X Fiche 50-000,82/12/10,8212220179 


8212220306 Discusses layout of communications equipment required in 
contrul room, onsite technical support ctr & near-site 
emergency operations facility 

KEPPLER, J G Region 3, Office of Director 02/12/16 

Commonwealth Fdison Co 3pp 16503 351 24X Fiche 50-000,83/12/16, 

P2 12220306 


0213300167 Releases public version of revised generating station 
emergency plan telephone directory 

FELTON, J M Division of Rules and Records 02/12/20 Document 

Management Branch lp 16612 215 24X Fiche 50-000,02/12/20, 

02 123001 67 


- 8212300179 Forwards public version qf revised generating station 
emergency plan telephone directory 

MQQRE, R D Commonwealth Edison Co 02/12/02 DENTON, K R Office 
of Nuclear Reactor Regulation, Director ip 16612 216 24X 

Fiche 50-000, 02 / 12 / 20 , 82 1 2300 1 67 


—0212300199 Public version of revised generating station emergency 
plan telephone directory 

GALLE, D P Commonwealth Edison Co 82/11/05 60pp 16613 21/ 
24/ Fiche 50-000,02/12/20,0212300167 


H General correspondence 


8212280176 Notifies of change in mailing address for NRC licensing 
mat l 

WRIGHT, G N Illinois, State of, Dept Nuc Safety (formerly Dept 
Public Health) 82/12/20 EISENHUT, D 0 Division of Licensing, 
ip 16556 135 24 X Fiche 50-000,82/12/20,6212280176 


K Utility Final Safety Analysis Report (F9AR> i amends 


B212210463 Forwards Amend 61 to FSAR, updating baseline record t< 
incorporating as-built J< as-tested configuration 
8 CHRDEDER, C W Commonwealth Edison Co 02/12/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 16406 2/6 
24 X Fiche 50-373,02/12/13,8212210463 


— 8212210466 Amend 61 to FSAR 

* Commonwealth Edison Co 82/12/31 299pp 16486 279 24X 

Fiche 50-373,82/12/13.8212210463 


B212280341 Forwards affidavit confirming distribution of FSAR, Amend 61 
SCHRdEDER.C W Commonwealth Edison Co B2/12/23 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 16560 093 
24X Fiche 50-373,03/12/23,8212280341 


G Inspection reports, IE Bulletins 6 correspondence 


0200190240 IE Bulletin 02-03, Revi s 1 on l, "Stress Cracking in Thick- 
Wall, Large-Di ameter, Stain less Steel, Rec ircu lation Sys Piping 
at BUR Plants “ Svc list encl 

DEYQUNQ, R C Director's Office, Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York, Inc 

H2pp 16462 163 24X Fiche 50-000, 82/1 0/2B, 82081 90240 


0208190245 IE Info Notice 8P-42, "Defects Observed in Panasonic Model 
001 it Model 002 Thermoluminescent Dosimeters 14 Svc list 
enc ( 

COBB. L I Division of Fuel Facilities, Materials it Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc llOpp 
16372 143 24X Fiche 50-000, 82/1 1/03, B20B1 90245 


8209190251 IE Info Notice 02-44, "Clarification nf Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering U Quality Assurance 02/11/10 
Consolidated Edison Co of Now York, Inc 109pp 16411 199 24x 

Fiche 30-000,82/11/18,0208190251 


8212030021 Forwards IE Insp Repts 30-373/02-49 8 , 50-374/82-13 on 
021001-29 No noncompliance noted 

STREETER, J F Division of Project It Resident Programs 82/11/10 
REED, C Commonwealth Edison Co 2pp (6304 3(6 24X 

riche 50-373,82/11/10,0212030021 


— B212O3OO20 IE Insp Repts 50-373/02-49 it 50-374/82-15 on B21001-29 No 
noncomp 1 lance noted Major areas Inspected licensee action on 
previous insp findings, operat lona l safety verification & 
monthly surveillance observations 

GULDEMOND, N , WILLIAMS, D , MADISON, A Division of Project Sc 
Resident Programs 92/H/1B 12pp 16304 318 24X 

Fiche 50-373,82/11/18,8212030021 


0212140326 Forwards final 8 ALP Repts 50-373/82-39 S< 50-374/82-09 for 
Jul 1980-Dec 1981 No response required 

KEPPLER, J 0 Region 3, Office of Director 82/11/23 REED, C 
Commonwealth Edison Co 3pp 16402 012 24X Fiche 50-373, B 2 / 11 /U3, 

8212140326 


—8212140329 SALP Repts 50-373/02-38 it 50-374/82-00 for Jul 1990-Doc 
1901 Deficiency noted in conducting tests w/o adequate 
procedures 

* Region 3, Office of Director 02/05/30 37pp 16402 01b &4X 

Fiche 50-373,82/11/23,8212140326 


0208190256 IE Info Notice 82-46, "Defective It Obsolete Combination 
Padlock* " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

1 27p p 16411 065 24X Fiche 50-000, 02/11/26,8200190256 


8200190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list encl 
COBB, L I Division of Fuel Facilities, Materials U Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 336pp 
16387 028 24X Fiche 50-000,82/11/30,8200190237 


8212170077 Forwards IE Insp Repts 50-373/82-53 It 50-374/02-21 on 
821101-03 l< 08 No noncompliance noted 

PAPERIELLQ,C J Division of Emergency Preparedness !< Operational 
Support 02/12/01 REED, C Commonwealth Edison Co 2pp 
16450 354 24X Fiche 50-373,82/12/01,0212170077 


-8212170079 IE Insp Repts 50-373/02-53 it 50-374/82-21 on 1^1 101-03 & 09 
No noncompliance noted Major areas Inspected radiological 
environ protect! Dn, inc 1 uding program mgt,QC & 
implementat ion 

JANUSKA, A G . QE9TMANN, M J , SCHUMACHER, M C Division of Emergency 
Preparedness & Operational Support 02/11/29 8 pp 16490 356 
24X Fiche 50-373, 82/12/01, 8212170077 
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B208I90259 IE Bulletin 82-04, ''Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYCJUN0, R C Director's Office, Office of Inspection and 

Enforcement 62/12/03 Consolidated Edison Co of New York, Inc 

Ulpg 16411 317 24 X Fiche 50-000, 02/12/03, 0200 1 902 59 


0206190261 IE Info Notice 02-40, "Failures of Agastat CR 0093 Relay 
Sockets 11 Bvc list end 

JORDAN, E L Division of Engineering k Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 50-000, 02/ 1 2/03 , 9200 1 9026 1 


9212140224 Ack receipt of B2J203 1 tr in a orming NRC of steps taken to 
correct violations noted in IE Insp Rept 50-373/82-45 
SPESSARD/R L Division of Project 8 , Resident programs 02/12/09 
REED, C Commonweal th Edison Co Ip 16400 339 24X 

Fiche 30-373,02/12/09,9212140224 


— 9212140231 Responds to NRC 021104 1 tr r» violations noted in IE Insp 
Rep ts 30-373/02-43 k 50-374/02-13 Corrective actions flow 
controller returned to panel k station procedures revised 
to include leakage compensation 

DEL0EORGE, L 0 Commonwealth Edison Co 02/12/02 XEPPLER.J Q 
Division of Project & Resident Programs 3pp 16400 340 24X 

Fiche 30-373,02/12/09,0212140224 


8212140209 Forward* re-evaluation of safety-related concrete masonry 
walls per IE Bulletin 60-11 Requests NRC review be concluded 
by June 1983 

9CHR0EDER, C W Commonwealth Edison Co B2/12/0? SCHWENCER, A 
Licensing Branch 2 Spp 16402 003 24X Fiche 50-373,02/12/09, 

6212140209 


— 0212140292 '’Re-evaluation of Safety-Related Concrete Masonry Malls at 
LaSalle County Station " 

* Commonwealth Edison Co 02/1J/I9 Up p 16402 007 24X 

Fich* 50-373,02/12/09,6212140209 


Q2J 2210104 Ack receipt of B21202 ltr informing NRC of steps tafc en to 
correct violations noted in IE Insp Repts 50-373/62-46 & 
50-374/62-19 

NORELIUSiC E Division of Engineering & Technical Programs 
02/12/13 REED, C Commonwealth Edison Co lp 16471 042 24X 

Fiche 30-373,02/12/13,0212210104 


— 0212210109 Responds to NRC 021108 ltr re violations noted in IE Insp 
Repts 30-373/82-46 k 50-374/02-19 Corrective actions 
Morrison Const Co SOP PC-2 welding metis control procedure 
reworded to avoid internal procedure conflict 

D£LOEOROE,L 0 Commonwealth Edison Co 02/12/02 KEPPLER, J 0 
Region 3, Office of Oirector 3pp 16491 043 24X 

Fiche 30-373, 92/12/13, 6212210104 


0200190267 IE Info Notice 62-49, "Correction for Sample Conditions for 
Air k 0a* Monitoring ” Svc list end 

DEYCUNOrR C Director's Office, Office of Inspection and 

Enforcement 62/12/16 Consolidated Edison Co of New York, Inc 

127pp 16626 191 24 X Fiche 30-000,02/12/16,0206190267 


0208190260 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type IJE-27 " Svc list end 

JORDAN, E L Division of Engineering k Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOSpp 16620 293 34X 

Fiche 50-000,02/12/20,6200190260 


0P1227O199 Ack receipt of 021105 ltr informing NRC of steps taken to 
correct violations noted m IE Insp Repts 50-373/02-41 k 
50-374/82-09 

STREETER, J F Division of Project 6 Resident Programs 02/12/ 20 

REEDiC Commonwealth Edison Co lp 16335 151 24X 

Fiche 50-373,02/12/20,0212270196 


— 3212270223 Responds to NRC 821007 ltr re violations noted in IE Insp 
Repts 50-373/02-41 k 50-374/62-09 Corrective actions 
operator trainee functioning directly under unit operator 
k guidelines for control room trainees drafted 
DELOE0RCE, L 0 Commonurea 1 th Edison Co 82/11/05 KEPPLER, J 0 
Region 3, Office of Director 3pp 16535 152 24X 

Fiche 50-373,82/12/20, 8212270 198 


8212290337 Forwards addl copies of inservicr insp plan in response to 
NRC request k per requirements of Oeneric Ltr 02-14 Suggests 
alternative to requirements contained in ltr 

SCHROEDER, C W Commonwealth Edison Co 02/12/21 SCHWENCER , A 
Licensing Branch 2 2pp 16509 124 24X Fiche 50-374,02/12/21, 

0212270337 


S Reportable occurrences, LERs k related correspondence 


0212270162 Forwards NPDES noncomp 1 lance rept for 021116 

DIEDERICH, 0 J Commonwealth Edison Co 82/12/13 KEPPLER, J 
Region 3, Office of Director Spp 16539 007 24X 


0212270170 NPDE8 none omp 1 l anc e rept on 021 1 16, emu Isi f i ed oil in 

equalization tank reduced flocculation k filtration 
efficiency Cause not stated Plant discharge stopped k all 
treated water returned to equalization tank 

# Commonwealth Edison Co 02/12/13 lp 16339 009 24X 

Fiche 50-373, 02/12/13, 8212270 1 62 


0212200363 Interim deficiency rept re inadequate pressure transducer*/ 
transmitters mounted on post-LOCA hydrogen recambinprs 
Initially reported on 821119 Final rept will be submitted by 
030211 Also reported per Part 21 

MANNO, S F Niagara Mohawk Power Corp 02/12/14 STARDSTECKI, fl 
Division of Project k Resident Programs 2pp 16360 050 24X 

Fiche 50-000,02/12/14,021220036 3 


— 0212500373 Part 21 rept re inadequate pressure transduc ers/tr ansmi tier & 
mounted on post-LOCA hydrogen recambiners Transducers should 
be replaced u/nucloar rated transducers Engineering field 
bulletin to be issued by 021029 

EhPEVtD C Rockwell Internat i dnal Corp 02/JO/21 COLLINS, J 
Region 4, Office of Director 2pp 16560 060 24X 

Fiche 50-000,02/12/14,8212200363 


DOCKET 50-375 NUCLEAR EXAMINATION REACTOR 
W Decommissioning Stage Documents Correspondence 


8212210110 Discusses 800310 application to autbome dismantling of 
L-05 faci lity, License R-l 18 Physical changes in facility 
have resulted in preparation of revised supporting 
statement for dismantling facility Statement end 
REMLEY, M E Rockwell International Corp 82/12/14 THOMAS, C 0 
Standard! »at i on 6 Special Projects Oranch 0pp 16491 033 24X 

Fiche 50-375, 02/12/14, 02122101 10 


DOCKET 50-302 WATERFORD GENERATING STATION, UNIT 3 
A Application/construction stage documents k correspondence 


8212090429 Forwards 021102 meeting summary re activities authorised by 
License* NPF-I3 k CPPR-13 Meeting beneficial k provided 
better understanding of issues W/o end 

O'REILLY, J P Region 2, Office of Director 05/11/15 LEWI B, F W 
Middle South Utilities, Inc - Middle South Energy, Inc 2pp 
16364 274 24X Fiche 50-000,82/11/15,8212070429 


B2I 2270410 Responds to FOIA request for documents re proposed revision 
&/or update to reactor safety study referred to In 
NUREG-0704, Chap ter 10 as RS II k all documents pertaining to 
reactor coding methods Forwards documents listed in epp 
FELTON, J M Division of Rules and Records 02/11/26 SHOLLYiS C 
Union of Concerned Scientists 3pp 1654? 233 24X 

Fiche 50-000,82/11/26,8212270418 


— B211OS0O27 Forwards summary of semiscale test results k advises that 
board notification re test results issued W/o encl 
NOVAK, T H Assistant Director For Licensing 82/09/24 
Division of Licensing lp 1654? 278 24X Fiche 50-000, 03/1 i/26, 

8212270418 


8212100002 Informs of revisions inadvertently excluded from F5AR Amund 
29 Info uiil be incorporated in F8AR Amend 30, currently 
scheduled for submittal in early Dec 1902 

MAURIN, L V Louisiana Power k Light Co 02/12/07 NOVAK, T M 

Assistant Director for Licensing 5pp 16377 272 24X 

Fiche 50-302,02/12/07,0212100002 


8212220440 Board Notifications 82-125 & 62-I25A Forwards info re 
H Etherington evaluation of flow blockage during natural 
circulation of PWR* Results do not adversely impact present 
position on reliance on natural circulation 

NOVAK, T M Assistant Director for Licensing 82/12/14 Atomic 
Safety end Licensing Board Panel Spp 16523 135 24X 

Fiche 90-000, 02/12/14, 8212220440 


8212220461 Board Notification 82-124 forwards RJ Mattson 821123 memo re 
8«miscale S-UT-8 test results Phenomena of core level 
depression k loop seal clearing may be mare complex than 
previously supposed 

NOVAK, T M Assistant Director for Licensing 02/12/14 
Safety and Licensing Board Panel 7pp 16523 169 24X 

Fiche 50-000,82/12/14,8212220461 
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8512300162 Provide* status of commitment* re recruiting & upgrading 
to-tal corporate capability 

MAURIN.L V Louisiana Power b Light Co B2/l2/t7 WILSON. J NRC - 
No Detailed Affiliation Given 3p P 16590 020 24X 

fiche 50-302,02/12/17,0212300162 


9^12270160 Confirms B21215 telcon re equipment qualification audit 
Agreements & commitments documented 

MAURIN, L V Louisiana Power b Light Co 82/12/20 NOVAK. T M 

Assistant Director for Licensing 2p p 16530 044 24X 

Fiche 50-382.02/12/20,0212270160 


f. NRC Safety Evaluation Report (SER), suppls correspondence 


Q?l20l0l75 Forwards Suppl 4 to 8ER U/a end 

KNIGHTON. Q W Licensing Branch 3 62/10/29 MAURIN, L V Louisiana 

Power it Light Co 2pp 16290 293 24X Fiche 50-302,02/10/29, 

0212010175 


F Security, medical# emergency & fire protection plans 


9212010411 Requests addl info re emergency action levels in facility 
radiological emergency plan Response to enc 1 comments should 
be provided within IS days 

KNIGHTON. 0 W Licensing Branch 3 02/11/19 MAURIN, L V Louisiana 

Power * Light Co Bpp 16271 069 24X Fiche 50-392,82/11/19, 

62 1 2010411 


□PI209Q2Q3 Confirms 821202 telcon re 020128 response to Generic Ltr 
91-10 re permanent backup & interim emergency operations 
facilities (EOF) Interim EOF approved in NRC 020202 ltr 
MAURIN, L V Louisiana Power & Light Co 92/12/03 NDVAK. T M 

Assistant Director for Licensing 3pp 16361 333 24X 

Fiche 50-302, 02/12/03, 0212090203 


92 1 2200121 Forwards GL Madsen B21014 ltr transmitting SALP Rept 
50-302/02-20 for Jw 1 1901 - Juno 1982 It util 021100 b 16 
rodents on rept 

COLLINS, J T Region 4, Office of Director 82/12/03 MAURIN, L V 
Louisiana Power U Light Co 2pp 16470 100 24X 

Fiche 50-302,82/12/03.021220012 1 


—3212200126 SALP Rept 50-302/02-20 for Jul 19B1 - June 1902 Addl insp 
effort should be continued until const program completed & 
throughout preoperational testing phase or until licensee 
demonstrate* improvement in mgt controls in weak areas 
CROSSMAN, W A , MADSEN, G L Division of Resident, Reactor Project 6 
Engineering Programs 82/10/13 20pp 16470 104 24X 

Fiche 50-308,82/12/03,0212200151 


-'-8212200127 Forwards comments on SALP Rept 50-302/02-20 for Jul 1901 - 
June 1982 Agrees w/NRC f ind i ngs, cone 1 us i □ ns b 
recommendations Corrective measure* in weak areas initiated 
MAURIN, L V Louisiana Power 6 Light Co 82/11/00 MADSEN. 0 L 
Division or Resident, Reactor Project & Engineering Programs 9pp 
16470 124 24 X Fiche 50-302,02/12/03,0212200121 


0PJ215QO42 Forwards fire protection training program b fire protection 
program 

MAURIN, L V Louisiana Power b Light Co 82/12/09 NOVAK, T M 
Assistant Director for Licensing lp 16425 060 24X 

Fiche 50-302,02/12/09,8212150042 


--821S150047 Fire protection program 

* Louisiana Power b Light Co PMD-PE-QtO RQO 82/05/17 5!pp 
16425 061 24X Fiche 50-302.82/12/09,0212150042 


--8212190050 "Program Description for Fire Protection Training 11 

• Louisiana Power b Light Co 02/02/17 36pp 16425 112 24X 

Fiche 50-302,82/12/09,8212150042 


0#' 1 21 50140 Requests deficiencies noted in 820331 interim findings of 
offsite emergency preparedness be remedied Future interim 
k final findings should include FEMA headquarter 
c oncurr ence 

GRIMES, fl K Division of Emergency Preparedness 82/06/11 
KRIMM.R W Federal Emergency Management Agency lp 16429 109 
24X Fiche 50-302,02/12/14,0212150131 


&Pt227'00l3 Releases public version of comments on BNVJL/NRC review of 
emergency action levels 

FELTON, J M Division of Rules and Records 02/12/16 Document 
Management Branch lp 16551 290 24X Fiche 50-382,82/12/16, 

8212270013 


• — 8212270015 Forwards public version of BNWL/NRC review of emergency 
action levels for radiological emergency plan 

MAURIN, L V Louisiana Power b Light Co 82/12/10 NOVAK, T M 
Assistant Director for Licensing lp 16951 291 24X 

Fiche 50-382,82/12/16,0212270013 


— 0212270017 Public version of comments on BNWL/NflC review of emergency 
action levels for radiological emergency plan 

* Louisiana Power b Light Co 82/12/10 17pp 16551 292 24X 

Fiche 50-3B2,82/l2/t&,B2l22700t3 


G Adjudicatory correspondence 


8212020355 Response opposing applicant 821U2 motion for 
reconsideration b clarification of certain ruling* in ASLD 
021103 partial initial decision on conditions for evacuation 
6 ltrs of agreement 

GROESCH, G L Joint Inter venor s -Water ford 02/11/29 Atomic 
Safety and Licensing Board Panel 3pp 16270 015 24X 

Fiche 50-302,02/11/29,0212020355 


8212020374 Memorandum b order denying Joint Intervenors 020612 motion 
for reconsideration of A5LB 790913 order b 790512 ruling 
Balance of State of LA 820721 petition to intervene denied 
in light of Court of Appeals dec i sion, NRDC vs NRC 
WOLFE, 8 J Atomic Safety and Licensing Board Panel 82/11/30 
Joint Intervenors-Naterf ord 7pp 16278 092 24X 

fiche 90-392,02/11/30,8212020374 


0212020342 Order scheduling 830111-14 evidentiary hearing in 
New OrleanSiLA Record reopened solely to receive evidence 
on adequacy of applicant revised pre-emergency public info 
bt ochure 

WOLFE, S J Atomic Safety and Licensing Board Panel 02/12/01 2pp 
16279 147 24X Fiche 50-302,82/12/01,0212020342 


8P1 2060000 Adsise* that Judge Jordan should be Served at address in 
Pompano Beach, FL during 021210-030131 

WOLFE, 9 J Atomic Safety and Licensing Board Panel 82/12/Qi 
Office of the Executive Legal Director ip 16314 299 24X 

fiche 50-302, 82/12/01, 82 i 2060000 


□212060007 Response supporting applicant 821112 motion for 
reconsideration or clarification of ASLB 021103 partial 
initial decision Need to satisfy four conditions to receive 
low power OL should be clarified Certificate of Svt end 
IURKiS E Hearing Branch 1 02/12/02 Atomic Safety and 

Licensing Board Panel 0pp 16313 302 24X Fiche 50-302,05/12/02, 

0212060007 


B21 2090260 Response opposing Joint Intervenors 021130 motion to extend 
time to file direct testimony & to reschedule hearing on 
emergency brochure Intervenors fail to explain witness 
unavailability Certificate of Eve enc 1 

TURK, S E Hearing Branch l 02/12/07 Atomic Safety and 
Licensing Board Panel 6pp i6354 111 24X Fiche 50-302,02/12/07, 

B2 12080260 


8212100098 Memorializes 021012 telcon w/ASLB, appl i cant, Joint 
I ntervenors, NRC it FEMA re ASLD rulings on applicant B20923 
filing b Joint Intervener 020929 motions Svc U*t end 
CHURCHILL. B W Shaw, Pittman, Pott* b Trowbridge CHURCHILL, B W 
Louisiana Power b Light Co 02/12/07 WOLFE, 0 J , FOREMAN, H , 
JORDAN, W H Atomic Safety and Licensing Board Panel 5pp 
16379 1B1 24X Fiche 50-302, 02/1 2/07, B21 21 00098 


8?1 2100100 Answer opposing Joint Intervenors 821130 motion to extend 
time for filing direct testimony b to reschedule hearing on 
emergency brochure Joint Intervenors fail to justify 
untinelmess of motion Certificate of Svc end 

CHURCHILL, B W Louisiana Power b Light Co CHURCHILL, 0 W Shaw, 
Pittman, Potts b Trowbridge 82/12/07 Atomic Safety and 
Licensing Board Panel lOpp 16379 116 24X Fiche 50-302,02/12/07, 

0212I00100 


B2121S0033 Memorandum t< order denying Joint Intervenors 051130 motion 
for indefinite extension of time to file direct testimony & 
request for rescheduling hearing Intervenurs failed to show 
pood cause in support of motion 

WOLFE, S J Atomic Safety and Licensing Board Panel 02/12/13 
Joint Intervenor s-Waterford 6pp 16451 236 24X 

Fiche 30-302, 85/12/13, 8212150035 


GP 1 2 1 50 1 3 1 Forwards listed correspondence between NRC 6 FEMA Some 
document* withheld (raf 10CFR2 790) 

TURK, S,E Hearing Branch 1 82/12/14 GROESCHrG Affiliation 

Unknown 2pp 16429 106 24X Fiche 50-302,82/12/14,8212150131 


—0212150137 Request* L Jones 020305 ltr to S Turk, NRC exhibit on 
potassium iodine & transcripts for 020506,07 b 12 
CASSIDY, B P Federal Emergency Management Agency 82/09/14 
TURK, S Hearing Dranch 1, lp 16429 108 24X 

Fiche 50-3B2, B2/12/14, 0212150131 
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— 8 Si 21 EO 1 40 Requests deficiencies noted in 820331 interim findings of 
Offsite emergency preparedness be remedied Future interim 
Ik Final findings should include FEHA headquarter 
i oncur rencd 

CRIMES/ B K Division of Emergency Preparedness 02/06/11 
KRtMM, R W Federal Emergency Management Agency lp 16429 109 
24X Fiche 50-382/ 02/ 1 2 / I 4. 92 1 2 1 50 1 3 1 


--B212150J49 Forwards NRC proposed findings of fact* supporting brief ft 
motion to correct hearing transcript W/n encl 

TURK, S £ Hearing Branch 1 82/07/16 CASSIDY.B P Federal 

Emergency Management Agency ip 16429 110 24X 

FI che 50-392* 92/12/ 1 4* 0212150131 


— B212150I53 Requests AS LB order requesting further FEMA testimony on 
public Info brochure ft final FEMA testimony filed w/ASLD 
CASSIDY* B P Federal Emergency Management Agency 92/09/13 
TURK, S E Hearing Branch I Ip 16429 111 24X 

Fiehe 50-302.62/12/14,0212130131 


6212160354 Memorandum memorializing 921213 fcelcan u/ap p 1 1 c an fc* NRC* FEMA 
& Joint Interveners Joint Iptervenors motion to extend time 
to file direct testimony & reschedule hearing on emergency 
brochure denied 

WOLFE* 9 J Atomic Safety and Licensing Board Panel 82/12/14 4pp 
16442 337 24 X Fiche 50-382*82/12/14*6212160354 


02J216OSO3 Memorandum ft order partially granting applicant 021112 
motion tor re c onsiderati on or c lar i flcetlon of ASLB 021103 
Partial Initial Decision LflP-82-100 Condition 2 re Itrs of 
agreement w/support parishes modified 

WOLFE* S yf Atomic Safety and Licensing Board Panel 02/12/14 
Louisiana Power ft Light Co 9p p 16442 122 21X 

Fiche 50-382, 62/12/14. 0212160503 


0212160515 Order rejecting Joint Interveners 921212 request for full 
NRC investigation re massive chemical Fire at Union Carbide 
plant & relation to nuclear plant ASL0 not authorised to 
initiate or conduct investigation. 

WOLFE, S J Atomic Safety and Licensing Board Panel 82/12/15 2pp 
16442 117 24 X Fiche 50-302, 02 / 12/1 5 , 8212 16051 5 


— 0212160321 Notifies of massive chemical fire at Union Carbide plant ft 
requests full MRC investigation re nuclear plant 

FONTANA, L Joint In t er venors-Wa ter f ord FONTANA* L Fontana, L 

02/12/12 WOLFE* S Atomic Safety and Licensing Board Panel lp 
16442 1 1 9 24 X Fiche 50-392* 82/ 1 2/ 1 5, 021 2 1603J 5 


B212230361 Motion for reconsideration of ASLB 821213 memorandum ft 
order Due to ill health of E Duncan, 30-day extension 
requested In which to file direct testimony & commence 
h earlngs 

OROE9CH,& L Joint rntervenors -Water ford 02/12/17 Atomic 

Safety and Licensing Board Panel 4pp 16SJ1 166 24X 

Fiehe 30-302,82/12/17*0212230361 


0212270330 Forwards ASLAD 730731 Memorandum ft Order ALAB- 138, af t i rming 
ASLB decisions to reopen hearing on fuel de nsi f ication Issue 
& to permit operation during proceeding ft reversing 
determination to reopen pn Four issues W/svc list 
PIZZUro.C M 9haw* Pittman, Potts ft Trowbridge 82/12/21 
OROESCH.O Joint Irt terv«nors-Wa ter ford lOpp 16530 J74 24X 

Fiche 50-382*92/12/21,9212270330 


0212270104 OTder rescheduling hearing Since record reopened to receive 
evidence re adequacy of public Info boo It I «t , hear i ng will be 
held on 020208- J I in New Orleans, LA 

WOLFE, S J Atomic Safety and Licensing Board Panel 02/12/22 2pp 
16539 011 24 X Fiche 90-382,02/12/2210212270104 


B21 2270247 Memorandum memorial! i i ng 821221 conference call w/FEMA, 
applicants ft Joint Interveners 

WOLFE'S J Atomic Safety and Licensing Board Panel 62/12/52 4pp 
16530 392 24 X F 1 the, 50-362, 82/12/22* 02 12270247 


B2 1 2200 102 Exception to ASLB 821103 partial initial decision re 
Condition 2 Certificate of Svc encl 

CHURCHILL, 0 W Louisiana Power ft Light Co CHURCHILL, 0 W Shaw, 
Pittman, Potts & Trowbridge 62/12/24 Atomic Safety and 

Licensing Appeal Panel 4pp 14562 191 24X Fiche 50-302,02/12/24* 

PB 12280182 


0 Inspection reports* IE Bulletins ft cor resp andenc e 


0200190240 IE Bulletin 02-03* Revision i. "Stress Cracking in Thick- 
Wall , Large-Oi ameter* Sta Inlesi Steel* Rec ircuiat ion Sys Piping 
at BWR Plants •* Svc list end 

DEYGUNO, R C Director's Office, Office of Inspection and 

Enforcement. 02/10/29 Consolidated Edison Co of New York, Inc 

llBpf 16462 163 24X Fiche. 50-000, 02/10/29* ©200190240 


0200190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
001 ft Hade! 002 Thermoluminescent Dosimeters 11 Svc list 
encl 

COBB* L t Division of Fuel Facilities* Materials ft Safeguards 
62/11/05 Consolidated Edison Co of New York* Inc liOpp 

16372 142 24 X Fiche 50-000, 92/1 1/05, 92001 90245 


8P1307011? Forwards IE Insp Rep t 50-302/82-23 on 020716-0915 Ho 
noncompliance noted 

MADSEN, 0 L Division of Resident* Reactor Project It Engineering 

Programs 82/11/17 MAURIN, L V Louisiana Power A Light Cd 2pp 

16327 009 24X Fiche 50-302,82/11/17,0212070119 


- — >8212070123 IE 3n»p Rept 50-382/82-23 on 820716-0915 No none omp L 1 ance 
noted Major areas inspected previously identified insp 
f i nd i ng s* p r eop era t i ona 1 test procedure re v i ew, p reopera 1 1 ona 1 
test witnessing tt site tour 

CONSTABLE, 0 L , CUMMINS, J E > JONES, W B Division of Resident, 
Reactor Project & Engineering Programs 82/11/10 lOpp 
16327 091 24X Fiche 50-382* 92/11/ 17, 921 20701 1 9 


9200190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirements " 6vc list encl 

JORDAN, E L Division of Engineering & Duality Assurance 02/il/iB 
Consolidated Edison Co of New York, Inc I09pp 16411 19? 24 X 

Fiche 50-000* 02/1 j/ 19, 0200190251 


8200190256 IE Info Notice 02-46, "Defective ft Obsolete Combination 
Padlocks " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of Now York, Inc 

I27pp 16411 065 24X Fiche 50-000*02/11/26*8200190256 


□208190257 IE r nf u Notice 02-47* "Transportation of Type A Quantities 
of Mon-Fissile Radioactive Matl ” Svc list encl 
COBB.L I Division of Fuel Facilities* Materials U Safeguards 
92/11/30 Consolidated Edison Co of New York* Inc 356pp 

16307 020 24X Fiche 30-000*02/11/30,0208190257 


0208190259 IE Bulletin 02-04* "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list encl 
DEYOUMQ.R C Director's Office* Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

113pp 16411 317 24X Fiche 50-000* 82/12/03, 02081 90259 


8208190261 IE Info Notice 02-48* "Failures of Agastat Cfi 0095 Relay 
Sockets " Eve list encl 

JORDAN* E L Division of Engineering & Quality Assurance 82/12/03 
Consolidated Edison Co of New York* Inc IlOpp 16462 064 24X 

Fiche 50-000, 82/12/03* 8200190261 


0212070223 Ack receipt of 821029 ltr in response to violations noted in 
IE Insp Rept 50-302/02-10 AddI info re craft personnel 
training ft completion of training requested 

MADSEN* 0 L Division of Resident, Reactor Project ft Engineering 
Programs 02/12/03 MAURIN, L V Louisiana Power ft Light Co 2pp 
1632? 352 24X Fiche 50-382* 02/12/03* 0212070223 


— '0212070220 Responds to NRC 820930 ltr re violations noted in It Ttisp 
Rept 50-382/02-10 Corrective actions Nonconformance Rept 
W3-4374 issued reporting lack of approved design ft weld 
insp documentation on mod insp Procedure CR-/17 revised 
MAURIN, L V Louisiana Power ft Light Co 82/10/2? MADSEN* 0 L 
Division of Resident* Reactor Project ft Engineering Programs 2pp 
16329 354 24X Fiche 50-302*82/12/03*0212070223 


8212200121 Forward* GL Madsen 021014 ltr transmitting SALP Rept 
50-302/62-20 for Jul 1901 - June 1992 ft util 821109 ft 16 
comment* on rept 

COLLINS* J T Region 4* Office Of Director 82/12/03 MAUR I N* L V 
Louisiana Power ft Light Co 2pp 16470 100 24X 

Fiche 50-382*82/12/03,0212200121 


—0212200125 Forwards SALP Rept 5O-3B2/02-2O for Jul 1901 - June 1982 
Analyses ft evaluation will be discussed in New Orleans, LA 
on 821020 Comments should be submitted within 20 days from 
date af meeting 

MADSEN* G L Division of Resident, Reactor Project ft Engineering 
Programs 82/10/14 MAURIN* L V Louisiana Power ft Light Co 
2pp 16470 102 24X Fiche 50-302, 82/12/03* B2 122001 2 1 


—0212200126 SALP Rept 50-382/02-20 for Jul 1781 - June 1982 Addl insp 
effort should be continued until const program completed ft 
throughout preoperationa l testing phase or until licensee 
demonstrates improvement in mgt controls in weak areas 
CROSSMAN, K A * MADSEN, 0 L Division of Resident, Reactor Project ft 
Engineering Programs 82/10/13 20pp 16470 104 24X 

Fiche 50-382*92/12/03,8212200121 
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— 8212200127 Forwards comments on SALP Reptr 50-302/02-20 for Ju 1 1981 - 
June- 1982 Agrees w/NRC findings, cone 1 u* i on* ft, 
recommendations Corrective measures in weak areas initiated 
MAURIN, L 7 Louisiana Power b Light Co 02/11/00 MADSEN j G L 
Division of Resident. Reactor Project *, Engineering Programs 9pp 
1 6470 124 24X Fiche 50-302,02/12/03.0212200121 


— 02 1 2200 J 29 Clarifies 821108 comments on Item g of SALP Rept 50-362/ 
62-20 for Jul 1901 - June 19B2 re instrumentation L controls 
* V* 

MAURIN, L V Louisiana Power & Light Co 82/11/16 MADSEN. 0 L 
Division of Resident, Reactor Project $c Engineering Programs 2pp 
16470 133 24 X Fiche 50-302.82/12/03,8212200121 


8212200374 Forwards IE Insp Rept 50-382/82-14 on 020516-0715 Notice of 
violation transmitted under separate cover 

MADSENi 0 L Division of Resident, Reactor Project «< Engineering 
Programs 02/12/06 MAURIN. L V Louisiana Power i, Light Co 2pp 

16559 0-78 24X Fiche 50-302.02/12/06.8212200374 


—8212200378 1C Insp Rept 50-302/82-14 on 020516-0715 None omp li anc b 
noted failure to adequately control quality of 
safety-related work 

CONSTABLE, G L , CUMMINS, J E , JONES, W B Division of Resident, 
Reactor Project it Engineering Programs 92/10/29 17pp 
J6559 000 24X Fiche 50-302,02/12/06.0212200374 


□PJ 2200423 Discusses IE insp on 820316-0715 & forwards notice of 
violation 6 notice of proposed imposition of civil penalty 
COLLINS, J T Region 4, Office of Director 82/12/06 MAUR I N, L 7 

Louisiana Power 6 Light Co 3pp 16959 020 24X 

Tiche 50-302,82/12/06,8212280423 


— 8212200430 Notice of violation t< notice of proposed imposition of civil 
penalty in amount of *20,000 Noncomp 1 lane e noted failure to 
adequately control activities affecting quality of 
safety-related work 

. COLLINS, J T Region 4, Office of Director 82/12/06 3pp 
16559 031 24X Fiche 50-302,02/12/06,0212200423 


8200190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air & Gas Monitoring " Svc list enc l 

DEYOUffC.R C Director's Office. Office of Inspection and 

b nf ot c erren t 82/12/16 Consolidated Edison Co of New York, Inc 

1 27 pp 16620 191 24 X Fiche 50-000,82/12/16,8208190267 


BPO0I9O260 IE Info Notice 02-50, "Mod of Qolid State AC Undervoltage 
delays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering ?< Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc JOBpp 16628 293 24X 

Me he 50-000, 02/12/20,8209190260 


02! 1 2270545 Discusses augmented inservice insp program being implemented 
to comply u/r equ irements of SAP 6 6 including Branch 
Technical Position AGO 3-1 re main steam & feedwater 6 
safety injection piping 

MAURIN, L 7 Louisiana Power tt Light Co 82/12/22 ND7AK, T M 

Assistant Director for Licensing 3p p 16502 100 24X 

Fiche 50-382,82/12/22,8212290245 


& Reportable occurrences, LERs 6 related correspondence 


02 1 2210066 Fifth interim rept of Significant Const Deficiency 35 tb 
mat! properties of JC White Co tube track it welded fittings 
Corrective action will be completed by 830401 Final rept 
will be sent by 030500 

NAURIN.L 7 Louisiana Power L Light Co 62/11/15 COLLINS, J T 
Region 4, Office of Director 2pp 16492 270 24X 

Fiche 50-392,82/11/15,0212210066 


GPU 22 1 05 72 Seventh Interim Significant Const Deficiency Rept 40 re 
ITE-Oould starter coil failure in containment cooling fans 
Lab testing of six coils returned to vendor scheduled to be 
completed by 021210 Final rept will be submitted by 030110 
MAUR IN, L 7 Louisiana Power U Light Co 02/11/15 COLLINS, J T 
Region 4, Office of Director Ip 16484 256 24X 

Fiche 50-302, 02/11/15, 8212210172 


9M221O201 Final rept of Potential Reportable Deficiency 91 re operator 
base plate hubs for M5l7s made from alloy matl rather than 
carbon steel Initially reported on 621019 Safety function of 
MSI7* not affected Item reportable under 10CFR50 55(e) 

MAUR IN, L V Louisiana Power 6 Light Co 92/11/15 COLLINS, J T 

Region 4, Office of Director 2pp 16403 019 24X 

Fiche 50-382, 82/ 1 1 / 1 5, 02 1 251020 1 


B2 1 2030040 Final rept of Potentially Reportable Deficiency 92 re design 
of maint hatch shield door seal sys Initially reported an 
021019 Condition not reportable under 10CFR50 55(e) because 
change initiated to upgrade sys to sa f ety-r elated design 
MAUR IN, L 7 Louisiana Power & Light Co 02/11/22 COLLINS, J T 
Region 4, Office of Director 2pp 16304 141 24X 

Fiche 50-302, 92/ 1 1 /22, 02 1 2030048 


0P12O3OO36 Interim Significant Const Deficiency Rept 67 re failure of 
A500 Grade B tube steel to meet c h emi ca 1 /ph y a ica 1 
properties Initially reported on 021022 Physical property 
data needed to judge «c c op tab 1 1 i ty Next rept by 021219 
MAURIN, LV Louisiana Power <c Light Co 02/11/23 COLLINS, J T 
Region 4, Office of Director 3pp 16304 131 24X 

Fiche 50-302.02/11/23,8212030036 


BIN 2Q3Q055 Final deficiency rept re lack of DBA testing for Coating 8yu 
M5-1 6 M5-3 in reactor containment bldg Initially reported 
on 021023 Successful DBA tests conducted on Oimetcote E-Z 
Condition determined not reportable per 10CFR50- 55 ( e > 

MAUR IN, L V Louisiana Power 6c Light Co 02/ 11/23 CDLLINS, J T 
Region 4. Office of Director 2pp 16304 156 24X 

riche 50-382,82/11/23,0212030035 


8212140395 Significant Const Deficiency Rept SO re possible malfunction 
in Agastat E7 000 series time-delay relays Corrective actions 
complete Documentation being assembled by contractor for OA 
review Final rept will be submitted by B30I05 

MAUR IN# L V Louisiana Power 6 Light Co 02/11/30 COLLINS, J T 
Region 4, Office of Director lp 16401 034 24X 

Fiche 50-382,82/11/30,0212140395 


0212210230 Interim Significant Const Deficiency Rept 49 re Tlme-Trnl. 
Inc heat trace panel malfunctions Defective modules still 
being replaced Final rept to be submitted by 830110 
MAUR IN, L 7 Louisiana Power it Light Co 02/11/30 COLLINS, J T 

Region 4, Office of Director lp 16403 3 5 0 24X 

Fiche 90-382,02/11/30,0212210230 


0212060329 EN-82-037 on 821 206, no t i c e of violation k notice of proposed 
imposition of civil penalty will be issued to util for 
violation of OA requirements 

CRAIG. J , AXELftAD. J NRC - Nd Detailed Affiliation Given 02/12/01 

Ip 16312 031 24X Fiche 30-392, 02/12/01 , 0212060329 


02 1 22701 30 Final Significant Const Deficiency Rept 42 re Typo HMA 
auxiliary relays mfg from 1976-June 1981 Initially reported 
on 011207 Corrective action* complete, per QE Svc Advice 
721-PSM-166 1 

MAURIN, L V Louisiana Power & Light Co B2/12/14 COLLINS, J T 
Region 4, Office of Director 3pp 16538 146 24X 

Tiche 50-382,82/12/14,0212270130 


BPT 2270130 Final Significant Const Deficiency Rept 30 re flooding of 
emergency diesel generator A high it low voltage control & 
relay panels Damaged relay panels replaced 

MAURIN, L V Louisiana Power & Light Co 82/12/15 COLLINS, J T 
Region 4. Office of Director 3pp 16538 134 24X 

Fiche 50-392, 82 / 12 / 15 , 821 22701 3 B 


□212270166 Interim deficiency rept re incorrect structural ca 1 c ulatitm* 
used for holdup U boric acid makeup tanks Const completion 
date delayed so final rept will net be submitted until 
03022 I 

MAURIN, L V Louisiana Power It Light Co 82/12/15 CDLLINS, J, T 
Region 4. Office of Director lp 16538 043 24X 

Fiche 50-382,02/12/15,8212270166 


0212270257 Final Bigntficant Const Deficiency Rept 44 re LP5I pump 
suction valves Initially reported on 820010 New 20-inch 
diameter check valves i ns t a 1 1 od , b utterf l y valves locked open 
it 300 lb pressure class rating extended to suction line, 

MAURIN, L 7 Louisiana Power & Light Co 82/13/15 COLUNS, J T 
Region 4, Office of Director 3pp 16530 327 24X 

Fiche 50-302,02/12/15,8212270357 


B2T228Q169 Final rept of Significant Const Deficiency 52 re bimetallic 
penetration wolds u/o stress rel iof/post-we 1 rf heat treatment 
an containment penetration assemblies Replacement 
penetrations Wcorrect post-weld heat treatment installed 
MAURIN, L V Louisiana Power *< Light Co 83/12/15 COLLINS, O T 
Region 4, Office of Director 3pp 16563 204 24X 

Fiche 50-3B2, 82/12/15, 821 22B0 169 


OP 1 2200203 Final rept of Significant Const Deficiency 34 re Buffalo 
Forge HVAC fan shrouds w/o capability to contain fan blade 
missiles Mods to fans completed on 0211S2 Reported by 
manufacturer under Part 2i 

MAURINiL V Louisiana Power << Light Co B2/12/I5 COLLINS, J T 
Region 4, Office of Director 3pp 16562 104 24X 

Fiche 50-332.02/12/15.9212200203 


02J228O143 Final rept of Significant Const Deficiency 48 re design 
application of break flanges at elevated temps in RCS. safety 
injection & chemical tt vo 1 control sys Flanges w/matl not 
meeting ASME Code requirements replaced w/correct matl 
MAURIN, L V Louisiana Power & Light Co 82/12/17, COLLINS, J T 
Region 4, Office of Director 2pp, 16563 109 24X 

Fiche 50-382, 02/1 2/ J7, 831 22BQ143 
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0212300196 Potentially Reportable Deficiency 96 re inadequate shoulder 
9*P far Batch C furl assemblies Initially reported on 
G211I7 Condition determined not reportable Mods to 
fual .menu i«i uili be made by C-E prior to shipment 
MAURIN.L V. Louisiana Power U Light Co 62/12/20 COLLINS, J T 
Region 4, Office of Director 2pp 16590 027. 24X 

Fiche 30-392, 02/12/20,0212300196 


0212300310 F 1 na 1 Significant Con* t Efficiency ftept 47 re failure of 
ASOO Grade 0 tube steel to fleet chemf ca 1/phy * fcal 
properties Properties within ASJ1E/A9TM code Mo degradation 
°f *a F a t y-r e 1 a t ad sys occurred 

MAURrhl, L V Louisiana Power & Light Co 02/12/20 COLLINS, J T 
Region 4, Office a f Director 2pp 16594 216 24X 

Fiche 90-302, 62/1 2/20, 02J 23003 1 0 


©L } 1 2300219 Final rept -of Significant Const Deficiency 43 re main/ 
emergency feedwater «y* Internals of check valves BFW-V029A 
At 2FW-VS26D removed 6 two 6-inch 900 check valves added 
downstream of each emergency feedwater flow transmitter 
MAUfllN, L V Louisiana Power t Light Co 82/12/21 COLLINS, J T 
Region 4, Office of Director 7pp 14597 357 24X 

Fiche 50-302, 03/ 12/21 1 8212300219 


G2J23002G9 Final rept of Significant Const Deficiency 41 re unapproved 
welding Attachment ueld removed te rewelded w/ap prove rf 
procedures Two temporary welds removed & base metal TepaiTed 
& found acceptable 

MAURIW, L V Louisiana Power U Light Co B2/I2/2E COLLlNB, J T 
Region 4, Office of Director 3pp 16595,128 24X 

Fiche 50-382,02/12/21,8212300280 


DOCKET S0-3&7 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 
£T NRC Safety Evaluation Report <6ER>, suppl* A, correspondence 


0£?llC900i9 Updates 820827 response to SER Suppl 3, Section 3 10 2 2 re 
seismic L dynamic qual i f i cat! on Info completes SER action 
CURTIS. N W Pennsylvania Power & Light Co 82/11/04 BCHWENCER, A 
Licensing BrancJi 2. 2pp 16008 23P 24X Fiche* 50-387, 82/1 1 /04, 

•02 1 1 0900 1 9 


F Security, medical, emergency & fire protection plans 


G212030DS7 Forwards IE Safeguards Insp Rept 50-387/02-23 on 020016. No 
noncomp 1 lane e noted 

MARTIN, T T Division of Engineering h Technical Programs 82/11/19 
KENYON, D J> Pennsylvania Pouer 4. Light Co 2p P 16304 255 24X 

Fiche 30-307, 02/11/19, S2120300S7 


—8212030090 IE Safeguards Imp Rept 50-387/82-23 on 020816 No 
nancomp liance noted Major areas inspected licenses actions 
re ei-cesslve alarms Safeguards info deleted iref 
I0CFR73 an 

MADDEN, W J , DUNLAP, J M , QODY, A T Division of Engineering U 
Technical Programs 82/11/19 2pp 16304 257 24X 

Fiche 50-38 7,82/11/19,0212030087 


0212070131 Forwards IE Imp Repts 5O-307/&2-32 L 50-388/62-05 on 
020908-1019 6 notice of violation 

BTAROSTECKI, R Division of Project S< Resident Programs Q2/I1/23 
KENYON, D D Pennsylvania Power & Light Co 2pp 16335 310 24X 
Fichu 5 0-307, 62/11/23, 82 1 2070 1 5 1 


— 0212070154 Notice of violation from insp on 820908-1019 Safeguards Info 
delated Cre f 10CFR2 7901 

* Division af Project L Resident Programs. B2/JI/23 2pp 
16335 319 24 X Fiche 50-387,82/11/23,8212070131 


— G2I2070IS3 IE Insp Repts 50-387/02-32 50-300/02-03 on 620908-1019 

Noncomp 1 lance noted security violation re vehicles in 
protected Area L requirements for operable fire protection 
equipment r>ot met Safeguard* info deleted Cref 10CFR2 7901 
RHOADS, O o , MCCANN, J F , CHUNG, J U Division of Project & 

Resident Programs 02/11/03 l?pp 16335-321 24 X 

Fiche. 30-337,62/1 1/23, 8212070151 


821 2060 1 40 Provides status of 620916 proposed improvements to security 
sys Improvement re info retriival complete Hod r« vital araa 
portal hardware unnecessary 

CURTIS, N, W Pennsylvania Fewer & Light Co 02/11/30 SCHWENCER, A 
Licensing Branch 2 Ip 16313 157. 24 X F ic he- 50-387. 02/1 1/30, 

0212060140 


0D1222O937 Notifies that 621025 amend requist for License NPF-14 is 
consistent u/(0CFR5O 54<j> I & does not decrease effectiveness 
of physical security plan No fee required 
BCHNENCERrA Licensing Branch 2 62/12/16 CURT!#, N W 

Pennsylvania Power 6 Light Co 2pp 16523 036 24 X 

Fiche. 30—307, 82/12/16, 0212220537 


□212300407 Releases public version of temporary change notices for 
emergency plan implementing procedures 

FELTON, J M Division of Rules and Records 82/12/22 Document 

Management Branch lp 16613 179 24X Fi che 50-307, 92/12/22, 

8212300407 


— 82123004GB Forward* public version of temporary change notices for 
emergency plan implementing procedures, inc lud ing Procedure 
EP-IP-034 re pharmacy bldg sample station emergency 
sampling 

a Pennsylvania Power 6 Light Co 82/12/14 DENTON, H R NRC - No 
Detailed Affiliation Given lp 16613 180 24X 

Fiche 50-387, 02/12/22, 821 2300407 


--B212300410 Public version of temporary change notices for emergency 
plan implementing proc edures, inc lud ing Procedure EP-IP-034 
re pharmacy bldg sample station emergency sampling 
RIZZO,-/ S Penney Ivan i a Power 6 Light Co 82/13/13 I4pp 
16613 10i 24 X Fiche 30-387, 82/12/22, fl2l 2300407 


K Utility Final Safety Analysis Report (F0AR > 6 amends 


0? J 22104 50 Forwards Amend 53 to OL application containing Revision 38 
to FSAR 

CURTIS, N U Pennsylvania Power 6 Light Co 82/12/17 SCHWENCER, A 
Licensing Branch 2 llpp 16487 218 24X Fiche 50-387,02/12/17. 

0212210450 


P Operating license stage documents 6 correspondence 


02J2OIOJ6? Board Notification 82-114 forwards Teledyne independent 
design review 

EI0ENHUT, D G Division of Licensing 82/1 1/09 PALLADINO, N , 
OILINSKY, V , AHEARNE, J Convni ssioner s 5pp 16290 244 24 X 

Fiche 50-387,82/11/09,8212010169 


0211230066 Generic Ltr 82-27 to all BWR licensees of operating Tfiacton 
except LACBWftiBig Rock Point, Dr esden 1, Humboldt Day, 
applicants for OL 6 holders of CP re transmittal of 
NUREG-0763 h NUREQ-O703 Svc list end U/o stated encl 
E1EENHUT , D 0 Division of Licensing 82/11/15 General Public 

Utilities - GPU Service Corp 22pp 16307 004 24X 

Fiche 50-000 , 02/11/13, 8211 230066 


B2T2010030 Informs of issuance of full power license amends on 0211)2 
Susquehanna 1 & Summer 1 issued 40-yr license expi-ring on 
2207 1 7 6 2203 21 , respect ively Susquehanna 1 will operate 
iii/low power limitation & Summer 1 at 50Ji power 
PERCH, R L Licensing Branch 2 KANE, U F Licensing Branch I 
02/11/15 CASE, E , CARTER, -J Office of Nuclear Reactor Regulation, 
Dirac tor EISENKUT, D division of Licensing ip 16271 356 24X 

Fiche SO-GOO, 02/11/15,8212010030 


B21 2140494 Forward* containment dome shield bell descr I pt i ons. Figures 
4 6 5 

ROUSE, L C Advanced Fuel fr Spent Fuel Licensing Branch 02/11/23 
Advanced Fuel it Spent Fuel Licensing Branch 3pp [6431 336 24X 

Fiche 30-307, B2/1 I /23i 8212140494 


— 821 2140497 Advises that shield bell descriptions need no longer be 
withheld from public disclosure 

CURTIS, N M Pennsylvania Power 6 Light Co 82/11/11 ROUSE. L C 
Advanced Fuel t* 8penfc Fuel Licensing Branch lp 16431 339 24 X 

Fiche 50-307,02/11/23,0212140494 


B212030253 Board Notification 02-105 forward* RH Vollmer 020930 memo to 
DO Eltenhut re alleged design deficiency in ASflE Code Class 
1 piping Effect* of local pipe wall stresses due to support 
loads introduced by pipe clamps not evaluated properly 
EISENHUT, D G Division of Licensing 02/1 1/24 PALLADINQ. N J , 
ROBERTS, T F , ASBEL8TINE, U K Commissioners 2pp 16316 240 24X 

Fiche 50-000,02/11/24,8212030233 


- -02 1 2030263 Discusses alleged design deficiency in ASHE Code Class I 
piping Failure to deal u/pipe- support-pipe Interface design 
issue would be serious matter if substant lated Dfc of 
Investigations will assist in evaluation 

VOLLMER, R H Division of Engineering 02/09/30 E I SENHUT , D G 
Division Of Licensing Spp 16316 247 24X Fiche 50-000, 

82 / i 1 / 24, 02 1 5030253 


0212060066 Inform* of changes to be made to emergency svc water -sys In 
order to reielve single failure concerns Mod changes spray 
pond bypass valve from normally closed valve to normally 
open valve 

CURTIS, N Id Pennsylvania Power 6 Light Co 02/12/0 1 SCHWENCER, A 

Licensing Branch 2 lp 16314 321 24X Fiche 30-307,82/12/014 

C212060066 
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9P120902I4 Suppls 021110 ltr describing nonconformance w/NUREG-0737, 
Item fl E 4 2, "Containment Isolation Depen dab 1 1 i ty " 

Opening logic for isolation valves modified to eliminate 
ganged-opening in more than one sys 

CURTIS, N W Pennsylvania Power & Light Co 82/12/07 SCHWENCER, A 
Licensing Branch 2 ip 16362 343 24X Fiche 30-307, B2/12/07, 

0212090214 


8212160417 Forwards "PA Power b Light Co Susqoenhanna Steam Electric 
Station Unit 1 - Review of As-BUilt Reconciliation on Sample 
of 400 Pipe Supports & All Phase III (Large Pipe) Anchors " 

CURTIS, N W Pennsylvania Power b Light Co 82/12/07 SCHWENCER, A 
Licensing Branch 2 Ip 16443 001 24X Fiche 30-387,82/12/07, 

0212160417 


— 0212160419 "PA Power S. Light Co Susquehanna Steam Electric Station Unit 
1 - Review of As-Built Reconciliation on Sample of 400 Pipe 
Supports b All Phase 111 (Large Pipe) Anchors " 

SATTAR, D , RHOADES, W J Pennsylvania Power b Light Co 82/11/30 
99 pp 1644 3 002 24X Fiche 50-387,02/12/07,0212160417 


0^12170271 Application for Amend 15 to License NPF-14, cons 1 st ing of 
proposed changes to Tech Specs re administrative controls, 
special test exemption for oxygen concentra tlon, leakage in 
PCS b refueling operations 

CURTIS* N W Pennsylvania Power L Light Co 02/12/10 SCHWENCER, A 
Licensing Branch 2 3pp 16456 177 24X Fiche 50-307, 02/12/10, 

B2 12! 70271 


— 8212170272 Proposed Tech Spec changes re administrative controls* 
special test exemption for oxygen concentration, leakage in 
RCS fc refueling operations 

» Pennsylvania Power i Light Co 02/12/10 10pp 16456 180 
24 X Fiche 50-307,02/12/10,0212170271 


BL'l 2 1 6031 7 Provides justification for interim operation w/currently 
Installed suppression pool temp monitoring sys ( BPDTMD9 ) 
resistance temp detector device Multiple sensor failures 
disabling SPOTMOS unlikely to occur during normal operation 
CURTIS. N W Pennsylvania Power St Light Co 02/12/13 SCHWENCER, A 
Licensing Branch 2 3pp 16442 003 24X Fithe 50-387,02/12/13, 

0212160317 


Q Inspection reports, IE Bulletins 6 correspondence 


B208190240 IE Bulletin B2-03, Ravi s i on 1, "Stress Cracking in Thick- 
Wall, Large-Diameter • Stain less Stee 1, Rec ircu lation Sy * Piping 
at BWR Plants " Svc list end 

DEYQUNO, R C Director's Office* Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc, 

| 1 2p p 16462 163 24X Fiche 50-000,02/107 28.8200190240 

B2O019O245 IE Info Nnti.ce 02-42, "Defects Observed in Panasonic Model 
001 fc Model 002 Thermoluminescent Dosimeters " Svc list 
enc 1 

COSBiL I Division of Fuel Facilities, Materials 8 , Safeguards 
B2/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Fiche 50-000,82/11/05,0200190245 


0208190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list enc 1 

JORDAN, E L Division of Engineering 8 , Quality Assurance 02/11/10, 


Consolidated Edison Co of New York, 
Tiche 50-000,82/11/18,0208190251 


Inc 


lO?pp 16411 197 


0212030097 Forwards IE Safeguards Insp Rept 50-387/02-23 on 020016 No 
noncomp 1 iance noted 

MARTIN, T T Division of Engineering St Technical Programs 82/11/19 


KENYON, B 0 
Fiche 50-307, 82/11/19* 8212030007 


10CFR73 21) 

MADDEN, W J , DUNLAP, J M , OODY, 
Technical Programs 82/11/19 
Fiche 5D-3B 7 , 82/1 1/19, B21 2030087 


b Lie 

] h t Co 

2 pp 

t 90-307/ 82-23 on 

; ins | 

Dec ted li 

( censi 

Info 

deleted 

(ref 

A T 

Division of 

2 pp 

16304 

257 


16304 253 


at tlons 


24 X 


0212070151 Forwards IE Insp Repts 50-3B7/B2-32 b 50-38B/B2-05 on 
820909-10 19 b notice of violation 

8TAR0BTECK1, R Division of Project b Resident Programs B2/1I/23 
KENYON, B D Pennsylvania Power S< Light Co 2pp 16333 318 24X 
Fiche 50-397,02/11/23*8212070151 


8^12220552 Forwards Amend 6 to License NPF-14, safety evaluation & 
notice of issuance b availability Amend changes surveillance 
requirements for vacuum breaker s, estab 1 ishe s min discharge 
pressure for LPC I pump b changes ECCS actuation values 
SCHWENCER, A Licensing Branch 2 82/12/16 CURTIB, N W 

Pennsylvania Power & Light Co 3pp 16323 309 24X 

Ftch* 30-307, 82/12/16, 0212220552 


— 8212220-554 Amend 6 to License NPF-14, c hang i ng surveillance requirements 
for vacuum breakers, estab 1 i sh Ing min discharge pressure for 
LPC3 pump, changing ECCS actuation instrument setpoint values 
b applicability of safety relief valves 

SCHWENCER, A Licensing Branch 2 02/12/16 20pp 16923 312 

24/ Fiche 50-307,02/12/16.0212220552 


— Q212220556 Safety evaluation supporting Amend 6 to License NPF-14 

a Office of Nuclear Reactor Regulation, Director 02/12/16 4pp 
16523 340 24 X Fiche 50 - 307 , 02/ 12/ 1 6, B2 12220952 


— B212070 1 54 Notice of violation from insp on B2090B-1019 Safeguards 1 
deleted (ref 10CFF12 790) 

« Division of Project 6 Resident Programs 82/11/23 2pp 
16333 319 24 X Fiche 30-387. B2/1 1 /S3, 02t 20701 3 1 


— 821207019B IE Insp Repts 30-387 /B2-32 b 50-330/82-03 on B20908-1019 
Moncomp 1 tan c * noted security violation re vehicles in 
protected area & requirements far operable fire protection 
equipment not met Safeguards info deleted (ref 10CFR2 790) 

RHOADS, 0 G , MCCANN, J F , CHUNG* J W Division of Project S« 

Resident Programs 92/11/03 !7pp 16333 331 24X 

Fiche 50-307,02/11/23,0212070151 


0208190256 IE Info Notice 82-46* "Defective b Obsolete Combination 
Padlocks " Svc list and 

DEY0UNO.R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York* Inc 

i 27pp 16411 065 24X Fiche 30-000,02/11/26,8203190236 


— 9212220557 Notice of issuance b availability of Amend 6 to License 
NPF- 1 4 

PERCH, R L Licensing Branch 2 02/12/16 3pp 16523 344 24X 

Fiche 50-357,02/12/16,8212220552 


0**! 2270272 Provides complete description delineating interim gas line 
flaw restrictions to 39m3 per second b procedures addressing 
sys configuration changes, per License Condition 2 C (13) 

CURTIS, N W Pennsylvania Power & Light Co 02/12/21 SCHWENCER, A 
Licensing Branch 2 2pp 16530,324 24X Fiche 30-307,82/12/21, 

021 22 70272 


0212100059 Forwards IE Insp Rept 50-387/82-41 on 021105-10, No 
ii one orrp 1 1 anc e noted 

MARTIN. T T Division of Engineering b Technical Programs 82/11/2 
KENYON, B D Pennsylvania Power b Light Co 2pp 16877 149 24X 

Fiche 50-387, 02/11/26, 0212100059 


— 8212100064 IE Insp Rapt 50-387/82-41 on 821 105-10 No noncompliance 
noted Major area inspected status of outstanding items 
concerning pipe hangers b restraints 

NARROW, L , DURR, J P Division of Engineering b Technical Program 
02/11/24 4pp 16377 151 24X Fiche 50-387,82/11/26,821210005' 


8212200446 Advl 
h ydrodynamic 
rnd of Second 
owners group 
CURTIS, N W 
Licensing Bra 
0212280446 


ses th 
loads 
Quart 
input 
Pennsy 
nch 2 


at 

on 


util response to ques 
control rod drive pip 
1903, due to delay in 


tion* re evaluation 
ing delayed until 
receiving BWR 


of 


1 vania 

ip 


Power b Light Co 02/12/22, SCHWENCER, A 
16556 022 24X Fiche 50-307,82/12/22, 


BIN 2200347 Forward* revised 
Relief Valve Test Program 
CURTIS, NW Pennsylvania 
Licensing Branch 2 3pp 
02 I 22 8034 7 


"Mark II Primary 
Phase 4 " 

Power b Light Co 
16361 043 24 X 


Containment Vacuum 

02/12/23 SCHWENCER, A 
Fithe. 50-397, 02/12/23. 


— 0212280354 Revision 1 to "Mark II Primary Containment Vacuum Relief 
Valve Test Program Phase 4 " 

WILLIAMSON, 0 G , TESKE, M E , BILANIN, A J Continum Dynamics, Inc 
82-4 R01 02/09/30 6 pp, 16561 045 24X Fiche 50-337,82/12/23, 
8212280347 


0208190257 IE Tnfo Notice 82-47, "Transportation of Type A Quantities 
of Nan-Fissile Radioactive Matl " Svc list end 
COBB, L I Division of Fuel Facilities. Materials b Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp , 

16387 023 24X Fiche 30-000,82/11/30,0208190257 


0212030093 Ack receipt of 821119 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-387/82-39 
MARTIN, T T Division of Engineering Sc Technical Programs 82/11/3 
KENYON, B D Pennsylvania Power Sc Light Co Ip 16304 230. 24X 

Fiche 50-387, 02/11/30, 8212030093 


— 8212030096 Responds to NRC 821019 ltr re violations noted in IE In* 
Rept 50-387/02-39 Corrective actions Temporary Change 
82-2232 issued requiring section heads to identify computer 
points b functions used for Tech Spec 

KENYON, B D Pennsylvania Power St Light Co. 82/11/19 MARTIN, T. 

Division of Engineering S< Technical Programs 4pp 16304 251 
24X Fiche 50-307,82/11/30,8212030093 
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0200190239 IE - Bulletin 02-04. "Da f i c 1 a n c 1 es in Primary Containment 
Electrical Penetration Assemblies " Svc lilt «ncl 
DEYCKJNO, R C Director's Office. Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York. Inc 

H3pp 16411.317 24 X Fiche 50-000, 02/12/03,9200190299 


B208190261 IE Info Notice 62-43. "Failures of Agastat CP 0095 Relay 
Socket! ,J Svc li*t end 

JORDAN. E L Division of Engineering & Quality Assurance 32/12/03 
Consolidated Edison Co of New York, Inc IlOpp 16462 064 24X 

Fiche 50-000, 02/12/03,8200190261 


6212270463 Forwards IE Insp Rapt* 50-387/32-40 L 50-308/62-12 on 
02 1 020-1 20 J & notice of violation 

8 TAROS TEC K t, R Division of Project 5. Resident Progrants 82/12/14 
KENYON, B D Pennsylvania Power & Light Co 2pp 16505 130 24X 
Fit he 50-387.02/12/14,8212290463 


— 8212290465 Notice of violation from imp on B2I02G-1201 

* Division of Project & Resident Programs 02/12719 Ip. 
16585 140 24X Fiche 50-337,92/12/14,0212290463 


— 021227O46S IE Insp Rept* 50-307/02-40 U 50-39B/92-12 on 821020-1201 
Noncompliance noted failure to keep record of average 
suppression chamber neater temp during RCIC sy« testing 
RHOADS, 0 0 , MCCANN, J F , CHUN0. J W Division of Project * 

Resident Programs 02/12/10 17pp 16585.141 24X 

Fiche 50-397,82/12/14,8212290463 


8200190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air tt Gas Monitoring w Svc list enc i 

DEYOUNG . R C Director'! Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of Now York, Inc 

I27pp 1662B 191 24X Ffcfte 50-000, 82/1 2/ 16, 0208 170267 


8212220400 Ack receipt of 821203 ltr informing WRC of steps taken to 
correct violation# noted in IE Insp Rept 90-387/82-34 
MARTIN, T V Division of Engineering it Technical Programs 82/12/16 
KENYON. B D Pennsylvania Power it Light Co ip 16503 232 24X 

Fiche 30-397.82/12/16,8212220400 


—0212220409 Respond* to NRG B2I103 ltr re violation* noted in IE Insp 
Rept 50-307/82-34 Corrective actions procedure* revised to 
clarify 6 implement insp program for prefabricated hanger 
components Affidavit end 

KAUFFMAN, J T Pennsylvania Power it Light Co 82/12/03 
MARTIN, T T Division of Engineering It Technical Programs 3pp 
16503 233 24X Fiche, SO-307. 83/12/16,8215220400 


8209190260 IE Info Notice 02-50, "Mod of Solid Btafc* AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering L Quality Ailurance 02/12/20 
Consolidated Edison CO of New York. Inc lOQpp 16620 293 24X 

Fiche 50-000,02/12/30,8208190260 


R Periodic operating reports & related correspondence 


92I229011S Forwardt monthly operating rept for Oct 1982 

KENYON, 8 D Pennsylvania Power it Light Co 82/11/11 BEEBE, N R, 
Management Information Branch lp 16582 245 24 X 

Fiche 50-397, 02/ 11/11, 021 32901 1 5 


— 9212290117 Monthly operating rept for Oct 1902 

Kli-C3TYN0KI , L A Pennsylvania Power 4 Light Co 82/U/03 4pp 
16592 246 24X Fiche 50-387.82/11/11,8212290115 


S Reportable occurrences, LERt it related correspondence 


0212030041 Forwards revised LER 02-026/01 T- 1 

REISER, M W Pennsylvania Power it Light Ca 02/11/19 HAYNES, F? C 
Region 1, Office of Director Ip. I&304 1 38 24X 

Fiche: 50-387, 82/11/19. 82i 2030041 


— 0212030847 Revlted LER 82-026/OtT-l on 8207 17# revi t w revealed certain 
cables discu-sscd in Deficiency Rept BO-OO-29 not flexed or 
grounded prior to fuel load. Caused by failure to maintain 
control over FODR KRI-607 during turnover of const 
MITCHELL, D 0, Pennsy 1 vanla Power & Light Co 82/1I/1-? Region 

l, Office of Director 2pp 16304 139 24X Fiche 50-307, 

82/11/19, 82 12030041 


0212030173 Forward* LEfi 02-O43/O3L-O 

KEI8ER.H H Pennsylvania Power it Light Co. 02/11/24 HAYNES, R C, 
Region 1, Office of Director ip 16303 270 24X 

Fiche. 30-387, 82/11/24, 8212030173. 


--8212030179 LER P2-045/03L-0 on 021025, easen t i a 1 svc water pump failed 
to start. Cause could not be determined or reproduced Svc 
pump tested 5 times w/ o recurrence of fai lure 

MITCHELL, D 0 Pennsylvania Power * Light Co 02/11/24 Region 
1, Office of Director Ip 16303 279 24X Fiche 50-387, 92/11/24, 

82120301 73 


0212000295 Forward! LER S2-046/03L-0 

KEISEflrK K Pennsylvania Power It Light Co 02/1 1/29 HAYNES, R C 
Region 1, Office of Director Ip 16353 3 60 24X 

Fiche' 50-397, 82/11/29, 8212000275 


—0212000303 LER 02-O46/O3L-O on 021031 , QA reviewer determined five 
safety-rpla ted snubbers installed had not been determined 
operable by performing necessary surveillance Caused by 
oversight! in turnover process List of snubbers verified 
MITCHELL. D 0 Pennsylvania Power b Light Co 82/11/29 Region 
1, Office of Director lp 16353 361 34X Fiche 50-397,02/11/27, 

8212080295 


9?J 2000320 Forward* LER 82-044/G3L-0 

KEISER.H W Pennsylvania power & Light Co 02/11/27 HAYNES, R C 
Region 1, Offfte of Director ip 16353 342 24X 

Fiche 50-307,02/11/29,8212000320 


— 0212000320 LER 02-O44/O3L-O on 021030, dur in g startup test program, 
determined that excess flow check valve returned to ®vc 
after maint w/o surveillance Caused by personnel error 
MITCHELL, D Q Pennsylvania Power & Light Co 82/11/29 Region 

lr Office of Director jp 16353 343 24X Fiche 50-307, 82/1 1/29, 

0212000320 


□212OB0333 Forward* LER 0a-O47/O3L-O 

KETSER, H W Pennsylvania Power it Light Co 02/11/29 HAYNES, R C 
Region 1, Office of Director lp 16353 3 3 3 24 X 

Fiche 50-307,82/11/29,0212000333 


— B212OB0342 LER 02-O47/O3L-O on 821027, dur in g performance of diesel 
generator monthly operability test, diesel generator tripped 
on high vibration Caused by defective vibration switch 6 
pressure regulator Components repaired 

KUCZYNSK1 „ L A Pennsylvania Power 6 Light Co 02/11/29 Region 
1, Office of Director Ip 163S3 334 24X Fiche 50-307,85/11/27, 

0212080333 


0512000362 Forwards LER 92-042/01 T-Q 

KEJBER, H W Pennsylvania Power & Light Co B2/11/30 HAYNES, R C 
Region 1, Office of Director lp 16352 271 24X 

Fiche 50-307,02/11/30.9212000362 


— 02 12080372 LER B2-042/01T-0 on 021 1 1 6, revi eW of response to internal 
incident rept revealed that grab samples not taken at 
required frequency while RHR svc water sys monitor out of 
svc Caused by personnel error 

KUCZYN5KI , L A Pennsylvania Power 8, Light Co 02/11/30 Region 
1, Office of Director lp 16352 272 24X Fiche 50-307,82/11/30, 

82120B0362 


8212000367 Forwards LER 92-043/01 T-0 

KEISER.H W Pennsylvania Power & Light Co 02/11/30 HAYNES, R C 
Region it Office of Director lp 16353 314 24X 

Fiche 90-307, 92/11/30, 02 1 2080369 


* — 0212080378 LER B2-043/01T-Q on 02 1 1 1 6, eng i n eer i ng review revealed 
failure of single component could defeat overload detection 
it protection devices for containment penetration carrying 
power cables For reactor rec i rculat i on pump* 

KUCZYNSKIjL A Pennsylvania Power & Light Co 82/11/30 Region 
it Office of Director 2pp 16353 315 24X Fiche 90-307, 

82/11 /30, 02 1 2000367 


8212000382 Forwards LER 02-O40/O3L-O 

KEJSER, H W Pennsylvania Power it Light Co 92/12/01 HAYNES, R. C 
Region 1, Office of Director lp 16352 321 24X 

Fiche* 90-307, 82/12/01,0212000302 


— 0212000306 LER 92-048/03L-0 on B2i 1 01 , confcr o 1 rod position indication 
full-out position switch inoperable for one rod Caused by 
failed subcomponent on printed circuit board Board replaced 
MITCHELL, D <? Pennsylvania Power £ Light Co 02/12/01. Region 
1, Office of Director Jp 16392 322 24X Fiche 50-387, 02/ 12/OJ, 

6212090302 


0212140182 Forwards LER 82-002/01T-1 

KEISER.H tf Pennsylvania Power & Light Co 02/12/01 HAYNES. R C 
Region 1, Office of Director ip 16410 211 24X 

Fiche 50-387, 02/12/01,0212140182 


DOCKETED ITEMS 
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— 0213140109 LER 02-002/0 1 T- 1 on 820721 1 r«v i e w of pip® clamp anchors 
determined that Detail 600 anchors would not support axial 
loads as designed Caused by faulty documentation which 
allowed Incorrect installation of anchor* Anchors reworked 
MITCHELL. D C Pennsylvania Power & Light Co 02/12/01 Region 

1. Office of Director 2pp 16410 212 24X Fich* 50-3B7, 

02/12/01. 8212140182 


82 121 40 133 Forwards LER 02-O49/O3L-O 

KEIGER.H W Pennsylvania Power i Light Co 02/12/03 HAYNES. R C 
Region l> Office of Director lp 16400 171 24X 

fiche S0-3B7. 02/12/03. 8212140135 


— 921 2 1 40 13B LER 02-O49/O3L-O on 021103. HPCI syt inoperable when input 
voltage to static inverter exceeded setpoint 8, tripped off 
inverter during startup test program Caused by exceeding 
trip setpoint Inverter reworked & setpoint raised 

MITCHELL. D 0 Pennsylvania Power & Light Co 02/12/03 Region 
1, Office of Director lp 16400 172 24X Fi c h e , 50-307, 0 2/1 2/03. 

821 2140135 


0212140256 Forward* LER 82-050/03L-0 

REISER, H W Pennsylvania Power U Light Co 82/12/03 HAYNES, R C 
Region 1. Office of Director lp 16401 330 24X 

Riche 30-387, 02/12/03. 0212140258 


— 8212140261 LER 82-050/03L-0 on 021 1 03, d i e Be 1 generator D failed to run 
during performance of surveillance test Caused by frequency 
sensitive relay Voltage regulator preposi tioned until 
nonfrequency sensitive relay Installed 

MITCHELL, D 0 Pennsylvania Power i Light Co 82/12/03 Region 
1, Office of Director lp 16401 331 24X Fiche 50-387,82/12/03, 

B21 21 40298 


0212140260 Forwards revised LER 02-031 /03L-1 

KEISER.H W Pennsylvania Power i Light Co 02/12/03 HAYNES, R C 
Region 1, Office of Director Ip 16401 004 24X 

Fiche 50-307,82/12/03,0212140268 


—0212140325 Revised LEr 02-O31/O3L-1 on 021002,1105,07,08 t < 09,ione 111 
of secondary containment showed indication of failure to 
maintain required vacuum Caused by wind turbulence External 
atmospheric sensor moved 

MITCHELL, D Q Pennsylvania Power i Light Co 02/12/03 Region 

If Office of Director Ip 16401 005 24X Fiche 50-307,02/12/03, 

821 21 40260 


OP 12310236 Forwards LER 82-05L/03L-0 

KEISER.H W Pennsylvania Power i Light Co 02/12/07 HAYNES, R C 
Region l« Office of Director lp 16484 232 24X 

Fiche 50-307,82/12/07,0212210236 


--021221 024 1 LER 82-051/03L-0 on 851107, during startup testing of RC1C 
sys, c ontral ler functioning but could not be transferred to 
automatic mode Caused by controller not being tuned at 
rated conditions Controller calibr it testing completed 
MITCHELL, D 0 Pennsylvania Power it Light Co 02/12/07 Region 
if Office of Director lp 16484 233 24X Fiche 30-387,62/12/07, 

0212210236 


BP 1 2210343 Forwards LER B2-052/03L-0 

KEI6ER, H W Penney Ivania Power L Light Co 82/12/07 HAYNES, R C 
Region It Office of Director Ip 16497 001 24X 

Fiche 50-387,02/12/07,8212210343 


021221 0347 LER B2-059/03L-0 on 821107, during startup testing, pressure 
1 ins trumenta tian indicated Zone 1 of secondary containment 
not maintained at required vacuum Caused by high wind 
condition Zone III sensor separated U moved 

MITCHELL, D Q Pennsylvania Power U Light Co 82/12/07 Region 
1. Office of Director Ip 16497 003 24X Fiche 50-307,82/12/07, 

8212210343 


QPl 2210052 Forwards LER 82-093/03L-0 

KE1GER, H W Pennsylvania Power i Light Co 82/12/10 HAYNES, R C 
Region 1, Office of Director lp 16492 234 24X 

Fiche 30-307,82/12/10,8212210052 


— 0212210037 LER 82-053/03L-0 on 021 1 1 1 , during startup testing program, 
control structure heating it ventilation sys chlorine 
detector determined Inoperable Caused by clogged wick in 
chlorine detector Equipment repaired 

MITCHELL, D 0 Pennsylvania Power it Light Co 82/12/10 Region 

l, Office of Director 2pp 16492 233 24X Fiche 50-387, 

02/12/10, 0212210052 


0512280403 Forwards LER 02-O55/O3L-O 

KEISERj H W Pennsylvania Power k Light Co 82/12/14 HAYNES, R C 
Region 1, Office of Director lp 16560 050 24X 

Fiche 50-387, 82/ 12/14, 82122^0403 


— 8212200417 LER 02-055 /03L-0 on 621 1 1 4, d ur l n g startup testings, rad worth 
minimiier declared inoperable it removed Prom »ve after 
locking up several times during rod movement Caused by 
defective reed switch Indication mechanism replaced 
MITCHELL, D 0 Pennsylvania Power fit Light Co 82/12/14 Region 

li Office of Director lp 16560 051 24X Fiche 50-307,02/12/14, 

0212280403 


8212280465 Forwards LER Q2-054/03L-0 

REISER, H W Pennsylvania Power l* Light Co 02/12/14 HAYNES, R C 
Region 1, Office of Director lp 16556 0 2 6 24X 

Fiche 50-387. 02/12/14, 9212280465 


— B21220Q460 LER G2-Q54/03L-0 on 021115, due to drywell chiller tripping, 
drywell temp exceeded 135 F Caused by strainer blockage 
Strainer removed tt design change to replace present strainer 
initiated 

MITCHELL, D Q Pennsylvania Power b Light Co 02/12/14 Region 

t, Office of Director 2pp 16556 027 24X Fiche 50-337, 

82/12/14, 62 1 2260465 


8212280400 Final deficiency rept re failure to meet Single failure 
criterion for medium voltage penetration Initially reported 
on 021117 Redundant Class IE overcurrmt protection will be 
provided for assemblies Also reported per Part 21 

CURTIS, N W Pennsylvania Power 8 < Light Co 02/12/15 HAYNES, R C 
Region 1, Office of Director 4pp 16536 130 24X 

Fiche 50-307, 82/12/15, G2122B0400 


8212290441 Forwards LER 82-057/03L-0 

KEISER.HW Pennsylvania Power k Light Co B2/12/20 HAYNES, R C 
Region 1. Office of Director lp 1 65B5 219 24X 

Fiche 50-387,02/12/20,021329044 1 


— 0212290446 LER B2-Q57/02L-0 on 82 1 1 20, dur ing startup testing program, 
RCIC declared inoperable after ramp generator failed Cause 
undetermined Generator board in spec ted, c 1 earned & 
functionally checked Ho problems identified 

MITCHELL. D 0 Pennsylvania Power it Light Co 02/12/20 Region 

1, Office of Director ip 16585 220 24X Fiche 50-307,0 2/12/20, 

6212290441 


X Onsite Storage of Law Level Waste 


8212290494 Ad vi ■» e* that affidavit re 820923 application for byproduct 
mail license far low levol radwaste storage must contain 
reason for Withholding info from public disclosure per 
IOCFR2 790 

ROUSE, i. C Advanced Fuel it Spent Fuel Licensing Branch 92/10/27 
CURTIS , N W Pennsylvania Power 6 Light Co 2pp 14605 101 24X 
Fiche 50-337,02/10/27.8212390494 


DOCKET 50-383 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


A Appl i cati on/canstruct ion stage documents ^ correspondence 


0211230066 Generic Ltr 02-27 to all BWR licensees of operating reactors 
accept LACQWR , B i g Rock Po tnfc. Dr esde n 1, Humboldt Day. 
applicants for OL k holders of CP re transmittal of 
NUREO-0763 it NUREO-0703 Svc list end H/o stated end 
E ISENHUT, D 0 Division of Licensing B2/J1/J5 General Public 
Utilities - CPU Service Carp 22pp 16387 004 24X 

Fiche 50-000, 82/11/15, 021 1230066 


0212140494 Forwards containment tfonre shield bell de»eri pt ions, F i gure s 
4 i 5 

ROUSE, L C. Advanced Fuel it Spent Fuel Licensing Branch 02/11/23 
Advanced Fuel it Spent Fuel Licensing Drench 3pp 16431 336 24X 

Fiche- 30-3B7, Q2/U/23, 0212140494 


— 0212140497 Advises that shield bell descriptions need no longer he 
withheld from public disclosure 

CURTIS, N* If Pennsylvania PaueY k Light Co 02/11/11 ROUSE. L C 
Advanced Fu 0 | h Spent Fuel Licensing Branch lp 16431 339 24X 

Fiche 50-307,02/11/23,0212140494 


8212030253 Board Notification 02-105 forward* RH Uallmer 020930 memo to 
DO Elsenhut re alleged design deficiency In A&ME Cade Class 
I piping Effect* of local pipe wall stresses due to support 
loads introduced by pipe damps not evaluated properly 
EISENHUT, D O Division of Licensing B2/H/24 PALLADTNO, N J 
Commissioners 2pp 16316 240 24X Fich e* 50-000, 02/11 /24, 

0212030253 


--B21 2030265 Discusses alleged design deficiency in ABME Code Class I 
piping Failure to deal w/pipe support-pipe Interface design 
issue would be serious matter If substanfc iated Ofc of 
Investigations will assist In evaluation 

VQLLMER.R H Division of Engineering 02/09/30 E IBENHUT » D 0 

Division of Licensing &pp 16316 247 24X Fiche 50-000, 

02/11/24. 82 13030253 
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8212060066 Inform* of changes to be made to emergency «vc water sy» in 
order to resolve single failure concern* Mad changes spray 
pond bypass valve from normally closed valve to normally 
open valve 

CURTIS, N W Pennsylvania Power £ Light Co 92/12/01 SCHWEMCEff, A 
Licensing Branch 2 Ip 16314 321 24X Fich* 50-387, 02/ 12/0 1 , 

9212060066 


8212210310 Provides jus t l f i ca t i on for unnecessary documentation of 
Unit 2 seismic qualification review team & environ 
qua] 1 f 1 cation audit Feui equipment differences exist 
between Units 1 & 2 

CURTIS, NW Pennsylvania Power S. Light Co 82/12/17 SCHWENCER, A 
Licensing Branch 2 2pp J6496 320 24X Fiche 50-380, 02/12/17* 

0212210310 


9212210450 Forward* Amend 53 to OL application containing Revision 32 
to FSAR 

CURTIS, N W Pennsylvania Power U Light Co 82/12/17 SCHWENCERrA 
Licensing Branch 2 Upp 16487 210 24X Fiche 5Q-3B7, 02/ 1 2/17, 

8212210450 


8212280446 Advises that util response to questions re evaluation of 
hydrodynamic loads on control rod drive piping delayed until 
rnd of Second Quarter 1903. due to delay in receiving DUR 
owners group input 

CURTIS, N W Pennsylvania Power it Light Co 02/12/22 SCHWENCER, A 
Licensing Branch 2 Ip 16536 022 24X Fsche 50-307, 82/12/22, 

3212200446 


8212500347 Forwards revised “Mart II Primary Containment Vacuum 
Relief Valve Test Program Phase 4 " 

CURTIS, W W Pennsylvania Pouer U Light Co 92/12/23 SCAVENGER, A 
Licensing Branch 2 2pp 16561 043 24X Fich* 50-307,02/12/23, 

0212290347 


— 8212200334 Revision 1 to “Mark II Primary Containment Vacuum Relief 
Valve Test Program Phase 4 ” 

WILLIAMSON, G 0 , TEEKE, M E , PILANfN, A J Continue Dynamics, Inc 
82-4 ROI 02/09/30 App 16561 045 24X Fiche 50-387, 82 / 12/33, 
8212280347 


F Security, medical, emergency U fire protection plans 


8212070151 Forwards IE Insp Repts 50-'3B7/B2-32 4 50-380/92-05 on 
920908-1019 4 notice of violation 

STAROSTECKi, R Division of Project tc Resident Programs 02/11/23 
KENYON, B D Pennsylvania Power & Light Co 2pp 16335 318 24X 
Fiche 30-087, 82 / i 1/23, 8212070151 


— 8212070154 Notice of violation from insp on 820908-1019 Safeguards info 
deleted fre f 10CFR2 790) 

» Division of Project 4 Resident Programs 82/11/23 2pp 
16335 319 24X Fiche 50-387.62/11/23,0212070151 


— B212O7OI50 IE Insp Repts 50-387/B2-32 fc 50-333/82-03 an 820908-1019 
Nancomp 1 i *nc« noted security violation re vehicles in 
protected area 4 requirements for operable fire protection 
equipment not met Safeguards info deleted Iref 10CFR2 790) 

RN3ADB, 0 0 , MCCABE, E C Division of Project 6 Resident Programs 
82/11/03 I 7pp 16333 321 24JC Fiche 50-307. 02/11/25, 0212070151 


0200190245 IE Info Notice 82-42, “Defects Observed in Panasonic Model 
001 tc Model 002 Thermoluminescent Dosimeters " 8ve list 
enc J 

CODBiL I Division of Fuel Facilities, Materials & Safeguards 
□2/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Fiche 50-000,02/11/05,0208190249 


0200190251 IE Info Notice 02-44, “Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/1I/1Q 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24* 

rich* 50-000,02/11/10,0200190251 


0212070151 Forwards JE Insp Repts 50-3S7/B2-32 & 50-300/02-05 on 
020908-1019 t* notice of violation 

STAROSTECKI, R Division of Project & Resident Programs 82/11/23 
KENYON, B D Pennsylvania Pouer 8» Light Co 2pp 16330 310 ?4X 
Fich* 50-307,02/11/23,0212070151 


— 0212070134 Notice of violation from Insp on 820900-1019 Safeguards info 
deleted (ref 10CFR2 790) 

a Division of Project & Resident Program* 02/11/23 2pp 
16335 319 24X Fiche 50-387, 62/1 1/23, 021 2070151 


— 82120701 S0 IE Insp Rapt* 50-307/02-32 b 50-300/02-05 on 820908-1019 
Noncomp 1 iance noted security violation re vehicles in 
protected area & requirements for operable fire protection 
equipment not met Safeguards info deleted (ref 10CFR2 7905 
RHOADS, 0 0 , MCCANN, J F , CHUNG, J W Division of Project & 

Resident Program* 82/11/03 17pp 16335 321 24X 

Fich* 50-307,02/11/23,8212070151 


8200190256 IE Info Notice 82-46, ‘’Defective & Obsolete Combination 
Padlock* ” Svc list end 

DEYOUNG, R C Director'* Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

1 27pp 16411 065 24X Fiche 50-000,82/11/26,0200190256 


0200190257 IE Info Notice 02-47, "Transportat i on of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
COH0.L 1 Division of Fuel Facilities, Materials A Safeguards 
B2/1J/30 Consolidated Edison Co of New York, Inc 3S6pp 
16307 026 24X Fiche 50-000,82/11/30,0208190257 


0208190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies M Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York. Inc 

1 I3pp 16411 317 24X Fiche 50-000, 82/12/03, 0208190259 


020 0 19026 1 IE r nfo Notice 02-40, "Failure, of Agastet CR 0095 Relay 
Socket* " Svc liet end 

JORDAN, E L Division of Engineering L Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 50-000, 82/12/03, 0208190261 


0212290463 Forward* IE Insp Repts 30-387/82-40 it 5O-3B0/82-J2 on 
021 02-0-1 201 & notice of violation 

STAROSTECKI, R Division of Project & Resident Programs 82/12/14 
KENYON, 0 D Pennsylvania Power & Light Co 2pp 16985 J38 24X 
Fich* 50-307, 02/12/14, 0212290463 


3212300407 Release* public version of temporary change notice* far 
rmergency plan implementing procedure* 

FELTON, J M Division of Rules and Records 03/12/22 Document 

Management Branch Ip 16613 179 24X Ft che 90-387, 62/ 12/22, 

8212300407 


— 02123004,00 Fo r wards public version of temporary change notices for 
emergency plan implementing procedures, ijie ludi r>g Procedure 
EP-IP-034 r# pharmacy bldg sample station emergency 
samp 1 ing 

* Pennsylvania Power & Light Co 02/12/14 DENTON, H R NRC - No 
Detailed Affiliation Given Ip 16613100 24X 

Fiche 50-30 7,02/12/22,0212300407 


— B2123004 10 Pub 1 i c version of temporary change notices for emergency 
plan implementing procedures, inc I ud ing Procedure EP-IP-034 
re pharmacy bldg sample station emergency sampling 
RIZZO. J S Pennsylvania Power t Light Co 03/12/13 14pp 
16613 101 24 X Fich* 50-307,82/12/22.6212308407 


—0212290460 IE In*p Repts 50-387/02-40 L 50-308/02-12 on 021020-1301 
Noncompliance noted failure to keep record of average 
suppression chamber water temp during RCIC sys testing 
RHOADS, 0 0 , MCCANN, J F , CHUNG, J W Division of Project C, 

Resident Program* 02/12/10 17pp 16985 141 24X 

Fiche S0-3B 7, 02/12/14, 02 1 2290463 


0208190267 IE Info Notice 02-49, "Correction for Sample Cond 1 1 1 «jji* for 
Air L Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

127pp 16620 191, 24 X Fiche 50-000,02/12/16,0200190267, 


B2O019O260 IE Info Notice 02-50, "Hod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc 108pp 16620' 273 24X 

Fich* * 50-000, 02/12/20, 02001 90260 


Q Inspection reports, IE Bulletins & correspondence 


9 Reportable occurrences, LERs & related correspondence 


6208190240 IE Bulletin 02-03, Rev i * i on 1, "Stress Cracking in Thick- 
Hall » La rfle-0 i am* ter , Sta j n 1 ess Steel, Rec ircu 1 ation 9y* Piping 
at BUR Plant* 11 Svc List end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 62/10/20 Consolidated Edison Co of New York, Inc 

112pP 16462 163 24X Fich* 50-000. 02/10/28, 6209190240 


8212280323 Final deficiency rept r* nonconformance of Bechtel field 
welding Initially reported on 621115 Training sessions 
conducted re welding QC requirements St Procedures FP-G-24 fc 
FP-W-1 will be revised Also reported per Part 21 

CURTIS, N W Pennsylvania Pouer fc Light Co 82/12/15 HAY NEB, R C 

Region 1, Office of Director 7pp, 16562 077 24X 

Fiche 50-3SB, 02/12/15, 0212290323 



DOCKETED ITEMS 


B212280346 Inter im deficiency rept re design verification of max 
pertti i i » i b le lengths of wire in lour voltage power 8 < control 
circuits Caused by Bechtel failure to follow procedures 
Tinal rept by 030415 Also reportable per Part 21 

CURTIS. M W Pennsylvania Power * Light Co 82/12/15 HAYNES.fi C 
Region 1. Office of Director 3pp J65Ai 030 24X 

Fiche 50-388.82/12/15,0212200346 


0312280400 Final deficiency rept re failure to meet single failure 
criterion for medium voltage penetration Initially reported 
on 821117 Redundant Class IE overcurrent protection will be 
provided for assemblies Also reported per Part 21 

CURTIS. H U Pennsylvania Power S, Light Co 82/12/15 HAYNES.fi C 
Region 1. Office of Director 4pp 16556 130 24X 

Tiche 30-387.82/12/15.8212280400 


X Onsite Storage of Low Level Waste 


0212290474 Advises that affidavit re 920923 application for byproduct 
matl license for low level radwaate storage must contain 
reason for withholding info from public disclosure per 
I0CFR2 790 

ROUSE. L C Advanced Fuel t Spent Fuel Licensing Branch 02/10/27 
CURTIS, N W Pennsylvania Power & Light Co 2pp 16605 101 24X 
Fiche 50-30*7.82/10/27,8212290494 


DUCKET 50-387 ST LUCIE PLANT. UNIT 2 


A App 1 1 cat i on/ construe ti on stage documents t correspondence 


B212QI0439 Summary of 820831-0903 instrument & control site audit 
NERSES, V Licensing Branch 3 02/11/18 Licensing Branch 3 

5pp 16267 280 24X Fiche 50-309.02/11/18,8212010439 


BCj 2090002 Notification of 021130 meeting w/util in Bethesda.MD to 
discuss status of plant const completion 

NERSES. V Licensing Branch 3 02/11/22 KNIGHTON, Q W Licensing 

Branch 3 3p p 16384 231 24X Fiche 50-3 09.02/11/22.02120 9 0002 


BSl 2100260 Notifies of Engineering Verification Program Review 
Committee 821215 meeting in Bethesda.MD to discuss 
resolution of remaining discrepancies from design review 
phase & review metl to be included in final design rept 
CHRISTIAN, 0 L Florida Power !< Light Co 02/12/07 EISENHUT, D 0 
Division of Licensing 2pp 16376 044 24X Fiche 50-389,02/12/07. 

8212100360 


Br , 1213 , 0l29 Forwards resubmittal of "Mechanized Preservice Exam of 
Selected Components of St Lucie Plant, Unit 2 " Attachment 
updates 821110 submittal which had missing pages 
UHRIO.R E Florida Power & Light Co 82/12/07. EIBENHUT. D 0 
Division of Licensing ip 16423 004 24X Fiche 30-309,02/12/07, 

8212150129 


— 8212150134 Resubmittal of ''Mechanised Preservice Exam of Selected 
Components of St Lucie Plant, Unit 2 " 

* Southwest Research Institute 82/07/31 234pp 16423 005 

24 X Fiche So-309. 82/12/07. 021 21 30129 


□212220153 Summary of 821130 meeting w/util in Bethesda.MD re status 
of plant const Implementation schedule for fire protection 
hardware item* not approved NRC will suggest submittal date 
for result* of independent design review 

NERSES, V Licensing Branch 3 82/12/00 Licensing Branch 3 

4pp 16525 362 24X Fiche 50-389.82/12/00,0212220133 


0212140373 Forward* revision to 621008 ltr re post-accident sampling 
sy* Completion date will be changed from ’’Prior to Exceeding 
b% Power" to "Prior to Initial Criticality" 

UHRIO.R E Florida Power U Light Co 02/12/09 EISENHUT, D, 0 
Division of Licensing 2pp 16401 006 24X Fiche 50-309,02/12/09, 

8212140373 


0212140461 Forwards response to request for analysis of limited small 
feedwater line break u/assumpti on of single failure & 
availability of offsite power, to verify that sy» pressures 
will not exceed 1207. of design pressure 

UHRIOiR 0 Florida Power it Light Co 82/12/09 EISENHUT, D 0 
Division of Licensing 24pp 16404 023 24X Fiche 50-309. 02/12/09, 

821214046 1 


8212170269 Forwards responses to issues raised in Environ Dual i fi cation 
Branch review 0 f program All safety-related equipment will 
be qualified pvr NUREG-0500 by first refueling 
UHRIO.R E Florida Power & Light Co 82/12/09 EIBENHUT, D 0. 
Division of Licensing 3l4pp 16456 213. 24X Fiche* 50-309, 

82/12/09, 0212170269 


B21 2220200 Provides status of inadequate core cooling instrumentation 
package per TNI Item II F 2 Syt will be fully operational 
by mid 1903 Mods to ays will be included in next revision to 
FSAR 

UHRIO.R E Florida Power 4 Light Co 82/12/14 EISENHUT. D Q 
Division of Licensing tp 16503 048 24X Fiche 30-309,02/12/14. 

0212220200 


□212280333 Forwards minutes of 021209 meeting w/util 1* C-E task force 
managers in New York, NY rs engineering verification program 
Results of onsite verification phases of program discussed 
BLODGETT , T H Ebasco Services, Inc (subs of Enserch Corp ) 

02/12/22 EIBENHUT. D O Division of Licensing 2pp 16960 090 
24X Fiche 30-3B9, B2/ 12/22, 0212200333 


0212280405 Forwards minutes of engineering verification program review 
committee 621215 final meeting in Bethesds, MD Task force 
disbanded as of 821217 

DLQDGFTTi T H Ebasco Services, Tnc (subs of Enserch Corp 1 
82/12/22 EIBENHUT, D 0 Division of Licensing 2pp 16560 040 
24X Fiche 30-389. 82/12/22, 0212280409 


E NRC Safety Evaluation Report ( SER ) , tuppls it correspondence 


0212090211 Forwards IE Insp Rept 50-3B9/82-54 on 021101-05 No 
none omp i ianc e notad 

DANCE, H C Division of Project fc Resident Programs &2/1I/19 

UHRIO.R. E Florida Power h Light Co 2pp 16361 336 24X 

Flch* 50-309,02/11/19,0212090211 


—0212090213 IE In*p Rept 50-389/ 02-54 on 021 101-05 No noncomp 1 ianc a 
noted Major areas inspected p reopsrationa 1 test program 
implementation & SER confirmatory items 

TAYLOR , P , KRUO, H , JAPE, F Division of Engineering it Technical 
Program* 82 / 1 I/ 1 B 4pp 16361 330 24X Fiche 50-389.02/11/19, 

8212070211 


8212210101 Forwards addl info re small feedwater line break analysis 
Info needed to dose confirmatory issue addressed in 
Section 15 10 2 of BER 

UHRIO.R £ Florida Power U Light Do 02/12/14 EISENHUT, D 0 
Division of Licensing 17pp 16491 061 24X Fiche 30-389.02/12/14, 

0212210101 


0212270265 Advises that satisfactory reactor protection sys power 
supply testing has been completed for ultra isolation 
transformers, per SER Suppl I, Section 7 2 5 Acceptance 
cr i ter i a met 

UHRIO.R E Florida Power * Light Co B2/ 1 2/22 EISENHUT, D 0 
Division of Licensing 2pp 16SB2 035 24X Fiche 50-389,02/18/22, 

D2 12290265 


F Security, medical, emergency & fire protection plans 


0212090260 Forwards IE Insp Rept 50-309/02-47 on 021004-00 No 
noncompliance noted 

DANCE, H C Division of Project *< Resident Programs 02/10/26 

UHRrO.fi E Florida Power * Light Co 2pp 16362 307 24X 

Fiche 50-367,82/10/26,9212090268 


—0212090275 IE In*p Rept 50-389/02-47 on 821004-00 No none omp 1 i once 
noted Major areas inspected fire protection 

MILLER, W H , CONLON, T E Division of Engineering L Technical 
Programs 02/10/22 5pp 16362 309 24X Fi che 50-3B9. 02/10/26, 

8212090260 


0212170400 Notification of 821214 meeting w/util In Dethrtda.MD to 
review remaining licensing action re fire protection 
NERSES. V Licensing Branch 3 02/12/07. KNIGHTON, 0 U Licensing 

Branch 3 3p p 16478 192 24 X Fiche 90-309,82/12/07.8212170400 


0212220153 Summary of 021130 meeting u/util in Bethesda, IfD re status 
of plant const Implementation schedule for fiT» protection 
hardware items not approved NRC will suggest submittal date 
for results of independent design review 

NERSES, V, Licensing Branch 3 02/12/00 Licensing Branch 3. 

4 pp 16525,332 24X Fiche. 30-309*82/12/00.0212220153 


J Insurance C< Indemnity information 


0212300294 Forwards Endorsements 1,2 & 3 to NELJA Certificate N-59 it ' 
MAELU Certif 1 cate M-59 

DUCK, J R, Marsh McLennan. Inc , M $< M Nue 1 ear Consul tant*. I nc Div 
02/12/27 8ALTZMAN, -J Assistant Director for State fe Licensee 

Relation* I9pp 16S94 271 24X FI ch* 50-335, 02/12/27, B21 2300294, 
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M Antitrust correspondence 


a? j 2010046 Informs that addl Antitrust advice received from 
atty general Uq antitrust hearing necessary on proposed 
amend to CP per 821035 itr 

TO ALSTON. A L Antitrust & Economic analysis Branch (Utility 

finance) 82/11/16 UDALL, M K House of Rep , Interior 4 Insular 
Affairs lp 16271 345 24X Fich® 90-3B9, 02/1 1/ J 6, 82 15010046 


— 8212010053 Advises that info submitted for antitrust review provides 
no basis to conclude that par t 1 c i pa t i on by util would create 
situation inconsistent w/antitrust laws No antitrust 
hearing necessary 

BAXTER, W F Justice, Dept of 62/10/29 CUNN INGHAM, 0 H Office 
of the Eiecutive Legal Director lp 16271 346 24X 

Fiche 50-389,82/11/16.8212010046 


B2 1 20 10200 Act receipt of end assistant atty general 821025 ltr 
providing add I antitrust advice, per Atomic Energy Act of 
1994, Section 105c No antitrust hearing necessary for 
proposed CP amend 

TOALSTON, A L Antitrust 6 Economic analysis Branch (Utility 
Finance) 82/11/16 S1HP6DN, A Senate, Environment & Public Works 
lp 16271 260 24X Fiche 50-389, 02/1 1/16, 92120J 0288 


— 6212010270 Comments on proposed CP amend to allow util to become 
co-owner of facility No antitrust hearing necessary for 
proposed amend 

0AXTER,WF Justice, Dept of. Attorney General Office 82/10/25 
CUNNINGHAM, G H Office of the Eiecutive Legal Director lp 
16271 269 24 X Fiche 50-389,82/11/16-8212010288 


B2J2010299 Ack receipt of end assistant atty general 821025 ltr 
providing add! antitrust advice, per Atomic Energy Act of 
1954, Section I05£ No antitrust hearing necessary for 
proposed CP amend 

T0AL8T0N. A L Antitrust & Economic analysis Branch (Utility 
Finance) 82/11/J6 OTTINGER, fl L House of Rep , Energy 
Commerce Ip 16271 27 7 24X Fiche 90-389,82/11/16,9212010299 


9212010292 Forward* assistant atty general 021025 ltr providing addl 
antitrust advice, per Atomic Energyy Act of 1934, Section 
J 05c 

TOALSTON, A L Antitrust U Economic analysis Branch (Utility 
Finance) S2/H/19 UHRIG,R E Florida Power fc Light Co lp 
16271 270 24X Fiche 50-389,82/1 1/19,6212010292 


0 Inspection reports, IE Bulletins t correspondence 


6212090268 Forwards IE In»p Rept 50-309/82-47 on 821004-08 Np 
noncompl lance noted 

DANCE, H C Division of Project * Resident Programs 82/10/26 

UHRIO, R E Florida Power & Light Co 2pp 16362 307 24X 

Fiche 50-389,02/10/26,8212090268 


0212090275 IE Insp Rept 90-389/82-47 an 821004-09 No none omp 1 ianc d 
noted Major areas inspected fire protection 

MILLER, W H , CCJNLONi T E Division of Engineering !< Technical 
Programs 92/10/22 3pp 16362 30? 24X Fiche 50-30?, 82/10/26, 

0212090268 


8206190240 JE Bulletin 82-03, Revi sion 1, "Stress Cracking in Thick- 
Wall, Large-Diameter, Stainless Steel, Rec ircu latlcn Sys Piping 
at BWR Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York, Inc, 

Il2pp 16462 163 24X Fiche 30-000, 82/10/28, B20D1 90240 


BD12090302 Forwards IE Imp Repts 30-335/02-35 4, 50-389/02-30 on 
021019-22 No noncompl iance noted 

DANCE, H C Division of Project & Resident Programs 82/11/02 

UHRIO, R E Florida Power & Light Co 2pp 16365 17| 24X 

Fiche 30-333,82/11/02,0212090302 


--821209030a IE Insp Repts 90-335/82-33 «< 30-389/92-50 on 821019-22 No 
nancomp liance noted Major areas inspected IE Circular 81-00, 
previous insp findings U quality records for foundations 
LENAHAN, J J , CONLON, T E Division of Engineering & Technical 
Programs 82/11/01 4pp 16365*173 24X Fiche* 50-335, 02/1 1/02, 

82 12090302 


0212090331 Forwards IE Insp Rept 50-389/82-52 on 821019-22, No 
noncompliance noted 

DANCE, KC Division of Project 4 Resident Program* 82/11/02 

UHRIO, R E Florida Power & Light Co 2pp. 16365 091, 24X 

Fich* 30-389,82/11/02,0212090331 


—0212090336 IE Insp Rept 50-389/82-52 on 021019-22 No none ompl lance 
noted Major areas inspected previous enforcement matters, 
reactor vessel insta 1 lati on, *af ety-relate d components, RCPB 
piping, safety-related piping 4 inspector followup items 
KLElNSPROEi g P , BLAKE. J J Division of Engineering 4. Technical 
Programs 82/11/01 9pp 16365 093 24X Fiche 30-309,82/11/02, 

0212090331 


0212090531 Forwards IE Insp Repts 50-339/82-32 & 50-309/02-44 on 
820911-1010 No noncomp I iance noted 

DANCE, H C Division of Project 4c Resident Programs 92/11/02 

UHRIO, R E. Florida Power U Light Co 2pp 16367 OOt ?4X 
Fiche 30-335.82/11/02,8212090531 


—9212070537 IE Insp Repts 50-335/82-32 & 50-309/82-44 on 02091 1-1010 No 
noncomp 1 iance noted Major areas Inspected mqint 4< 
surveillance observat ion, operat iona 1 safety verification, 
bul 1 etins, c irtulars, info notices 4 p reopera fcional testing 
ELROD, S A , p I DD, H £ , JULIAN, C A Division of Project & Resident 
Programs 02/11/02, Upp 16367 003 24X Fiche 50-333,82/11/02, 

0212090531 


8212090353 Foruards IE Insp Rept 50-309/82-51 on 82)019-22 No 
noncomp 1 iance noted 

DANCE, H C Division of Project 4. Resident Programs 82/11/03 

UHRIO, R E Florida Power 4 Light Co 2pp 16365 072 24X 

Fiche 50-389, B2/ 11/03, 8212090353 


—8212090360 IE Insp Rept 50-389/02-51 on 021010-22 No noncompi ianco 
noted Major areas inspected preoperationa 1 test procedure 
review, witnessing 6 imp lemon tat ion, hot functional test 
witnesting & inspector followup item* 

TAYLOR, P A r JAPE. F Division of Engineering 4 Technical Programs 
82/11/01 4p p 16365 074 24X Fiche 50-389,82/11/03,0212090353 


0200190245 IE Info Notice 02-42, "Defect* Observed in Panasonic Model 
BQ1 6 Model 002 Thermoluminescent Dosimeter's " 8vc list 
rnc 1 

COBO.L 1 Division of Fuel Facilities, Materials & Safeguards 
□2/11/05 Consolidated Edison Co of Neu York, Inc HOpp 

16372 142 24X Fiche 50-000, 82/1 1 /05, B20BJ 90245 


9212070404 Forward* IE Insp Rept 50-389/B2-58 on 821025-29 No 
none omp 1 iance noted 

DANCE, H C Division of Project 4 Resident Programs 82/11/09 

UHRIO. R £ Florida Power 6 Light Co 2pp 16365 001 24X 

Fiche 50-3B9, 02/1 1/09, 8212090404 


— 92120904 1 1 IE In*p Rept 50-389/82-SQ on 821025-29 No noncomp 1 i ance 
noted Major areas inspected p reo p erat i ona 1 test procedure 
review U witnessing thermal expansion testing performed 
during initial plant heatup 

WHITENER.H L , JAPE, F Division of Engineering 4 Technical 
Programs 02/1 1/00 5pp 16363003 a4X Fiche 30-309, 02/! 1/09, 
0212090404 


021 2090553 Ack receipt of 021103 1 tT informing NFIC of steps taken to 
correct violations noted in IE Insp Rapt* 50-335/82-29 & 
50-309/02-39 

DANCE, H C Divi*lon of Project 4c Resident Programs 02/11/17 

UHRIO, R E Florida Power 4 Light Co Ip 16367 039 34X 

Fiche 50-335,02/11/17,8212090553 


— B212090559 Responds to NftC 021005 ltr r* violations noted in It Inap 
Repts 50-335/02-29 4 50-389/82-39 Corrective actions 
clearance order* corrected & personnel reinstructed re need 
to designate "locked open" or "locked closed' 1 on orders 
UHRIG, R E Florida Power 4 Light Co 82/11/03 O'REILLY, J P 
Region 2, Office of Director 2pp J6367 039 24X 

Fiche 50-335,02/11/17,0212090353 


— 0212090561 Forward* IE Insp Repts 30-335/82-29 & 50-309/82-27 on 
820811-0910 4 notice of violation 

DANCE, H C, Division of Project & Resident Programs 02/10/09 
UHRIG, R E Florida Power 4 Light Ca 2p p 16367 041 24 X 

Fiche 50-335,82/11/17,8212090553 


—8212090564 3E In*p Repts 50-339/82-29 4c 50-389/02-39 on 920B1 1-0910 
Non camp 1 1 an ce noted* fai lure to implement procedure for 
locking *af ety-related valves in required position 
ELROD, 8 A , BlBflrH E » JULIAN, C, A Division of Project & Resident 
Programs 82/10/04, I3pp 16367 044. 24X Fiche* 50-330* B2/U/J 7, 

8212090953 


8208190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exorcise Requirements " Svc list end 

JORDAN, E L Division of Engineering 4 Quality Assurance 02/11/18 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

F i c h e ’ 50-000, 02/ 1 1 / 1 8, 0208 1 9029 1 
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S2J 209031 1 Forwards IE Insp Rept 50-309/82-54 on 021101-05 No 
none amp 1 lane e noted 

DANCE, H C Division of Project !< Resident Programs 02/11/19 

UHRIOiR E Florida Power h Light Co 2pp 16361 336 24X 

Fjche 50-369,02/11/19,0212090211 


— 0212090213 IE Insp Rept 50-309/02-34 on B21 101-05 No noncompliance 
noted Major areas inspected p reoper a 1 1 ona 1 test program 
implementation it SER confirmatory items 

TAYLQR.P i KRUG, H , JAPE#F Division of Engineering & Technical 
Programs 82/11/18 4pp 16361 330 24X Fiche 50-389*82/11/19, 

0212090211 


0208190256 IE Info Notice 82-46* "Defective & Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG* R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York# tnc 

1 27p p 16411 063 24X Fiche 50-000*82/11/26,0208190236 


0208190257 IE Info Notice 82-47# "Transportation of Type A Quantities 
of Won-Fissile Radioactive Matl " Svc list end 
COR Di L 1 Division of Fuel Facilities, Materials I* Safeguards 
02/11/30 Consolidated Edison Co of New York* Inc 356pp 

( 6397 028 24X Fiche 30-000*82/11/30,0208190237 


B2O014O259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list and 
DEYCUNG.R C Director's Office* Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York* Inc 

H3pp 16411 317 24 X Fiche 50-000# 82/12/03, B2081 90259 


9208190261 IE Info Notice 82-48* "Failures of Agastat CR 0095 Rejay 
Sockets " Svc list end 

JORDAN* E L Division of Engineering & Quality Assurance 82/12/03 
Consolidated Edison Co of New Yorki Inc UOpp i6462 064 24X 

Fiche 50-000,02/12/03,8200190261 


9212150129 Forwards resubmittal of "Mechanized Preservice Exam of 
Selected Components of St Lucie Plant.Unit 2 " Attachment 
updates 021110 submittal which had missing pages 
UHRIQ*n E Florida Power it Light Co B2/12/07 EI8ENHUT* D 0 
Division of Licensing lp 16423 004 24X Fithe 90-309,82/12/07, 

0212150 1 29 


— 0212130134 Resubmittal of "Mechanized Preservice Exam of Selected 
Components of St Lucie Plant* Unit 2 " 

» Southwest Research Institute 82/07/31 234pp 16423 005 

24X Fiche 50-389*02/12/07,0212130129 


0208190267 IE Info Notice 02-49* "Correction for Sample Conditions for 
Air U Oas Monitoring " Svc list end 

DEYQUNQ# R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York# Inc 

I27pp 16620 171 24X Fiche 30-000* 82/12/ 16, 02OB19O267 


SI ’OB 1 70260 IE Info Notice 82-30# "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN* E L Division of Engineering it Quality Assurance 82/12/20 
Consolidated Edison Co of New York* Inc lOBpp 16620* 293 24X 

Fiche 50-000.82/12/20*0208190260 


R Periodic operating reports It related correspondence 


Br' 121 70243 Forwards joint Ebasco it C-E Task Force engineering 
verification program status summary for 2-wk period* 

021 122-1204 

DLODOETTrT H Ebasco Services# Inc (subs of Enserch £orp ) 
02/12/09 El SENHUT* 0 0 Division of Licensing 5pp 16461 : 292 
24X Fiche 50-309*82/12/09,0212170243 


BFI220O1B7 Forwards Joint Ebasco it C-E task farce engineering 
verification program ueekly status summary for 821213-17, 
DLODOETT, T H Ebasco Services, Inc (subs of Enserch Corp >, 
02/12/21 El SENHUT* D Q Division of Licensing Spp 16562:256 
24X Fiche 50-309*82/12/21,0212200107 


9 Reportable occurrences* LERs if related correspondence 


0212030216 Interim deficiency rept re fart belts on diesel generators 
2 A & 20 Initially reported on 820210 Addl mods needed to 
fully correct problem Final rept will be submitted by 
030120 

UHftIG# R E Florida Power it Light Co B2/U/24 O'REILLY.J P 
(legion 2* Office of Director lp 16306 295 24X 

Fiche 50-309*82/11/24.0212030216 


8212070215 Interim deficiency rept re failure of reactor shutdown 
cooling bypass valves to respond to command signals 
Initially reported an 820630 Review continuing Next rept 
-will be submitted by 830115 

UHRIO.R E Florida Power it Light Co 82/1 1/29 O'REILLY.J P 
Region 2* Office of Director Ip 16329 359 24X 

Fiche 50-309*82/11/29.0212070215 


0212090200 Suppl to 810724 final deficiency rept re local control 
switches supplied by Gould Rundel Re-evaluation of switch 
p roturberance indicated deficiency only in 0B-6 switches 
VHRIO, R E Florida Power 6 Light Co 02/12/01 O'REILLY.J P 
Region 2* Office of Director tp 16362 3 60 24X 

Tiche 50-3B9# 02/12/01, 8212090200 


0212150074 Final Deficiency Rept 82-021 re incorrect reactor 
protective sys low flow input signals Initially reported 
on 821013 Wiring diagram it polarity of input signal cables 
corrected Deficiency not reportable per 10CFR50 53(c) 

UNRIG, R E Florida Power h Light Co B2/12/09 O'REILLY.J P 
Region 2* Office of Director 2p p 16431 013 24X 

Fiche 50-389*82/12/09,3212150074 


B2 1 2150098 Final Deficiency Rept 82-024 re defective masonry walls 
Initially reported on 321110 During insp of as-built masonry 
walls, 31 contained less than, required amount of rebar due 
to design misinterpretation Nalls will be modified 
UHR10.R E Florida Power it Light Co 02/12/09 O'REILLY.J P 
Region 2* Office of Director 2pp 16423 242 24X 

Fiche 50-309, 82/12/09, 02E21 50090 


0212210340 Interim deficiency rept re insulation on Conax ring tongue 
connectors Initially reported on 021110 Investigation 
continuing Final rept will be submitted hy 921228 
UHRIOiR E Florida Power fe Light Co 82/12/10 O'REILLY.J P 
Region 2* Office of Director Ip 16496 362 24X 

Fiche 50-309. 82/12/10, 9212210348 


82 l 2210354 Interim deficiency rept re micro-switch PTH selector 
switches Initially reported on 821110 Review continuing 
Final rept will be submitted by 830110 

UHftJG, R E Florida Power it Light Co 82/12/10 O'REILLY# J P 
Region 2* Office of Director ip 16489*175 24X 

Tiche 30-309,82/12/10,0212210354 


8212300252 Interim deficiency rept re lack of documentation on Class I 
It II bolts ft nut* Initially reported on 021013 Final rept 
will be submitted by S30126 

UHR10.R E Florida Power it Light Co 82/12/20 O'REILLY.J P 
Region 2* Office of Director lp 1 6595 234 24X 

Fiche 50-309. 82/12/20, 0212300232 


U Coti gr ess i ona l /El e c ut i va Correspondence 


02 1 2010046 Informs that addl antitrust advice received from 
atty general No antitrust hearing necessary on proposed 
amend to CP per 021025 I tr 

TOALSTON, A L Antitrust L Economic analysis Branch (Utility 
Finance) 82/11/16 UUALL, M K House of Rep . Interior L Insular 
Affairs lp 16271 345 24X Fiche 50-309*02/11/16,8212010046 


DOCKET 30-390 WATTS BAR NUCLEAR PLANT. UNIT i 


A Application/construction stage document* it correspondence 


8212010117 Notifies that no requests received from public far hearing 
on extension of const completion dates 

KENYON, T J Licensing Branch 4 02/11/19 NOVAK# T M Assistant 

Director for Licensing Ip J 6290 230 24X Fiche 30-390. 02/ U/l 9* 

62120101 17 


— 6212010122 Notifies of attention of const completion dates to 640301 8* 
830001 for Unit* i It 2, re spec t Ive 1 y Order it safety 
evaluation end 

ADENSAM, E G Licensing Branch 4. 82/11/19 PARRIS* H 0 

Tennessee Valley Authority lp 16290 231 24X 

Fiche 30-390, 02/1 1/19# 021 2010 117 


— 8212010126 Order extending const completion dates for Units l k S to 
840301 l» B30B01* respectively. 

E 1 SENHUT, D 0 Division of Licensing* 82/11/19 Tennessee 
Valley Authority 2pp L6S90 232 24X Fiche, 90-390, 82/11 /19, 

82120101 17 


— 6212010127 Safety evaluation supporting request for extension of 
CFPR-91 It CPPR-72 to 840301 & Q50801, re sp actively Extension 
acceptable 

* Division of Licensing 82/11/19 5pp 16290 234 24X 

Fiche 50- 390,02/11/19,8212010117 
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03 12060081 Submits revised milestone schedule* of prompt notification 
sys for d«si 9 n, ct>n*t & field testing finish & inservice 
testing State of TW assume* sys on B30701 

HILLS* L M Tennessee Valley Authority 02/11/30 ADENSAM, £ 
Licensing Branch 4 1* 163(6 10? 24X Fiche 50-390,02/11/30, 

0212060001 


0212070391 Responds to action items resulting from NRC 020982 
geotechnical audit of plant LTfi 1 action complete u/esception 
of analysis of axial stresses oh burled pipe uihich will be 
provided by 030305 

MILLS, L H Tennessee Valley Authority 82/11/30 ADENSAM, E 
Licensing Branch 4 44pp 16339 020 24X Fiche 50-390*82/11/30, 

0212070291 


0212070072 Requests addl info re 020514 submittal on Branch Technical 
Position CS 0 6-4, "Containment Purging During Normal Plant 
Operation " Info needed by 030115 

ADENSAM, £ 0 Licensing Branch 4 02/12/01 PARR IS* H 0 Tennessee 

Valley Authority 3pp 16356 274 24X Fiche 30-390, 82/12/0 1* 

02 I 2070072 


0212070186 Forwards adfdl info to Ttsplve concerns listed in NRC 820923 
ltr r* Apr 1902 seismic qua I if i ca tion review team audit 
MILLS, L M Tennessee Valley Authority 82/12/01 ADENSAM, £ 
Licensing Branch 4 I27pp 16339 131 24X Fiche 50-390,02/12/01, 

0212070186 


0212270207 Forwards "Liquefaction Evaluation of Essential Raw Cooling 
Hater Pipeline Route Task 9> " per LM Hills S211J6 ltr 
KAMMER, D S Tennessee Valley Authority 82/12/09 ADENSAM, E 
Licensing Branch 4 lp 16565 I4S 24X Fiche 50-390,02/12/09, 
0212270287 


— 8212270290 "Lique Fee tipn Evaluation of Essential Raw Cooling Water 
Pipeline Route Taa* 9 " H/seven overslie figures Aperture 
cards are available In PUR 

* Woodward "Clyde Consultants, Inc 02/ J 1/30 7?p p 16565 146 

24X Fiche 30-390,82/12/09,0212270207 


0212270262 provides info to facilitate NRC use of computer card deck 
containing time histones of four artificial earthquakes 
used for facility 

MILLS, L M Tennessee Valley Authority 02/12/20 ADENSAM, E 
Licensing Branch 4 2pp 16530 330 24X Fiche 30-390,02/12/20, 

0212270263 


0212270355 Forwards status rept on proposed mods to model D steam 
generator* to reduce f low -indue *d vibration te tube wear 
problems Rapt specifying Final resolution of issue will be 
provided in Jan 1983 

HILLS, LM Tennessee Valley Authority 02/12/20 ADENSAM, E 
Licensing Branch 4 2pp 16530 044 24X Fiche 50-390,02/12/20, 

0212270353 


E NRC Safety Evaluation Report (SERI, supple & correspondence 


0212060070 Forwards response to SEP open Item 13 re quality 
classification of diesel generator auxiliary *y« piping & 
components 

HILLS, L M Tennessee Valley Authority 02/11/29 ADENSAM, E 
Licensing Branch 4 3pp 16314 296 24X Fiche 50-390,02/11/29, 

0212060070 


8212210451 Forwards response to 02041? request For addl i nf o# Qu e a t i on* 
40 127 it 40 120, re diesel generators Info to resolve 0ER 
Open Item i4 re diesel generator operation u/o secondary 
coolant it expansion tent location also enc 1 

MILLS, L H Tennessee Valley Authority 02/12/14 ADENSAM* E 
Licensing Branch 4 Upp 16489 101 24 X Fiche 30-390,02/12/14, 

8212210451. 


F Security, medical, emergency & fire protection plans 


0212100046 Responds to R Heron 811202 tdcon request r« emergency 
operation* facility (EOF! Response to Generic Ltr 81-10 on 
010602 describes util plan* to utilise central emergency 
response ctr Project-specific details to be provided 
HAMMER* D S Tennessee Valley Authority 02/12/06 ADENSAM, E 
Licensing Branch 4 lp, 16379 071 24X Fiche 50-000,82/12/06. 

0212100046 


J Insurance U indemnity information 


0212020269 Submits info re const it warehouse values located offsite as 
result of reviietf site description* under ANI/MAELU nuclear 
liability insurant* facility Form policies 

DUCK, J R Harsh fc McLennan, Inc # M & M Nuclear Consultants, Inc Div 
02/11/18 HAINES, H L, American Nuclear Insurers lp 16280; 356, 
24X Fiche 5G-000, 82/11/10. 821 2020269 


0 Inspection reports, IE Bulletins 6 correspondence 


0208190240 IE Bulletin 02-03, Revi * i on 1, "Stress Cracking in Thidk- 
Ual 1* Large-Di ameter, Stain less Steel , Rec ireu lati on Sys Piping 
el SWH Plants " Svc list enc 1 

DEVQVNG. R C Director 'S Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Ca of New York, Inc 

I12pp 16462 163 24X Fiche 50-000.02/10/28*0208(90240 


9212090400 Forwards IE Insp Repts 50-390/02-36 it 50-391/82-33 on 
821012-15 No noncompliance noted 

VERRELL I , D M Division af Project & Resident Programs 02/11/01 
PARRIS. H 0 Tennessee Valley Authority 2pp 16364 256 24X 

Fiche 50-390.02/11/01*8212090400 


—8212090407 IE Insp Repts 50-370/02-36 8 , 50-391/82-33 on 821012-15 Mq 
none amp 1 ian c e noted Major areas inspected electrical cables 
it terminati ons* 1 icensee identified Items & independent insp 
GIBBONS, T D , CONLON, T E Division of Engineering L Technical 
programs 02/10/29 3pp 16364 258 24X Fiche 50-390,02/11/01, 

021209040 0 


0PI2O9O497 Forward# IE Insp Repts 50-390/82-37 it 50-391/82-34 on 
□20923-1019 No none omp I i anc e noted 

VERRELLI, D M Division of Project 6 Resident Programs 02/11/03 
PARRIS, H 0 Tennessee Valley Authority 2pp 16365 335 24X 

Fiche 50-390* 02/1 1/03* 82(2090497 


—8212090504 IE Insp Repts 50-390/82-37 it 50-391/02-34 on 020923-1019 Ho 
noncompliance noted Major areas inspected licensee action on 
previous insp find ings* independent insp e f for t* followup on 
licensee identified items & worker allegations 
HEATHEfTLY, T L , QUICK, D R Division of Project h Resident 

Programs 02/11/03 7pp 16365 337 24X Fiche 50-390*02/11/03, 

8212090497 


0209190245 JE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 tt Model 802 Thermoluminescent Dosimeters Jl Svc list 
one l 

COBB, L I Division of Fuel Facilities* Materials 6 Safeguard* 
02/11/05 Consolidated Edison Co of New York, Inc ilOpp 

16372 142 24X Ficho 50-000,02/11/05,8200190243 


0200190251 IE Info Notice 02-44, "Clarification oF Emergency Plan 
E sere 1 s e Requirements " Svc list end 

JORDAN* E L Division of Engineering 6 Quality Assurance 02/IJ/JB 
Consolidated Edison Co of New York. Inc lO?pp 16411 199 24/ 

Fiche 50-000, 82/11/10,8200190231 


8200190256 IE Info Notice 02-46, "Defective & Obsolete Combination 
Padlocks M Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, lilt 

I27pp 16411 065 24X Fiche 50-000,02/11/26,0200190256 


□212090334 Ac k receipt of 821113 ltr informing NRC of steps tal on to 
correct violation* noted in IE Insp Repts 50-390/81 -26 & 
50-391/01-24 

VERRELL I, D M Division of Project & Resident Programs 02/11/29 
PARRIS, M 0 Tennessee Valley Authority lp 16365 089 24* 

Fiche 50-390,82/11/29,9212090334 


--0212090347 Submits supplemental response to NRC 811223 ltr re 
violations noted in IE Insp Repts 50-390/01-26 t< 

50-371/81-24 Corrective actions assessment of cleanliness of 
HVAC *ys should be completed by 830201 

MILLS, LM Tennessee Valley Authority 02/11/18 O'REILLY, J P 
Region 2, Office of Director lp 16365 090 24X 

Fiche 50-390,02/11/29,8212090334 


8200190257 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Non~Fi*sIle Radioactive Matl " Svc list end 
COBS, L r Division of Fuel Facilities, Materials 6 Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 

16307 020 24X Fiche 50-000,82/11/30,0208190257 


0208190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director'* Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

l(3pp 16411 317 24X Fiche 50-000, 82/12/03, 8208190259 


8208190261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Sockets Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 02/1 2/03 
Consolidated Edison Co of Now York, Inc IlOpp 16462 064 24X 

Fiche 50-000, 82/12/03, 8200190261 
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8200190267 IE Info Notice 02-49, "Correction for Sample Conditions far 
rtir i< Oas Monitoring " Sve list end 

UEYGUMQ* R C Director's Office. Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

I27pp 5 6620 |?1 24X Fiche 50-000,82/12/16.8208190267 

B2OS19O260 IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type ITE-27 “ 8vc list encl 

JORDAN , £ L Division of Engineering 6 duality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOBpp 16620 293 24X 

Fiche 50-000, 82/12/20. 8200170268 


R Penodic operating reports t related correspondence 


9212030071 Forwards central emergency control ctr meteorological data 
ava liability statistics forApr-Sept 1902 

MILLS. L M Tennessee Valley Authority 62/11/30 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2p p 16304 210 
24X Fiche 50-000.02/11/30,0212030071 


S Reportable occurrences, LERs St related correspondence 


8212020298 First combined interim deficiency rept re nonconformance In 
alternately analyzed piping program (/til proceeding w/1007 
reverification of alternate analyses Next rept will be 
submitted by 030426 

HIlLS, L H Tennessee Valley Authority 02/11/24 0 'REILLY, J F 

Region 2. Office of Director 3pp 16277 354 24X 

Fiche 50-390, 02/ 1 1 /24, 02 1 2020270 


8212020368 Final deficiency rept re unterminated cables associated 
u/con tro I room isolation function of control bldg 
ventilation sys Initially reported on 820901 Cables 
terminated U inspected per as-c obstructed drawings 
MILLS, L H Tennessee Valley Authority 02/11/24 □ 'REILLY, J F 

Region 2, Office of Director 3pp 16270 142 24X 

Fiche 50-390. 82/ 1 1 /24, 82 i 2020368 


8212Q30C01 First interim deficiency rept re easily bent heat collecting 
fins & corroding sprinkler heads in fire suppression iys 
Initially reported on 821026 Proposed disposition to replace 
Star Model QE sprinkler heads under review 

MILLS. L M Tennessee Valley Authority B2/11/29 O'REILLY, J P 
Region 2, Office of Director 2pp 16304 212 24X 

Fjche 50-000.82/11/29.8212030001 


■B21 2070059 Second interim deficiency rept re attachment of conduit & 
piping supports to cable tray supports Initially reported on 
920607 Samp ling program still being conducted Next rept 
expected by 330223 

MILLS, L M Tennessee Valley Authority 02/11/29 O'REILLY, J P 
Region 2< Office of Director ip 16327 335 24X 

Fiche 50-390,02/11/29,0212070050 


0-212070142 Sixth interim deficiency rept re diesel generator room 
exhaust fan mod Initially reported on G10B31 Design mod in 
progress to provide structural stiffeners to reduce lateral 
vibration of fans Next rept will be submitted by 830223 
MILLS, L M Tennessee Valley Authority 82/11/29 O'REILLY. J P 
Region 2. Office of Director ip 16327 073 24X 

fiche 50-390,02/11/29,0212070142 


DPI 2070267 Final deficiency rept re unauthori led conduit i< cable 
rework Initially reported on 021013 Procedure WDNP-GCI-1 07 
revised to clarify requirements when immediate 
documentation required for rework 

MILLS, L M Tennessee Valley Authority 82/11/29 O'REILLY, J P 
Region 2. Office of Director 2pp 16339 071 24X 

Fichu 30-370.82/11/29.0212070267 


GP 120901 60 Third interim deficiency rept re incorrect seismic 
d i*p la-cement i & response spectra use Initially reported 
on 820430 Problems reanalyzed to determine final effect on 
piping tc nozzle No other displacement errors occurred 
MILLS, L M Tennossee Valley Authority 02/11/30 O'REILLY, J P 
Region 2. Office of Director 2pp 16359 246 24X 

Tiche 50-390,02/11/30,0212090160 


8212090165 First interim deficiency rapt ra control of non-GA hex nuts 
Initially reported on 021021 Unqualified hex nuts used to 
install some hangers of* saf ety-related upper head injection 
tys Investigation continuing 

WrLLS,L M Tennessee Valley Authority 02/11/30 O'REILLY, J P. 
Region 2. Office of Director 2pp 16399 244 24X 

Fi c h * - 90-390, 02/ 1 1 /30, 82 1 2090 1 6 5 


8212090170 First interim deficiency rept re curtain-type fire dampers 
failing to close against normal operating air flow Initially 
reported on B21029 Std Spec MEB-S9-10 3 revised to include 
stainless negator closer springs 

MILLS.L M Tennessee Valley Authority 82/11/30 O'REILLY, J P, 
Region 2, Office of Director 2pp 16359 232 24X 

Fiche 90-390,02/11/30.8212070170 


6212090341 Fourth interim rept re containment spray mini flow valve 
design error Initially reported on 820305 Possible breakdown 
in Wes t inghou *e GA diagram being reviewed Also reportable 
per Part 21 Next rept expected by B30502 

MILL8, L M Tennessee Valley Authority 82/12/01 D 'REILLY, J « 
Region 2, Office of Director 2pp 16366 330 24X 

Fiche 50-390, 02/12/01. 8212090541 


0212090054 Fourth interim deficiency rept re excessive movement of 
containment penetration bellows Initially reported on 
□11204 Problem being reanalyzed incorporating correct 
operating temps Next rept to be submitted on B30520 
N ILLS, L M Tennessee Valley Authority 82/12/02 0 'REILLY , J P 

Region 2, Office of Director 2pp 16357 346 24X 

Fiche 30-390.02/12/02,021209005 4 


0212090150 Tenth interim deficiency rept re improper design of steel 
containment penetration assemblies Initially reported on 
601219 All affected piping evaluated & reanalyzed Piping can 
withstand extra pressures Next rept expected by 630318 
MILLS, L M Tennessee Valley Authority 02/12/03 O'REILLY, JP 
Region 2, Office of Director 2pp 16359 119 24X * 

Fiche 50-390. 02/12/03, 6212090150 


0212100270 Fifth interim deficiency rept re lack of Div of Engineering 
design sys to ensure OA procedures issued before work 
begins Initially reported on 611020 Final rept will not be 
submitted until decision made on deferral of projects 
MILLS, L M Tennessee Valley Authority 02/12/06 O'REILLY, J P. 
Region 2, Office of Director Ip 16377 136 24X 

Fiche 50-000, 02/12/06. 9212100270 


0212140087 Fifth interim deficiency rept re incorrect thermal rang* 
analysis Initially reported on 021022 Upon closure of 
Engineering Change Notice 3210, support mod will be 
evaluated Next rept expected by B30527 

MILLS.L fi Tennessee Valley Authority 02/12/06 8 'REILLY, J P 

Region 2, Office of Director Ip 16408 253 24X 

Fiche 30-390,82/12/06.0212140087 


0212140141 First interim deficiency rept re Henry Pratt pneumatic 
butterfly valve actuator yoke failure Initially reported on 
821109 Valves will be modified on site Next rept due 830607 
Also reportable per Part 21 

MILLS. LM Tennessee Val ley Authority 02/12/07 O'REILLY, J P 
Region 2, Office of Director 3pp 16400 166 24X 

Fichi 50-000, 02/ 12/07. 821 2 1 401 4 i 


BPl 21 40164 Second interim deficiency rept m heat loss from Power 0ys 
diesels Initially reported on 020729 Evaluation of heat load 
tost results underway to determine needed changes Next 
rept due by 830322 Alio reportable per Part 21 

MILL6, L M Tennesioe Valley Authority 02/12/07 O'REILLY, J P 
Region 2. Office of Director 2p p 16409 344 24X 

Fiche 30-390,92/12/07,8212140164 


0212140376 Final deficiency rept re anchor bolts not installed In 
accordance w/s-pacing ip pcs. Ini t ial ly reported on 010331 
Condition could not have adversely affected safe operation 
of plant Condition not reportable under 10CFRS0 53 (d) 

M ILLS, L M Tennessee Valley Authority 02/12/07 O'REILLY, J P 
Region 2. Office of Director 2pp 16403 157 24X 

riche 50-390.02/12/07,8212140376 


0212130136 Been n d Interim deficiency rept re inadequate QA program for 
masonry block uiork Initially reported on 020902 Areas where 
mortar did net meet min compressive strength requirements 
acceptable Next rapt due by 930225 

MILLS.L M Tennessee Valley Authority 02/12/09 O'REILLY. -J P 
Region 2, Office of Director 2p p 16429 238 24X 

Fiche 50-390, 82/12/09, 82 1 21 50136 


021 220000 J Third interim deficiency rept re generic deficiency in 
design review Initially reported an 011213 No addl info 
available until action team 921215 rept Next rept will be 
submitted by 830420 

MILLB.L fl Tennessee Valley Authority 02/12/13 O'REILLY, J P 
Region 2. Office of Director Ip 16473 362 24X 

Fiche 50-000.82/12/13.8212200001 


021 22000 1 7 Fifth Interim deficiency rapt re design review process 
interface c oo rd I nat ion activity Initially reported on 
010717 Corrective action to be based on action team rept to 
be Issued approx 021215 Next rept expected by 030422 
M ILLS, L M Tennessee Valley Authority 02/12/13 O'REILLY, J P 
Region 2, Office of Director 2pp 16473 085 24X 

Fiche 90-000, 82/12/13,8212200017. 


8212210356 Fourth interim deficiency rept re design of HVAC 
penetrations in containment Initially reported on 811224 
Penetrations determined to be overstressed will be supported 
by hangers or stiffened Next rept expected by 030325 
HILLS, L M Tennessee Valley Authority 02/12/13 O'REILLY. J P 
Region 2. Office qf Director Ip 16495 171 24X 

Fiche. 30-390, 02/12/13, 0215210356 
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821 22 1 0445 Second final deficiency rept re improper weld attachment of 
shear lug* Initially reported on 00 JO 30 New hanger 
installation procedure implemented Remaining corrective 
action oil melds mill be completed by 930131 

HILLS, L M Tennessee Valley Authority 02/12/13 O'REILLY, *J P 
Region 2. Office of Director 3pp 164B9 197 24X 

Ficha 50-390, 62/ 12/13, 821 221 044 9 


G2123I0026 Fourth interim deficiency rept re potentially over » tr* * sed 
embedded plates Initially reported on 020412 Multiple 
supports attached to plates u/o design review of plate 
capacity Preliminary const spec issued Next rept by B3CH04 
fULLS.L M Tennessee Valley Authority 62/12/14 O 'REALLY, J P 
Region 2, Office of Director 2pp 16485 260 24X 

riche 30-000. 02/12/14, 0212210026 


0212210217 Second interim deficiency rept re incorrect support's in 
analysis of 3-inch chemical & vol control sys line Initially 
reported on 820509 Inline isolation valves Teanelyied Next 
rept expected by B30520 

HILLS, L rt Tennessee Valley Authority 02/12/15 O'REILLV, J P 
Region 2, Office of Director 2pp 16485 OH 24X 
Flche SO -390, 62/12/19, 0212210217 


3212210431 Fourth interim deficiency rept re resolution of 
unanticipated vibratory loading concerns Initially reported 
on 020120 Const activities for Tallow Creek & Hartsville 
deferred Neit rept will be sent by 930322 

MILLS, L M Tennessee Valley Authority 02/12/15 0 'REILLY, J P 

Region 2, Office of Director 2pp 16409 160 24X 

Fiche 50-000,62/12/13,0212210431 


0212220405 Second interim, deficiency rept re solid state protection sys 
test procedure* Initially reported on 020831 Meetinghouse 
proposal fOT procedural change rejected Util will implement 
own change Also reportable per Part 21 

HILLB.L M Tennessee Valley Authority 82/12/16 O'REILLY, J P 
Region 2, Office of Director 3pp 16504 015 24X 

Fiche 50-390, 02/12/16,8212220463 


02J 2220426 Seventh interim deficiency rapt re rerouting of high 
pressure fire protection piping Initially reported an 
010130 Increasing pipe head diameter to next largest site 
would eliminate deficiency Next rapt due by 030622 
MILLS, L M Tennessee Valley Authority 82/12/17 O'RErLLY, J P 
Ray ion 2, Office of Director 2pp 16503 287 24X 

Fiche 50-390,02/12/17, D2 12220426 


8212280335 Second interim deficiency rept re unistrut clamps loaded in 
more than one direction for seismic lupports Initially 
reported on 020706 Investigation continuing Meit rept will 
be provided by 830211 

HILLS, L M Tennessee Valley Authority 62/12/21 O'REILLY, J P 
Region 2, Office of Director 2pp 16360 100 24X 

Ficbe 50-390, 82/12/21,0212280335 
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A Appl i cation/cons truct ion stage documents l< correspondence 


6212010117 Notifies that no requests received from public far hearing 
on- extension of const completion date* 

KENYON, T J Licensing Branch 4 S2/1J/I9 NOVAK, T M Assistant 

Director for Licensing Ip 16290 230 24X Fiche 50-390, 82/1 1/19, 

0212010117 


— B212010I22 Notifies of eifeentiun of const completion dates to 840301 & 
850801 for Unit* 1 L 2. reipac tive ly Order & safety 
evaluation end 

ADEN8AH, E 0 Licensing Branch 4 82/11/19 PARRIS, H 0 

Tennessee Valley Authority Ip 16290 231 24X 

Flche 30-390, 02/ 1 J / 1 9, 821 2010 117 


— 6212010126 Order extending conit completion dates for Units l & 2 to 
840301 & 930601 , respective! y 

EISEMHl/T. D 0 Division of Licensing 82/1 1/19 Tennessee 
ValUy Authority 2pp 16290 332 24X Fiche 50-390,82/11/19, 

62120101 17 


— 0212010129 Safety evaluation supporting request for extension df 
CPPR-91 & Cp PR —92 to 840301 U BSO0OI. rasp ec tive ly Extension 
acceptable 

• Division of Licensing 82/11/19 Spp 16290 234 24 X 

Flche 90-390,62/11/19,0212010117 


021 207029 J Responds to action items resulting from NRC 620932 
geotechnical audit of plant Util action complete w/ejtc ept i on 
of analy sis of axial stresses on burled pipe which will be 
provided by 630305 

MILLS, L M Tennessee Valley Authority 82/11/3 0 ADENSAM, E 

Licensing Branch 4 44pp 16339 020 24X Fiche 50-390,62/11/30. 

0212070291 


02)2070072 Requests addl info re 620514 submittal on Branch Technical 
Position C3B 6-4, “Conta I nment Purging During Normal Plant 
Operation Info handed by 030115 

ADENSAM, £ 0 Licensing Branch 4 82/12/01 PARRIS, H 0 Tennessee 

Valley Authority 3pp 16356 274 24X Fiche 50-390,62/12/01. 

021 2070072 


6212070186 Forwards adldl info to resolve concerns listed in NRC 020923 
ltr re Apr 1982 seismic quail f % cation review team audit 
MILLS, LM Tennessee Valley Authority B2/I2/01 A DENS AM, E 

Licensing Branch 4 *27pp 1 6335 131 24X Fiche 50-390,62/12/0*, 

6212070166 


B212270287 Forward* “Liquef ae ti an Evaluation of Essential Raw Cooling 
Water Pipeline Route Task 9," per LM Mills 021116 ltr 
HAMMERED S Tennessee Valley Authority 02/12/09 ADENSAM, E 
Licensing Branch 4 Ip 16565 145 24X Fiche 50-390,02/12/09, 

0212370207 


--8212270290 “Liquefaction Evaluation of Essential Raw Cooling Water 
Pipeline Route TasJc 9 11 W/seven oversire figures Aperture 
cards are available in PDR 

» Woodward -Clyde Consultants, Inc 02/1 1/30 79pp 16565 146 
24X Fiche 5 0-390,92/12/09,6212270267 


0212270262 Provides info to facilitate NRC use of computer card deck 
containing time histories of four artificial earthquakes 
used for facility 

MILLS. L M Tennessee Va 1 1 ey Au thori ty 02/12/20 A DENS AM, E 

Licensing Branch 4 2p p 16530 33C 24X Fiche 50-390,62/12/20, 

0212270262 


0212270355 Forwards status rept on proposed mods to modal D steam 
generators to reduce flow-inducBd vibration & tube wear 
problems Rept specifying final resolution of issue will be 
provided in Jan 1903 

MILL®, L H Tennessee Valley Authority 82/12/20 A DENS' AM. E 

Licensing Branch 4 Spp 16530 044 24X Fiche 50-390,82/12/20, 

8212270355 


E NRC Safety Evaluation Report (5ER), suppl* & correspondence 


S212Q6C070 Forward* response to SER open Item 13 re quality 
classification of diesel generator auxi liary sys piping & 
c opponents 

MTLLBiL M Tennessee Valley Authority 82/11/29 A DENS AM, E 

Licensing Branch 4 3pp 16314 296 24X Fiche 50-390,02/11/29- 

02! 206-0070 


0212210451 Forward* response to 020419 request for addl i nf d. Guest lane 
40 127 ?< 40 128, re diesel generators Info to resolve SER 
Open Item 14 re diesel generator operation w/o secondary 
coolant & expansion tank location also end 

MILLS, L M Tennessee Valley Authority 02/13/14 ADENSAM, E 
Licensing Branch 4 llpp 16489 101 24X Fiche 90-390,02/12/14, 

6213210451 


F Security, medical, emergency L fire protection plans 


8212100046 Responds to H Heron 011302 telcon request re emergency 
operations facility (EOF) Response to Generic Ltr 01-10 on 
a I 0602 describes util plans to utiliie central emergency 
response ctr Project-specific details to be provided 
HAMMER, D 3, Tennessee Valley Authority 82/12/06 ADENSAM. £ 
Licensing Branch 4 Ip 16379 071 24X Fiche 50 - 000 , 02 / 12 / 06 , 

6212100046 


J Insurance & indemnity information 


8212020269 Submits info re const Si warehouse values located offsite as 
result of revised site description* under ANI/MAELU nuclear 
liability insurance facility form policies 

DVCKiJ R Marsh % McLennan, Inc , M & M Hue 1 ear Consul tents, Inc Div 
82/d f /IB HATNES.KL American Nuclear Insurers lp 16260 356 
24X Fi c he- 50-000, 62/1 1/16, 0213030269 


8212060081 Submits revised milestone schedules of prompt notification 
sys for desig n, cons t fc field testing finish 6 insarvice 
testing State of TN assumes sys an 830701 

MILLS. L J-f Tennessee Valley Authority 62/11/30 ADENSAM, E, 
Licensing Branch 4 lp 16316 107 24X Ficha, 50-390, 02/1 1/30, 

BS 12060081 
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Q Inspection reports* IE Bulletins & correspondence 


9300190240 IE Bulletin 82-03, Revl s 1 on 1, "Stress Cracking in Thitk- 
Ua 1 1, Large-Di ame ter , Sta i n I ess Steel * Rec ireu lation Sys Piping 
at BUR Plants ” 8vc list end 

0EYDUN3, R C Director's Office, Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York, Inc 

112pp 16462 163 24X Fiche 50-000,82/10/20,0208190240 


0212090400 Forwards IE Insp Repts 50-390/02-36 & 50-391/B2-33 on 
021012-15 No noncomp 1 lane e noted 

VERRELLI.D M Division of Project k Resident Programs 82/11/01 
PARRIS, H G Tennessee Valley Authority 2pp 16364 256 24X 

Fiche 50-390.02/11/01.0212090400 


--02 12090407 IE Insp Repts 50-390/92-36 k 50-391/82-33 on 021012-15 No 
none omp 1 l an c e noted Major areas inspected electrical cables 
& +«r(nin*ti ons, 1 iconsee identified items & independent insp 
GIBBONS. T D , CGNLON, T £ Division of Engineering k Technical 
Programs 02/10/29 3pp 16364 250 24X Fiche 50-390.02/11/01, 

0212090400 


8212090497 Forwards IE Insp Repts SO-390/B2-37 8, 50-391/B2-34 on 
B20923-10I9 No noncompliance noted 

VERRELLT, D M Division of Project & Resident Programs 82/11/03 
PARRIS, H 0 Tennessee Valley Authority 2pp 16365 335 24X 

Fiche 50-390.02/11/03,0212090497 


--B2I2090504 IE Insp Repts 50-390/82-37 k 30-391/82-34 on 030923-1019 No 
noncorip 1 lance noted Major areas inspected licensee action on 
previous insp find ings, independent insp e f f art, f o 1 lotuup on 
licensee identified items k worker allegations 
WEATHERLY, T L , QUICK, D R Division of Project k Resident 

Programs 02/11/03 7pp 16365 337 24X Fiche 50-390,82/11/03, 

02 I 2090497 


0200190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
QOt k Model 002 Thermoluminescent Dosimeters " Bvc list 
end 

C0BD, L I Division of Fuel Facilities, Materials k Safeguards 
02/11/05 Consolidated Edison Co of Now York, Inc llQpp 
16372 142 24X Fiche 50-000,02/11/09,0200190245 


9200190251 IE Info Notice 02-44, "C lar i f i ca t i on of Emergency Plan 
Exercise Requirements r " Svc list end 

JORDAN. E L Division of Engineering & Quality Assurance 82/11/10 
Consolidated Edison Co of New York, Inc 109pp 16411 179 24X 

Fiche 50-000,02/11/10,0208190251 


0200190256 IE Info Notice 82-46, “Defective ?< Obsolete Combination 
Padlocks " Svc list one 1 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

127pp 16411 065 24 X Fiche 50-000,82/11/26,0208190256 


8PI2090334 Ack receipt of 821110 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/01-26 k 
50-391 /B 1-24 

VERRELL1.D M Division of Project k Resident Programs 02/1 1/29 
PARRIS, H G Tennessee Valley Authority Ip 16365 089 24X 

Fiche 50-390,02/11/29.0212090334 


— B212Q90347 Submits supplemental response to NRC 011223 ltr re 
violations noted in IE Insp Repts 30-390/81-26 k 
50-391/81-24 Corrective actions assessment of cleanliness of 
HVAC sys should be completed by 830201 

MILLS, L M Tennessee Valley Authority 02/11/10 □ 'REILLY, J P 

Region 2, Office of Director lp 16365 090 24X 

Fiche 50-390,02/11/29,8212090334 


B208I90257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Mat! " Svc list end 
COBB, L I Division of Fuel Facilities, Materials k Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 3S6pp 
16307 020 24X Fiche 50-000, 82/1 1/30, B20B1 90257 


8206190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

i 13pp 16411 317 24X Fiche. 50-000. 02/12/03, 0208190259 


8200190261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Sockets “ Svc list end 

JORDAN, E, L Division of Engineering k Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 50-000,02/12/03,0209190261 


8208190267 IE Info Notice 82-49. "Correction for Sample Conditions for 
Air k Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

127pp 16620 191 24X Fiche 50-000,02/12/16,0200190267 


02122)0360 Forwards "ASME Section XI Presorvice Insp Program Technical 
Instruction TI-50B, " Revision 3 

MILLS, LM Tennessee Valley Authority 82/12/16 ADENSAM, £ 
Licensing Branch 4 Ip 16495 172 24X Fiche 90-391,02/12/16, 

□212210360 


— 0212210363 Surveillance Instruction TI-50B, "ABME Section XI Preservice 
Insp Program, " Revision 3 

DETUULIO, D , SWALLOWS, J M Tennessee Valley Authority 02/11/03 
I26pp 16495 173 24X Fiche 50-391,02/12/16,8212210360 


BPQ819D268 IE Info Notice 82-90, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 n Bvc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/20 

Consolidated Edison Ca of New York, Inc JOBpp 16620 2 9 3 24X 

Tiche 30-000, 02/12/20, 8203190268 


R Periodic operating reports & related correspondence 


8212030071 Forwards central emergency control ctr meteorological data 
availability statistics for Apr-Sept 1902 

MILLS, L M Tennessee Valley Authority 02/11/30 DENTON, H fi 
Office of Nuclear Reactor Regulation, Director 2pp 16304 210 
24X Fiche 30-000, 82/1 1/30, 0212030071 


S Reportable occurrences, LERs L related correspondence 


0P 1 2020298 First combined interim deficiency rept re nonconformance in 
alternately analyiod piping program Util proceeding w/1007. 
r even f icatio n of alternate analyses Next rept will be 
submitted by 830426 

MILLS, LM Tennessee Valley Authority 02/11/24 O'REILLY, J P 
Region 2, Office of Director 3p p 16277 354 24X 

Fiche 50-370,62/11/24,0212020293 


0212020360 Final deficiency rept re unterminated cables associated 
w/control room isolation function of control bldg 
ventilation sys Initially reported on 020901 Cables 
terminated k inspected per as-c ont true ted drawings 
MILLS, LM Tennessso Valley Authority 02/11/24 O'REILLY, JP 
Region 2, Office of Director 3pp 16270 142 24X 

Fiche 90-390. 82/ 1 1 /54 , 02 1 2020360 


□212030001 First interim deficiency rept re easily bent heat collecting 
Pins k corroding sprinkler heads in fire suppression *ym 
Initially reported on B21026 Proposed disposition to replace 
Star Model OE sprinkler heads under Tevieu 

MILLS, L M T-ennessetJ Valley Authority 83/11/29 O'REILLY, J P 
Region 2, Office of Dirac tar 2p p J 6304 212 24X 

Tiche 50-000,82/11/39,9212030001 


8212070059 Second interim deficiency rept re attachment of conduit k 
piping supports to cable tray supports Initially reported on 
820607 Sampling program still being conducted Next rept 
expected by 830323 

MILLS, L M Tennessee Valley Authority 82/11/29 O'REILLY. J P 
Region 2, Office of Director Ip 16337 355 24X 

Fiche 90-390,82/11/29,0212070058 


0212070142 Sixth interim deficiency rept re diesel generator room 
exhaust fan mod Initially reported on 010031, Design mod in 
progress to provide structural stiffeners to reduce lateral 
v l bra t i oh of fans Next rept will be submitted by 830229 
MILLS, L H Tennessee Valley Authority 82/11/29 O'REILLY, J P 
Region 2, Office of Director Ip 16327 073 24X 

Tiche 90-390,82/11/29,8212070142 


0212090160 Third interim deficiency rept re incorrect seismic 
displacements -St response spectra use Initially reported 
on 820430 Problem* reanalyzed to determine final effect on 
piping k no r * 1 e No other displacement errors occurred 
MILLS, LM Tennessee Valley Authority 02/11/30 0'R£ILLY,JP 
Region 2, Office of Director 2pp 16359 246 24X 

Fiche 50-390. 82/11/30, 8212090160 


0212090170 First interim deficiency rept re curtain-type fire dampers 
failing to close against normal operating sir flow Initially 
reported on 021025 fitd Spec MEB-S6-10 3 revised to Include 
stainless negator closer springs 

MILLS, L M Tennenee Valley Authority 02/11/30 O'REILLY, J P 
ffegion 2, OffJ-ce of Director 2pp 16357 232 24X 

Fiche 50-390,02/11/30,0212090170 
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0212090541 Fourth interim rep® re cont* inment spray miniflow valve 
design error Initially reported on 620303 Posxibl® breakdown 
in Wp ( fclngh d u i; QA diagram being reviewed Also reportable 
per Part SI Next rept expected by 630502 

MILLS* L M T ettnessee Valley Authority 62/12/01 0 ''REILLY* J B 

Region 2, Office of Director 2pp 16366 330 24 X 

riche 50-390. 62/12/01, 92 120 «?034i 


6212090054 Fourth interim deficiency rept re excessive movement of 
containment penetration hallows Initially reported on 
BI1204 Problem being reanalyzed 1 ncorp o rat 1 ng correct 
operating fcenps Next rept to be submitted on 630520 
MILLS. L M Tennessee Valley Authority 02/12/02 Q'R6ILLY, J P 
Region 2, Office of Director 2pp 16337 346 24X 

Fiche 50-370*62/12/02,9212090054 


0212090190 Tenth interim deficiency rept re improper design of steel 
containment penetration assemblies Initially reported on 
001219 All affected piping evaluated & reanalyzed Piping cart 
withstand extra pressures Next rept expected by 630313 
MILLS. L fl Tennessee Valley Authority 92/12/03 0 'RE rLLY, J P, 

Region 2. Office of Director 2pp 16339 119 24X 

Fiche 90-390. 02/12/03. 6212090150 


6212100270 Fifth interim deficiency rept re lad of Div of Engineering 
design tys to ensure QA procedures issued before work 
begins Initially reported on 011020 Final rept will not be 
submitted until decision made on deferral of projects 
MILLS* L M Tennessee Valley Authority 62/12/06 O'REILLY, J P 
Region 2, Office of Director lp 16377 136 24X 

Fich* 50-000, 92/12/06*8212100270 


9212140037 Fifth interim deficiency rept re incorrect thermal range 
analysis Initially reported on 021022 Upon closure of 
Engineering Change Notice 3210, support mod will be 
evaluated Nest rept expected by 630527 

MILLS. L M Tennessee Valley Authority 92/12/06 □ 'REILLY, J P 

Region 2. Office of Director Ip 16406 255 24X 

Tichd 30-390, 62/12/06, 8212140007 


0212140141 First interim deficiency rept re Henry Pratt pneumatic 
butterfly valve actuator yoke failure Initially reported on 
621109 Valves will be modified on site Next rept due 830607 
Also Teportable per Part 21 

MILLS, L M Tennessee Valley Authority 62/12/07 □ 'REILLY# J P 

Region 2, Office of Director 3pp 16406 166 24X 

Fiche 30-000, 62/12/07,8212140141 


0212140164 Second interim deficiency rept re heat loss Pram Power Sys 
diesels Initially reported on 820729 Evaluation of heat load 
tost results underway to determine needed changes Next 
rept due by 030322 Also reportable per Part 31 

MILLS, L M Tennessee Valley Authority 02/12/07 O'REILLY, J P 
Region 2, Office of Director 2pp 16409 344 24X 

Fiche 50-390, 82/12/07, S2 12140 16 4 


021 2140376 Final deficiency rept re anchor bolts not installed in 
accordance w/spacing specs Initially reported on 810331 
Condition could not have adversely affected safe operation 
of plant Condition not reportable under ICCFR50 55 f e ) 

WILLS,L M Tennessee Valley Authority 82/12/07 CJ'REILLY, JP 
Region 2, Office of Director 3p p 16403 157 24X 

F 1 c h e 50-390 ,82/1 2/07, 82121 40376 


0P1215OJ36 Second interim deficiency rept re inadequate QA program for 
masonry block work Initially reported o-n 820902 Areas uhere 
mort«r did not meet min compressive strength requirements 
acceptable Next rept due by 030225 

MILLS, L ti Tennessee Valley Authority 02/12/09 □ 'REIL.LV, J P 

Region 2, Office of Director. 2pp 16423 236 24X 

Fiche 30-390*82/12/09,8212150136 


&312200001 Third interim deficiency rept re generic deficiency in 
design review Initially reported on 611215 No addl Info 
available until action team) 021215 rept Next rept will be 
submitted by 030420 

MILLS, L M Tennessee Val ley Au thor i t y 82/12/13 O'REILLY, J P 

Region 2, Office of Director ip 16473 362 24X 

Tichd 30-000, 02/12/13, 0212200001 


0212200017 Fifth interim deficiency rept re design review process 
interface coordination activity Initially reported an 
010717 Corrective action to be based on action beam rapt to 
be issued approx 021215 Next rept expected by 630422 
MILLS* L M Tennessee Val ley Authority 82/12/13 O'REILLY, JP 
Region 2, Office of Director Spp 16473 005 24X 

fiche 50-000, 02/12/13*821220001 7 


0212210356 Fourth interim deficiency rept re design of HVAC 
penetrations in containment Initially reported on 611224 
Penetrations determined to be overstressed will be supported 
by hangers or stiffened Next rept expected by 830325 
MILLS, LM Tennessee Valley Authority 62/12/13 O'REILLY, J P 
Region 2, Office of Director lp 16495 171. 24X 

Fiche 50-390, 82/ 1 2/ 1 3 , 92 1 221 0356 


62121210449 Second final deficiency rept re improper weld attachment of 
shear lugs Initially reported on 601030 New hanger 
installation procedure implemented Remaining corrective 
action on welds will be completed by 030131 

MILLS, LM Tennessee Valley Authority 62/12/13 O'REILLY, J P 
Region 2, Office of Director 3pp 16489 197 24X 

Tiche 50-390, 02/12/13, 0212210445 


0212210026 Fourth interim deficiency rept re potentially overstressed 
embedded plates Initially reported on 620412 Multiple 
supports attached to plates w/o design review of plate 
capacity Preliminary const spec issued Next rept by 030404 
MILLS, LM Tennessee Valley Authority 62/12/14 O'REILLY, JP 
Region 2, Office of Director 2pp 16405 260 24X 

Fiche 50-000,02/12/14,6212210026 


0212210217 Second interim deficiency rept re incorrect supports in 
analysis of 3-inch chemical 6 vol control sys line Initially 
reported on 020505 In-line isolation valves reanalyzed Next 
rept expected by 030520 

MILLS, L M Tennessee Valley Authority 62/12/15 □ 'REILLY* -J P 

Region 2, Office of Director 2pp 16485 014 24X 

Fiche 50-390, 02/12/15,0212210217 


8212210431 Fourth interim deficiency rept re resolution of 
unanticipated vibratory loading concerns Initially reported 
on 020120 Const activities for Yellow Creek & Hartsville 
deferred Next rept will be sent by Q30322 

MILLS, L M Tennessee Valley Authority 02/12/15 O'REILLY, J P 
Region 2, Off ice of Director 2pp 16409 166 24X 

Fiche 30-000, 82/ 12/ I 5, 621 221043 J 


8212220405 Second interim deficiency rept re solid stale protection sys 
test procedures Initially reported on 620031 Westinghouse 
proposal for procedural change rejected Util will implement 
own change Also reportable per Part 21 

MILLS, L M Tennessee Valley Authority 62/12/16 O'flEJLLY, J P 
Region 2, Office of Director 3pp 16504 019 24X 

Fiche 50-390, 02/ 12/16, 921 2220485 


0212220426 Seventh interim deficiency rept re rerouting of high 
preeiure fire protection piping Initially reported on 
□10130 Increasing pipe head diameter to next largest size 
would eliminate deficiency Next rept due by 030622 
MILLS, L M Tenneisee Valley Authority 02/12/17 D 'REILLY* J P 
Region 2, Office of Director 2pp 16503 207 24/ 

Fiche 30-390,82/12/17,6212220426 


0212200355 Second interim deficiency rept rd unistrut clamps loaded its 
more than one direction for seismic supports Initially 
reported on 020700 Investigation continuing Next rept will 
be provided by 630211 

MILLS, L M Tennessee Valley Authority 02/12/21 O'REILLY, JP 
Region 2, Office of Director 2pp 16560 100 24/ 

Fiche 50-390,62/12/21,6212260335 


DOCKET 50-395 VIRGIL C SUMMER NUCLEAR STATION, UNIT I 


E NRC Safety Evaluation Report C9ER), suppls & correspondence 


0211170230 Forward* NRC briefing package for meeting w/Commi ssi on on 
full power operation Matters raised in Commissioner Ahearne 
021103 memo to be discussed 

0IRCKS, if J Office of the Executive Director for Operations 
02/11/05 PALLADINO, N V Commissioners 2 pp 16155 292 24X 

Fiche 50-395, 82/11/05,0211170239 


8? 1 2070448 Forwards NUREG-0717, Supp 1 5 to SER Copy also sept to LPDfl 
H/o end 

YOUNOOLOOD; B J Licensing Branch 1 82/11/29 DIXON, 0 W South 

Carolina Electric & Gas Co 3p p 16355 321 24X 

Fiche 30-395, 82/1 1/29, 0212070446 


F Security, medical, emergency t< fire protection plans 


0212090390 Forwards RC Lewi* 020825 Itr fc SALP rept for Sept 1900-Mar 
J 902 

O'REILLY, JP Region 2, Office of Director 62/11/06 DIXON, 0 W 
South Carolina Electric * Gas Co 2pp 16363 268 24X 

Fiche 50-395, 82/11 /OB, 0212090396 


— 8212090444 Forwards SALP rept for Sept 1960-Mar 1962 Meeting scheduled 
for S2O031 to discuss results Comments re fire protection 
program & settlement of sve water pumphouse & piping 
deficiencies should be submitted within 20 days of meeting 
LEWIS, R C Division of Project & Resident Programs 02/06/25 

DIXON, O W South Carolina Electric k Gas Co 2pp 16363 2/0 

24X Fiche 50-395, 02/1 1/00, 6212090390 
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— 0212090454 SALP rept for Sept 1900-Mar 1902 Addl attention warranted in 
areas of fire protection program evaluation & settlement of 
»vc water pumphouse it piping 

• Region 2, Office of Director 82/00/25 14pp 16363*272 24X 

Tiche 50-39 5,02/11/00.0212090390 


0212020340 Advises that util does not wish to participate in BNL 
-exercise, in response to Generic Ltr 02-25, “Integrated IAEA 
Lrercise for Physical Inventory of LWRs " 

DIXOM.G U South Carolina Electric !< Oas Co 02/11/29 DENTON. H R 
Office of Nuclear Reactor Regulation, Director ip 16277 269 
P4 X Flche 30-375.02/11/29,8212020340 


02 ] 21 00292 Forward * Amend 0 to physical security plan Amend withheld 
(ref 10CFR2 790) 

DIXON, 0 W South Carolina Electric it Gas Co 02/11/29 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Ip 16376 272 
PAX Fiche 30-395.02/11/29,0212100292 


8P 1 21 00094 Forwards Amend 6 to License NPF-12, saf e ty evaluation & 
notice of issuance & availability Amend provides for 
independent review of emergency plan & implementing 
procedures once every 12 months 

YOUNGBLOOD, B J Licensing Branch 1 02/11/30 DIXON, 0 W South 

Carolina Electric l> Gas Co 3p p 16399 009 24X 

Flche 50-395, 82/11/30, 8212100094 


--821210OKM Amend 6 to License NPF-12. provid ing for independent review 
of emergency plan it implementing procedures at least once 
every 12 months per 10CFR50 94<t) Tech Spec changes end 
YOUNGBLOOD, 0 J Licensing Branch 1 02/11/30 4pp 16397 012 

24X Flche 50-395,82/11/30,0212100094 


— •Q212100l0 i 6 Safety evaluation supporting Amend 6 to License NPF-12 

* Office of Nuclear Reactor Regulation, Director 82/11/30 3pp 
16399 017 24 X Fiche 50-395.02/11/30,0212100094 


— 8212160329 Corrected Pages 1 U 2 of table of contents of Amend 0 of 
physical security plan 

« South Carolina Electric t* Gas Co 02/12/13 2 PP 16442 320 
24 X Flche 50-399, 62/12 / 13, 92 12160322 


G! Adjudicatory correspondence 


8211150416 Order rendering ASLB 820720 & 0004 decisions immediately 
effective Order (foes not authorize issuance of full power 
GL since order does not deal w/urtc on tested issues considered 
separately by NRC & Commissioners 

CHlLK. 8 J Office of the Secretary of the Commission 82/11/10 
2 pp 16060 203 24 X Fiche 50 -395,02/11/10.0211150416 


P Operating license stage documents U correspondence 


8P12020976 M SER# Inserv i ce Testing Program, VC Summer Nuclear Station," 
interim rep t 

HUBBLE. W H , RQCKHOLD, H C EGhG. Inc FIN A-6430 02 12020076 

02/10/31 HAMMER. G 0 Division of Engineering 73pp 16309 001 
24X Fiche 50-395,82/10/31,0212020076 


8211 170238 Forward* NRC briefing package for meeting w/Commission on 
full power operation Matters raised in Commissioner Ahearne 
821103 memo to he discussed 

DIRCKS, W J Office of the Executive Director for Operations 
82/11/05 PALLADINOiN J Commissioners 2pp 16155 292 24X 

riche 50-393,82/11/03,0211170238 


8P1 2090390 Forwards RC Lewis B20925 ltr *< SALP rept for Bept 1900-Mar 
1902 

O'REILLY, J P Region 2, Office of Director 92/11/OB DIX0N#O W 
South Carolina Electric it Gas Co 2pp 16363 26B 24X 

riche 50-395,02/11/08.0212090398 


— 8212100110 Notice of issuance 6 availability of Amend 6 to License 
HPF-12 

YOUNGBLOOD, Q J Licensing Branch 1 02/11/30 3pp 16379 020 

24X Flche 50-395,82/11/30.0212100094 


8^12070181 Supp 1 ta 821000 application for amend to License NPF-12 re 
fire protection Info mistakenly omitted from original 
application 

D I <0M, □ U South Carolina Electric U Gas Co 02/12/01 DENTON. H fl 
Office of Nuclear Reactor Regulation, Director 12pp 16333 263 
24K Fiche 50-395,02/12/01,0212070101 


— B2 12090444 Forwards SALP rept For Bept 19B0-Mar 1902 Me 
for B20831 to discuss results Comments re fire protec 
program & settlement of svc water pumphouse it piping 
def iclenclet should be submitted within 20 days of me 
LEWIS, R C Division of Project U Resident Programs 
DKON.O W South Carolina Electric it Gas Co 2pp 
24X Fiche 50-395, 02/1 1/OB, B21 209039S 


eting scheduled 
1 1 on 

eting 
82/C8/25 
16363 270 


— 8212090454 SALP rspt for Sept 1980-Mar 19B2 Addl attention warranted in 
areas of fire protection program evoluation it settlement of 
sve water pumphouse 6 piping 

* Region 2, Office of Director 02/08/25 I4pp 16363 272 24X 

Fiche 50-395, 82/1 1 /OS, 8212090398 


8212070010 Ac k receipt of 821119 ltr informing NRC af 
correct violations noted in IE Safeguard* Insp Rept 
50-395/82-53 

LEWIS, R C Division of Project 6 Resident Programs 
DIXON, 0 W South Carolina Electric Gas Co lp 
Fiche 50 - 395,02/12/02,821207001 8 


steps taken to 

02 / 12/02 
16327 342 24X 


-8212070026 Forwards response to NRC 021021 ltr re violations noted in 
IE Safeguards Insp Rept 50-395/02-53 Response withheld 
DIXON, 0 U South Carolina Electric 6 Gas Co 82/11/19 
O'REILLY, J P Region 2, Office of Director 2pp 16327 343 24X 

Fiche 50-395, 02/12/02, 8212070010 


--8212070030 Forwards IE Safeguards Insp Rept 50-395/02-53 on 020920 & 
notice of violation Details 6 notice of violation withheld 
(ref 10CFR73 21) 

LEWIS, R C Division of Project 6 Resident Programs 02/10/31 
D I (ON, 0 W South Carolina Electric it Gas Co 2pp 16327 346 
24 < Fiche 50-395. 02/12/02, 8212070018 


—0212070034 IE Safeguards Insp Rept 50-395/82-53 on 820920 Noncnmpl lance 
noted failure to follow escort procedures Details withheld 
(ref 1CCFR73 21) 

SKOLDS, J L , MCGUIRE, D R Division of Engineering t Technical 

Programs 02/10/20 ip 16327 340 24 X Fiche 50-395,02/12/02, 

0212070018 


3^12070120 Provides info re emergency operations facility 
request Facility is served by separate ventilation sys 
w/MEPA filters 

DKON.Q U South Carolina Electric it Gas Co 02/12/03 
Office of Nuclear Reactor Regulation. Director 2pp 
P4X Fiche 50-395,02/12/03,0212070128 


per NRC 

DENTON, H R 
16327, 085 


0212160322 Forwards corrected Pages 1 6 2 of table of contents to 
Amend 6 of physical security plan 

DlXdUiO W South Carolina Electric 6 Gas Co 62/12/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 16442 319 
24X Fiche 50-395,82/12/13,0212160322 


8212010030 Informs of issuance of full power license amends on 021112 
Susquehanna I i Summer 1 issued 40-yr license expiring on 
220717 it 220321, resp ect ively Susquehanna 1 will operate 
w/low power limitation & Summer 1 at SOX power 
PERCH, R L Licensing Branch 2 KANE, W F Licensing Branch 1 
82/11/15 CASE.E , CARTER, J Office of Nuclear Reactor Regulation# 
Director EISENHUT. D Division of Licensing lp 16271 356 24X 

f icha* 50-000, 82/11/15, 0212010030 


0212010526 Staff requirements memo re Commission B21IJ2 discussion/ 
possible vots In Wa s h ing t on, DC on full power QL Operation 
above 5’/. approved 

CHILK, 0 J Office of the Secretary of the Commission 82/11/26 
DIRCKS, W J Office of the Executive Director for Operations 2pp 
16270 266 24X Ficha 50-395, 82/11/26.0212010526 


0212270410 Respond* to FQIA request for documents re proposed revision 
&/or update to reactor safety study referred to in 
NUREO-0784, Ch ap ter 10 as RS II it all document* pertaining to 
reactor cooling moth orf*. Forward s documents listed in app 
FELTON, JM Division of Rule* and Records 02/11/26 BHOLLY, S C 
Union of Concerned Scientists 3pp 16549 233 24X 

riche 50-000,02/11/26,8212270418 


— 8211050027 Forwards summary of semiscale test results l< advises that 
board notification re test results Issued W/o end 
NOVAK, T fi Assistant Director for Licensing 82/09/24 
Division of Licensing. Ip 16549 270 24X Fiche 50-000,82/11/26, 

0212270410 


0P1 2100094 Forwards Amend 6 to License NPF-12, safety evaluation & 
notice of Issuance U evs i lab i 1 i ty Amend provides for 
independent review of emergency plan it implementing 
procedures once every 12 months 

YOUNGBLOOD, a J Licensing Branch 1 02/1 1/30 DIXDN, 0 W South 

Carolina Electric it Gas Co 3pp 16399-00 9 24X 

Tiche 50-393,02/11/30,0212100094 


— 8212100101 Amend 6 to License NPF-12. provi d ing for independent review 
of emergency plan it Implementing procedures at least once 
every 12 month* per 1-0CFR5O 54(b) Tech Spec changes end 
YOUNGBLOOD, C J Licensing Branch 1 82/11/30 4pp 16399 012 

24 X Fiche 50-393,82/11/30,9212100094 
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— 9212100106 Safety evaluation supporting Amend 6 to License NPF-12 

• Office of Nuclear Reactor Regulation* Director 62/11/30 3pp 
16399 017 24X Fiche 50-395.62/11/30,0212100094 


— 9212100110 Notice of issuance fc availability of Amend 6 to License 
NPF-12 

YOUNGBLOOD, B J Licensing Branch 1 62/11/30 3pp 16399 020 

24X Fiche 50-395,02/11/30,0212100094 


6212070101 Suppl to 021006 application for amend to License NPF-12 re 
fire protection Info mistakenly omitted from original 
application 

PIXON.O u South Carolina Electric Gas Co 62/12/01 DENTON, H 6 
Office of Nuclear Reactor Regulation, Director !2pp 16335 263 
24X Fiche 50-395,02/12/01,0212070101 


B212290067 Forwards Amend 7 to License NPF-12, sa f « ty evaluation 6 
notice of issuance L availability Amend provides for range 
of hydrogen 6 oxygen content in «td gas samples in channel 
cal ibr 

YOUNGBLOOD, 0 J Licensing Branch I 02/12/06 DIXON, 0 W South 
Carolina Electric £ Gas Co 3pp 16406 347 24X 

Fiche 50-390. B2/ 1 2/06, S2J 2290067 


-8212290071 Amend 7 to License NPF- 1 2. provid ing for range of hydrogen fc 
Oiygen in std gas sample* used In hydrogen & oxygen monitor 
channel cal Ibr 

YOUNGBLOOD, B J Licensing Branch 1 82/12/06 5pp 16606350 

24 X Fiche 50-395,02/12/06.8212290067 


— 8212290076 Safety evaluation supporting Amend 7 to License NPF-12 
* Office of Nuclear Reactor Regulation, Director 82/12/06 2pp 
16606355 24X Fiche 50-395,02/12/06,0212290067 


— 6212290091 Notice of issuance it availability of Amend 7 to License 
NPF-12 

YOUNGBLOOD. B J Licensing Branch 1 62/12/06 3pp 16606 357 

24X Fiche 50-393,02/12/06.0212290067 


Q Inspection reports, IE Bulletins t* correspondence 


BDO019Q24O IE Bulletin 32-03, Rev l s i on 1, "Stress Cracking in Thid- 
Wall, Large-Di ameter, Stainl ess Steel , Roc ireu lati on Sys Piping 
at BUR Plants 14 Svc list end 

DEYOUNG, R C Director '» Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edi*on Co of New York, Ine 

1 J2p p 16462 163 24X Fiche 50 - 000 , 02/ 1 0/ 20, 82O0J 9024 O 


8212090392 Notifies that info necessary to close IE Bulletin 79-14, 
"Seismic Analysis of As-Built Sa f e ty-Re la t e d Piping Dys,' 1 
U to resolve issue re criteria for overlapping computer 
analyied piping math models will be provided by B30120 
DrXGNrO U South Carolina Electric 6 Gas Co 02/11/04 
0 'REILLY, J P Region 2, Office of Director 2p p 16364 347 24X 

Fiche 50-395,02/11/04,0212090392 


0208190245 IE Info Notice 02-42, "Defects Observed in Panasonic iiodrl 
001 It Model 002 Thermoluminescent Dosimeters " Svc list 
end 

CODBjL I Division of Fuel Facilities, Material* N Safeguards 
02/11/05 Consolidated Edison Co of Netii York, Inc llOpp 
16372 142 24X Fiche 50-000,02/11/09.0209190245 


0212090398 Forwaid* RC Lewis 020825 Itr & SALP rapt for Supt 1900-Mar 
1902 

□ 'REILLY, J P Region 2, Office of Director O2/1J/O0 DIXON, 0 W 
South Carolina Electric V Gas Co 2pp 16363 260 24X 

Fiche 50-399,82/11/08,0212090399 


—3212090444 Forwards SALP rept for Sept 1980-Har 1902 Meeting scheduled 
for 020831 to discuss results Comments re fire protection 
program L settlement of svc water pumphouse it piping 
deficiencies lhould he submitted within 20 days of meeting 
LEWIS, R c Division of Project 6 Resident Programs 02/OB/2D 
DIXON, □ U South Carolina Electric L Gas Co 2pp 16363 270 
24/ Fiche 30-395,82/11/08,0212090390 


6212140103 Generic Ltr 02-20 to all licensees of operating 
Westing house it C-E PWR* ieicept Arkansas Nuclear One, Unit 2 
& 8an Onofre 2 & 3) re inadequate core cooling 
instrumentation *ys Svc list end 

EJSENHUT, DG Division of Licensing 82/12/10 Yankee Atomic 
Electric Co 27pp 14690 035 24X Fiche 50-000', 02/12/ 1 0, 

8212140103 


0212170257 Provides add! info on Operating License Condition B 3 (14) 
re operation* at SOX power Util intends to implement 
program addressed in Westinghouse rept cn interim power 
eva I uat i on 

DIXON, 0 U South Carolina Electric 4 Gat Co 02/12/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16437 173 
24X Fiche 50-395, 02/12/14, 62121 70257 


0212220440 poard Noti f i cat 1 ons 82-125 L B2-129A Porwartfi info re 
H Etherington evaluation of flow blockage duiing natural 
circulation of PWRs Results do not adversely impact present 
position on reliance on natural circulation 

NOVAK i T M Assistant Director For Licensing 62/12/14 Atomic 
Safety and Licensing Board Panel 5pp 16523 135 24X 

Fiche 50-000, 82/12/14, 0212220440 


0212220461 Board Notification 82-124 forwards RJ Mattson 021123 memo rc 
Semiscile S-UT-0 test results Phenomena of core level 
depression l loop seal clearing may be more complex than 
previously supposed 

NQVAK. T H Assistant Director for Licensing 02/12/14, Atomic 
Safety and Licensing Board Panel 7pp 16523 169 24 X 

Fiche 50-000, 02/12/14,0212220461 


—0212090454 SALP rept for Sept 1900-Mar 1902 Addl attention warranted in 
areas of fire protection program evaluation & settlement of 
svc water pumphouse It piping 

# Region 2, Office of Director 02/DB/23 14pp J6363 272 LMX 
Fiche 50-395,02/1 1/00,8212090390 


8212090406 Confirms that requirements constraining power below 5Ji havo 
been completed it util may proceed above 9 Y. power In 
accordance w/DL 

□ 'REILLY, J p Region 2, Office of Director 02/11/10 DIX0N.C) W 
South Carolina Electric it Gas Co Ip 16364 175 24X 

t i c he 50-395.02/11/10,8212090406 


0200190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering U Quality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc !09pp 1641 1 199 1MK 

Fiche 50-000, 02/11/10, 0200190251 

0206190296 IE Info Notice B2-46, "Defective * Obsolete Combination 
Padlocks « Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Lnforcement 82/11/26 Consolidated Edison Co of Now York. ln< 

127pp 16411 065 24X Fiche 50-000,02/11/26,0208190256 


OP12090509 Ack receipt of 821110 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-395/B2-49 

nnrnun £ 2 Jv !I i ? T1 J Pro i ecfe * Resident Programs 02/11/29 
DIXON, QW South Carolina Electric St Gas Co ip 16367 02-4 
Fiche 50-395,02/11/29,8212090509 


J24X 


82 1 2230200 Application to amend License NPF-1 2, revi s ing Tech Spec 
Figure 3 2-3 it Table 3 0-1 to add containment penetration 
conductor overcurrent protective device for steam cleaning 
machine permanent power source 

D ££™'° South Carolina Electric St Gas Co 82/12/17 DEN TON, H R 
of NuCle * r Reactor Regulation, Director 3pp J6507 347 
24X Fiche 50-395.02/12/17,0212230200 PP 


-aai2090E16 R.,p„ n d, t„ NRC B2IOI9 Hr r. violation, noi.d In IE tn.p 
Rept 50 395/02-49 Corrective actions operator logs revised 
to include svc water pond level requirements & 


rvi?ni # n C S ti0 £ S to , T * ch Spec »urveillance requirements 

DIXON, D W South Carolina Electric St Gas Co 02/11/10 
O'REILLY, J P Region 2, Office of Director 
Fiche 50-395, 02/1 1 /29, 8212090509 


4pp 16367 02i> LMX 


-8212230294 Proposed Tech Spec Figure 3 2-3 St Table 3 0-1 re RCS 
flowrate It containment penetration conductor overcurrent 
protective device test setpoint cri teria, respectively 
• South Carolina Electric fc Gas Co 82/12/17 2pp 16507 350 
24X Fiche 50-395,82/12/17,0212230280 PP 


-021^2090530^ Forwards EE Insp Rept 50-395/02-49 on 020901-30 it notice of 


DANCE, H C Division of Project it Resident Proaram 
OKON.O M South Carol In. Electric b Oa, Co a.o 
24X Fiche 50-395,02/11/29,0212090509 ^ P 


02/10/19 
16367 029 


— B212090534 No 
» Division 
16367 031. 


* ■ ' « 1 1 |j on ak;wui-ac 

of Project 8< Resident Programs 02/10/ 
24X Fiche 50-395,82/11/29,0212090509 
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- -0212090545 IE Insp Rept 50-395/02-49 on 820901-30 None omp 1 ian c e noted 
Failure to follow procedures & failure to perform required 
surveillance for sve water pond level verification 
SKGLDS. J L , BROWNLEE. V L Division of Project 5, Resident 

Programs 82/10/19 6pp 16367 032 24X Fiche 50-395.82/11/29, 

B2 l 2090509 


0^08190257 IE Info Notice B2-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Natl ' Svc list end 
CODBi L I Division of Fuel Facilities, Materials S< Safeguards 
82/11/30 Consolidated Edison Co uf New York, Inc 356pp 

16387 028 2 'IX Fiche 50-000,82/11/30,8208190257 


0^12070018 Ac V receipt of B21119 1 tr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
50-395/82-53 

LEWIS R C Division of Project ^ Resident Programs 02/12/02 
DIXON. 0 |J South Carolina Electric J, Gas Co lp 16327 342 24X 

Tiche 50-395,62/12/02,82120700 1 9 


— 8212070026 Forwards response to NRC 021021 ltr ro violations noted in 
IE Safeguards Insp Rept 50-395/02-53 Response withheld 
D I XDN, □ U South Carolina Electric I< Gas Co 02/11/19 

O'REILLY, J P Region 2, Office of Director 2pp 16327 343 24X 

Fiche 30-39 5,82/12/02,8212070018 


--0212070030 Forwards IE Safeguards Insp Rept 50-395/02-53 an 820920 6 
notice of violation Details S, notice of violation withheld 
Crer 10CFR73 21) 

LEWIS, R C Division of Project & Resident Programs 02/10/21 
DIXON, 0 W South Carolina Electric tt Gas Co 2pp 16327 346 
24< Fiche 50-395,82/12/02,8212070018 


-8212070034 IE Safeguards Insp Rept 50-395/02-33 on 020920 None omp 3 i anc e 
noted failure to follow escort procedures Details withheld 
iref 10CFR73 21 > 

SK0LD3, J L , MCOUIRE.D R Division of Engineering L Technical 

Programs 02/10/20 lp 16327 348 24 X Fiche 50-395,62/12/02, 

02I2O7QO18 


SpO 01 90259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

l!3pp 16411 31? 24X Fiche 50-000,82/12/03,0208190259 


BrOBl9G26l IE Info NoMce 82-48, "Failures af Agastat CR 0095 Relay 
l+ockets " Svc list end 

JORDAN, E L Division of Engineering t* Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

f iche 50-000,02/12/03,8208190261 


Ql'OD 1 90267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air J- Gas Monitoring " Svc list end 

DEYCl/NG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

I 27p p 16620 191 24 X Fiche 50-000,02/12/16,8208190267 


0208190260 ie Info Notice 02-50, "Mod of Solid State AC Und ervo Hag i> 
Relays Type I TE-27 ,J Svc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc lOSpp 1662B 293 24X 

Fiche 50-000, 02/12/20,0200190268 


3 Reportable occurrences, LERs L related correspondence 


0P12O3O1O9 RO on 821 1 10, dur i ng Mode 2 o p erat l on, rad lat i on monitor 
NM-G19C (main steam line C monitor! declared inoperable due 
to erratic indications Caused by moisture accumulation 
Monitor will be changed prior to 830101 
DIXON, 0 W South Carolina Electric L Gas Co 82/11/23 
O 'REILLY, J P Region 2, Office of Director 2pp 16303 099 24X 

I- 1 che 50-395, 82/H/23, 0212030108 


02 1 2030109 Forwards LER 82-029/03L-0 Detailed event analysis end 
DIXON, 0 W South Carolina Electric U Gas Co 02/11/23 
a 'REILLY, J P Region 2, Office of Director 2pp 16306 266 24X 

riche 30-395, 82/ 1 1/23. 021 2030188 


-B212030199 LER 02-O29/O3L-O on 021025, during zero power testing, 
isolation amplifier resistor input on power range channel 
Nl-44 found out of calibr tolerance Caused by instrument 
drift Channel removed from svc & calibr 

MCKINNEY, C J South Carolina Electric 5, Gas Co 02/11/23 
Region 2, Office of Director Ip 16306 260 24X 

FicM 50-395,82/11/23,8212030108 


8212030089 Interim deficiency rept re safety hazard concerning 
undetectable failure which could exist in on-line circuits 
of solid state protection sya Wes t i ng house finalizing design 
mod package Final rapt expected by 830201 
D I XON, 0 W South Carolina Electric L Gas Co 02/11/24 
O'REILLY, J P Region 2, Office of Director 2pp 16304 101 24X 

Fiche SO-395, 82/11/24, 0212030009 


B212Q30133 Forwards LER 82-030/03L-0 Detailed event analysis and 
DlXOfLO W South Carolina Electric & Gas Co 02/11/24 
O'REILLY, J P Region 2, Office of Director 2pp 16306 090 24X 

Fiche 90-393,02/11/24,8212030133 


--8212030139 LER 02-O3O/O3L-O on 821020, in Mode 2, svc water booster pump 
discharge check valve XUC-313SB found stuck in closed 
position Valve di sassombl ed, inspec ted, lubricated, reassemb 1 ed 
& tested satisfactorily 

FIELDS, H C South Carolina Electric & Gas C 0 02/1 1/24 Region 

2, Office of Director lp 16306 100 24X Fiche 50-395,02/11/24, 

8212030133 


0212030164 Forwards LER 82-031/03L-0 Detailed event analysis enc 1 
DIXON, □ U South Carolina Electric L Gas Co 02/11/24 
O'REILLY, J P Region 2, Office of Director 2pp 16307 080 24X 

Fiche 30-395.02/11/24,0212030164 


— #212030171 LER 02-031 /O3L-0 on 021030, w/p 1 ant in Mode 4, source range 
channel NI-32 failed low Caused by loose connection on dry 
bulb voltage attenuator connector Connection repaired i< 
channel operable by 021101 

MCKINNEY, C J South Carolina Electric 6 Gas Co 82/11/24 
Region 2, Office of Director lp 16307 002 24X 

Fiche 50-395,82/11/24,8212030164 


□ 2 i 2030186 Forward* LER 02-O32/Q3L-O Detailed evont analysis end 
DIXON, 0 U South Carolina Electric 8< Gas Co 82/11/24 
□ 'REILLY, J P Region 2, Office of Director 2pp 16303 211 24X 

Tiche 50-395, 82/11/24,0212030186 


— 8212030202 LER 82-032/03L-0 on 321029, au* i 1 i ary operator discovered 
nuclear blowdown monitor tank damaged Caused by distorted 
diaphragm blocking tank overflow 6 vent paths Diaphragm 
removed it tank repaired 

KQ0N,A R South Carolina Electric it Gas Co 02/11/24 Region 
2, Office of Director Ip 16303 213 24X Fiche 50-395.82/11/24, 

0212030186 


Q21 2030060 Forwards LER 82--033/03L-0 Detailed event analysis end 
DIXON, 0 W South Carolina Electric «< Gas Co B2/11/29 
O'REILLY, J P Region 2. Office of Director 2pp 16304 107 24* 

He he 50-395, 82/11/29,0212000060 


— 8212030064 LER B2-Q33/Q3L-0 on 02 1031 , dur tn g water pump test, speed 
switch XES-2003A failed ih midposition during fast to slow 
speed tran s fer, renderin g svc water train A inoperable Caused 
by bad relay contact on speed switch Relay repaired 
MCKINNEY, C J South Carolina Electric * Gas Co 82/11/29 
Region 2, Office of Director lp 16304 189 24X 

Fiche 50-395,82/11/29,0212030060 


8P1 2090422 Forwards LER 92-034/03L-0 Detailed event analysis end 
DIXON, 0 U South Carolina Electric «t Gas Co 82/12/Oi 
O'REILLY, J P Region 2, Office of Director 2pp 16364 253 24X 

Fiche 50-395, 02/12/01,8212090422 


— S21209043B LER B2-034/03L-0 on 82 1 103, dur i n g Mode 4, radiation monitor 
RM-Q19C (main steam line C monitor) failed to high radiation 
alarm setpoint Caused by moisture penetration of cable 
connectors between detector & preamp Detector replaced 
FIELDS, H C South Carolina Electric it Gas Co 02/12/01 Region 
2, Office of Director lp 16364 255 24X Fiche 30-395,8 2/12/01, 

0212090422 


8212090243 Forwards LER 82-036/03L-G Detailed event analysis end 
DIXON, 0 W South Carolina Electric It Gas Co 02/12/02 
O 'REILLY, J P Region 2, Office of Director 2pp 16361 353 24X 

Fiche 30-395# 82/12 /C2, 921 209024 3 


— 0212090253 LER 82-036/03L-0 on 921103, plant entered Mode 3 w/ control 
room evacuation panel pressurirer relief tank level 
Indicator LI-470A inoperable Caused by level transmitter 
being out of calibr Transmitter calibr 

FIELDS,)-! C South Carolina Electric & Gas Co B2/12/02 Region 
2, Office of Director lp i636i 355 24X Fiche 50-395,92/12/02, 

0212090243 


OP 12090449 Forward* LER S2-035/03L-0. Detail ed event analysis end 
DIXON, 0 W South Carolina Electric it Gas Co 02/12/02 
□ 'REILLY, J P Region 2, Office of Director 2pp 16363.249 24X 

Fiche 50-395, 02/12/02, S212090449, 
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—8812070440 LER 82-035/Q3L-0 an 8S1 103, plant nntsi-ad Mod* 3 ii»ybori£ acid 
tank 0 level instrument LT-163A 1 no perab 1 u Caused by 
instrument out of caltbr due to zero shift on transmitter 
Instrument retalibr 

KOON. A R South- Carolina Electric I* Gas Co 92/ 12/08 Region 

2. Office of Director Ip 16363 231 24X Fiche SQ-395, 02/12/02, 

021209044*? 


8212090366 Forward* LER B2-037/03L-0 Detailed event analysis end 
DlXONrQ W South Carolina Electric U Gas Co 02/12/03 
□ 'REILLV.JP Region 2. Office of Director 2pp 16363 060 SAX 
Fiche 30-393, 52/12/03, 021 2090366 


—0212090372 LER B2-037/03L-O on 821104a steam generator blowdown 
radiation monitor ( RM-L3 > & steam generator blowdown 
discharge radiation monitor (RM-HO) taken out nf svt Caused 
by insufficient sample flow Sya aligned for RM-L10 

HARRIS. A II South Carolina Electric *, Gas Co B2/12/03 Region 
2, Office of Director Ip 16365 070 24* Fiche 50-395,02/12/03, 

0212090366 


QP 1 2130077 Forwards LER 82- 030/031.-0 Detailed event analysis end 
DIXOW, 0 W South Carolina Electric * Gas Co 02/12/OQ 
□ 'REILLY, J P Region 2, Office of Director 2p p 16427 342 24X 

Tiche 50-395,02/12/00, 0212150077 


— 0812150001 LER 82-03B/O3L-O on 02iII4,main control board indication, for 
steam generator A steam flaw fFT-474) failed tn indicate sy s 
flow Caused by indicator needle sticking to Ict/pr stop 
Channel calibr performed 

MCKINNEY C J- South Carolina Electric fc Gas Co 02/12/00 
Region 2 , Office of Director lp 14427 344 24X 

Ficho 50-395, 82/1 2/00, 6212150077 


0212150089 Forwards LER 02-O4O/O3L-O Detailed event analysis end 
DIXOW, Q H South Carolina Electric U Qa* Ca 82/12/00 
0'RE1LLV,J P Region 2, Office of Director 3pp 16431 027 24X 

Fich* 50-395, 02 / 12 /OB, 8212150089 


— G2121SD091 LER 02-O4O/O3L-O on B21 108, Tech Spec 3 3 2 had not been 
complied w/due to improper interpretation Caused by 
personnel error Ltr issued delineating correct 
inter pretat ion of Tech Spec 

KOQN, A R South Carolina Electric h Gas Co 32/12/00 Region 

2, Office of Director ip 16431 030 24X Fiche 50-395,02/12/00, 

8212150009 


3212 l 50097 Forwards LER 82-039/03L-0 Detailed event analysis end 
DIXON, 0 1/ South Carol ina Electric & Gas Co 02/12/03 
O'RETLLY, J P Region 2, Office of Director Sp p 16430 349 84 X 

fiche 50-393, 62/12/08, 621 2150097 


--823 21 50100 LER 63-039/Q3L-0 on 951109, steam generator steam flow 
transmitter (FT-476) power supply found defective Caused 
by failure on transmitter power supply (FGY-476J Channel 
placed in tripped condition Circuit board replaced & tested 
MCKINNEY, C J South Carolina Electric t Oas Co 02 / 12 /OB 
Region 2, Office of Director ip 16430 351 24X 

Fiche 50-39 5r 82/12/09, 6212150097 


BP13J50117 Forward* LER &3-041/03L-0 Detailed event analysis end 
DIXON, O U South Carolina Electric fc Gas Co 63/12/09 
a 'REILLY, J P Region 2, Office of Director 2pp 16427 340 24X 

Fiche 30-395.02/12/09,8212150117 


—9212150123 LER 03-O4U/Q3L-O on 82U09. during Mode 2 , radiation monitor 
RM-Af (control room isolation! failed surveillance Test 
Procedure 360 032 Caused by instrument drift Monitor calibr 
& returned to svc* 

KOQN, A R South Carolina Electric & Gas Co 62/12/09 Region 
2, Office of Director tp 16427 350 24X Fiche 50-393,92/12/09, 

6212150117 


0212170287 Forwards LER B2-043/03L-0 Detailed event analysis end 
DfXDN, 0 U South Carolina Electric & Gas Co 02/12/10 
O 'REILLY, J P Region 2, Office of Director 2pp 16453 212 24X 

Fiche: 50-395. 02/12/10, 82121 70207 


—0212170291 LER 92-042/03L-0 on 821110, RCS temp average decreased when 
control rod* inserted Caused by simul taneou* rod insertion 
b main steam dumping Control rods withdrawn & steam dump 
isolated to recover temp average 

FIELDS, K C South Carolina Electric b Gas Co 82/12/10 Region 
2, Office of Director Ip. 16433 214 24X Fiche. 50-395, 82/12/10, 

621217020? 


0212210341 Final Part 21 rept re possible thermostatic valve 
malfunction fall-safe to "Full Cooling Position " Initially 
reported on 020523 All corrective action* completed 

MORIARTY.J M Colt Industries, Inc 02/12/10 KEPPLER, J 0 Region 
3 , Office of Director Ip. 16496 334 24X Fich* 50-395, 02/ 12/ 10, 

0212210341 


0212200110 Forwards LER B2-043/03L-0 Detailed event analysis end 
DIXON, □ W South Carolina Electric fr Gas Co 02/12/13 
(0 'REILLY, J P Region 2, Office of Director 2pp 16470 149 24X 

Fiche 50-395.92/12/13,0212200110 


— 0212200115 LER S2-043/03L-0 on 821 1 13, nuc leer instrumentation power 
range Channel (N42) low-range trip setpoint found set at SOX 
instead of 25 Y. of rated thermal power Caused by personnel 
error Lou-range trip setpoint reset 

MCKINNEY, C J South Carolina Electrit b Gas Co 82/12/13 
Region 2, Office of Director lp 16470 151 24X 

Fiche 50-395,82/12/13, 6212200 110 


0212220376 Forward* LCR 82-047/Q3L-0 Detailed event analysis end 
D1 XDM, D W South Carolina Electric * Gas Co 82/12/16 

O'REILLY , JP Region 2, Office of Director 2pp 16517 264 24X 

Fiche 50 -39S, 82 / 1 2/ 1 6, 82 1 2220376 


—0212220304 LER 82-047/03L-0 on 021 118, opera t i ons personnel failed to 
document Tavg an 30-minute basis greater than 551 degrees 
u/Tavg-Tref deviation alarm not reset Caused by failure of 
operator to recognize surveillance requirements 
MCKINNEY, C J South Carolina Electric b Gas Co 92/ 12/16 
Region 2, Office of Director Ip 16517 266 24X 

Fiche 50-395, 02/12/16, 821 2220376 


0212220411 Forward* LER 02-O46/O3L-O Detailed event analysis en c i 
DIXON, D w South Carolina Electric & Gas Co 82/12/16 
O'REILLY, JP Region 2, Office of Director 3pp 16503 249 34X 

Fiche 50-395,62/12/16,6212220411 


— 8212220414 LER B2-046/03L-0 on 8211 17, main control board indication for 
steam generator feedwater flow read zero Caused by personnel 
leaving equalizing valve* on transmitters open Valves closed 
l personnel indoctrinated 

MCKINNEY, C J South Carolina Electric b Gas Co 02/12/16 
Region 2, Office of Director lp 16503 251 24X 

Fiche 30-395,82/12/16, 8212220411 


0212220420 Forwards LER 82-045/03L-G Detailed event analysis end 
DIXON, □ W South Carolina Electric 4 Gas Co 82/12/16 
O'REILLY, J P Region 2, Office of Director 2pp 16503 289 24X 

Fiche 90-393,82/12/16,0212220428 


—0212220462 LER 82-045/03L-0 on 021116, plant entered Mode 1 w /0 
performing surveillance Test Procedure 134 OOJ re shutdown 
margin calculation per Tech Specs Caused by personnel 
oversight Tech Specs reviewed Surveillance program revised 
FIELDS, HC South Carolina Electric 4 Gas Co 82/12/16 Region 
2, Office of Director Ip 16503 291 24X Fiche 50-375, 02/12/Ifi, 

0212220428 


8212220490 Forward* LER 02-O44/OIT-Q Detailed event analysis end 
DIXON, 0 W South Carolina Electric h Gas Co B2/I2/I6 
O'REILLY, J P Region 2, Office of Director 4pp 16503 259 24X 

Fiche 30-395,63/12/16,8212220490 


—0212220500 LER 82-044/01T-D on 821203, surveillance test performed on 
021005 for RHft pump A signed off approved when acceptance 
criteria not met Caused by personnel error due to lack of 
experience 

KODN, A R South Carolina Electric 4 Gas Co 82/12/16 Region 
2 , Office of Director lp 16503 263 24X Fiche 50-395,02/12/16, 

6212220498 


B21222O320 Forwards LER 82-049/03L-0 Detailed event analysis end 
DIXON, D U South Carolina Electric fc Gat Co 02/12/17 
O'REILLY, J P Region 2 , Office of Director 3pp 16517 177 24X 

Fiche 50-399,82/12/17,0212220328 


--0212220337 LER 82-049/03L-0 on 82i i 10, gurve i llanc e Requirement 
4791 1 (e) not performed on fire suppression water sys 
Caused by fire protection group being unaware of Mode 6 
restriction Personnel counseled & tracking program updated 
MCKINNEY, C J South Carolina Electric S< Gas Co 82/12/17 
Region 2, Office of Director lp 16517 180 24X 

Fiche 50-395, 02/12/17, B2J 2220320 


0212300035 Forwards LER 02-O5O/O3L-O 

DIXON, 0 W South Carolina Electric & Gas Co 02/12/21 

O'REILLY, J P Region 2, Office of Director 3pp 16590 190 24X 

Fiche 50-395,82/12/21,8212300035 


—6212300042 LER 02-O5O/O3L-O on 021207, fire watch patrol not executed 
fof Zone FF for 4 h while *mok* detector* inoperable Caused 
by breakdown in communications fe absenteeism Personnel 
dismissed 

« South Carolina Electric L Ga* Co 02/12/21 Region 2, Office 
of Director lp 16598 201 24X Fiche SO-395, 82/12/21, 

8212300035 
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7 Hearing transcripts on non-ant 1 trust matters 


Dx?l 1180122 Unofficial transcript of 821112 public d l s c u as i on/p o sci b 1 e 
vote on fuLl poorer OL in Wash ing tan, DC Pp 1 -70 
* Cormissioners 82/11/12 94pp 16154 141 24X 

Fiche 50-395,02/11/12,0211100122 


DOCKET 50-396 UNIV OF VIRGINIA CAVALIER REACTOR 


a Inspection reports, IE Bulletins & correspondence 


8200190240 IE Bulletin 02-03, Revi s i on 1> "Stress Cracking in Thick- 
Wall , Lar g e-Di ame ter# Sta l n 1 e s* Steel, Roc ircu tation 5ys Piping 
at BWR Plants " Svc list end 

DEYOUNG. fl C Director's Office, Office of Inspection and 

Lnforcement 82/10/20 Consolidated Edison Co of New York, Inc 

I I2pf> 16462 163 24X Fiche 50-000,02/10/26,8200190240 


ROCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


A App 1 ica 1 1 on/construc ti on stage documents & correspondence 


81' 10270013 Forwards Revision 1 to "Plant Verification Rept," dtd 
fret 1902 

DOUCHEY, Q D Washington Public Power Supply System 82/10/22 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
19017 012 24X Fiche 50-397,02/10/22,8210270013 


—8210270016 Forwards Revision 1 to "Plant Verification Rept., " dtd 
Oct 1992 

GLASSCOCK, R 0 Washington Public Power Supply System 02/10/22 
ENG EL KEN, R H Region S, Office of Director tp 15917 014 24X 

Fiche 50-397, <32/ 10/22, 021027001 3 


— 8210270018 Revision l tq "Plant Verification Rept," dtd Oct 1902 
TIWmNS.D C , MATLOCK, R G , SHEN, P K Washington Public Powpt 
S upply System 82/06/30 437pp 15017 015 24X 

Fiche 30-39 7,02/10/22,0210270013 


£J«*1 1230-066 Generic Ltr 02-27 to all BWR licensees of operating reactors 
except LACOIJR , B 1 g Rock Po i n t, Dr es d en 1, Humboldt Bay, 
applicants for OL t holders of CP re transmittal of 
NUREQ-0763 6 NUREG-0703 Svc list end W/o stated enc 1 
M8ENHUT, 0 G Division of Licensing 62/11/15 General Public 

Utilities - GPU Service Corp 22pp 16387 004 24X 

riche 50-000,02/11/13,0211230066 


81*12030260 Summary of 021110 meeting w/util in Bethesda,MD re review 
of GA program in light of deficiencies disclosed at other 
projects Viewgraphs end 

AULUCKi R Licensing Branch 2 02/11/30 Licensing Branch 2 

83pp 16317 231 24X Fiche 50-397,02/11/30,6212030260 


G, r *l2200047 Forward* one overside design elementary diagram showing 
relaying scheme used to implement commitment to provide 
second level undervoltage protection for div I & II EGF 
buses Aperture card is available in PDR 

DQUCHEY, G D Washington Public Power 8upply System 02/12/00 
&CNWENCER. A Licensing Branch 2 lp 16470 185 24X 

Tiche 50-397,82/12/00,8212200047 


81’ 1 2200074 Forwards summary info re containment vessel out-of-roundness 
issue raised during litigation following termination of 
Contract 206 per R Auluck request Out-of-roundnes s will have 
no detrimental effect on structural capacity 

DOUCHE Yj 0 D Washington Public Power Supply System 02/12/08 
SCHWENCEfti A Licensing Branch 2 5pp 16470 025 24X 

Fiche 50-397,02/12/08,6212200074 


0I'1217O173 Responds to NRC Question 010 066 re pipe break In OWR scram 
sys f N'JRE 0-0003 ) Response to Questions 010 067 - 010 074 
will be submitted under separate cover during Dec 1982 
HOUCHEY»0 D Washington Public Power Supply System 02/12/09 
SCHWENC£fl,A Licensing Branch 2 13pp 16450 124 24X 

Fiche 50-397, 02/ 1 2/09, 82i 21 701 73 


G212J7Q175 Responds to telephone request for info re analytical 
models used to predict forcing functions t* response of 
drywe 1 1- to-we twel 1 vacuum breakers Final rept to be provided 
following completion of vacuum breaker mod 

BOlfCHEYrO D Washington Public Power Supply System 02/12/09 
&-CHWENCER.A Licensing Branch 2 Ip 16462 060 24X 

Fiche 30-397,02/12/09,8212170175 


0212170374 Forward » marked-up revision to FSAR Section 8 3 14 
reflecting analysis jus fei f i cati on for e o l 1 - to-contac t relay 
isolation between redundant Class IE circuits h Revision 0 
to "Electrical Separation Practices " 

□□UCKEY.G D Washington Public Power Supply System 02/12/09 
SCKWENCER.A Licensing Branch 2 3pp 16453 226 24X 

Fiche 50-397, 82/12/09.8212170374 


— 8212170379 Revision 0 to "Electrical Separation Practices " 

DRASTADj 0 W , MALL AND A, J J Washington Public Power Supply System 
82/12/03 Slpp 16 4 5 3 229 24X Fiche 30-397,02/12/09, 

82 121 70374 


82 1 2220355 Forward* request for addl info re review of *a f ety-r e 1 a ted 
equipment Responses needed by 830107 

SCHWENCER.A Licensing Branch 2 B2/I2/09 FERGUSON, R L 

Washington Public Power Supply System 4p p 16523 244 24X 

riche 50-397, 62/12/09# 6212220353 


0213270159 Forward* revised organiiation & staffing announcement fox 
operational GA program descript ion, per B21215 telcon Info 
will be included in FSAR revision to be filed early in 1903 
BOUCHEY, G 0 Washington Public Power Supply System 02/12/16 
HAASB, W P Quality Assurance Branch 0pp 16538 046 24X 

riche 50-397, 82/12/16, 8212270139 


8212530363 Trip rept of C-amtni ssioners Gilmsky & Abbott 821202 site 
visit Agenda U viewgraphs encl 

ABBOTT, E C C ommi s s 1 one r s 92/12/17 Commissioners 26pp 

16311 170 2 4 X Fiche 50-397,82/12/17,0212230363 


8212290241 Responds to NRC 820809 request for addl info on fuel 
corrosion measure* Factors attributed to corrosion fuel 
failures include fuel duty, c ladd ln,g mat! & reactor water 
environ 

BQUCHEY, G D Washington Public Power Supply System 82/12/23 
9CMNENCER, A Licensing Branch 2 2pp 16 382 043 24X 

fiche 50-397, 62/12/23, 0213290241 


E NRC Safety Evaluation Report (SER), suppls (< correspondence 


0212010024 Advise* that recommendations re application for OL per 
021013 ltr will be addressed in SER supplement to be issued 
in Dec 1902 

GOODWIN, E F Office of Nuclear Reactor Regulation, Director 
02/11/12 FRALEY, R ACR8 - Advisory Committee on Reactor 
Safeguards 3pp 16290 239 24X Fiche 50-397, 02/11/12, B21 2010024 


02 J 2200093 Forwards sueapolot stress calculation per SER, NUftEG-0892, 
Confirmatory Issue 6 I* 820930 telcon 

DOUCHE Y, G D Washington Public Power Supply System 02/J 2/00 

SCHWENCER.A Licensing Branch 2 Bpp 16470 041 24X 

fiche 50-397, 02/12/00, 021 22000B3 


0212170130 ForwaT rf * responses to NRC Questions 010 067 through 010 074 
re internally generated missiles, per 821209 commitment 
Responses close out Outstanding Issue 2 in SER, NUREQ-0B92 
BOUCHEY, G D Washington Public Power Supply System 02/12/09 
SCHWENCER.A Licensing Branch 2 9pp 16432 006 24X 

Fiche 50-397,82/12/09,8212170138 


F Security, medical, emergency t* fire protection plans 


QP12100256 Forward* util 000616 U 1212 it 010320 & 0400 lfcrs re 
emergency response facilities (ERF) in response to Generic 
Ltr 81-10,per NRC request Util does not plan to provide 
backup ERF Requested info provided 

DOUCHE Y, G D Washington Public Power Supply System 82/12/03 

DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
16376 149 24X Fiche 50-397. 82/12/03, S2121O0256 


0212290505 Notification of 830105 meeting w/util in Dethesda,ffl> to 
discuss request for limited exemption re prompt 
notification sys 

AULUCK, R Licensing Branch 2 82/12/23 SCHWENCER, A Licensing 

Branch 2 3 pp 16593 346 24 X Fiche 30-397,82/12/23,0212290503 


G Adjudicatory correspondence 


0212020350 Order scheduling 030119-20 prehearing conference in 
Richland, WA to discuss standing of par t ies, spec i fic issues 
to be considered at evidentiary hear ing , *ch etful ing & 
possible cons ol idation 

GROSSMAN, H Atomic Safety and Licensing Ooard Panel 02/11/30 
4 pp 16270 001 24X Fiche 50-397, 32/ 1 1/30, B2 1 2020350 



274 


DOCKETED ITEMS 


631214041 B Motion for delay of 030119 tt 20 prehearing conference 
Schedule burdensome out? to tua major holiday periods Four 
days of preparation lost Certificate of Svc enc 1 

B-ELL.ff Coalition for Safe Power 82/12/09 Atomic Safety and 
Licensing Board Panel 3pp 1*403 312 24X Fiche SO** 397, 02 / J 2/0?, 

8212140418 


0212200104 Order rescheduling B30119 l< 20 prehearing conference a for 
830106-27 Coalition for Safe Power allowed to file supp I a to 
?B<[urst» for hearing no later than 15 days before 
conf erenc » 

GROSSMAN, H Atomic Safety and Licensing Board Panel 82/12/ IS 
2pp £647-0 089 24 X Fiche 50-397- 82/12/ 1 5, 021 2200 1 04 


8212230314 Re-quest* supplemental pleadings be served on applicant 
counsel In Wa *h ing ton, DC per ASLff 821213 order Pleadings 
expected by 330111 Pleading* served to util In Richland, WA 
do not constitute svc in proceeding 

REYNOLDS, M S Debevone it Liberman REYNOLDS, N 3 -Washington 
Public Pouer Supply System 92/12/20 R0S0LIE, E Coalition for 
Safe Power Ip 16507 027 24X Fiche 50-397, 02/12/20, 82 1 2230314 


3212270326 Response supporting Coalition for Safe Power 02J2O? motion 
for 1-wk delay of prehearing conference scheduled for 
930119-20 Applicant does not concede that basis for request 
constitutes goad cause Certificate of Svc end 

REYNOLDS, N S Washington Public Power Supply System REYNOLDS, N 6 
Debevoise it Liberman 82/12/22 Atomic Safety and Licensing Board 

Panel 6pp 16530 190 24X F i c he 50-397, 82/ 12/22. 821 2270326 


0P1229O277 Forwards repsonses to petitioner motion for delay of 030119 
& 22 prehearing con f erenc e, for inclusion in records Related 
correspondence W/c end 

REYNOLDS, H S Dehevois* i Liberman REYNOLDS, N & Washington 

Public Power Supply System 82/12/22 GROSSMAN, H Atomic Safety 

and Licensing Board Panel ip 16561 311 24X 

Fiche 50-397, 82/ 12/22, 821 228027 7 


QP 1 22801 45 Notice of appearance in proceeding Certificate of Svc epcl 
BATON, W D Wearing Branch 2 82/12/27 2pp 16563 122 24X 

fiche 50-397, 82/1 2/27, 8212230145 


jy General correspondence 


021217D3I4 Notifies that RL For guson, managi ng director of util, resigned 
on 821 £ 29, ef Pe c t £ ve 930601, doe to health reasons 
BOUCMEY, G D Washington Public Power Supply System B2/I2/0B 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
16456 158 24X Fiche 50-397, 82 / 12/08, 821 21 7031 4 


K Utility Final Safety Analyst* Report <FSARk & amend* 


9212290180 Forwards App J to FSAR, "Shielding Evaluation fi«pt “ 
B01/CHEY, G 0 Nash mg ton Public Power Supply System 32/11/23 
SChWEWCEfl.A Licensing Branch 2 2pp 16580 096 24X 

Fiche 50-397,02/13/23,8212290180 


--82I2290I85 App J to FSAR, "Shielding Evaluation Rept « 

# Washington Public Power Supply System 82/09/30 3l0pp 
16500 096 24X Flthe 50-397, 83/3 1 /S3 . 821 22901 00 


0 Advisory Committee on Reactor Safeguards reports it correspondence 


8211100489 Summarij-es ACRS 270th meeting on 021007-08 in Wash ing ton, DC 
to review full— power OL for NFPSS Unit 2 & small break LQCA 
for BiU plant* 

SHEtfMOM, P ACRS - Advisory Committee on Reactor Safeguard* 

02/10/19 PALLADIND, N J Commiss loner* 2pp 66443 090 24X 

Fiche 50-397,82/10/19,821(100400 


6212010024 Advise* that recommend* tfons re application for DL per 
021013 ifcr will be addressed - in SER supplement to be issued 
in Dec 1982 

G0ODNJN, E F Office of Nuclear Reactor Regulation, Director 
82/11/12 FRALEY, R ACR5 - Advisory Committee on Reactor 
Safeguards 3pp 16290 239 24X Fiche 50-397,82/11/12,0212010024 


0 Inspection reports, IE Bulletins & correspondence 


8200190240 IF Bulletin 92-03, Rev i * Ion I, "Stress Cracking in Thlck- 
frfa! 1 j Large-Dleme ter. Stain! ess Steel, flscircu lati on By* Piping 
at fiWR Plants " Svc list end 

DEY01/N3, R C Director's Office, Office of Inspection and 
Enforcement B2/10/28 -Consol i dated Edison Co of New York# Inc 

l!2pp 16462 163 24 X Fiche 50-000,62/10/20,8200190240. 


8200190249 IE Tnfu Notice 02-42, "Defects Observed in Panasonic * 
001 tt Model 802 Thermol umi nescent Dosimeters " 9vc list 
rn-d 

COBB, L J Division of Fuel Facilities, Materials it Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc HOpp 

16372 142 24X Fiche 50-000,82/11/05,82081 90249 


0212060021 Advises that IE Bulletin 02-01, Suppl 1 re ITT OrinneH 
supplied natl&,is not applicable to facility 

MATLOCK, R 0 Washington Public Power Supply System 82/13/12 
EN0FLKEN* R H Region 5, Office of Director lp 16313 325 ? 4< 

Fiche 50-397,02/11/12,8212060021 


0208190251 IE Info Notice 82-44, "Clar i f icati on of Emergency Plan 
E*«rcise Requirements " Svc list end 

JOR DAN. E L Division Of Engineering & Quality Assurance 02/li/t.r 
Consolidated Edison Co of New York, Inc 109pp 16411 199 *•* 

Fiche 30-00(0, 82/11/18, 8208190251 


0212060205 Forwards IE Insp Hept 50-397/82-24 on 821001-31 No 
noncomp 1 i anc e noted 

STERNBERG, D M Division of Resident, Reactor Project it Engm e er i- * 
Programs 02/13/22 MATLOCK, fi 0 Washington Public Power Suppl# 
System 2pp 16312 24! 24X Fiche 90-397, 82/1 1/22, 0212060205 


--B2 1 2D6020B IE Insp Rept 30-397/02-24 on 021001-31 No noncompl larr* 
noted. Major areas inspected mechanical contractor records 
review program it corrective ac tivi t i es, wor k reverification 
program ac t ivi ties, RCPB piping & as-built c on f i g ura t i on 
TOTH, A 0 , FELL, R A , DODDS, R T Division of Resident, React*)* 
Project it Engineering Programs 82/11/19 16pp 16312 243 
Fiche 50-39 7,82/11/22,8212060205 


0212030107 Forward* revised schedule for responding to Questions 
031 135 - 033 130 re IE Bulletins 79-27 it 80-06 it IE Info 
Notice 79-22 

DOI/CHEV'. 0 D Washington Public Power Supply System 82/11/23 
9CHWENCER, A Licensing Branch 2 62pp 16303 037 24X 

Fiche 50-397, 82/11/23,0212030107 


0212220213 Forwards IE Insp Rept 50-397/02-19 on 820913-1008 No 
noncomp J lance noted 

STERNBERG, 0 M Division of Resident, Reactor Project it Engineertnj 
Programs 82/11/24 MATLOCK, R C Washington Public Power Supply 
Systen 2pp 16503 335 24X Fiche 80-397, 82/1 1/24, 021 2220213 


— 0212220318 IE ln*p Rept 50-397/82-19 on 820913-1000 No nBicpniplm :» 
noted Major areas inspected welding QC program, radiograph 
r&ver I fic a t i on program, items reported by I0CFR50 55(e) 
notification i saf ety-r elated piping sys, sues it matls 
KERCH, H w , HARRIS, R H , DURR,J P Region 1, Office of Director 
02/11/04 8pp 16503 337 24X Fiche 50-397, 82/1 1 /24, B2I 222021 C 


0FOQI9O356 IE Info Notice 82-46, "Defective t< Obsolete Combination 
Padlocks " Svc list end 

PEYDUNO, R C Director's Office, Office of Inspection and 

Eti f ore efflent 82/11/26 Consolidated Edison Co of New York, Inf 

I27pp 16411 065 24X Ftche 50-000,02/11/26,8208190296 


8208190257 IE Info Notice 82-47, "Transportat i on of Type A Quantities 
pf Non-Fissile Radioactive Matl " Svc list end 
CDS B# L I Division of Fuel Facilities, Materials it Saf *gu*rd s 
02/11/30 Consolidated Edison Co pf New York, Inc 356pp 

£6387 028 24X Fiche 50-000, 82/1 1/30, 82081 90257 


8212200443 Confirms 821123 telephone request for extension until 
021203 to provide response to IF Insp Rept 30-397/02-21 
MATLOCK, R Q Washington Public Power Supply System 82/12/02 
ENG EL KEN, R H Region 5, Office of Director lp 16556 037 24X 

Fiche 50-397r 82/12/02, 0212200443 


8208170259 IE Bulletin 82'*04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list encl 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Cp of New York, Inc 

I|3pp 16411 317 24X Fiche 50-000, 02/12/03,0208190259 


0208190261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Sockets “ Svc Hat encl 

JORDAN, E L Division of Engineering It Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc HOpp 16462 064 24X 

Fiche 50-000, 82/12/03, 820Q 190261 


0212210416 Fartuerd s IE Insp Rept 50-397/82-26 on 021101-05 No 
non-compliance noted 

STERNBERG, D. f1 Division of Resident, Reactor Project lr Engineering 
Programs 82/12/08 MATLOCK, R G Washing ton Publ ic Power Supply 
System 2pp 16493 078 24X Fiche, 50-397, 82/12/00, 02122104 16 
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— B2122I0427 IE Insp Rept 50-397/02-26 an 021101-05 No none omp 1 i once 
hated Major areas Inspected p reap era t iona 1 test procedure 
program* f o 1 lowup of open items* IE bul let in/circolar 
followup b independent insp 

WILLETT. D J » DODDS, R T Division of Resident* Reactor Project & 
Engineering Programs 82/12/00 3pp 16493 002 24X 

Fiche 50-397. 02/12/08* 8212210416 


92 121 7008S Forwards SALP rept for Jul 1901-Jul 1902 

ENQELKEN.RH Region 3* Office of Director 02/12/10 
FERGUSON* R L Washington Public Power Supply System 3pp 
16450 322 24X Fiche 30-397.82/12/10,0212170009 


-0212170091 SALP rept for Jul 1901-Jul 1982 Weaknesses noted design & 
installation of electrical sys 8* Imp 1 emontation of 
corrective actions in const deficiency rept* 

a Region 5, Office of Director 02/12/10 2ipp 16450 325 24X 

Fiche 50-39 7.02/12/10*8212170080 


'-9212170100 Responds to 021027 SALP rept Corrective action* task force 
established to revisit electrical separation It fallow up 
suTvei 1 lane es on const deficiency repts incorporated into 
project QA 

FERGUSON. R L Was h i ng t on Pub li c Power Supply System 02/11/23 

STERNBERO.O M Division of Resident. Reactor Project & Engineering 
Programs 5pp 16450 346 24X Fiche 5Q-397* 82/12/10, 021 217C0BB 


- '92|21 70103 No ti fi es of weaknesses in specific areas identified in SALP 
rept Meeting scheduled far 021103 to discuss assessment 
STERNBERO, D M Region 5* Office of Director B2/I0/27 
MATLOCK* R G Washington Public Power Supply System Ip 
16450 351 24X Fiche 50-397*02/12/10,0212170000 


BP! 22 BO 023 Notifies that generic qualification tests of Raychom 
F lamtrol cables no longer applicable for all cables Certain 
Haychem-FJamt rol cables react adversely to space charges 
occurring during radiation crosslinking 

JORDAN, £ L Division of Engineering it Quality Assurance 02/12/10 

FERGUSON. R Washington Public Power Supply System 4pp 16593 120 

24X Fiche 50-397,02/12/10*0212200023 


BP0Q190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air & Gas Monitoring " &vc list one 1 

l>evCUNO*R C Director's Office* Office of Inspection and 

Lnf orcemont 02/12/16 Consolidated Edison Co of New York. Inc 

I27pp 16629 191 24X Fiche 50-000*02/12/16,8203190267 


G, '00190260 IE Info Notice 02-50, "Mod of Solid State AC Und ervo 1 tag e 
Relays Type I TE-27 " Bvc list end 

JQRDAN, E L Division of Engineering it Quality Assurance 82/12/20 

Consolidated Edison Co of New York, Inc lOBpp 16623 293 24X 

F-iche 50- 000, 02/12/20. 82001 9026G 


B21230030B Ac k receipt of 821202 Itr informing NRC of steps taken to 
correct violations it deviations noted in IE Insp Rept 
50-397/02 -21 

BTERN0ERC, D M Division of Resident* Reactor Project !< Engineering 
Programs 02/12/23 MATLOCK, R G Washington Public Power Supply 
System Ip J 6594 292 24X Fiche 50-397.02/12/23,0212300300 


- -82123003 1 8 Responds to NRC 021025 ltr re violations deviations noted 
in IE Insp Rept 50-397/82-21 Corrective actions electrical 
separation project engineering directives reviewed to 
identify cables effected by 6-inch separation requirements 
CARLISLE, C S Washington Public Power Supply System 02/12/02 
3TERNtlER0,D M Division of Resident, Reactor Project 6 Engineering 
Programs 1 5p p 16594 293 24X Fiche 50-397. 02/12/23, B2123OO3O0 


S Reportable occurrences, LERs & related correspondence 


B? I 2060 179 Interim deficiency rept re voltage drop duo to excessive 
cable length Initially reported on 020603 Control power 
transformer output increased Voltage no longer impeded & 
long cable used Next rept expected by 630222 

MATLOCK, R 0 Washington Public Power Supply System 02/11/23 
ENOELKCN, R K Region 5* Office of Director 2pp 16313 076 24X 

ftche 50-397, BZ/t 1/23*8515060179 


82L206Q299 Interim deficiency rept re controls far remote shutdown 
panel & pump discharge switch Initially reported on 020019 
& 0020. respec ti ve ly Switches 6 valves will be relocated Next 
rept will be submitted on 830228 

MATLOCK, R 0 Washington Public Power Supply System 02/11/23 
ENGELKEN, R H Region 5* Office of Director 4pp 16312 066, 24X 

Uche 50-397* 02/11/23, 0212060209 


8-212210306 Deficiency rept re Johnson Control* design issue Eight of 
132 small bore lines did not meet min design criteria 
following thermal effects application 

MATLOCK.RO Washington Public Power Supply System 02/12/02 
ENCELKEN* R K Region 5* Office of Director 2pp 16493 361 24X 

Fiche 50-397,02/12/02,0212210306 


DOCKET 50-400 9HEAR0N HARRIS NUCLEAR POWER PLANT, UNIT 1 


A Appl ication/tonstruc tion stage documents & correspondence 


9212130191 Forward* revised "Human Factors Design Evaluation Rept for 
Shearon Harris Unit 1 Control Room 14 

MCDUFFIE, M A Carolina Power * Light Co 02/12/07 DENTON, H R 
Uffice of Nuclear Reactor Regulation* Director Ip 16397 336 24X 

Fiche 50-400, 82/ 12/07* B21 2130191 


— 8212130103 Revised "Human Factors Design Evaluation Rapt for Shearon 
Herris Unit 1 Control Room " 

TALLEY, W T . HAHER, J * FADRY, J Essex Corp 02/09/16 165pp 

16397 337 24X Fiche 50-400, 02/12/07* B21 2130101 


C Utility Environmental Report <ER>* amends St correspondence 


Qi‘12210422 Forward* Amend 5 to environ rept 

MCDUFFIE* M A Carolina Power & Light Co 82/12/15 DENTON* H R 
Office of Nuclear Reactor Regulation, Director 2pp 16494 001 
24X Fiche 50-400,62/12/15*0212210422 


— 8212210424 Amend 5 to environ rept 

* Carolina Power it Light Co 02/12/13 270pp 16494 003 24X 

Fiche 50-400*92/12/15,9212210422 


021 2200 1 1 2 Forwards revised distribution list reflecting title, address 
6 name changes for distribution of Amend 5 to environ rept 
Distribution made within 10 days after Issuance of amend 
Affidavit encl 

ZIMMERMAN, 8 R Carolina Power Sc Light Co 02/12/23 EISENHUT. D G 
Division of Licensing 5pp 16564 103 24X Fiche 50-400*02/12/23, 

0212280112 


D NRC Draft/Final Environmental Statements, suppls It correspondence 


0212160036 Forward* addl info requested by NRC 821120 ltr re VO 1 
reduction sya Info addresses all items necessary for DES 
input Remaining info will be submitted as available 
MCDUFFIE, M A Carolina Power & Light Co 82/12/13 DENTON* H R 
Office of Nuclear Reactor Regulation, Director 9pp 16446 207 
P4X Fiche 50-400,92/12/13*8212160036 


E NRC Safety Evaluation Report 18ERI. suppls & correspondence 


0P12OBO550 Forwards request for addl info re response to voi reduction 
eys for draft SER Response required by B21210 to complete 
safety review on schedule 

KNIGHTON, 0 W Licensing Drench 3 82/11/26 UTLEY, E £ Carolina 

Power It Light Co 3pp 16360 355 24X Fiche 30-400, B2/ 1 1 /2 6* 

0212000550 


G Adjudicatory correspondence 


0212020336 Order directing NRC £< util to answer questions an document 
copies t, cost to enable ASLB to rule on intervenor requests 
to reconsider order re sve of document* 

KELLEY, J L Atomic Safety end Licensing Board Panel 02/12/01 
Office of the Executive Legal Director 2p p 16279 149 24X 

Fiche 50-4 00, 02/12/01,02120 2033 6 


QDJ2100099 Advise* that name will be added to applicant sve list for 
future filings Listed documents encl 9vc list only end 
BAXTER, T A Shaw, Pittman, Potts L Trowbridge BAXTER, T A 
Carolina Power 8< Light Co 02/12/07 LOTCHIN.P Affiliation 
Unknown 3pp 16379 106 24X Fiche 50-400,92/12/07.3212100099 


0212170073 Forwards Generic Ltr 02-14 setting forth schedule of number 
of copies of documents required to be submitted to NRC, in 
response to A GLB 021201 inquiry 

BARTH, C A Hearing Branch 1 82/12/14 KELLEY. J L . BRIGHT, 0 0 , 

CARPENTER, J H Atomic Safety end Licensing Board Panel ip 
16452 326 24X Fiche 50-400, B2 /1 2/ 1 4 , 8212 1 70073 


8212230366 Response to ASLB B21201 order seeking info on document 
copies it costs re serving document* on Intervenor* 

Certificate of Sve encl Related correspondence 
JONES. R G , FLYNN, 5 F Carolina Power it Light Co 02/12/15 
Atomic Safety and Licensing Ooard Panel 6pp 16511 197 24X 

Fiche 50-400, 02/12/15,0212230366 


8212210222 Motion fo-r codification of admitted contentions Request made 
for convenience of all parties i, ASLB It in fairness to 
applicants who bear burden of proof re each contention 
admitted for litigation Certificate of Bvc end 
O'NEILL, J H Carolina Power & Light Co 0 'NEILL. J W Shaw, 

Pittman, Pott* it Trowbridge 02/12/17, Atomic Safety and 
Licensing Board Panel 78pp I64B4 101 24X Fiche 50-400, B2/12/I7i 

8212210222 
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02J2270222 Forward* Chapter* 6 & II of environ rep t, through Amend 5 
Chapters cover benefit* t* cost* k provide analysis of 
savings for utillrlng plant* from 1986 - 1995 Svc list end 
BAXTER, T A Shaw. Pittman, Potts U Trowbridge BAXTER, T A 
Carolina Power & Light Co 82/12/21 KELLEY. J L , QRIGHT.-C 0 , 
CARPENTER, J K Atomic Safety and Licensing Board Panel I9p p 
16535 0 97 2 AX Fit he 50-400, 82/1 3/21, 62I227D222 


8 Inspection reports, JE Bulletin* k correspondence 


9212090103 Forward* IE Insp Rept* 50-400/B2-33 k SQ-4G1/02-33 on 
821004-05 No noneomp 1 tanc « noted 

VERRELLI.D M Division of Project k Resident Program* 82/10/26 
UTLEY, E E Carolina Power Sr Light Co 3pp 16359 191 24X 

Flche 50-400,02/10/26,9212090103 


—0212090186 IE Insp Rept* 50-400/02-33 Sr 50-401/82-33 on 821004-05 No 
noncompl iar>c« noted Major area* inspected safety-related 
piping for Unit 3 

COLEY, J, L 4 BLAKE, J J Division of Engineering k Technical 
Program* 92/10/21 4pp 16339 193 24X Fiche 50-400,82/10/26, 

0212090183 


8212090348 Forward* IE Tnsp Rept* 50-400/82-34 6 50-401/82-34 on 
821012-15 No nondcmp 1 lane e noted 

VERRELLI, D M Division of Project 6 Resident Programs 32/10/27 
UTLEY, E E Carolina Power k Light do 2pp 16365 OSl 24X 
Fiche 50-400,02/10/27,0212090343 


—8212090355 !£ Insp Rept* 50-400/32-34 k 30-401/02-34 on 021012-15 No 
nancocnpliance noted Ifajor areas inspected electrical 
components it sys worlr 6 work ac tivi t i e«, q uali ty records 6 
followup on previous in*p item 

HERR I WEATHER, n , CONLON, T £ Division of Engineering k Technical 
Programs 82/10/22 3 pp 16345 083 24X Fiche 50-400,82/10/37, 

821209034B 


8208190240 IE Bulletin 82-03, Rev i s i on 1, "Stress Cracking in Thicfc- 
Wal 1 , Large-Di ameter j Stai nles* Steel, Recirculation Sys Piling 
at sWfi Plant* M Svc list end 

DEYCUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/29 Consolidated Ed i *on Co of New Yc»r k. Inc 

J 12pp 16462-143 24X F ic h e 50-000. 02/10/ 2Q, 0200190240 


8209190245 IE Info Notice 82-42, "Defect* Observed in Panasonic Model 
001 6 Model 802 Thermo luminescent Dosimeter* M Svc list 
end 

COBB, L 1 Division of Fuel Facilities, Materials L Safeguards 
82/11/05 Consolidated Ediion Co of New York, Inc llOpp 
36372 142 24X Fiche 30-000, 82/1 i /05> 02061 90245 


921209-0229 Act receipt of 021027 Itr informing NRC of atepi taken to 
correct violations noted in IE Insp Rept 30-400/82-31 
VERRELLIiO N Division of Project & Resident Program* 02/11/10 

UTLEY, E E Carolina Power it Light Co lp 16363 079 24X 

Fichu 30-400,82/11/10,8212090229 


—6212090237 Responds ta NRC 820928 ltr re Violation* noted in IE Insp 
Rept 50-400/02-31 Corrective actions maint log* Initiated 
for warehouse 6 walkdown of storage areas performed 
PARSONS, R M Carolina Power k Light Co, 82/10/27 □''REILLY, J P 
Region 2, Office of Director 3pp 16363 000 24X 

Flche 50-400-, 82/ i i/10, 9212090229 


—8212090244 Forwards IE Insp Rept* 50-400/02-31 k 50-401/32-31 on 
820907-10 k notice of violation 

VERRELL I , D M Division of Project k Resident Programs 82/09/23 

JONES, J A Carolina Power & Light Co ?pp 16343 063 24X 

Fiche 50-400.82/11/10, 8213090229 


-"-0212090249 Notice of violation from Insp on 820907-10 

* Division of Project S* Resident Programs 6 2/09/23 lp 

16363 OS 5 24X Flche 30-400, 02/1 1/10, 821 2090229 


—B2I 2090256 IE ln*p Rept* 50-400/02-31 k 30-401/02-31 on 920907-10 
Moncomp 1 lance noted failed to follow storage procedures for 
electrical penetrations 

HUNIVM P Division of Project k Resident Programs, CONLON, T E 
Division of Engineering k Technical Program*. 82/09/21 4pp 
16363' 086 24X Flche 50-400, 63/1 1/ 10,02 i 2090229 


6208190251 IE Tnfo Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements ” Bvc list end 

JORDAN, E L Division o-P Engineering k duality Assurance 02/11/10 
Consolidated Edison Co of New Yurt, Inc. 109pp 16411*199. S4X 

Fi c he 50-000, 02/ i 1 / 18. 82091 9023 1 


8209190256 IE Info Notice 82-46. "Defective L Obsolete Combination 
Padlocks * Svc list artcJ- 

DEYOUNO.ft C Director's affica. Office of Inspection and 

Enforcement 02/1 J/26 Consolidated Edison Co of New York, Inc 

127pp 16411065 24X Flche. SO-OOO, 92/11/26.820819025* 


320BJ90257 IE Info Notice 82-47, "Transportat l on of Type A O.a-’ttut 
of Non-Fissile Radioactive Natl " Svc list end 
COBB, L I Division of Fuel Facilities, Materials *> SjfeguJ-4* 
82/11/30 Consolidated Edison Co of New York, Inc 3f6?p 

16307 020 24X Ffchfl SO-OOO, 02/1 1 /30, 02001 90257 


8208190259 JE Bulletin 82-04, "Deficiencies in Primary Cor.tiir'ii ‘ 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection ard 

Enforcement 02/12/03 Consolidated Edison Co o* he-, >^r« 

iiSpp 16411 317 24X Fiche 50-000, 82/12/03, 0200190259 


0200190261 IE Info Notice 02-40, "Failures of Agastak CR 0095 ’ra. 
Sockets w Svc Ji*t end 

JOfiDAN.E L Division of Engineering 6 Quality Assurer:* C2 
Consolidated Edison Co of New York, Inc llOpp 14462 -^4 
Fiche 50-000, 62/12/03,0209190261 


0200190267 IE Info Notice 02-49, "Correction for SampU Celtic'* * 
Air & Oat Monitoring " Svc list end 

D E YOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New Yor i I* 

!27pp 16628 191 24X F l c he 50-000, 02/1 2/ 1 6 , 8208190267 


B20819036Q IE Info Notice 82-50, "Mod of Solid State AC Under, sltaj* 
Relays Type ITE-27 " Svc lift end 

JORDAN, E L Division of Engineering k Quality Assurance E2^i* T 
Consolidated Edison Co of New York, Inc lOSpp I652Q £9J < 
Fiche 30-000, 82/12/20,8200190260. 


S Reportable Ptcurrmcsi, LER* k related correspondence 


QPT2070043 Interim deficiency rept re bolted connections v/e*c e s »i-w 
gaps it ASTM A325 nut* on ASTM A490 bolts Initially reported 
on 820610 Bolt-nut combination acceptable k nonrepor tab 1* 

Each gap being evaluated individually Next rept by 030413 
PARSONS, R K Carolina Power k Light Co 02/11/30 O'REILL*, J r 
Region 2, Office of Director 2pp 16329 347 24X 

Fiche 50-400,02/11/30,8212070043 


8212070305 Interim deficiency rapt re defective welding in aunlia*, 
relay cabinets supplied by Sys Control Corp Initially 
reported on 021101 Vendor evaluating Next rept will be 
submitted b-y 830204 Also reportable per Part 21 

PAR&0N3, R H Carolina Power it Light Co 82/11/30 O'REILLY, J 1 
Region fi, Office of Director lp 16343 150 24X 

Fich e 50-400, 02/J 1/30, 02X2070305 


02 1 2170320 Third interim deficiency rept re failure of lentnic Oatej 
1 pressure gauges supplied by Dresser Industries Initially 
reported on BJD923 Gauges placed on QA hold pending test 
results Also reportable per iOCFR2t 

PARSONS, R M Carolina Power k Light Co 82/12/09 (J'flElLLY, J P 

Region fi. Office of Director 4pp 16456 115 24X 

Fiche 30-400, 02/12/09.0212170320 


B212 1 70183 Interim deficiency rept re 400-volt switchgear disijo cf 
secondary d i s connec ts. Ini tial ly reported on 631102 
Disconnects in breaker cradle will be replaced Final rept 
expected 63013J Also reportable per Part 21 

PARSONS, R H Carolina Power k Light Co 02/12/10 O'REILLY. J F 
Region 2, Offic* of Director 4pp 16450 104 24X 

Fiche 50-400, 82/12/10, 0212170103 


Q2J2220345 Deficiency rept r« welding deficiencies in chemical fc val 
control sy* pump supports Initially reported on 82IJ29 Item 
determined not reportable per I0CFR50 5S(e> tt lOCFRfil 
CNIANOI , N J Carolina Power k Light Co 02/12/14 O'REILLV , J P 
Hag i an 2, Office of Director Ip 16517 152 24X 

Fiche 50-400,02/12/14.0212220345 


0212220432 Sup p 3 emanta 1 deficiency rept requesting ixteniion to 
to submit 10CFR50 55(e) k 10CFR21 repts re shop welding 
defects on seismic Class I cable trays 

PARSONS. R M Carolina Power k Light Co 02/12/14 O'REILLY. J F 
Region 2, Office of Director ip 16503 316 24X 

Fiche' 50-400, 82/12/14, 8212220432 


8212300326 Interim deficiency rapt re welding deficiencies in raactir 
coolant pump motor frame Initially reported on 821202 
Hestinghouft evaluation continuing Nest rept will be 
submitted by S303U 

PARSONS, R K Carolina Power * Light Co 02/12/23 O'REILLV* J P 
Region 2, Office of Director ip 16594 266 24X 

Fiche 30-400, B2/I2/23, 0212300326 
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DOCKET 50-401 SHEARGN HARRIS NUCLEAR POWER PLANT, UNIT 2 


C Utility Environmental Report (ER)i amends it correspondence 


S;> 1 221 0422 Forwards Amend 5 to environ rept 

M C DUFF I E , M A Carolina Power it Light Co 82/12/15 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 16494 001 
?4X Fiche 50-400,82/12/15.8212210422 


--82S 2210424 Amend 5 to environ rept 

* Carolina Power tt Light Co 82/12/15 270pp 16494 003 24X 

FI ch* 30-400,82/12/15,0212210422 


BIM2280I12 Forwards revised distribution list reflecting fci tl e, address 
te name changes for distribution of Amend 5 to environ rept 
Distribution made within 10 days after issuance of amend 
Affidavit end 

Z JMMERMAN, S H Carolina Power it Light Co 82/i2/23 EIGENHUT, D G 
Division of Licensing 5pp 16364 183 24X Fiche 50-400,92/12/23, 

02122001 12 


U fjpc Draft/Final Environmental Statements, supple & correspondence 


8212160036 Forwards addl info requested by NRC 851120 1 tr re vo 1 
reduction $ys Info addresses all items necessary for DE8 
input Remaining info will be submitted as available 
KCDUFFIErM A Carolina Power it Light Co 82/12/13 DENTQN, H R 
Office of Nuclear Reactor Regulation. Director ?pp 16446 207 
24X Ficha 50-400,82/12/13,8212160036 


E NRC Safety Evaluation Report <SER), suppls & correspondence 


8212080550 Forwards request for addl info re response to vol reduction 
sys for draft 3ER Response required by 021210 to complete 
safety review on schedule 

KNIGHTON, 0 W Licensing Branch 3 02/11/26 UTLEY, E E Carolina 

Power & Ught Co 5pp 16360 355 24X Fiche 50-400,85/11/26, 

8212080553 


G Adjudicatory correspondence 


E32I202O336 Order directing NRC & util to answer questions on document 
copies * cost to enable AGLB to rule on intervenor requests 
to reconsider order re svc of documents 

KELLEY, J L Atomic Safety and Licensing Board Panel 82/12/01 
Office of the Executive Legal Director 2p p 16279 149 24X 

fiche 50-400,82/12/01,0212020336 


0^12100099 Advises that name will be added to applicant ivc list far 
future filings Listed documents end Svc list only end 
BAXTER, T A Shaw, Pittman, Potts 6 Trowbridge BAXTER, T A 
Carolina Power 6 Light Co 82/12/07 LOTCHlNiP Affiliation 
Unknown 3pp 16379 186 24X Fiche 50-400.82/12/07,8212100099, 


0^12170073 Forwards Generic Ltr 02-14 setting forth schedule of number 
of copies of documents required to he submitted to NRC, in 
response to ASLO 921201 inquiry 

BARTH, C A Hearing Branch 1 82/12/14 KELLEY, J L , QRlGHTi Q □ , 

CARPENTER, J H Atomic Safety and Licensing Board Panel Ip 
16452 326 24X Fiche 50-400,02/12/14,0212170073 


0212230366 Response to ASLD 821201 order seeking info on document 
copies L costs re serving documents on interveners 
Certificate of Svr end Related correspondence 
JONES, R E , FLYNN, 6 F Carolina Power «< Light Co 02/12/15 
Atomic Safety and Licensing Board Panel 6pp 16511 197 24X 

Fiche 50-400,02/12/15,8212230366 


8-212210222 Motion for codification of admitted contention* Request made 
for convenience of all parties h ASLO U in fairness to 
applicants who bear burden of proof re each contention 
admitted for litigation Certificate of Svc end 
D'NEILL*J H Carolina Power & Light Co D'NEILL.J H Shaw, 

Pittman. Potts Trowbridge 82/12/17 Atomic Safety and 
Licensing Board Panel 7Gpp 16404 iOl 24K Fiche 50-400,82/12/17, 
8212210222 


9212270222 Forward* Chapters 8 & i 1 of environ rept. through Amend 5 
Chapter* cover benefits & costs 8< provide analysis of 
savings for utiliiing plants from 1906 - 1995 Svc list end 
BAXTER, T A Shaw, Pittman. Potts & Trowbridge BAXTER, T A 
Carolina Power fc Light Co 82/12/21 KELLEY, J L , UR IGHT, C D . 
CARPENTER. JH Atomic Safety and Licensing Board Panel 19pp 
16535 097 24X Fiche 50-400,82/12/21.9212270222 


Q Inspection reports, IE Bulletins L correspondence 


0212090103 Forwards IE Insp Rept* 50-400/82-33 t< 50-401/92-33 on 
821004-05 No noncomp 1 ianc e noted 

VERRSLL1.D M Division of Project *, Resident Programs 82/10/26 
UTLEY, E E Carolina Power 8, Light Co 2pp 16359 191 24X 

Fiche 50-400,82/10/26,8212090183 


—8212090106 IE Insp Rept* 50-400/02-33 6 50-401/02-33 on 021004-05 No 
none omp 1 1 an c e noted Major areas inspected safety-related 
piping for Unit 2 

COLEY, J L » BLAKE, J J Division of Engineering & Technical 
Programs 02/10/21 4pp 16359 193 24X Fiche 50-400,82/10/26. 

0212090183 


B2 12090340 Forwards IE Insp Rept* 50-400/02-34 It 50-401/82-34 on 
921012-15 No none omp i ianc e noted 

VERftELL I , D H Division of Project «< Resident Program* 92/10/27 
UTLEY, E E Carolina Power It Light Co 2pp. 16365 001 24X 

Fiche 50-400,02/10/27,8212090349 


— B212090355 IE Insp Rests 50-400/02-34 fc 50-401/82-34 on 021012-15 No 
noncompliance noted Major area* inspected electrical 
component* L sys work & work aetivi ties, qual i fcy records & 
followup on previous insp item 

MERR I WEATHER, n . CDNLON.T E Division of Engineering & Technical 
Programs 82/10/22 3pp 16365 003 24X Fiche 50-400, B2/10/27, 

0212090348 


8200190240 IE Bulletin 03-03, Rev 1 1 i on t, "Stress Cracking in Thick- 
Nal 1, Large-Di ameter. Stain 1 ess Gtee 1, Recirculation Sys Piping 
at BWft Plant* " Svc list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 82/10/20 Consolidated Edison Co of New York, Inc 

I12pp 16462 163 24-X Fiche 50-000, B2/ 10/28. B20B 190240 


9208190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 h Model B02 Thermoluminescent Dosimeters " Bve list 
end 

COBB,L I Division of Fuel Facilities, Material* fc Safeguards 
82/11/05 Consolidated Edison Cd of New York, Inc I lOpp 

i 6372 142 2 4X Fiche 50-000.62/1 1/03,0208190245 


0212090229 Act receipt of 921027 ltr informing NRC of step* taken to 
correct violations noted In IE Insp Rept 90-400/02-31 
V£RRELLI,D M Division of Project & Resident Programs B2/1I/10 

UTLEY. E E Carolina Power 6 Light Co lp 16363 079 24X 

fiche 50-400, 02/ 1 1 / i 0, 92 1 2090229 


— 8212090244 Forwards TE Insp Repts 50-400/82-31 Si 50-401/82-31 on 
820907-10 6 notice of violation 

V6RRELLI.D M Division nf Project & Resident Program* 82/09/20 
JONES. J A Carolina Power & Light Co 2pp 16363 003 24X 

Fiche 50-400,82/11/10,0212090229 


— B212090249 Notice of violation from i n*p on 820907-10 

# Division of Project & Resident Programs 02/07/28 ip 
16363 085 24X Fiche 50-400,82/11/10,0212090229 


— 0212090256 IE Insp Rapts 50-400/02-31 & 50-401/82-31 on 0SO9O7-1O 
Noncompliance noted failed to follow storage procedures for 
electrical penetrations 

HUNT, M D Division of Project 8c Resident Programs CDNLON, T E 
Division of Engineering & Technical Program# 02/09/21 4pp 
16363 096 24 X Fir he 50-400, 02/1 1 / 10, 021 2090229 


0208190251 IE Info Notice 02-44, "Clarification nf Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 03/11/10 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche 50-000, 02/11/18, 8200190251 


0PO019O296 IE Info Notice 02-46, "Defective & Obsolete Combination 
Padlocks " 3vc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

1 27pp 16411 065 24X Fiche 50-000,82/11/26,0200190256. 


0200190237 IE Info Notice 82-47, “Transportation of Type A Quantities 
of Non-Fi*sil« Radioactive ttatl “ Svc list end 

C0B8,L I Division nf Fuel Facilities, Materials & Safeguard*. 
82/11/30 Consolidated Edison Co of New York, Inc 396pp 

16307 020 24X Ficfio 50-000,02/11/30,0208190257 


8208190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies 11 Svc list end 
DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

1 13pp 16411 317 24 X Fiche 50-000,92/12/03,8208190259 
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820B1902A1 IE Info Nut«c« 02-48, “FalJurs, of Ajutat CR 0095 R«]ai| 
Sockets " Svc list end 

JORDAN* E L Division of Engineering U Ovality Aiturance 52/12/03 

Conan 1 i dated Edison Co of New York, Inc UOpp 16462 064 24X 

Fiche 50-000, 02/12/03* 8208190261 


5208 1 9 0267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air i Das Monitoring u Svc list end 

DEYCH/N0, R C iJirector's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co pf New York* Inc 

|27pf 16628 j9l 24X Fiche 50-000,03/12/16,6208190267 


820819026G IE Info Notice 92-50, "Mod of Solid State AC Undervoltage 
Relays Type ITE-27 ** five list #ncl 

JORDAN, E L Division of Engineering U Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOSpp 16620 273 24 X 

Fiche 50-000. 82/ i 2/30. 0205190260 


S Reportable occurrences, LERs & related correspondence 


8212070043 Interim deficiency rept re bolted connections w/excessive 
gaps fit ASTM A325 nuts on ASTW A490 bolts Initially reported 
on 820618 Dolt-nut combination acceptable & ntmreportab lp 
Each gap being evaluated individually Next rept by 030415 
PARSONS, R h Carolina Power & Light Co 02/11/30 Q 'REILLY, J P 
Region 2, Office of Director 2pp„ 16329' 347 24X 

Fie he. 50-400, 02/11/30, S2 1 2070043 


0212070305 Interim deficiency rept re defective welding ip auxiliary 
relay cabinets supplied by Eg % Control Corp Initially 
reported on 021101 Vendor evaluating Next rept will be 
submitted by 030204, Also reportable per Part 21 

PARSONS* R N Carolina Power U Light Co 02/11/30 O'REILLY* JP 
Region 2* Office of Director lp 16343 1 50 24X 

Fit he 30-400,52/11/30,0212070305 


0P1217O103 Interim deficiency rept re 400-volt switchgear design of 
secondary disconnects Initially reported on 821102 
Disconnects in breaker cradle will be replaced Final rept 
expected 030131 Alio reportable per Fart 21 

PARSONS, R N Carolina Power & Light Co 02/12/10 O'REILLY, J P 
Region 2, Office of Director 4pp 16430 104 24X 

Fiche 50-400,02/12/10*0212170183 


6212220345 Deficiency rept re welding de f iciencies in chemical & vol 
control tys pump supports Initially reported on 821129 Item 
determined not reportable per 10CFR50 55<e) 10CFR21. 

CHIANOI, N J Carolina Power & Light Co 02/12/14 O'REILLY* J P 
Region 2* Office of Director Ip 16517 152 24X 

Fiche 50-400, 52/12/14, 821222034 5 


a?i 2220432 9upp lementa 1 deficiency rept requesting extension to- 031002 
to submit 10CFR30 55(e) & 10CFR21 repts re shop welding 
defects on seismic Class I cable trays 

PARSONS, R M Carolina Power 6 Light Co 02/12/14. O'REILLY, J P 
Region 2, Office of Director Ip 16SD3 316 24X 

Fich® 50-400*02/12/14,0212220432 


0212300326 Interim deficiency rept re welding deficiencies in reactor 
coolant pump motor frame Initially reported on 021202 
Westlnghouse evaluation continuing Next rept will be 
submitted by 830311 

PARSONS* R M Carolina Power t Light Co 82/12/23 O'REILLY* J P 
Region 2, Office of Director lp 16594:266 24X 

Flch* 50-400,02/12/23,8212300326 


DOCKET 50-404 NORTH ANNA POWER STATION, UNIT 3 


Q Inspection report*, IE Bulletins & c orreep ondenc a 


9212090305 Provides final rapt on resolution of Issues re IE Bulletins 
79-28, "Possible Malfunction of NAMCD Model EA1B0 Limit 
Switches at Elevated Temp*" & 80-23, "Failures of Solenoid 
Valves Mfg by Valcar Engineering Corp *■ 

SPENCER* W C Virginia Electric 6 Power Co 02/11 /Of O'REILLY, J P 
Region 2, Office of Director 2pp 16365.133 24X 

Fiche. 50-404, 82/1 I/O 1 , 0212070305 


DOCKET 50-409 LA CROSSE SOIL I NO WATER REACTOR 


F Security, medical* emergency & fire protection plans 


0212060249 Forwards IE Imp Rept 30-409/82-06 on 020510-14 4» notice of 
vi oliti on 

KEPPLER, J 0 Region 3. Office of Director 02/11/16 
Da Iry land Power Cooperative 3pp 16312 208 24X 

Fiche 50-40?* 82/1 1 / i 6, 02 1 206024 9 


— 8212060250 Notice of violation from insp on 020510-14 

KEPPLEft* J 0 Region 3, Office of Director 02/11/16 3pp 
16312 291 24 X Fiche 50-409,82/11/16,8212060249 


— -*82 1 2060252 IE Insp Rapt 50-409/82-06 on 020510—14 Noncompliance noted 
inadequate shift staff augmentation capability & inadequate 
meteorological measurements procedures 

PAGLIARO,J A , OR ANT, W B , AXELSQN, W L Division of Emergency 
Preparedness & Operational Support 02/11/10 16pp 16312 294 
24/ Fiche 50-409,02/11/16,8212060249 


8212150015 Forwards IE Emergency Plan Safety Evaluation Rept 
50-409/82-15 during Nov 1982 No noncomp 1 iance noted 
HINP, J A Division of Emergency Preparedness & Operational Support 
82/11/23 LINDER, F W Dairy land Power Cooperative 2pp 
16421 181 24X Fiche 50-409,92/11/23,8212130013 


— G212150019 IE Emergency Plan Safety Evaluation Rept 50-409/02-13 during 
Nov 1982 No noncompliance noted Major areas inspected 020903 
site emergency plan 

PAOLIARa, J A , AXEL80N, w L , PAPER IELLO, C J Division of Emergency 
Preparedness & Operational Support 02/11/10 31pp 16421 103 
24 X Fiche 50-409, 02/11/23,0212150015 


8212070152 Forwards supplemental info re emergency offsite facility 
< EQFl, per R Dudley 821202 telcon request EOF considered 
both Interim & permanent facility 

LINDER, F Pa iry land Power Cooperative 02/12/02 CRUTCHFIELD, D 
Operating Reactors Branch 5 5pp 16326 224 24X 

Fiche 50-409, 02/12/02, 0212070152 


0212080169 Forwards Attend 30 to License DFR-45 notice of issuance 
Amend revises requirement to maintain guard training 6 
qualification plan to be Implemented within 60 days of 
approval & qual if ication of all security personnel 
CRUTCHF TELD, D Operating Reactors Branch 9 02/12/06 LINDER, F 

Dairyland Power Cooperative 4pp 16354 075 24X 

Fiche 50-409,02/12/06,8212000169 


— 0212080174 Amend 30 to License DPR-45, inc 1 ud ing requirement to maintain 
guard training it qua 1 i f ication plan to be implemented within 
60 days of issuance it requiring security personnel to be 
qualified within 2 yrs of approval 

CRUTCHFIELD, D Operating Reactors Branch 5 02/12/06 3pp 

16394 000 24X Fiche 50-409, 02/12/06, 82J 20001 69 


— 8212000178 Notice of issuance i- availability of Amend 30 to License 
DPR-45 

* Operating Reactors Branch 5 82/12/06 2pp 16354 083 24X 

Fiche 50-409, 82/12/06, 8212000169 


0212220315 Releases public version of radiological emergency response 
plan Implementing procedure 

FELTON, J M Division of Rules and Records 82/12/10 Document 
Management Branch Ip 16523 240 24X Fiche 30-409,82/12/1 0, 

0212220315 


— 8212220323 Forwards public version of Issue 0 to Radiological 
Emergency Response Plan Implementing Procedure EPP-1B, 

"Operation of Technical Support Ctr /Emprg ency Offsite 
Facility Data Acquisition Sy* ,c 

LTNDER, F Dairyland Power Cooperative 02/11/2? CRUTCHFIELD, D 
Operating Reactors Branch 5 Ip 16523 249 24X 

Fiche 30-409,82/12/10,0212220313 


— 0212220331 Public version of Issue 0 to Radiological Emergency Response 
Plan Implementing Procedure EPP-lB, "Operation of 
Technical Support Ctr/Emergency Offsite Facility Data 
Acqui si tion Sys, " 

a Dairyland Power Cooperative 82/11/17 4pp 16523 251 24X 

Fiche 30-409,02/12/10,0212220315 


0212210216 Forwards Amend 31 to License DPR-45, safety evaluation it 
notice of issuance & availability Amend approves revisions 
to physical security plan & safeguards contingency plan 
Ends withheld (ref 10CFR73 21 ) 

CRUTCHFTELD, D Operating Reactors Branch 5 02/12/14 LINDER* F 

Dairyland Power Cooperative Spp 16405 00? 24X 

Fiche 50-409,82/12/14,0212210216 


B212220306 Discusses layout of communication* equipment required in 
control room, onsite technical support ctr & near-site 
emergency operations facility 

KEPPLER, J 0. Region 3, Office of Director 02/12/16 

Commonwealth Edison Co 3pp 16503 391 24X Fiche 50-000,02/12/16, 

8212220306 


LINDER, F W 
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P Operating license stage documents & correspondence 


0212O2OOQ6 "SEP Topic VI 1-3, EUctri cal, Jnstrumentat i on It Control 
Features of Sys Required for Safe Shu t<f awn, LACBWR, " interim 
i ept 

HAROLDSON,R O , FARMER. F G EGS.G, Inc FIN A-6425 8212020006 

82/10/31 SCHOLL. R F Office of Nuclear Reactor Regulation. 

Director 17pp 16309 063 24X Fiche 50-409,02/10/31,0212020006 


8212140001 Acfdl response to FOIA request for five categories of 
documents re SEP Forwards documents listed in App A No 
documents located sub j to Item 3 of request Review of 
retraining documents continuing Documents available in PDR 
TEL TON, J M Division of Rules and Records 02/11/03 GALLO, J 
Uham, Lincoln It Beale 2pp 16433 354 24X Fiche 30-000,82/11/03, 

8212140001 


—7907100391 Submits results of numerical values for spectral ordinates 
for facility 

MIGHT, L N TERA Corp 79/07/H REITER, L Geott. iene ** Branch 
7p> p 16436 291 24X Fiche 50-000,02/11/03,0212140001 


—7900090435 Forwards individual plant summaries re seismic capability 
i recommended interim actions Older SEP plants have less 
inherent margins to withstand lateral dynamic loads 
DAVIS, D K Systematic Evaluation Program Branch (Pre 79103OJ 
79/06 /IB VOLLMER.R H Assistant Director for Systematic 

Evaluation Program <Pre 791O30) 5pp 16434 321 24X 

Fiche 30-000, 02/1 1/03, 82121 4000 1 


— 0002200995 Notifies that review & performance of audit calculations to 
he continued per contract 6 preliminary review uor V to be 
completed at LaCrosse- Code used for reanalysis of piping eys 
requires benchmarking per code verification program 
SHAO, L C Assistant Director for Engineering Programs 79/10/30 
EI8ENHUT. D 0 Division of Operating Reactors lp. 16435 111 
24X Fiche 50-000,02/1 1/03,0212140001 


— 8003310409 Requests approval of proposed show cause order re seismic 
design changes Risk-benefit evaluation entirely appropriate 
for decisions 

MALSCH, M Q Office of the Executive Legal Director 00/05/19 
AHEARNE, J F t GILINSKY, V , KENNEDY, R T Commissioners 2p p 
16434 268 24X Fiche 90-000,92/11/03,0212140001 


—0009170164 Advises that util 000804 rapt, "Seismic fc Structural 
Analysis of LACBWR & Genoa 3 Stacks, 11 indicates that stack 
rests directly on foundation soil Info conflict w/740111 
rept Factual determination should be obtained from util 
LEAR, G E Hydrologic & Geotechnical Engineering Branch 00/09/08 
CRUTCHFIELD, D Operating Reactors Branch 5 lp 16434267 24X 

Fiche 50-000,02/11/03,0212140001 


— 0203310670 Forwards SEP seismic completion plan to perform review 
parallel u/license efforts to complete 6EP Topic III-6, 
seismic design c on* l d er a t i on* , f or Group II plants 
HERMANN, R Systematic Evaluation Program Branch 02/03/00 
Rl/SSELL.W X Systematic Evaluation Program Branch Spp 
16434 276 24X Fiche 50-000,02/11/03,0212140001 


- 0212140149 Discusses SEP site-specific spectra project Project in final 
stages Comment* from Peer Review Group & all other comments 
should be received by 791130 Listing of references re 
site-specific spectra (SEP Topic III-6) end 

LEVIN, H A Systematic Evaluation Program Branch 79/11/13, 

ETSENHUT, D G Division of Operating Reactors 4pp 16436 300 
24 X Fiche 30-000,82/11/03,0212140001 


8212020323 Forwards final 8ER for SEP Hydrology Topics II-3 A, I 1-3 B, 
11-3 B 1 II-3 C Development of emergency plans & Tech 
Specs for site flooding & low water level required to 
complement emergency *vc water supply sys 

CRUTCHFIELD, D Operating Reactor* Branch 3 02/11/12 LINDER, F 

lUiryland Power Cooperative H4pp 1627S tB9 24X 
Fiche 50-409,82/11/12,0212020328 


—0209290122 "Hydrological Considerations (6EP, 1 1-3A, 8, B 1,0 Dalryland 
Power Cooperative, LACBWR, " technical evaluation rept 
SCHERRER, J S Franklin Insti tute/Frank l i n Research Center 
WRC-03-79-1 18 TER -C 52 57-427 82/09/27 STALEY, G NRC - No 

Detailed Affiliation Given 50pp 16278 200 24X 

Fiche 50-409,02/11/12,8212020328 


0212000228 Forwards "1982 Evaluation of LACBWR" for review 

TAYLOR < J Da iryland Power Cooperative 82/11/22 KEPPLER, J 0 

Region 3, Office of Director ip 16354 137 24X 

Ticha 30-409, 02/11/22, 821208022B 


9212030024 Submits addl info re draft technical evaluation rept far 
control of heavy loads, per 021116 tel con Diagram of load 
paths handled by reactor bldg crane end 

LINDER, F DairyUnd Power Cooperative 82/11/24 CRUTCHFIELD, D 
Operating Reactors Branch 5 4pp 16304 330 24X 

Fiche 50-409, 62/ 1 1/24, 0212030024 


8212020245 Fo-rwarda final evaluation of SEP Topic 1 1 1 - 4 A, "Tornado 
Missile* " By* & components inadequately protected from 
t ornado missi lei 

CRUTCHFIELD, D Operating Reactors Branch 5 02/11/29 LINDER. F 

Dalrylend Power Cooperative 16pp 16274 073 24X 

Fiche 50-409, 82/1 1 /29. 8212020243 


6212070110 Submits add! info on post-accident containment radiation 
dote, per 821201 telcon Ele-ctrlcal equipment requiring 
environ qualification located in containment bldg reviewed 
for beta radiation sensitivity 

LINDER, F Da iryland Power Cooperative 02/12/02 CRUTCHFIELD, D 
Operating Reactors Branch 5 ip 16327 362 24X 

Fiche 90-409, 02/12/02, B21 20701 10 


8212090169 Forward* Amend 30 to License DPR-45 notice of issuance 
Amend revises requirement to maintain guard training & 
qual 1 f ication plan to be implemented within 60 days of 
approval U qualification of all security personnel 
CRUTCHFIELD, D Operating Reactors Branch 5 02/12/06 LINDER, F 

Dairyland Power Cooperative 4pp 16354 079 24X 

Fiche' 30-409, 05/12/06, 0212080169 


— 0212000174 Amend 30 to License DPR-45, i nc 1 u d i ng requirement to mainte 
guard training & qualification plan to be implemented within 
60 days of issuance S, requiring security personnel to be 
qualified Within 2 yr* of approval 

CRUTCHFIELD, D Operating Reactors Branch 5 82/12/06 3p p 

16354 000 24X Fiche 30-407,82/12/06,0212000169 


— 0212000170 Notice of issuance It availability of Amend 30 to License 
DPR-45 

* Operating Reactors .Branch 5 02/12/06 2pp 16354 003 24X 

Fiche 50-409, 82/12/06. 8212080169 


8212150115 Forwards draft evaluation of SEP Topic IIT-7 B re design 
codas, design criteria it load combinations Review should be 
conducted to determine applicability of codes A ability of 
Structure* to resist increased loads 

CRUTCHFIELD, D. Operating Reactors Branch 5 82/12/09 LTHDER, F 

DairyUnd Power Cooperative 1 1 pp 16429 114 24X 

Fiche 50-409,62/12/09,0212150115 


— 8209230238 "Design Codes, Design Criteria, A Loading Combinations 
(SEP, 1 1 1-70 ), LaCrosse (Genoa) Nuclear Generating Station," 
technical evaluation rept 

3TILHELL, T C Frantlin I nstl tute/Frant l i n Research Center 
NRC-03-77-1 IB TER-C 5237-323 02/09/2 0 PERSINKO, D NRC - No 

Detailed Affiliation Given 246pp 16429 125 24X 

Fiche 50-409,02/12/07,0212130119 


0212130154 Forwards SEFi of SEP Topic VI-4, "Containment Isolation 9ijs 
Four deviation* from review guideline* identified 
Evaluation will be basic input to integrated safety- 
assessment 

CRUTCHFIELD. D Operating Reactors Branch 5 Q2/12/09 LINDER, F 

Dainjland Power Cooperative 25pp 16423” 242 24X 

Fiche 50-409,82/12/07,0212150154 


0312170204 Advi««* of plans to modify waste disposal bldg, due to need 
for greater flexibility i r> spent resin hand 1 Ing. FES, 

NUREG-0191# Becti on 364 should be revised tn reflect mod. 

LINDER, F Da iry 1 and Power Cooperative 02/12/iO CRUTCHFIELD, D 
Operating Reactors Branch 5 2pp 16459 321 24X 

fiche 50-409, 02/12/10, B212I70204 


8212130039 Forwards evaluation of 5EP Topic III-3 A, "Effects of High 
Hater Levels an Structures " Containment bldg will remain 
undamaged by design basis flood concurrent w/3-ft high wave 
CRUTCHFIELD, D Operating Reactors Branch 9 02/12/13 LTNDER, F 

Dalryland Power Cooperative. Spp 16421 329 24X 

Fiche 50-409# B2/ 12/ 13r 8312150039 


0212210216 Forwards Amend 31 to License DPR-49, safety evaluation & 
notice of issuance 8« availability Amend approves revisions 
to physical security plan * safeguards contingency plan 
Enel* withheld (ref 1CCFR73.21) 

CRUTCHFIELD, D Operating Reactors Branch 9 02/12/14 LINDER, F 

DairyUnd Power Cooperative 5pp 16495 009 24X 

Fiche 50-409,02/12/14,0212210216 


--8212030250 "1982 Evaluation of LACBWR " 

* Institute of Nuclear Power Operations 02/10/31, 35pp 
16354 139 24X Fidhe 50-407,92/11/22,0212000220 
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9212280059 Forward* Revision f to J 'Gei*/nic ft Stress Analysis of LACfl-f/f} 
HPCS Discharge Lin# Plp-ing 8ys " Rept discusses 
d iscrepafic i«s identified in RO 82-03 it noted between 
as-anal<jied & as-built conditions of piping sy* 

L INDEfJr F fairyland Power Cooperative 62/12/14 CRUTCHFIELD, D 
Operating Reactors Branch 3 l2pp 165&2 323 24X 

Ftche 50-409. 82/12/(6,0212200039 


—6212280061 "Seismic L Stress Analys i* of LACBUf? HPCS Discharge Line 
Piping Sq«. " Revision 1 

D3LIGADO, A j HUSAIN, I Nuclear Energy Service, Inc MES 61A0091 
ROl 77/05/10 l3Qpp 16562 335 SAX FUhe 50-409,82/12/16, 
0212200059 


6212260434 Board Wotif i cation 02-123 forwards USDS open file rept on 
"Probabi lii ti c Estimates of Was Acceleration t Velocity in 
Racl in Contiguous US ir 

MTRAOLJA, F J Assistant Director for Safety Assessment 82/1.2/17 
Atomic Safety and Licensing Board Panel Spp 16592 001 2AX 
Ficha 30-409., 62/12/17.0212200434 


—8212280430 Open File Rept 82-1033, "Probabi U *t»c Estimates of Wax 
Acceleration b Velodtq In Rock in- Cc-n fc ingudus US 14 
ALQERNISSEN, 3, , PERKINS, D M , THENHAUS, P C Inter lar, Dept oh 
Geo log leal Survey 85-1033 02/12/31 U3pp 16592 006 24X 

Ficht' 30-409, 82/ 12/ 17,8212260434 


0212290320 Forwards SER 1, nonpr pp v i e tar y 6 proprietary versions of 
"Review of Licensee Resolution of Outstanding l9sue* From 
■NRC Equipment Environ Quail f icati on SERs iF-1 1, B-6Q J. " 

Proprietary version withheld (ref 1QCFR2 798) 

CRUTCHFIELD, 0 Operating Reactors Branch 3 82/12/2 1 LINDER, F 

Dairyland Pauer Cooperative. 3pp 16585 232 24X 

Fiche' 50-409, 82/12/21, 8212290320 


— B2 1 2290323 8ER supporting util environ qua 1 i f l cat ion of safety-related 
electrical equipment. 

* Office of Nuclear Reactor Regulation, Director 02/12/21 5pp 
16305-235 24X Fi c he* 50-409 , B2/12/2I, 0212290320 


— 8207010410 "Review of Licensee Resolution of Outstanding Issues From 
NRC Equipment Environ Qua 1 i f i cation SERe (F-1 1 , B-60 ) , " 
technical evaluation rept 

CRANE, C J Franklin Inst itute/Frank I in Research Center 
MRC-03-79-1 10 TER-C 5237-4 64 82/06/25 LE, N Q NRC - No 

Detailed Affiliation Given 266pp 16506 001 24X 

Fiche 30-40 9,82/12/21.0212290320 


Q Inspection, reports, IE Bulletins & t orre ap ond encp 


8208190240 IE Bulletin 02-03, Ravi s i an 1, "Stress Cracking in Thick- 
Wal 1, Largt-Di ametfrr, Sts inlets St e el , R e c ircu I ati qn 0y* Piping 
at BUR Plant*. 1 ' Svc list end 

DEYOUNG, R C. Director's Office, -Office of Inspection and 
Enforcement 02/10/28 Consolidated Edison Co of New York, Inc 

■112pp. 16462 163 24X Fiche 50-000,82/10/28,8200190240 


— 0212060232 IE Insp Rapt 90-409/02-06 on 020510-14 Noncomp Itan ce noted 
inadequate shift staff augmentation capability 6 inadequate 
meteorological measurements procedures 

PAOLTARO, J A . GRANT, W 0 , AXELSCN, W L Division of Emergency 
Prepared ness & Operational Support 02/11/10 I6pp 16312 294 
24/ Fiche 50-409, 82/1 1/16, 021 2060249 


0200190251 IE Info Notice 82-44, "Clar i f icat l on af Emergency Flan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/II/lB 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche 30-000, 82/1 1 /18i 8208190251 


0212ISOO19 Forwards IE Emergency Flan Safety Evaluation Rept 
50-409/82-15 during Nov 1902 No noncomp lianc e noted 
HIND, J A Division of Emergency Preparedness 6 Operational Support 
02/11/23 LINDER, F W Dairy land Power Cooperative 2pp 
16421 101 24X Fiche 50-409,02/11/23,0212150015 


— B212I50019 IE Emergency Plan Safety Evaluation Rept 30-409/02-15 durjn 
Nov 1 9Q2 No noncompliance noted Major areas inspected 620903 
Site emergency plan 

P AGL I ARO , J A ♦ AXELSON, W L , PAPERIELLO, C J Division of Emergency 
Preparedness U Operational Support 02/11/10 3Jpp 16421 103 
24X Fiche 50-409, 82/11/23,0212150015 


8^08190256 IE Info Notice 82-46, "Defective & Obsolete Combination 
Padlock* " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement B2/11/26 Consolidated Edison Co of New York, Inc 

127pp 16411 065 24X Fiche 50-000, 82/1 1 /26, 02081 90296 


8200190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
CO80, L T Division of Fuel Facilities, Materials & Safeguards 
82/11/30 Conso J idated Edison Co of New York, Inc 356pp 

1 6387 023 24X Fiche 50-000,02/11/30,8200190237 


8208190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

113pp 16411 317 24X Fiche 50-000,02/12/03,0200190259 


BF0D190261 IE Info Notice 82-40, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN. E L Division of Engineering t Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc HOpp 16462 064 24X 

Fiche 50-000, 02/12/03, 8200190261 


0212090433 Ack receipt of 021115 Itr providing infD on NUREO-0737. Task 
Action Item 11 f 1 I re SPINQ equipment as requested in IE 
Insp Rept 50-409/02-14 

PAUL.R A. Region 3, Office of Director 02/12/03, SHAFER, P W 
Dairyland Power Cooperative lp 16364 270 24X 

Fiche 50-409,82/12/03,0212090433 


8212060051 Forward* IE Insp Rept 50-409/82-17 qn 821004-1 S L notice 
of Violation 

PAPER I ELL 0, C J Division of Emergency Preparedness St Operational 

Support 02/11/01 LIN0ER,F< W Dairyland Fewer Cooperative 2pp 
16314 080, 24X Fiche 50-409,82/11/01,0212060051 


— 0212060055 Notice of violation from Jtnsp on 021004-15 

PAPER IELLO, C J. Division of Emergency Preparedness i< Operational 
Support 02/il/OI lp 16314 082 24X Fiche 50-409,02/11/01. 

8212060051. 


— B2I2060062 IE Irtsp Rept 50-409/02-17 on 021004-13 None omp 1 dance nc»ted 
failure to perform monthly strontium analysis of liquid 
waste water composite 

NICHOLSON. N A , LYNCH, J L , SCHUMACHER, M C Division af Emergency 
Preparerfnes i L Operational Support. 02/10/20 Jlpp J63J4 003 
24 X Fiche 50-409,82/11/01,0212060051 


8208190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
801 & Model 802 Thermo luminescent Dosimeters." Svc list 
end 

CO00rL. I Division af Fuel Facilities. Materials & Safeguards 
82/ll/OS Consolidated Edison Co of New York, Inc IlOpp 
16372:142 »4X Fiche 50*000, 82/ 1 1/05, 0209190245 


0212060249 Forward* IE Insp Rept 50-409/82-06 on 020510-14 & no tic* af 
violation 

KEPPLER, J. 0 Region 3, Office of Director. 82/11/16 LINDER, F. U 

ftelryientf Power Cooperative Spp 16312 208 24X 

Fiche 50-407,02/11/16,8212060249. 


— 0212060250 Notice of violation from Insp on 820510-14 

KEPPLER, J.G Region 3, Offica of Director. 62/11/16 3pp 
16312 291 24X Fiche: 50-409, 02/11/16,6212060249. 


— B21S090440 Forwards info on NUREG-0737, Item II F 1 1 re SPINO equipment 
as requested in IE Insp Rept 50-409/02-14 SPING-3 moved to 
steel shack replacing SPING-4 as normal operations stack 
particulate 1-131 & noble gas monitor 

SHAFER, P W Dairy land Power Cooperative 02/11/15 PAUL, R 
Region 3, Office of Director 60pp 16364 279 24X 

Fiche. 50-409, 02/12/03, 8212090433 


82J2I40410 Ack receipt of 821124 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-409/02-17 
PAPERIELLO, C J Division of Emergency Preparedness 6 Operational 
Support 82 / 12/08 LINDER, F U Dairy land Power Cooperative lp 
16404 330 24X Fiche 50-409, 02/1 2/OB, 02121 40410 


— 6212140417 Responds to NRC 021101 ltr re violation* noted in IE Insp 
Rept 50-409/82-17 Corrective actions gravimetric strontium 
■separation & analytical procedure replaced u/less 
complicated i qn-e * c hang e/grav 1/ne tr i c procedure 

LINDER, F Dairyland Power Cooperative 02/11/24 PAPER JELL0. C J 

Division of Emergency Preparedness 6 Operational Support 5pp 
16404.331 24X Fiche 50-409, 02/12/08, 821 2140410 


8200190267 IE Info Notice 02-49, "Correction for Sample Conditions far 
Air 6 Gas Monitoring, " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement £2/12/16 Consol idated Edison Co, of New York, Inc 

I27pp 16620* 191 24X Fiche 50-000, 02/12/16,0200190267 


0203190260 IE Info Notice 82-50, "Hod of Solid State AC Undervoltage 
Relays Type ITE-27. " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc lOQpp 16628 293 24X 

Fiche 50-000, 82/12/20, 02O8i 90260 
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027122-0QQ91 Ac it receipt of 621119 1 fcr informing NRC of steps taken ta 
correct violations noted in IE Insp Rept 50-409/02-16 
MILLER- J R Division of Engineering U Technical Projrams 82/13/20 
LINDER, F W Dairyland Power Cooperative 2pp 16564 231 24 X 

Fiche 50-409,02/12/20.9212200091 


— 6212230099 Forwards response to NRC 021026 ltr re violations noted in 
IE Insp Rept 50-409/02-16 Response withheld 
(ref 10CFR73 21 > 

LINDER, F Dairyland Power Cooperative 02/11/10 MILLER. J R 
Division of Engineering t* Technical Programs lp 16564 233 24X 

riche 50-409,82/12/20,8212200091 


R Periodic operating reports U related correspondence 


0^12290220 Forwards monthly operating rept for Oct 1902 

LINDER. F Dairy land Power Cooperative 02/11/10 Management 
Information Branch lp 16578 000 24X Fiche 50-409.02/11/10. 
8212290220 


8212290222 Month lg operating rept for Oct 1902 

GAOOlf, 0 R Dairyland Power Cooperative 02/11/10 9pp 
1637B 081 24X Ftche 50-409,82/11/10,0212290220 


£ Reportable occurrences, LERs & related correspondence 


£9 £*12290253 Forwards LER 82-020/03L-0 Detailed event analysis submitted 
LINDER ' F Dairyland Power Cooperative 82/12/16 KEPPLEf?, J 0 
Region 3, Office of Director lp 16561 181 24X 

Fiche 50-409,02/12/16,0212280293 


— -8212200256 LER G2-020/03L-0 on 021119 U 20, vacuum pump which maintains 
is-okinetic flow rate to stack activity monitors tripped 
Caused 6y overheating Air blower set up to cool motor 
GOODMAN, L S Dairyland Power Cooperative 02/12/16 Region 3, 
Office of Director 2pp 16561 102 24X Tiche 50-409,02/12/16, 

6212200253 


nacKEr 50-410 mine mile point nuclear station, unit 2 


App 1 1 cat lon/construc t ion stage documents U correspondence 


£3^1123-0066 Generic Ltr 02-27 to all BWR licensees of operating reactors 
eicept LACBWR,Oig Rock Point, Dr esden 1, Humboldt Bay, 
applicants for OL & holders of CP re transmittal of 
HUREC-Q763 6 NUREG-0703 8vc list end W/o stated end 
EISENHUT, O G Division of Licensing 02/13/15 General Public 

Utilities - OPU Service Corp 22pp 16387 004 24X 

Pi che 50-000,82/11/15,0211230066 


SP123002Q7 Clarifies position on implementation of NF-2130 re 
bulk mafcl certification Policy will be documented in P9AR 
amen d 

DZSE.D P Niagara Mohawk Power Corp 82/12/06 SCHWENCER , A 
Licensing Branch 2 Ip 16376 215 24X Fiche 50-410,82/12/06, 

8212100207 


Ct Inspection reports, IE Bulletins & correspondence 


Br_TO019O34O IE Bulletin 82-03, Rev i s l on 1, "Stress Cracking in Thitk- 
Wal I, Large-Diameter, Stainless Steel , Rac ircu lati on Sys Piping 
at BWR Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

M2p p 16462 163 24X Fiche 50-000,02/10/20.0200190240 


0**001 90245 IE Info Notice 82-42, “Defects Observed In Panasonic Model 
001 ti Model 602 Thermoluminescent Dosimeters " Svc list 
c*nc 1 

COBD.-L I Division of Fuel Facilities, Materials Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc llOpp 
16372 142 24X Fiche 50-000,02/11/05,0200190245 


0^00190251 IE Info Notice 32-44. "Clarification of Emergency Plan 
Fierdse Requirements " Svc list end 

JORDAN, E L Division of Engineering L Quality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc 109pp 16411 199, 24X 

Fiche 50-000,82/11/18,9200190251 


a: r 0G19O256 IE Info Notice 82-46, "Defective & Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, 0 C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 065 24 X Fiche 50-000,82/11/26,0208190256 


0P1 2140490 Forwards IE Insp Rept 50-410/B2-12 on 821012-1112 & notice 
n f vi olat i on 

STAROSTECKt , R Division of Project 4 Resident Programs 02/11/29 
RhODE, G K Niagara Mohawk Power Corp 2pp 16404 001 24X 

Fiche 50-410, 02/11/29,0212140490 


— 8212140492 Notice of violation from insp on 621012-1132 

* Division of Project t Resident Programs 82/11/29 lp 
164 04 0 0 3 24 X Fiche 50-410.92/1 1/29,8212140490 


—8212140495 IE Insp Rept 50-410/92-12 on 821012-1112 None amp 1 i anc e 
noted failure to submit planner package for safety-related 
piping to GC docuraentat len supervisor for review L approval 
SCHULZ, f? D , KISTER. H 0 Division of Project h Resident Programs 
82/11/20 Gpp 16404 004 24X Fiche 50-410,02/11/29,0212140490 


□200190257 IE Info Notice 82-47, "Transportation of Type A Quantities 
or Non-Fissile Radioactive Matl " Svc list end 
LQ3fl,t- I Division of Fuel Facilities, Materials tt Safeguards 
82/11/30 Consolidated Edison Co of New York. Inc 356pp 

16307 020 24X Fiche 50-000,02/1 1/30,0206190257 


0208190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
fc'lectncal Penetration Assembl i es " Svc list end 
DEYOUNG, R C Director's Office, Office af Inspection and 

enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

I13pp 1643 1 317 24 X Fiche 50-000 , 02/ J 2/03, G20DJ 90259 


82001 90261 IE Info Notice 82-48, "Failures of Agaatat CR 0095 Relay 
Sockets Svc list end 

JORDAN, E L Division of Engineering «, Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc liOpp 16462 064 24X 

Tiche 50-000. 02/12/03. 8200 19026 1 


□£'12150227 Notification of 021220 meeting w/util in Syracuse, NY tq 
discuss BALP 

K!STER,H Division of Project !< Resident Programs 82/12/09 
division of Project 6 Resident Programs 2pp 16446 361 24X 

Tiche 50-410, 82/12/09. 9212130227 


□208190267 IE Info Notice 32-49, "Correction for Sample Conditions for 
Air ti Gas Monitoring " Svc list enc 1 

DEYOUNG, R C Director's Office, Office of Inspection and 

enforcement 82/12/16 Consolidated Edison Co of New York- Inc 

1 27p p 16628 t9J 24X Flcho 50-000,82/12/16,8200190267 


8200 190269 IE Info Notice 02-50. "Mod of Solid State AC Undervaltage 
Ho lay s Typo I TE-27 " Svc list end 

vPORDAN.E L Division of Engineering & dual ity Assurance 02/12/20 
Consolidated Edison Co of New York, Inc 108pp 16620 293 24X 

Tiche 50-000,82/12/20,8206190269 


B Reportable occurrences, LERs -fc related correspondence 


B2 l 2030166 Interim deficiency rept re ITT Grinned Category II planner 
for Category I work Initially reported on 821026 Evaluation 
of effects of flooding due to failure in progress Final rept 
expected by 030114 

MANN 9, 5 F Niagara Mohawk Power Cotp 82/ 11/24 8TAR05TECK I, R 
Division of Project fc Resident Programs 2pp 16306 103 24X 

Tiche 50-410,82/11/24,8332030166 


9M2140093 Interim deficiency rept re issuance of planners by IT! 
Crinnetl tu/o prior approval by 5S.W Initially reported on 
□21101 Work restarted as planners released by G&W Final 
Topt will be submitted by 830131 

MANNOi 3 F Niagara Mohawk Power Corp 02/12/01 STAROSTECK I , R 
Division of Project ?< Resident Programs 2pp 1640Q 271 24X 

Fiche 50-410,92/13/01,0212140073 


0P1214O372 Interim deficiency rept re enhancement of ITT Grinnell weld 
radiographs per IE Bulletin 02-01 , Revi s ion l.Suppl 1 
Initially reported on 0211OB Review of Grinnell site 
radiographs in progress Final rept eipected by 830131 
MANNCJiSF Niagara Mohawk Power Corp 82/12/06 STAROSTECK I , R 
Division of Project tt Resident Programs 2pp 16401 154 24X 

Tiche 50-410,82/12/06,8212140372 


B2 12200363 Interim deficiency rept to Inadequate pressure transducers/ 
transmitters mounted on poet-LQCA hydrogen recombtner* 

Initially reported on 821119 Final rept will be submitted by 
830211 Also reported per Part 21 

MANNO, 8 F Niagara Mohawk Power Corp 82/12/14 8TAR0STECK I, R 
Division of Project & Resident Programs 2pp 16560 058 24X 

Fiche 50-000, 82/ 1 2/ 1 4 , 82 i 2200363 
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— 8212260373 Part S'! reft re inadequate pressure transducer s/transnu tters 
mounted on po*t-LQCA hydrogen recomb iners Transducer* should 
be replaced u/nuelear rated transducer* Engineering field 
bulletin to be Issued by 821029 

EHPEY , D C Rockwell International Corp 92/10/21 COLLINS; 0 

Region 4- Office of Director, 2pp 16560 060 24X 

Fiche 30-000, 02/12/14, B21 2280363 


DOCKET 50-412 BEAVER VALLEY POWER STATION* OMIT 2 


A AppJ i cation/cuns true t i an stage documents & correspondence 


G21 21704 10 Notification of 8212QB meeting tu/ut£l in Betheadd.MD to 
inform applicant of project manager assignment in Licensing 
Branch 3 to facility 

LAlOf L Licensing Branch 3 82/12/06 KNIGHTON, 0 U Licensing 

Branch 3 3p p 16470 15S 24X Fiche 50-412,02/12/06,0212170410 


0209190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consol idated Edison Co of New Yuri, Inc 

1 13pp 16411 317 24 X Fiche 50-000, 82/12/03, 02001 90259 


02061 9026 1 IE Info Notice 02-40, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN, B L Division of Engineering it Quality Assurance 02/(2/03 
Consolidated Edison Co of New York, Inc UOpp 16462 064 24X 

Fiche 50-000, 02/12/03, 8208190261 


9212140424 Ac k receipt of 921020 1 tr informing NRC of steps taken to 
correct violations noted in IE lnsp Repfc 50-412/B2-09 
STAROSTECKI # R Division of Project it Resident Programs 02/12/07 
WOOL EVER, E J Ouquesne Light Co 2p p 16404 013 24X 

Fiche 50-412, 02/12/07, 8212140424 


9212220403 Forwards amend to application for QL, conii sting of general 
info required by environ repfcjpSAR & 10CFR50 It 51 

WODLEVER,E J Duque sne Light Co 02/12/19 DENTON, H R Office of 
NueJe-flr Reactor Regulation, Director ip 16504 291 24X 

Fiche 50-412.02/12/13,0212220403 


— 8212220404 Amend to application for CL, cons i sting of general info 
required by environ rept.FSAR It lOCFRSO & 51 

WOOLEVER, £ J Duquesn* Light Co 02/12/15 30pp 16504 293 
24X Fiche* 50-412, 82/12/15,0212220403 


M Antitrust correspondence 


— 0212140427 Responds to NRC 020914 I tr re violations noted in IE lnsp 
Rep t 50-412/B2-09 Corrective actions engineering evaluation 
of condition of affected seating will be performed It ESHC 
cards will be issued for valves requiring malnt 
WOOLEVER, e J Duquesne Light Co 82/10/20 9TARO0TECKI, P 
Division of Project It Resident Program* 3pp 16404 015 24X 

Fiche 50-412,02/12/07,0212140424 


02O3J9O267 IE Info Notice B2-49, "Correction for Sample Conditions for 
Air l> Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of Nbw York, Inc 

127pp 16628 191 24X Fiche 50-000, 02/1 2/ 16. 02001 90267 


82 1 2220203 Forward* info for OL antitrust revieiu per Generic Ltr 02-14 
Enel submittal addresses question* in Reg Guide 9 3 as 
applicable to all facility owners for period since CP 
antitrust review 

WOOLEVEfLE J Duquean* Light Co 02/1 2/1S DENTON, H R Office of 

Nuclear Reactor Regulation, Director 123pp 16516 1 17 24X 

Fiche 30-412. 02/12/ IS, 0212220203 


0208190260 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relay* Type I TE-27 ,l Svc list end 

JORDAN; E L Division of Engineering & Quality Assurance 02/12/20 
Conaoli date d Edison Co of New York, Inc 108pp 16620 293 24X 

Fiche 50-000, 02/12/20, 0208190260 


S Reportable occurrences, LERs b related correspondence 


A Impaction report*, IE Bulletins & correspondence 


0208190240 IE Bulletin 02-03 , Rev i * I on 1, "Stress Cracking in Thick- 
Mall, Large-Di ame ter. Stain 1 ess 6 fceel, Recireu Jati on Sys Piping 
»t BWR Plant* •' Svc list end 

DEYOUNG, R C Director'* Office, Office of Inspection and 

Enforcement 02/10/20 Consol idated Edison Co of Mem York, Inc 

1 I2pp 16462 163 24* Fiche 90-000,82/10/29,0200190240 


0212140043 PNO-I-02-O70 on 021206, * ec ur i ty guard caught w/mar i j ua na 
cigarette U fired Resident inspector informed on 021200 
No police charges filed 

WALTON, 0 i LAZARUS, W Region J, Office of Director 02/12/09 Jp 
1 64-08 278 2 4X Fiche 50-412,82/12/09,8212140043 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 


0200190245 IE Info Notice 02-42, “Defect* Observed in Panasonic Model 
801 it Model 802 Thermoluminescent Dosimeter* " 3vt li*t 
end 

COBB, L J Division of Fuel Facilities, Materials it Safeguards 
02/ll/OS Consolidated Edison Co. of New York, Inc llOpp 

16372 (42 24X Fiche 50-000,82/11/05,8208190245 


62081 90251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Erercise Requirements " Svc list end 

JORDAN, E L Division of Engineering it Qua J i ty Assurance Q2/1I/JB 
Consolidated Edison Ca of New York, Inc. 109pp 16411 199 24K 

Fiche 50-000,02/11/19.3209190251 


A Applicati pn/con*trucfcf on stage document* 6 correspondence 


0212O3OD0D Forwards info demonstrating compliance w/10CFR20,50 & 100 
regulation*, in response to 821027 request 

TUCKER, H 0 Duke Power Co 32/11/30 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Branch 
4 33pp 16304 261 24X Fiche 50-413,02/11/30,0212030000 


8212030049 Forward* responses & revised response* to FSAft open item* 
TUCKER, H B Duke Power Co 02/12/01 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, £ G Licensing Branch 

4 82pp 1 6305 002 24X Fiche 50-4 13, 82/ i 2/0 i , 8212030049 


0212060189 Forwards IE In*p Rep t 30-412/02-13 on 021OO4-MO2 No 
none amp 1 lance noted 

STAROSTEOKI, R Division of Project 4, Resident Programs 02/11/22 
WDOLEVER, E J Duquesne Light Co 2pp 16313 066 24X 

Fiche 50-412,82/11/22,8212060199 


— 8212060195 IE Imp Rapt 50-412/02-13 on 021 004-1 102. No none orop Uante 
noted Major areas inspected welding activities, 
nondestructive ecams, piping support installation procedure 
review, site tour* S< unresolved item* 

WALTON,© , TRIPP, L Division of Project L Resident Program* 
82/11/19 4pp. 16313 060 24X Fich * 50-412, B2/1 1/22, 0212060109 


8208190296 IE Info Notice 02-46, "Defective 6 Obsolete Combination 
Padlocks ” Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement. 02/11/26 Consolidated Edison Co of New York, Ijic 
I 27pp 16411 065 24X Fiche 50-000, 82/1 i/26* 0200190256. 


B2 OS 1 90257 IE Info Notice 02-47, "Transportation of Type A Guantitiei 
of Non-Fieslle Radioactive Mat! ■' Svc list end 
COBB, L t, Division of Foe! Facilities, Material* $< Safeguards 
82/11/30 Consol idated Edison Co of New York* Inc 356 PP 

16307.028 B4X Fi c he: 50-000, 82/1 i/30 r 820BI 90257 


0212130257 Forwards summary of B21103-04 meeting w/Mechanical 
Engineering Branch l< SNWL in Charlotte, NC to discus* open 
item* from previous meetings W/eight oversize drawings 
Aperture cards are available in PDR 

TUCKER, f-f B Duke Power Co 02/12/06 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, £ G Licensing Branch 

4 55pp 1641 1 011 24X Fiche 50-413,02/12/06,8212130257 


0212140263 Forwards Westinqhouse proprietary 1 nanp ropr ie tar y versions 
of response to NRC request for add! info re improved thermal 
design procedures 

TUCKER, H D Duke Power Co 02/12/00 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Branch 
4 2pp 16406 092 24X Fich* 50-413,03/12/09,8212140263 


— 0212140312 Affidavit of RA Wiesemann re Westinghouse proprietary info 
in util submittal on improved thermal design procedures 
WIESEMANN, R A Wesfcinghouse Electric Carp 02/12/02 7pp 
16406 095 24X Fiche 50-413,82/12/00,8212140263 


— 6212140310 Submits response to NRC request for addl info on improved 
thermal design procedures Nonpropr i etary version end 
Proprietary version withheld 

TWaGOQD,F J Westinghouse Electric Corp 02/12/03 CANADY, K S 
Duke Power Co, 5lpp 16406 102 24X Fiche 50-413,02/12/00, 

6212140263 
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0212J40267 Request* Westinghouse proprietary mat! in util submittal tb 
i mp r oved thermal design procedures b-e withheld 
(ref I0CFR2 790) Affidavit end 

WICSEMANN. R A Westinghouse Electric Corp 32/12/02 DENTON* H R 
Office of Nuclear Reactor Regulation! Director ADENSAM* E 0 
Licensing Branch 4 lp 16406 094 24X Riche 90-413,92/12/001 

02 121 40267 


0212160044 Forwards summary of 021U6-1B meetings ua/Wes t i nghous e b NRC 
in Bethesda,MD re open items from previous meetings 
List of attendees end 

TUCKER* H B Duke Power Co 02/12/OB DENTON* H R Office of 
Nu-clear Reactor Regulation* Director ADEN SAM* E G Licensing Branch 

4 ilpp 16446 077 24X Fiche 50-413*82/12/08*0212160044 


0212J50232 Notification of 821214 meeting w/util in Qethesda<MD to 
discuss resolution of Reactor Sys Branch open items & 
c oncam s 

JASBOUfi.K N Licensing Branch 4 02/12/0? ADENSAM* E 0 Licensing 

Branch 4 3pp 16446356 24X Fiche 50-413*02/12/09,0212150232 


02 1 222001 5 Notification of 821215 meeting w/util b Nestinghoiise in 
He the* da* MD to discuss resolution of Containment Sys Branch 
open Items 

JABDCJR* K N Licensing Branch 4 82/12/09 ADENSAM* E 0 Licensing 

Branch 4 3p p 16529 097 24X Fiche 30-4 13,02/12/09*8212220013 


021229O3S4 Forwards response to question re diesel generator operation 
during adverse environ conditions* p er 821013 request Based 
on past 30 yrs of weather data, lowest recorded outside 
temp was —5 F 

TUCKER, H 0 Duke Power Co 02/12/09 DENTON* H R Office of 
Nuclear Reactor Regulation* Director ADENSAM, E 0 Licensing Branch 
4 ?pp 16506 160 24 X Fiche 50-413*82/12/09*0212290354 


0212160345 Forwards responses or revised responses to open items of 
listed technical review branches to facilitate completion of 
FSAR review Responses to be included in FEAR. Revi s i on 7 
Tl/CKER* H B Duke Power Co 02/12/10 DENTON* H R Office of 

Nuclear Reactor Regulation* Director ADENSAM* E G Licensing Branch 

4 43pp 16442 040 24 X Fi c h e 50-4 I 3, 02/ 12/ 10, 0212 1 60345 


3212170422 Notification of 021213 meeting w/ufcil in Dethesda.MD to 
discuss resolution of Reactor Syu Branch open items re 
safety valve siting analyses 

JA3B0UR.K hi Licensing Branch 4 82/12/10 ADENSAM, E 0 Licensing 

Branch 4 20pp 16470 114 24X Fiche 50-413,82/12/10*8212170422 


02 1 227026 1 Transmits response* to open items of listed technical review 
branches to complete FSAR review Responses will be included 
in FEAR Revision 7 W/23 overalls drawings Aperture cards 
are available in PDR Three drawings illegible 

TUCKER, H D Duke Power Co 82/12/15 DENTON* H R Office of 
Nuclear Reactor Regulation* Director ADENSAM, E Q Licensing Branch 
4 04pp 16933 316 24X Fiche 50-413*02/12/19*0212270261 


6212220227 Forwards rssponse to 021220 generic Itr re NUREG-0612* 
"Control of Heavy Loads* " Section 2 2 for spent fuel pool 
areas b Section 2 4 for auxiliary bldgs Ice condenser bridge 
crane design specs listed 

TUCKER* H 0 Duke Power Co 02/12/16 DENTON. H R Office of 
Nuclear Reactor Regulation* Director ADENSAM, E G Licensing Drone h 
4 8lpp 16510 332 24 X Fiche 50-4 13,02/12/16,8212220227 


D NRC Draft/Final Environmental Statements, suppls b correspondence 


0212220093 Requests mgt review b comment on FEB scheduled for issuance 
on 830105 Comments 6 changes must be forwarded by noon on 
821217 to allow time for final approval 

ADENSAM* E 0 Licensing Branch 4 02/12/13 LEAR* G E Hydrologic it 

Geotechnical Engineering Branch BALLARD, R L Environmental 
Engineering Branch TOALSTON, A Antitrust t* Economic analysis 
Branch {Utility Finance) 2pp 16526 346 24X 

Tiche S0-4I3, 82/12/13, 0212220093 


E NRC Safety Evaluation Report (SERI# suppls Z* correspondence 


G212030317 Forwards, for review b commen t, Reac tor Qys Branch preliminary 
draft 8ER input Transmittal provides for identification 6 
resolution of add 1 ana 1 y s i s* mi s s i ng i nfo* c 1 ari fi cat i on » or 
other work necessary to resolve outstanding issues 
NOVAK* T M Assistant Director for Licensing 02/11/30 TUCKER, H 
Duke Power Co 46pp 16316 169 24X Fiche 50-413,02/11/30, 

8212030317 


F Security* medical* emergency it fire protection plans 


6212130069 Forward* info on emergency offsite facilities (EOF), per 
W Birkel 021203 request b Generic Ltr 01-10 Const of 
permanent primary b backup EOF completed 

TUCKER* H B Duke Power Co 02/12/03 DENTON, H R Office of 
Nuclear Reactor Regulation* Director 2pp 16390 106 24X 

Fiche 50-000,02/12/03*8212130069 


8212230093 Releases public version of revision to crisis mgt plan & 
revisions to crisis mgt plan implementing procedures 
FELTON* J M Division Of Rules and Records B2/12/15 Document 

Management Branch lp 16S42 026 24X Fiche 50-000*02/12/15* 

0212230093 


0212230109 Forwards public version of Revision 7 to crisis mgt plan b 
revisions to crisis mgt plan implementing procedures 
TUCKER* H D Duke Power Co 62/12/02 DENTON* H R Office of 
Nuclear Reactor Regulation* Director 2p p 16542 027 24 X 

Fiche- 50-000, 02/12/15, 0212230093 


— 02122301 24 Public version of Revision 7 to crisis mgt plan One oversize 
pamphlet end Aperture card available in PDR 
VAUGHN, R E Duke Power Co 02/31/29 9pp 16542 029 24X 

Fiche 50-000*02/12/15*0212230093 


--9212230134 Public version of revised crisis mgt plan implementing 
procedures, including Procedure* S 3 2 re crisis news group 
plan & 9 3 11 re McGuire crisis phone directory 
VAUGHN, R E Duke Power Co 02/11/29 20Opp 16542 0-30 24 X 

Fiche 50-000, 02/12/ 1 5, 021 2230093 


0 Ad jud icatonj correspondence 


8212060135 Memorandum t order reflecting decisions made following 
021007-00 second prehearing conference in Charlotte.NC 
Impact of At AB-6S7 on contentions determined b arfdl 
contentions re DES considered 

KELLEY, J L Atomic Safety and Licensing Board Panel 92/12/01 
29p p 16314 040 24X Fiche 50-413,02/12/01,6212060135 


0212060243 Order extending time until 021210 for Commission to act to 
review ALAB-687 

CHILK.S J Office of the Secretary of the Commission 62/12/03 
Commissioners lp 16312 236 24X Tiche 50-413,02/12/03, 

0212060243 


0212070170 Interrogatories b requests to produce re Carolina Environ 
Study Group Contention 10/Palmetto Alliance Contention 44 
Certificate of 3vc encl Related correspondence 

* Duke Power Co 02/12/03 Carolina Environmental Study Group 

1 3p p 16334 299 24X Fiche 50-413,02/12/03*0212070170 


0P121OOO96 Response supporting NRC 621122 motion for sanctions against 
F J almetto Alliance for failure to comply w/ASLB ordered 
discovery, or alternative ly* for dismissal of Alliance 
Contention* 0*16 b 17 Certificate of Svc encl 

CARR, A V Duke Power Co 02/13/07 Atomic Safety and Licensing 
Doord Panel 49pp 16379.191 24X Fiche 50-413, 02/12/07* 

□212100096 


6212130362 Requests review of encl ASLB 021201 memorandum b order, 
containing addl info t» ABLE views on what NRC comments 
should address Updates may be necessary 

ADENSAM* E G Licensing Branch 4 02/12/00 LEAR* O E Hydrologic & 

Geotechnical Engineering Branch BALLARD* R L Environmental 
Engineering Branch TOALSTON, A Antitrust b Economic analysis 
Branch (Utility Finance) 2pp 164J2 103 24X 

Fiche 50-413,02/12/00*8212130362 


GP12130230 Motion for resumption of discovery as listed Several 
discovery matters remain outstanding Certificate of Svc 
encl. Related correspondence 

MCGARRY, J M Duke Power Co KCGARRY* J M Debevoise b Liberman 
82/12/09 Atomic Safety and Licensing Board Panel 5pp 

16396 264 24X Fi ch e . 50-413, 02/ 12/09, 821 21 30230 


8212 13021 4 Order extending time until 021217 for Commission to act to 
review ALAB-607 

CHILK.S J Office of the Secretary of the Commission 82/12/10 
Commissioners lp 16390 116 24X Fiche 50-413*02/12/10* 

0212130214 


9212150127 Statement of position on applicability of Table 6-4 to 
transshipment of spent fuel from Dconee b McGuire to 
Catawba Environ Impact of spent fuel transportat Ion properly 
considered in QL hearings W/Ce-r ti f 1 ca fce of Svc 

JOHNSON, G £, Hearing Branch 4 82/12/13 IBpp 16430 320 24X 

Fiche' 50-413, 02/13/13, 6212150127 
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0212160261 Position on consideration of Oco-nee & McGuire spent fuel 
transportation issues in proceeding Environ effects of 
transporting fuel to Catawba should not be litigated in 
instant proceeding Certificate of Svc enc 1 

MCGARRY, J M Duke Power Co MCGARRY, J M Debevoise * Liberman. 

02/12/13 22 pp 16446 173 24X Fiche 50-413, 02/12/13. 8212160241 


0212190124 Forwards NRC first set o-f interrogatories 8* document 
production requests to replace lost copy Confirms 
stipulation reached in 921213 telcon that responses will b ® 
provided by S2122B 

JOHNSON. G E Hearing Branch 4 02/12/14 PRESLER, H 

Cher lotfce-Mec fc lenberg Environmental Coalition Ip 16430 3*10 24 X 

Fiche 50-413. 92/12/14,8212150124 


6212160239 Motion for protective order re listed Palmetto Alliance 
third set of interrogatories in fcerrogatori «i seek info 
which is ir r* 1 evant* r *qu i res eompi lation of metis not 
readily available or is protected by wort product doctrine 
JOHNSON* G E Hearing Branch 4 92/12/15 Atomic Safety and 

Licensing Board Panel 9pp 16443* 101 24X fiche 50-413*02/12/15, 

0212160235 


8212270321 Response opposing Palmetto Alliance 020428 motion far 
protective order re Contentions 6 t< 7 Alliance has not 
demonstrated applicability of atty-client or work product 
privi leg es 

MCGARRY, J M Duke Power Co MCQARRY* J M Debevoise & Liberman 
02/12/20 Atomic Safety and Licensing Board Panel l2pp 

16930 266 24X Fiche 50-413*82/12/20*8212270321 


6212280132 Objections to ASLB 021201 order & motion for reconsi deration 
or for certif ication Contentions 18 re emergency diesel 
generator operation & 17 re corbicula infestation effect on 
cooling sys should be admitted Certificate of Svc end 
GUILD* R Palmetto Alliance GUILD* R Carolina Environmental Study 

Group GUILD * R Guild, R 82/12/20 Atomic Safety and Licensing 

Hoard Panel 0pp 16563 212 24X Fiche 50-413*82/12/20,0212200132 


0212260130 Comments on transshi pment of spent fuel from Ocdnee S, 
McGuire for storage at Catawba Table 9-4 Inapplicable 
Contentions DES 10 it DES 19 should be admitted 

GUILD* fl Palmetto Alliance GUILD* R Carolina Environmental Study 

Group GUILD* R Guild* R 02/12/20 Atomic Safety and Licensing 

Board Panel 5pp 16963 207 24X Fiche 90-413*02/12/20*0212200130 


— 8218160240 Response to third sat of interrogatories fc requests to 
produce re Palmetto Alliance Contentions 16 6 44 Prof 
qua llficatlons & Certificate of Svc end 

JOHNSON , 0 E Hearing Branch 4 82/12/15 Palmetto Alliance 

163pp 16443 HO 24X Fiche 50-413. 62/1 8/15* B2121&0235 


0212160256 Third set of interrogatories & document production requests 
Certificate of Svc end 

JOHNSON, 0 E Hearing Branch 4 02/12/15 Palmetto Alliance 

I0pp 16446 163 24X Fiche 50-413.82/12/15*0212160256 


9212160303 Second set of interroga torie s L document production 
requests Certificate of Svc encl 

JOHNSON, G E Hearing Branch 4 82/12/15 Carolina Environmental 

Study Group 10pp 164 42, 322 24X Fiche S£>-4 13, 02/ iZ/l 5. 

0212160303 


0218170100 Forwards 00 Oorirales affidavit & second page of JJ Euiy 
statement of prof qua 1 i fi cations* inad vertentl y omitted from 
NRC 021215 responses to Palmetto Alliance third set of 
interrogatories & requests to produce 

JOHNSON* 0 E Hearing Branch 4 02/12/16 GUILD* R Guild, fl 4pp 

16430 100 24 X Fiehe SO-4 13, 02/ 12/ 1 6, B212 1 70 f 90 


0212170106 Motion to compel full responses to NRC first set of 
interrogator! ei tc document production request* to Palmetto 
Alliance on Contention 7 Intervenor must answer contention* 
on factual & legal bases Certificate of Svc encl. 

JOHNSON, G E Hearing Branch 4 82/12/16 Atomic Safety and 

Licensing Hoard Panel lOpp 16450 160 24X Fiche 30-4J3, 02/i2/16, 

0212170186 


0P1221O242 Order attending time until 821223 for Commission to act to 
review ALAB-687 

CHILK, 3 J Office of the Secretary of the Coniroi ssion 02/12/17 
Commissioner* Ip 14404 080 24X Fiche 30-413*82/12/17. 

021221024 2 


0212270226 Memorandum it order ruling on variou* dispute* Palmetto 
Alliance waived all claims to privilege U thus must answer 
interrogatories Alliance 820030 motion for protective order 
t* NRC motion for sanctions denied 

KELLY, -J L Atomic Safety and Licensing Board Panel 02/12/22 

palmetto All fence 93pp 16935 004 24X Fiche 50-413,02/12/22, 

0212270226 


3212270251 Order establishing Commission review of ASLAB Decision 
ALAB-697 Commission will review issues re Atomic Energy Act, 
Section lS9a l definition of goad cause for late filing 
Brief* due in 30 days it reply brief* in 30 

CHILK,S J Office of the Secretary of the Commission 02/12/23 
3pp 16530 0 55 24X Fiche 50-413*82/12/23*8212270251 


0212260174 Requests complete copy of Palmetto Alliance 1 Carolina 
Environ Study Group objections to ASLB 821201 order & motion 
for rec ons ideration or certif ication 

CARR* A V Duke Power Co 82/12/23 GUILD. R Guild, R RILEY* JL 
Affiliation unknown Ip 16963 141 24 X Fiche 30-413,02/12/23* 

8212200174 


0212290002 Requests complete copy of Palmetto Alliance & Carolina 
Environ Study Group 821220 objection* to ASLB B5I201 order 
8* motion for recon* idera t i on or certification 

JOHNSON , 0 £ Hearing Branch 4 02/12/27 GUILD. R Palmetto 

Alliance GUILD* R Guild, R lp 16582 240 24X 

Fiche 50-413* 02/12/27* 8212290002 


8212300010 Serve* Commission 021223 order 6 underlying decision 
ALAB-697 H/o end 

STUCKY.SW Docketing 5 Services Branch 82/12/28 Natural 
Resource* Defense Council lp 16590 261 24X 

Fiche 50-413,02/12/28,0212300010 


0 Inspection report*, IE Bulletins U correspondence 


0212210317 Advise* that NRC doe* not intend to file answer to u fc i I 
021209 motion re discovery MRC already answered Palmetto 
Alliance Contention 44 ic filed motion to compel answer* to 
NRC interroga tor i* * on Palmetto Contention 7 

JOHNSON, 0 E Hearing Branch 4 82/12/50 KELLEY* J L , FOBTER, R F 

CALL IRAN, D Atomic Safety and Licensing Board Panel, Ip 
14496 290 24X Fiche 50-413.65/12/20*8212210317 


8212220232 Motion to compel Prairie Alliance answers to util 
interrogatories re Palmetto All iance Contentions 6 & 7 or 
a lterneti vely , to dismiss contentions Alliance fails to 
satisfy Commission rules & regulation* 

MCGARRY* JM Duke Power Co MCGARRY, JM Debevolse 8t Liberman 
02/12/20 Atomic Safety and Licensing Board Panel 32 pp 

I69i8 234 24X Fiche 50-413*82/12/20.6212220232 


— 0212220239 Response opposing Palmetto Alliance motion for protective 
order from Applicant discovery Alliance motion impermissibly 
vague it fails to demonstrate applicability of atty/rlient 
privilege or work product doctrine W/Cer 1 1 f icate of Svc 
MCGARRY*J M Duke Power Co MCGARRY, J M Debevoise U Liberman 

02/12/20 Atomic Safety and Licensing Board Panel lApp 
16510:266 24X Fiche 90-413. 62/12/20,8212220232 


0512270244 Motion to compel Palmetto- Alliance to respond further to 
interrogatories re Alliance Contention* 6 It 7 Discovery of 
bases for contentions permitted Contention 7 should be 
dismissed 

MCQARRY, JH Duke Power Co. MCGARRY, J M DebevoUe It Liberman. 
02/1 2/20 Atomic Safety and Licensing Board Panel 32pp 

16537 166 24X Fiche 50-413,82/12/20*8212270244 


0200190240 IE Bulletin 02-03. Re vi * i on 1, "Stress Cracking in Thick- 
■Well* Large— Di ameter, Stainless Steel* Roc ircu lati on Sys Piping 
at 0WR Plants ,J Svc list encl 

DEYOUNG* R C Director'* Office, Office of Inspection and 

Enforcement 82/10/26 Consolidated Edison Co of New York, Inc. 

JlSpp 16462 163 24 X Fiche 50-000, S2/1 0/28, 02081 90240 


0212090402 Ack receipt of IE ln»p Repts 50-413/02-24 it 90-414/82-22 No 
proprietary info 

TUCKERiH B Duke Power Co 82/10/28 O'REILLY, J P Region 2* 
Office of Director lp 16363 286 24X Fiche 50-4 1 3, 82/10/2B, 
8212090402, 


0200190243 IE Info Notice 82-42, "DBfetts Observed in Panasonic Model 
801 it Model 802 Thermoluminescent Dosimeters " Svc list 
end 

COBB, L 1 Division of Fuel Facilities, Materials & Safeguards 
82/11/09 Consolidated Edison Co of New York, Inc llOpp 

14372' 142 24X Fiche 50-000,82/11/05,6500190245 


0212090233 Advises that no piping subassembl i e* exist within scape of 
IE Bulletin 02-01* Revisi on l.SuppI 1* in response to 820810 
tran*mi kt*l 

TUCKER* H B Duke Power Co 02/11/05 O'REILLY, J P Region 2, 
Office of Director lp 16361 340 24X Fiche 50-413,82/11/03, 

8212090233 


9212090442 Ack receipt of TE Insp Rept* 50-413/02-25 it 50-414/02-23 
No proprietary info 

TUCKER, HB. Duke Power Co 82/11/11 0 'REILLY* J P Region 2, 
Office of Director Ip 16364 255 24X Fiche 50-413,82/11/11* 
8212090442 



DOCKETED ITEMS 


285 


Q212090459 Forwards IE Insp Repts 50-413/02-28 & 50-414/02-26 on 
821026-29 No none omp 1 i anc a noted 

0ANCE. H C Division of Project U Resident Programs 02/11/13 
TUCKER. H D Duke Power Co 2p p 16363 337 24X 

Flche SO- 4 13* 02/ 11/15, 0212090459 


—8 2 1 2090465 It Insp Repts 50-413/02-20 it 50-414/02-26 on 321026-29 No 
noncomp 1 iance noted Major areas inspected instrumentation 
components & sys work ac t ivi t 1 es, OC recor ds, instruments tion 
cables ie action on previous insp matters 

GIBBONS. T D , CQNLQN, T E Division of Engineering i Technical 
Programs 02/11/10 4pp 16363 359 24X Fiche 50-41 3. 82/1 1 /I 5, 

&2 1 2090439 


B3I2090522 Ack receipt of IE lnsp Repts 50-413/02-26 t< 50-414/02-24 No 
proprietary info 

TUCKER. H B Duke Power Co 02/11/17 O'REILLY, J P Region 2, 
Office of Director lp 16366 362 24X Fiche 50-413,02/11/17. 
0212090522 


0200190251 IE Info Notice 82-44, ’’Clari f icat i on of Emergency Plan 
Exercise Requirements " Svc list enc 1 

■JORDAN. E L Division of Engineering U Duality Assurance 03/11/10 
Consolidated Edison Co of New York, Inq I09pp 16411 199 24X 

F 1 the 50-000,02/11/10,0200190251 


BP 1 2090232 Ack receipt of 821029 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-413/02-21 6 
50-414/02-19 

L ElVlS, R C Division of Project it Resident Programs 82/11/18 
TUCKER, H B Duke Power Co lp 16362 3l4 24X 

Fiche 50-413,82/11/10,8212090232 


— B2I2090239 Responds to NRC 820930 ltr re violations noted in IE Insp 
Repts 50-413/02-21 it 50-414/82-19 Corrective actions 
defective base metal indication in Class B weld repaired 
Clearance criteria added to Design Drawing ICS-A-20 4 
TUCKER, H B Duke Power Co 02/10/29 O'REILLY, J P Region 2, 
Office of Director 4pp 16362 315 24X Fiche 50-413,02/11/10, 

0212090232 


— -B212090246 Forwards IE Insp Repts S0-413/G2-21 S« 50-414/82-19 on 
020726-0825 & notice of violation 

LEWIS. R C Division of Project & Resident Programs 02/09/30 
TUCKER, H B Duke Power Co 2pp 16362 319 24X 

Fiche 50-413,02/11/18,8212090232 


— B2 1 20 9023 1 Notice of violation from insp on 820726-0025 

» Division of Project it Resident Programs 02/09/30 3pp 
16362 321 24X Fiche 30-413,82/11/10,0212090232 


--3212090261 IE Insp Repts 50-413/82-21 L 50-414/02-19 on 020726-0025 
None omp 1 ianc e noted failure to evaluate rejectable defect 
Identified by radiography adequately & failure to include 
qualitative acceptance criteria in drawings 
VANDOORN, P K , BRYANT, J C Division of Project & Resident 

Programs 02/09/27 8pp 16362 324 24X Fiche 50-413,02/11/18. 

82 l 2090232 


S212090317 Forwards IE Insp Repts 50-413/82-27 It 50-414/02-23 on 
021026-29 No noncompliance noted 

DANCE, H C Division of Project U Resident Programs 02/11/19 
TUCKER, H 0 Duke Rower Co 2pp 16365 105 24X 

Me he 50-413, 82/11/19, 0212090317 


—6212090324 IE Insp Repts 50-413/02-27 it 50-414/02-25 on 821026-29 No 
noncomp 1 lan ce noted Major areas inspected const progress, 
reactor Vestel internals & licensee action on previous 
enforcement matters 

ECONOI1DS, N « BLAKE, J J Division of Engineering It Technical 
Programs 82/11/12 6pp 16365 107 24X Fiche 50-413,02/11/19, 

82 1 20 90317 


0^00190256 IE Info Notice 02-46, "Defective Sc Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

127pp 16411 065 24 X Fiche 50-000,02/11/26.8200190256 


BJ'09l90257 IE Info Notice 82-47, “Transportat ion of Type A Quantities 
of Non-Flssile Radioactive Mat! 11 Svc list end 
CCIBB.L 1 Division of Fuel Facilities, Materials i Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 

16307 020 24X Fiche 50-000,02/11/30,0208190237 


62081902 59 IE Bulletin 82-04, n D*f ic ienc ies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York. Inc 

1 1 3pp 16411 317 24X Fiche 30-000.02/12/03,8200190259 


B2OG190261 2E Info Notice 82-46, "Failure* of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc UOpp 16462 064 24X 

Fiche 50-000, 82/12/03, B2O01 90261 


0200190267 IE Info Notice 82-49, '’Correction for Sample Conditions for 
Air it Oas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Cn of New York, Inc 

127pp 16620 191 24 X Fiche 50-000. 82/12/16,8200190267 


0208190260 IE Info Notice 82-50, "Mod of Solid State AC Umiervol tage 
Flelayi Type I TE-27 “ Svc list end 

JORDAN, E L Division of Engineering 4, Quality Assurance 02/12/20 
Consol idafce d Edison Co of New York, Inc lOBpp 16628 293 24X 

Fiche 30-000, 82/12/20, 02081 90268 


3 Reportable occurrences, LER* & related correspondence 


8212170256 Interim Significant Deficiency Rept 6D 413-414/02-23 re 
violation of approved const procedure* for miiing & placing 
SikaTop 122 during drill holo repair Initially reported on 
621 103 Test program initiated Final rept due by 030506 
TUCKER, H B Duke Power Co 02/12/00 O'REILLY, JP Region 2, 
Office of Director 3pp 16457 i 70 24X Fiche 50-413,03/12/00. 

0212170256 


B2121500B6 PNO- 1 1 -B2- 135 on 821209, con t ractor employee arrested & 
charged w/bla c kma 1 1, ire ludi ng extortion & threat to kill, 
injure or intimidate Arrest followed 3 day i nve *t i gat i on 
as result of bomb threats on 021206,07 Si 08 

MOORE, D E , BRYANT, J C Region 2, Office of Director 03/12/09 
2pp 16431 024 24X Fiche 30-413,82/12/09.0213150086 


8212210231 Significant Deficiency Rept 8D 413-414/02-24 re ITT Barton 
Class IE transmitters exhibiting thermal non-repeatability 
Initially reported on 021112 problem eliminated by addition 
of insulating spacer* between potentiometers & brackets 
TUCKER, H B Duke Power Co 02/12/10 O'REILLY, J P Region 2, 
Office of Director 6pp 1648 3 351 24X Fiche 50-413,02/12/10. 

0212210231 


DOCKET 50-4J4 CATAWBA NUCLEAR STATION. UNIT 2 


A AppI i cation/tonstruc ti on stage documents $c correspondence 


8^12030090 Forwards info demonstrating compliance W/1OCFR20, 50 & 100 
regulat ion*, in response to 021027 request 

TUCKER, K B Duke Power Co 82/11/30 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADEN8AM, E 0 Licensing Branch 
4 33pp 16304 261 24X fiche 50-4 13,02/11/30,8212030000 


B212030049 Forward* responses & revised responses to FSAR open items 
TUCKER, H D Duke Power Co B2/12/01 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADEN SAM, E 0 Licensing Branch 
4 S2pp 16305 082 24 X Fiche 50-413,82/13/01,6212030049 


8212130257 Forwards summary of 821103-04 meeting w/Mechanical 
Engineering Branch & DNWL in Charlotte, NC to discuss open 
item* from previous meetings W/elght oversize drawing* 

Aperture cards are available in PDR 

TUCKER, H B Duke Power Co 02/12/06 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM. E G Licensing Branch 

4 55p p 16411 011 24X Fiche 50-413,02/12/06,8212130257 


S212140263 Forwards West i ngh ous e proprietary tc nonproprietary versions 
of response to NRC request for addl info re improved thermal 
design procedure* 

TUCKER. H □ Duke power Co 02/12/08 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADEN BAM, E 0 Licensing Branch 
4 2pp 16406 092 24X Fiche 50-413,02/12/00,0212140263 


— 8212140312 Affidavit of RA Uiesemann re Westinghouse proprietary info 
In util submittal on improved thermal design procedures 
WreSEMANN, R A Westinghouso Electric Corp 02/12/02 7pp 
16406 093 24 X Fiche 50-413,02/12/00,0212140263 


— 0212140318 Submits response to NRC request for addl info on improved 
thermal design procedure* Nonpropri etary version end 
Proprietary vereian withheld 

TNOGOODrF.J West inghouse Electric Corp 02/12/03 CANADY, K 9 
Duke Power Co 5lpp 16406 102 24X Fi che> 50-413, 02/ 12/00, 

8212140263 
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0212140267 Requests Wes t i ng hou* e proprietary mat! in util submittal rc 
Improved thermal design procedure* be withheld 
(ref 10CFR2 790) Affidavit end 

WIESEMANN. R A Ha* t inghouse Electric Corp 82/12/03 DENTON. H ft 
Office of Nuclear Reactor Regulation. Director A DENS AH. E B 

Licensing Branch 4 lp 16406- 094 SAX Fiche 30-413. 02/ 12/ OB, 
0212140267 


9212160044 Forwards summary of 82i 1 16-1 0 mee tings w/Westinghous e & NRC 
in Both esd*. MD re open items from previous meetings 
L i it of attendees end 

TtTCKER.W 0 Duke Power Co 02/ 12/OB DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADEN9AM, £ Q Licensing Branch 

4 llpp 16446 077 24X Fiche SO-4 13, 02/ 12/00. 02121 60044 


02121-50-232 Notification of 021214 meeting w/util in Oethesda, MD tD 
discuss resolution of Reactor Sy* Branch open items fc 
t oncerns 

JABBOUfl, K W Licensing Branch 4 02/12/09 A DENS AH, E Q Licensing 

Branch 4 3p p 16446 356 24X FJch e. 50-4 33. 03/12/09. 82121 50232 


821 222001 5 Notification of 021215 meeting ui/ufcil & Wes ting house in 
Bethesda.MD to discuss resolution of Containment Sy* Branch 
opart it*m# 

JADflQUfl.K M Licensing Branch 4 82/12/09 ADENSAM, E Q Licensing 

Branch 4 3pp J 6529 097 24 X Fiche 50-4 13,82/12/09.0212220015 


8312290354 Forward* response to question re diesel generator operation 
during adverse environ eonditi on*. per B2JD13 request Based 
on past 30 yrs of weather data. lowest recorded outside 
temp was -5 F 

TUCKER. H B Duke Power Co B2/12/09 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADENSAM. E 0 Licensing Branch 

4 9pp 16506 168 24X FiChe 30-413, 02/12/09, 0212290354 


0212160345 Forwards responses or revised responses to open item* of 
listed technical review branches to facilitate completion of 
FSAR review Responses to be included in- FSAR, Revision 7 
TI/CKER, N 0 Duke Power Co 03/12/10 DENTON, H ft Office of 

Nuclear Reactor Regulation, Director ADEN 5 AH. E Q Licensing Branch 

4 43pp 16442040 24X Fich e 50-413. B2/ 12/10, 0312160345 


0212170422 Notification of 021213 meeting w/util in Befchesda.MD to 
discus* resolution of Reactor By* Branch open items re 
safety valve siiing analyses 

JAflBOUft.K N Licensing Branch 4 827I2/10 ADENSAM, E 0 Licensing 

Branch 4 20pp 16470 114 24X Fi-c he 50-413, 92/12/10, 02121 70422 


0212270261 Transmits response* to open item* of listed technical review 
branches to complete FSAft review Responses will be included 
in FSAR Revision 7 M/23 oversir© drawings ApertuTe cards 
are available in PER Three drawings illegible 

TUCKER, H 0 Duke Power Co, 82/12/1S DENTON, HR Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 B4pp 16333 316 24X Fithe 50-413,82/12/15,0212270261 


0212220227 Forwards response to B21220 generic 1 tr re NUREG-061 2, 
"Control of Heavy Loads, 11 Section 2 2 for spent fuel pool 
areas & Section 2 4 for auxiliary bldgs Ice condenser bridge 
crane design spec* listed 

TUCKER, H 0 Duke Power Co 02/12/16 DEN TON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM.E 0 Licensing Branch 
4 Slpp 36910 332 24X Fiche 50-413,02/12/36.0212220327 


& NRC Draff/Final Environmental Statements, suppl* & correspondence 


0212220093 Request* mg t review 6 comment on FEB scheduled for issuance 
on 830105 Comments & changes must he forwarded by noon on 
921217 to allow time for final approval 

ADENSAM, E 0* Licensing Branch 4 02/12/13 LEAR, 0 E Hydrologic * 

Geotechnical Engineering Branch BALLARD# R L Environmental 
engineering Branch TOALSTON. A Antitrust & Economic analysis 
Branch (Utility Finance) 2pp 16526 346 24X 

Fiche 50-413, 02/12/13.8212220093 


B NRC Safety Evaluation Report (8ER). suppls 4c correspondence 


6212030317 Forward*, far review & cowmen t. Reac tor Sy* Branch preliminary 
draft SER input Transmittal provides for i rfenti f ica ti on 4 
revolution of addl analy s i s < irils sing 1 nfo, < I ar if 1 cations or 
other work necessary to resolve outstanding issues 
NOVAK, T H Assistant Director for Licensing 02/11/30, TUCKER. H 
Duke Power Co 46pp 16316 169 24X Fiche 50-413,02/11/30, 

8212030317 


F Security, medical, emergency & fire protection plans 


0212130069 Forward* info on emergency offsite facilities (EOF), per 
R Birkel 821203 request & Generic Ltr 01-10 Const of 
permanent primary 8. backup EPF completed 

TUCKER, H B puke? Power Co 02/12/03 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 16390 186 24X 

Fiche 50-000, 02/12/03. 821213006 9 


02 12230093 Releases public version of revision to crisis mgt plan l 
revisions to crisis mgt plan implementing procedures 
FELTON. J H Division of Rules and Records 82/12/15 Document 

Management Branch lp 16542 026 24X Fiche 30-000.82/12/15, 

8212230093 


— 0212230108 Forwards public version of Revision 7 to crisis mgt plan J. 
revision* to crisis mgt plan implementing procedures 
TUCKER, H B Duke Power Co 82/12/02 DENTON' H R Office of 
Nuclear Reactor Regulation, Director 2p p 16542 027 24 X 

Fiche 50-000,82/12/15,0212230093 


— 02122301^4 Public version of Revision 7 to crisis mgt plan One overtne 
pamphldt end Aperture card available in PDR 
VAU0HN.fi £ Duke Power Co 82/11/29 9pp 16942 029 24X 

Fiche 50-000, 82/12/15, 0212230093 


—82X2230134 Public version of revised crisis mgt plan implementing 
procedures, including Procedures 5 3 2 re crisis news group 
plan & 5 3 11 re McGuire crisis phone directory 
VAUGHN, R E Duke Power Co 82/11/29 290pp 16542 038 24X 

Fiche 50-000,82/12/15,8212230093 


G Adjudicatory correspondence 


GPl 2060135 Memorandum 6 order reflecting decisions made following 
021007-00 second prehearing conference in Charlotte.NC 
Impact of ALAB-687 on contentions determined 6 addl 
contentions re DE5 considered 

KELLEY, J L Atomic Safety and Licensing Board Panel 92/12/01 
29pp 16314 040 24X Fiche 50-413,82/12/01.8212060135 


BP 1 2060243 Order extending time until 821210 for Commission fro act to 
i eview ALAB-687 

CHRK, S J Office of the Secretary of the Commission 82/12/03 
Commissioners Ip 16312 236 24X Fiche 50-413.82/12/03. 

0212060243 


0212070170 Interrogatories L request* to produce re Carolina Environ 
Study Group Contention 18/Palmetto Alliance Contention 44 
Certificate of Svc end Related correspondence 

* Duke Power Co 02/12/03 Carolina Environmental Study Group 

15pp 16334 299 24X Fiche 50-413,02/12/03,8212070178 


8212100096 Response supporting NRC 821122 motion for sanctions against 
Palmetto Alliance for failure to comply w/ABLD ordered 
discovery.or al ternati vel y, for dismissal of Alliance 
Contentions 8, 16 & 17 Certificate of Svc end 

CARR, A V Duke Power Co 82/12/07 Atomic Safety and Licensing 
Board Panel 49pp 1&379 191 24X Fiche 50-413, 02/12/07, 

02(2100096 


8212130342 Requests review of end ASLB 021201 memorandum & order, 
containing addl info re ASLD views on what NRC comments 
should addre** Updates may be necessary 

A DENS AM, E 0 Licensing Branch 4 02/12/08 LEAR, G E Hydrologic U 

Geotechnical Engineering Branch BALLARD, R L Environmental 
Engineering Branch TOALSTON, A Antitrust & Economic analysis 
Branch (Utility Finance) 2pp 16412 183 24X 

Fiche 50-413, 82/12/00, 8212130362 


82I213D230 Motion for resumption of discovery as listed Several 
discovery matters remain outstanding Certificate of Svc 
end Related correspondence 

MCGARRY, J M Duke Power Co MCGARRY, J M Debevoise & Liberman 
82/ 12/09 Atomic Safety and Licensing Board Panel 5pp 

16396 264 24X Fiche 50-4 13, 82/12/09. 82121 30230 


0212130214 Order extending time until 021217 for Commission to act to 
review ALAB-687, 

CHILK/S J Office of the Secretary of the Commission 82/12/10 
Commissioner* lp 16390 116 24X Fiche 50-413.92/12/10. 

0212130214 


8212150127 Statement of position on applicability of Table 8-4 to 
transshipment of spent fuel from Oconee & McGuire to 
Catawba Environ impact of spent fuel transp ortation properly 
considered in OL hearings N/Cftr ti ficate of Svc, 

JOHNSON. G E Hearing Branch 4 02/12/13 I Sp p 16430 320 24X 

Fiche 30-413.82/12/13,0212150127 



DOCKETED ITEMS 


287 


8.212160261 Position on consideration of Oconee & McGuire spent fuel 
transportation is«u»9 in proceeding Environ effects of 
transporting fuel to Catawba should not be litigated in 
instant proceeding Certificate of Svc end 

MCGARRY, JM Duke Power Co MCGARRY, J M Debevnise & Liberman 
92/12/13 22pp 16446 173 24X Fiche 50-41 3, 83/12/13, 02121 60261 


8212150124 Forwards NRC first set of interrogatories t document 
production requests. to replace lost copy Confirms 
stipulation reached in 821213 telcon that responses will be 
provided by 621228 

JQHM50N, G E Hearing Dranch 4 02/12/14 PRESLER, H 

Char lotte-Mec Si lenberg Environmental Coalition lp 16430 310 24X 

riche 50-413.92/12/14,0212150124 


□212160235 Motion for protective order re listed Palmetto Alliance 
third set of interrogatories Interrogatories seek info 
which is irr e 1 evant, requires compilation of natls not 
readily available or Is protected by work product doctrine 
JOHN50N, 0 E Hearing Branch 4 B2/12/15 Atomic Safety and 

Licensing Board Panel 9pp 16443 101 24X Fiche 30-413,82/12/15, 

6212160235 


-*0212160240 Response to third set of interrogatories tt requests to 
produce re Palmetto Alliance Contentions 16 & 44 Prof 
qualifications & Certificate of Svc encl 

JOHNSON. 0 E Hearing Branch 4 62/12/15 Palmetto Alliance 

I63pp 16443 110 24X Fiche 50-413.82/12/15,0212160235 


G P’1 2 1 60256 Third set of interrogatories it document production requests 
Certificate of Svc encl 

JOHNSON. 0 E Hearing Branch 4 02/12/15 Palmetto Alliance 

lOpp 16446 163 24X Fiche 50-413. B2/I2/1 5. 9212160256 


8^12160303 Second set of interrogatories & document production 
requests Certificate of Svc encl 

JOHNSON. 0 E Hearing Branch 4 82/12/15 Carolina Environmental 

Study Group lOpp 16442 322 24X Fiche 50-413, 82/ 12/1 5, 

8212160303 


□212170180 Forwards RO Gonzales affidavit h second page of JJ Buiy 
statement of prof qual i f i cations. inadvertently omitted from 
MAC 821215 responses to Palmetto Alliance third sot of 
i interrogatories U requests to produce 

JOIWSQN. Q E Hearing Branch 4 02/12/16 GUILD, R Guild, R 4pp 

16450 103 24X Fiche 50-413,02/12/16.02121701 80 


BP 1 2170186 Motion to compel full responses to NRC first set of 
i ntorrogator i es U document production requests to Palmetto 
Alliance on Contention 7 tntervenor must answer contentions 
on factual 6 legal bases Certificate of Svc encl 
JOHNSON. 0 E Hearing Branch 4 82/12/16 Atomic Safety and 

Licensing Board Panel lOpp 16450 166 24 X Fiche 50-413. 62/ 15/16. 

0212170186 


□P122I0242 Order extending time until 821223 for Commission to act to 
l eview ALAB-607 

CHILK, S J Office of the Secretary of the Commission 02/12/17 
Commissioners ip 16484 000 24X Fiche 50-413.92/12/17. 

8212210242 


8P12210317 Advises that NRC does not intend to file answer to util 
£32X209 motion re discovery NRC already answered Palmetto 
Alliance Contention 44 P filed motion to compel answers to 
NRC interrogatories on Palmetto Contention 7 

JOHNSON. G E Hearing Branch 4 82/12/20 KELLEY. J L . FOSTER, R F , 

CALL IRAN, D Atomic Safety and Licensing Board Panel Ip 

16496 290 24X Fiche 30-413.82/12/20,82122 10317 


8212220232 Motion to compel Prairie Alliance answers to util 
interrogatories re Palmetto Alliance Contentions 6 & 7 or 
alternatively,^ dismiss contentions Alliance fails to 
satisfy Commission rules & regulations 

MCCARRY, J M Duke Power Co MCGARRY, J M Debevoise & Liberman 
82/12/20 Atomic Safety and Licensing Board Panel 32pp 
16518 234 24X Fiche 50-413.62/12/20,8212220232 


— 8212220239 Response opposing Palmetto Alliance motion for protective 
order from applicant discovery Alliance motion impermissibly 
vague & fails to demonstrate applicability of atty/cllent 
privilege or work product doctrine W/Cert i f ic at e of Svc 
MCGARRY, J M Duke Power Co MCGARRY, J M Debevoise it Liberman 
82/12/20 Atomic Safety and Lieen-sing Board Panel I4pp 
165 J 8 266 24X Fiche 50-413, 02/12/20.8212220232 


Qi'12270244 Motion to compel Palmetto Alliance to respond further to 
interrogatories re Alliance Contentions 6 fc 7 Discovery of 
bases for cqntentions permitted Contention 7 should be 
d 1 smi ss ed 

MCGARRY. J M Duke Power Co MCGARRY, J, M Debevoise U Liberman 
82/12/20 Atomic Safety and Licensing Board Panel 32pp 
16537 166 24X Fiche SO-413,02/12/20,0212270244 


8? 1 227032 1 Response opposing Palmetto Alliance 820420 motion for 
protective order re Contentions 6 & 7 Alliance has not 
demonstrated applicability of a tty-c 1 1 «nt or work product 
p rl vi 1 ages 

MCGARRY, J M Duke Power Co MCGARRY. J M Debevoise ■& Liberman 
02/12/20 Atomic Safety and Licensing Board Panel i2 p p 
16530 266 24X Fiche 50-4 1 3, 82 /12/20, 8212270321 


9212200132 Objections to ASLB B21201 order 6 motion for reconsideration 
or for certification Contentions 18 re emergency diesel 
generator operation tt 17 re cerbicula infestation effect on 
cooling sys should be admitted Certificate of Svc encl 
GUILD. R Palmetto Alliance GUILD, R Carolina Environmental Study 
Group GUILD, R Guild, R 82/12/20 Atomic Safety and Licensing 
Board Panel 8 p p 16563 212 24X Fiche 5 0-413,02/12/20,9212200132 


9212280138 Comments on transshipment of spent fuel from Oconee It 
McGuire for storage at Catawba Table S-4 inapplicable 
Contentions DES 10 & DES 19 should be admitted 

GUILD. R Palmetto Alliance GUILD, R Carolina Environmental Study 

Group GUILD, R Guild. R 82/12/20 Atomic Safety and Licensing 

Board Panel Spp 16563 207 24X Fiche 50-413, B3/ 12/20, 0212280138 


8312270226 Memorandum U order ruling on various disputes Palmetto 
Alliance waived all claims to privilege S, thus must answer 
interrogatories Alliance 820030 motion for protective order 
& NRC motion for sanctions denied 

KELLY, J L Atomic Safety and Licensing Board Panel 82/12/22 
Palmetto Alliance 93p p 16335 004 24X Fiche 50-413,02/12/22, 

0212270226 


8012270251 Order establishing Commission review of AS LAB Decision 
ALAB-6B7 Commission will review issues re Atomic Energy Act, 
Section lB9a h definition of good couse for late filing 
Briefs due in 30 days tt reply briefs In SO 

CHILK, S J Office af the Secretary of the Commission Q2/12/23 
3 pp 16530 055 ?4X Fiche 50-413,82/12/23,0212270251 


8P J 2260 174 Requests complete copy of Palmetto Alliance & Carolina 
EnviTon Study Group objections to ASLB 021201 order tt motion 
for reconsideration. or c er t i f i C a t ion 

CARR. A V Duke Power Co B2/12/23 GUILD, fl Guild, R RILEY, J L 
Affiliation Unknown lp 16563 141 24X Fiche 50-413,82/12/23, 

8212280174 


QP 1 2290002 Requests complete copy of Palmetto Alliance L Carolina 
Environ Study Group 821220 objection* to ASLB 021301 order 
& motion for r ec on s i d e ra t i on or certification 
JOHNSON, O E Hearing Branch 4 82/12/27 GUILD, R Palmetto 

Alliance GUILD, ft Guild, R lp I65B2 240 ?4X 

fiche 50-413, 82/12/27, 8212270002 


□? 1 2300010 Serves Commission 021223 order it underlying decision 
ALAB-607 W/o encl 

STUCKV.S W Docketing tt Services Branch 82/12/28 Natural 
Resources Defense Council lp 16S98 261 24X 

Fiche' 50-413, 02/12/28, 821230001 0 


0 Inspection report*, IE Bulletins it correspondence 


8200190240 IE Bulletin 02-03, Revi s i on 1, ‘'Stress Cracking in Thitk- 
Wa 1 i . Larg*-Di ame tor i 8ta in 1 es s Bte e 1 , Rec ire u I et i on Sy s Piping 
at BUR Plants " Svc list encl 

DEYOUNG, R C Director '* Office, Office of Inspection and 

Enforcement 82/10/20 Consolidated Edison Co of New York, Inc 

1 1 2pp 16462 163 24X Fiche 50-000,82/10 /28,0208190240 


□212090482 Ack receipt of IE Insp Repts 50-413/02-24 L 50-414/82-22 No 
proprietary info 

TUCKER, H B Duke Power Co 82/10/20 O'REILLY. J P Region 2. 
Office of Director Ip 16363 286 24X Riche 30-413.92/10/20, 
0212070482 


8PO019O245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
801 fc Model 802 Thermoluminescent Dosimeters ° Svc list 
encl 

COBS, L I Division of Fuel Facilities, Materials t Safeguards 
92/11/05. Consolidated Edison Co of Mew York, Inc llOpp 
16372 142 24X Fiche 30-000,92/11/05,8200190245 


8212090233 Advi »es that no piping subassemblies exist within scope of 
IE Bulletin 82-01 . Revi sion lrSuppl 1, in response to 820010 
transml ttal 

TUCKER, H 0 Duke Power Co 92/11/05 O'REILLY, J P. Region 2, 
Office of Director lp 1*361 340 24X Fiche 50-413,03/11/05, 

8213070233 


8? 13090443 Ac 1c receipt of IE Insp Repts 50-413/B2-25 i 50-414/02-23 
No proprietary info 

TUCKER, H B Duke Power Co 02/11/11 0 'REILLY, J P Region 2, 

Office of Director. lp 16364 2 53 24X Fiche 30-4 13, 82/11/ 11, 

8212090442 
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9?1 2090459 Forwards IE Insp Repts 50 - 413 / 82-20 & 50 - 414 / 03-26 on 
02 J 026-29 Mo non c omp 1 lane * noted 

DANCE/ H C Division of Project L Resident Program* 02/11/15 
TUCKER, H B Duke Power Co 3p p 16 363 357 24X 

Fiche 50-413, 02 / 1 1 / 1 S, 92J2090459 


— 0213090465 IE Insp Repts 50-413/02-20 b 50-414/03-26 on 021026-29 No 
mancompl lance noted Major area* Inspected instrumentation 
components b *ys work act i vi t iei. QC records/ ins tromentati on 
cables & a-ction on previous Insp matters 

GIBBONS/ T D . CCNLON, T E Division of Engineering b Technical 
Programs 33/11/10 4pp 16363359 24X Fiche 50-413.02/11/15. 

02J2O9O459 


0212090522 Ac k receipt of IE Insp Repts 50—*i 3/82-26 b 50-414/02-24 No 
proprietary info 

TUCKER. H 0 Duke Power Co 02/11/17 D 'REILLY/ J P Region 3. 
Office of Director lp 16366 362 24X Fiche 50-413.02/11/17* 

0212090522 

0200190251 IE Info Notice 02-44, "Clar i f itat i on of Emergency Plan 
Exercise Requirements " Svc list enc 1 

JORDAN/ E L Division of Engineering !« Duality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24X 

riche 50-000, 92/1 1/10/ 3200190251 


0212090232 Ack receipt of 92J029 ltr infolding NRC of steps taken to 
correct violations noted in IE Insp Repts 5Q-413/B2-2I be 
S0-4H/R2-19 

L£NIS. R C Division of Project t Resident Programs 02/11/10 
TUCKER. « 0 Duke Power Co lp 16362 3t4 24X 

Fiche 50-413. 02/11/18/ 0212090332 


— 0212090239 Responds to NRC 020930 ltr re violations noted In IE Insp 
Repts 5 0-4 13/82-21 b 50-414/02-19 Corrective actions 
defective base metal indication in Class 0 weld repaired 
Clearance criteria added to Design Drawing KS-A-20 4 
TUCKER. H 3 Duke Power Co 02/10/29 □ 'REIL.LV. J P, Region 2 , 

Office of Director 4pp 16362 315 24 X Fiche 50-413,82/11/10/ 

B2 1 2090232 


— 0212090246 Forward* IE Tnsp Repts 50-413/03-21 b 50-414/82-19 on 
020726-0025 6 notice of violation 

LEWIS, R C . Division of Project b Resident Programs 02/09/30 
TUCKER/ H B Duke Power Co 2pp 16362 319 24X 

Fiche 30-41 3, 02/1 1/10, 0212090232 


*02 1 2090251 Notice of violation from insp on 020726-0029 

* Division at Project b Resident Programs 02/0-9/30 3pp 
16362 321 24 X Fiche 50-413/92/11/10,8212090232 


—9212090261 IE !n«p Repts 50-4J3/82-21 b 30-414/82-19 on 820726-0025 
Noncomp 1 i ance noted failure to evaluate rejoctable defect 
identified by radiography adequately & failure to include 
qualitative acceptance criteria in drawings 
UAMOOORN, P K , BRYANT, J C Division of Project b Resident 

programs 92/09/27 Spp J 6362 324 24X Fiche 50-413,82/11/18. 

02 1 2090230 


3212090317 Forward* IE Insp Repts 50-413/02-27 b 50-414/82-25 on 
921026-29 No none omp i i a r»c e noted 

DANCE, H C Division of Project b Resident Programs 02/11/19 
TUCKER, H B Duke Power Co 2 pp 16365 105 24X 

Fiche SD-413. 02/11/19.0212090317. 


-8212090324 IE Insp Repts 50-413/02-27 b 50-414/02-25 oil 021026-29 No 
noncofflpl ian ce noted Major areas Inspects* const progress, 
reactor vessel internals b licensee action on previous 
enforcement matters 

ECONOflCJS, N i BLAKE, J J Division of Engineering b Technical 
Programs, 82/H/12 6 pp 1636S 107 24X Fiche 50-413,02/11/19, 

0212090317 


200190256 IE Info Notice 02-46, "Defective b Obsolete Combination 
Padlocks. " Svc list unci 

DEYOUNG, R.-C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Conso I Idat e<f Edison Co of N®w York. Inc 

127pp 16411 065 24 X Fiche 50-000.02/11/26,0208190256 


P0QI90257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Hatl " Svc list end 
CGB0.L I Division of Fuel Facilities, Materials b Safeguards 
82/11/30 Consolidated Edison Co of New York, Jne 356pp 
I 6307- 020 24X Fiche 50-000.02/11/30,0209190257 


'08190259 EE Bulletin 82-04, "Deficiencies in Primary containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, H C Director's Office, Office of Inspection and 
Enforcement 03/12/03 Cons o I Ida t ed Ed i * on Co of New York. Inc 

l!3pp 16411 317 24X Fiche 50-000, B2/I2/ 03. 0208 190299 


0200 1 90261 IE Info Notice 02-40, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance 82/12/03 
Consol i dated Edison Co of New York. Inc UOpp 16462 064 24X 

Fiche 50-000, 82/13/03, 0900190261 


8208190267 IE Info Notice 82-49, "Correction for Sample Condition* for 
Air b Gas Monitoring 41 Svc list end 

DEVGUNQ, R C Director's Office, Office of Inspection and 

Enforcement 02 / 12/16 Consolidated Edison Co of New York, Inc 

127pp 16628 191 24X Fiche 50-000,82/12/16,0200190267 


9209190268 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-07 " Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc 108pp 16628 293 24/ 

Fiche 50-000, 82/12/20- 8200190260 


3 Reportable occurrences, LERs b related correspondence 


0212090079 Significant Deficiency Rept SD 414/01-30 re Swepco 8 -inch 
Schedule 40 min-wall violation Initially reported on 811231 
As-found condition of pipe satisfies design reyul rements b 
will be installed 

TUCKER/ H B Duke Power Co 82/11/29 0 'REILLY, J P Region ?, 

Office of Director 3pp 16337 332 24X Fiche 50-414,82/11/29, 

02X2090079 


0212090323 Interim Significant Deficiency Rept SD 414/02-16 re 
large arc strike an body of Borg-Warher gate valve Initially 
reported on 820003 Valve replaced investigation of deficient 
valve underway Nest rept will be submitted by 030701 
TUCKER/ H B Duke Power Co 02/12/01 O'REILLY, J P Region 2. 
Office of Director 2pp 16363 125 24X Fiche 50-414,02/12/01. 

8212090323 


□212170256 Interim Significant Deficiency Rept SD 413-414/82-23 re 
violation of approved const procedures for mixing b placing 
SlfcaTop 122 during drill hole repair Initially reported on 
021 J OS Test program initiated Final rept due by 030506 
TUCKER- H B Duke Power Co 82/12/08 O'REILLY, J P Region 2, 
Office of Director 3pp 16457 I7<? 24X Fiche 50-413, 02/12/03, 

0212170256 


02 J 2150086 PND-II-02-135 on 021 209, contrac tor employee ar rested b 
charged ur/b lac kmai 1 , ind uding extortion b threat to kill* 
jnjure or intimidate Arrest followed 3 day investigation 
as result of bomb threats on 021206,07 & Q 0 

MDORE.DE , ORYANTjJC Region 2, Office of Director 02/12/09 
2pp 16431 024 24/ Fiche 50-413,02/12/09,8212150086 


□212210231 Significant Deficiency Rept 8 D 413-414/82-24 re ITT Barton 
Class IE transmi tters exhibiting thermal non-repeatability 
Initially reported on 821 1 12 Pr ob lent eliminated by addition 
of insulating spacers between potentiometer* b brackets 
TUCKER, H D Duke power Co 82/12/10 D'REJLLY, J P Region 2, 
Office of Director 6 pp 16483 351 24X Fiche 50-413.02/12/10, 

0212210231 


DOCKET 50-416 GRAND QUL.F NUCLEAR STATION, UNIT 1 


F Security, medical, emergency b fire protection plans 


8212010176 Discusses util compliance w/Reg Guide 1 97 Final response tu 
Reg Guide 1 97 at present time would not be in keeping 
w/intent of SECY-02-iii for integrated emergency response 
capability review 

DALE, L, F Mi sgissippi Fewer b Light Co 02/11/2? DENTON, H H 
Office of Nuclear Reactor Regulation, Director 7pp 16230 10? 

24X Fiche 50-416, 02/11/29, 8212010176 


0P12O9O436 Confirms 821124 arrangements rp 821202 enforcement 
conference in Atlanfra><»A to discus* c 1 rcums tances concerning 
security violation Zt to discuss resolution of outstanding 
i terns 

0 'REILLY, J P Region 3. Office of Director 02/12/01 

9TAMPLEY/N L Mississippi Power b Light Co 2pp 16364 269 21X 

Fiche S0-4J6, 82/12/01, 8212090436 


B212290207 Submits tup p l smenta 1 info on emergency preparedness at 
facilities State of LA revised radiological emergency 
preparedness plan will be submitted In Feb 1983, due to 
delays at state level 

THOMAS, L M Federal Emergency Management Agency 02/12/17 
DIRCKS, W Office of the Executive Director for Operations lp 
16578 202, 24X Fichu 50-416,02/12/17,0212290207 
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Q2J2270235 Forwards addl info re adequacy of onsite confnunicatmn syc, 
per 821115 telcon C ontnun 1 c a 1 1 on ays testing during startup 
phase will provide confidence that use of two-way radios is 
l estr s c ted. as required 

DALE,!. F Mississippi Power t< Light Co 82/12/22 DENTON, H Ft 
(Jffice of Nuclear Reactor Regulation, Director I3pp 16536 253 
24X FiChe 50-416,82/12/22,8212270235 


O Adjudicatory correspondence 


8212100113 Decision ALAB-704, af f l rmi ng ASLQ 821020 decision denying 
btate of LA 820721 petition to intervene subj to final 
outcome of judicial proceedings before US Supreme Court in 
NRC vs NR DC 

SHOEMAKER, C J Atomic Safety and Licensing Appoal Panel 02/12/08 
13pp 1*375 346 24X Fiche 50-416, 02/12/08, 8212 1001 13 


f» Operating license stage documents (t correspondence 


8211230066 Generic Ltr 82-27 to all OWR licensees of operating reactors 
c seep t LACBNR, Dig Rock Po int, Dr esden 1, Humboldt Day, 
applicants for OL tt holders of CP re transmittal of 
NURE0-0763 t NUREG-0783 Svc list end W/o stated end 
EISENHUT, D G Division of Licensing 02/11/15 General Public 

Utilities - GPU Service Corp 22pp 16307 004 24X 

Fiche 50-000,82/11/15,0211230066 


GP62090429 Forwards 821102 mreting summary re activities authorized! by 
Licenses NPF-13 S< CPPR-13 Meeting beneficial U provided 
hotter understanding of issues W/o end 

O'REILLY, J P Region 2, Office of Director 02/11/15 LEWI S, F M 
Middle South Utilities, Int - Middle South Energy. Inc 2pp 
16364 274 24X Fiche 50-000,82/11/15,6212090429 


Ql’12060379 Forwards enhanced copy of approved offsite dose 
calculation manual 

SCHWENCER, A Licensing Branch 2 82/11/16 MCGAUGHY, J P 

Mississippi Power 5t Light Co 2pp 16323 06B 24X 

Fiche 50-416,62/11/16.8212060379 


--Q212060386 Revised offsite dose calculation manual 

* Applied Physical Tec hnol og y , Inc 82/01/12 75pp 16323 070 
24< Fiche 50-416.02/11/16,821206037? 


DPI 2-0 1 0027 Notifies that process control program approved peT B2Q42/ 
ltr Future changes should be handled as described in 
10CFR50 71 for revisions to F9AR re replacement pages, 
change indicators & certification 

3CHWENCER.A Licensing Branch 2 82/11/19 MCGAUGHY, J P 

Mississippi Power & Light Co 2pp 16271 357 24X 

Tithe 50-416,02/11/19.8212010027 


□P 12010176 Discusses util compliance w/Rpg Guido 1 97 Final response to 
Keg Guide 1 97 at present time would not bo In keeping 
u/intenfc of SECY-02-1U for integrated emergency response 
■c apab ill tv review 

DALE, L F Mississippi Power tt Light Co 82/11/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 7pp 16258 102 
24X Fiche 50-416,82/11/29,0212010176 


E212070274 Forwards balance of info to close Humphrey toritainment 
concerns, including "Evaluation Rept on Modified SQLA-VOF 
Code" ti "Survey of Tests 6 Analyses on Effectiveness of RHR 
Sys in Pool-Cooling Mode" t, proprietary Figures IQ - 25 
DALE* t- F Mississippi Power tt Light Co 82/12/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 62pp 16340 12G 
?4X Fiche 50-416,82/12/03,8212070274 


-Q2J2070276 "Evaluation Rept on Modified SOLA-VOF Code " 

HIRT, C U , SICILIAN, J M Flow Science, Inc 62/10/10 11 pp 

16340 190 24X Fiche 50-416,82/12/03,8212070274 


--8212070270 Revision A to "Survey of Tests *< Analyses on Ef f ec ti venesn 
of RHR Sys m Pool-Cooling Mode " 

* Quadrei Corp QUAD- 1-82-245 REV A 02/11/30 5ipp 

16340 201 24X Fiche 50-416,02/12/03,0212070274 


81*1 2170278 Comments on BUROG-026O, "NURFG-0737, Item II K 3 18, Mod of 
Automatic Depressurization Sys Logic " Option 4, providing 
bypass timer delay, will assure adequate care cooling during 
worst case conditions 

DALE - , L F Mississippi Power L Light Co 82/12/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16461 152 

VAX Ft che 50-416,82/12/14.0212170270 


BPI2230232 Discusses util responses to recently discussed unresolved 
NRC concerns re automatic depressurization sys air sys 
DALE, L F Mississippi Power h Light Co 02/12/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 16511 063 
VAX Fiche 50-416,82/12/20,8212230252 


0212300104 Forwards Amend 5 to License NPF-13, safety evaluation & 
notice of issuance t< availability Amend changes schedule for 
completion of open items tt corrective actions for environ 
qua 1 1 f i cation of safety-related electrical equipment 
SCHWENCER, A Licensing Branch 2 B2/ 12/20 MCGAUGHY, J P 

Mississippi Pouer 4- Light Co 4pp 16613 096 24X 

fiche 50-416, 02/12/20, 8212300104 


— 8212300166 Amend 5 to License NPF-13, chang i ng schedule for completion 
of corrective actions for safety-related electrical 
equipment to end of first refueling outage 

EISENHUT, D G Division of Licensing 82/12/20 7pp 16613 06Q 
24 X Fiche 50-416,82/12/20,0212300184 


— 0212300194 Safety evaluation Supporting Amend 5 to License NPF-13 

* Office of Nuclear Reactor Regulation, Director 82/12/20 3pp 
16613 067 24X Fiche 30-416 . 82/12/20,0212300184 


- 8212300203 Notice of issuance fc availability of Amend 5 to License 
NPF-13 

ODURNIA, A , SCHWENCER, A Licensing Branch 2 62/12/20 3pp 

16613 070 24 X Fiche 50-416,82/12/20,8212300104 


GI P I2270147 Application for amend to License NPF-13, add ing provision to 
license Condition item 2 C(421h re Installing protective 
sleeve* on bottom entry in-core assemblies U revising 
License Condition 2 C<42)i re startup source replacement 
MCGAUGHY, J P Mississippi Power $< Light Co 92/12/22 DENTON, H ft 
Office of Nuclear Reactor Regulation, Director 3pp 16538 060 
24X Fiche 50-416,02/12/22,0212270147 


--021227Q153 Proposed changes to Tech Specs re installing protective 
sleeves on bottom entry in-cpre assemblies & reducing 
sleeves on bottom entry in-core assemblies 

» Mississippi Power V Light Co 02/12/22 4pp 16530 063 24X 

Fiche 50-416,82/12/22.8212270147 


3212270154 Submits updated qual i f i c a ti on status it justification for 
interim operation of NS5S equipment not meeting SORT 
cri tena, nr ig inal ly submitted 020403 

DALE, L F Mississippi Power It Light Co B2/12/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 1*538 343 
£>4* Fiche 50-416, 82/12/22, B219270154 


O Inspection reports, IE Bulletins tt c on esp ondenc e 


□208190240 IE Bulletin 82-03, Revi s l on I, "Stress Cracking in Thick- 
Wall, Larg e -Di ameter , Sta i n 1 es s Steel, Rec ire u lation By s Piping 
ot GWR Plants " Svc list end 

DEYDUNG, R C Director's Ofnte, Office of Inspection and 

Lnf orcenent 02/1O/2B Consolidated Edison Co of New York, Inc 

1 12pp 16462 163 24X Fiche 50-000,82/10/20,8200190240 


8212090414 Approves issuance of SALP Repts “10-416/02-4 5 50-417/82-11 

For Jul 1900-June 1981 Mg t attentive to matters of nuclear 
safety Weaknesses in Unit 1 pr eo porat i ona 1 testing & 
training programs noted 

□ 'REILLY, J P Region 2, Office of Director 02/11/01 

bTAMPLEY, N L Mississippi Power U Light Co 2pp 16365 013 24X 

Fiche 50-416, 02/11/01,8212090414 


— G212090421 Forwards SALP Repts 50-416/B2-45 & 50-417/82-11 for 
Jul 1900-Jun* 1901 Comments requested within 20 days 
LEWIS, R C Division of Project & Resident Programs 02/07/22 
BTAMPLEY, N L Mississippi Power k Light Co 3pp 16365 014 24X 

Fiche 50-416,92/11/01.0212090414 


—8212090427 SALP Repts 50-416/82-45 8, 50-417/82-11 for Jul 1980- 
June 1901 Weaknesses in Unit 1 preop era t i one 1 testing & 
training programs noted 

* Region 2, Office of Director 82/07/22 15pp 16365 017 24 X 

Fiche 50-416,82/11/01,0212090414 


□209190245 IE Info Notice 82-42, “Defects Observed in Panasonic Model 
801 fc Modal 802 Thermoluminescent Dosimeters " Svc list 
one 1 

COBB, L I Division of Fuel Facilities, Materials & Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc HOpp 

16372 142 24X Fiche 50-000,82/11/05,0200190245. 


B;>08190?51 IE Info Notice 82-44, ,l C lari f 1 cat! on of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division, of Engineering & Duality Assurance 02/11/18 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24X 

Fiche 50-000, 82/1 1/18, 0208 1 9055 1 


BPO0 1 90256 IE Info Notice 92-46, "Defective * Obsolete Combination 
Padlocks M Svc list enci 

DEYOUNG , R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

127p p 16411 065, 24X Fiche 50-000, B2/1 1/26, 0200190256 
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82O019O257 IE Info Notice 02-47, "Traneportati on of Type A Quantities 
of Non-Fissile Radioactive Ma 1 1 " S vt list end 
CO00. L I Division of Fuel Facilities* Materials & Safeguards 
02/11/30 CanSD 1 idated Edison Co of New York, Inc 39£pp 
16387 020 24X Fiche 30-000. 02/1 1 /□<?. S20&1 90257 


6212070302 Ack receipt of B20727 ltr* informing NRC of steps taken to 
corrett violations noted in IE Insp Kept 50-416/02-58 
LEWIS. R C Division of Project & Resident Programs 02/12/01 
9TAMPLEY, N L Mississippi Power fr Light Co ip 16365 243 24X 

Tiche 50-416, 02/12/01* 821 £070282 


—0212090270 Responds to NRC 820027 ltr re violation noted in IE Insp 
Rept 90-416 /82- 50-02 Corrective actions 10CFR50 59 safety 
evaluation of Ch em-Nuc 1 par solidification sy* performed & 
personnel instructed to perform evaluation prior to mod* 

MCOAUCHY, J p Mississippi Power A Light Co 82/09/27 

O'REILLY, J p Reg i on 2, Office of Director 2pp 16365 244 24X 

Fiche 50-416/02/12/01*8212090202 


--02I2O9O3O3 Responds to NRC 020827 ltr re violations noted in IE Intp 
Rept 50-416/82-58 Violation denied as stated Caused by 
misinterpretation of plant adml nistrative Procedure 
QJ-S- 08-5* "Rad i olog ical Surveys & Surveillance '• 

MCO/tl/DHYi. J P Mississippi Power & Light Co 02/09/27 

O'REILLY, J P Region 2, Office of Director 2pp 16365 246 24X 

fiche 50-416, 82/1 2/01 r 8212090202 


■* '82120903 1 0 Responds to NRC 020627 ltr re violations noted in IE Insp 
Rapt 50-4-16/02-50 Corrective actions 10CFR50 99 evaluation 
required prior to mod of raduraste solidification sys will he 
performed U procedures revised 

MCCAUQHY. U P Mississippi Power 1 Light Co 02/09/27 

0'REILLY»J P Region 2. Office of Director 2pp 16365 240 24X 

Fiche SO-416. 02/12/01, 82J2090262 


— 8212070316 Forwards IE Insp Kept 50-416/02-58 on 820802-06 tf notice 
of violation 

LEUlBiR C Division of Project & Resident Programs 02/08/27 
STAMFLEY, N L Mississippi Power l Light Co 2pp 16365 250 24X 

Fiche 50-416, 02/J2/OI. B212O90282 


— 0212090320 Notice of violation from insp on 920002-06 

* Region 2, Office of Director 82/08/27 2pp 16365 252 24X 

Fiche 30-4 16,82/12/01/9212090282 


— 6212090332 IE Insp Rept 50-416/02-58 on- 020002-06 None Omp J i an c e noted 
failure to review Chen-Nuclear sol | d i f ica fci cm sys prior to 
use/ safety evaluation not written on alterations to radwasts 
lys it surveys not performed in restricted areas 
COLLINS, T R , 0ARR.K P Division of Engineering U Technical 
Programs 62/00/30 6pp 16365 234 24* Fiche 50-4J 6, 82/12/01, 

6212090202 


QPl 2090436 Confirm* 021124 ,i r rang ement % re 821202 enforcement 
conference in Atlanta, <?A to discuss circumstances concerning 
security violation & to discuss resolution of outstanding 
i terns 

O'REJLLY/J P Region 2, Office of Director 02/12/01 

8TAMPLEY, N L Mississippi Power it Light Co 2pj> 16364 269 24X 

Fithe 50-416,82/12/01,8212090436 


8D06I70259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies “ Svc list enct 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

U3pp 164 Ji 317 24X Ffche 50-000, 02/12/03, 82O0J 90259 


8200 1 90261 IE Info Notice 82-48, "Failures of Agaofcat CR 0095 Relay 
□ octets " Svc list end 

■JORDAN i E L Division of Engineering i duality Assurance B2/I2/03 
Consolidated Edison Co of New York, Inc UOpp 16462 064 24X 

Tiche 50-000, 02/12/03, 8200190361. 


8f0Bl?0267 IE Info Notice 62-49, ’'Correction for Sample Conditions far 
Air 6 Ca* Monitoring " Svc list end 

DEYDUNO, R C Director's Office, Office of Inspection and 

Enforcement 62/12/16 Consolidated Edison Co of New York, Inc 

127pp 16629 191 24X Fiche 50-000, 02/12/16,0200190267 


0208190260 IE Info Notice 02-50, "Mod of Solid State AC Under vo 1 1 age 
Relays Type ITE-27 11 Svc list end 

/JORDAN, E L Division of Engineering i Duality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc lOSpp 16620 293 24X 

Fiche 50-000, 02/12/20, 0200190268 


R Periodic operating reports It related correspondence 


G/l 22001 03 Forwards monthly operating rept for Nov £902 

MCOAUGHY/J P Mississippi Power u Light Co 82/12/15 DEYOtiNO, R C 
Director's Office, Office of Inspection and Enforcement 2pp 
16470 079 24X Fiche 90-416,02/12/15,8212200103 


'-0212200106 Monthly operating rept for Nov 1982 

RICHARDSON, J D Mississippi Power 6 Light Co 02/12/ ! 5 6pp 
16470 001 24X Fiche 50-416, 82/1 2/ 1 5, 821 2200103 


S Reportable occurrences, LERs it related correspondence 


021 2020033 Forwards updated LER 02-001 /99X-1 

MCOAUGH Y,J P Mississippi Power 6 Light Co 02/11/22 

D 'RETLLY, J P Region 2, Office of Director ip 16272 054 24 X 

fiche 50-416,02/11/22,8212020033 


— B212020D37 Updated LER 02-081 /99X-1 on 0209 16, dur i ng preopera 1 1 onal 
test, local instrument check revealed d i sc repanc i e s in 
containment ventilation monitoring sys effluent flowrate 
monitor indications Caused by clogged manifold 
BYRD, R Mississippi Power & Light Co 82/11/22 Region 2, 
Office of Director 2pp 16272 053 24X Fiche 50-4 16, 82/ 1 1 /2P. 

8212020033 


GDI 2020050 Forwards LER 02-1O0/99L-O 

MCGAUSHY, J P Mississipp i Power K Light Co 02/11/24 

O'REILLY, JP Region 2, Office of Director ip 16272 060 24X 

Tithe 50-416,02/11/24,6212020030 


--0212020061 LER 82-1O0/99L-O on 82 1027, d is co vered surveillance 
requirement s for some fire detection instruments not met & 
no documentation existed to indicate that heat detectors 
listed in Table 3 3 7 9-1 tested Cause not stated 

FREEMAN, M S Mississippi Power * Light Co 02/11/24 Region 2, 
Office of Director 2pp 16272 061 24X Fiche 50-416,02/11/24, 

8212020050 


DP J 2020050 Forwards updated LER S2-103/01X-1 

MCGAUOHY, J P Mississippi Fewer & Light Co 02/11/24 

O'REILLY, JP Region 2, Of flee of Director lp 16272 063 24X 

Fiche 50-416, 82/11/24, 8212020058 


—8212020063 Updated LER 02-103/01 X-l on 821022, fa 1 1 ure to demonstrate 
operability of remaining ac power sources discovered during 
review of documentation declaring HPCS,Div III diesel 
generator inoperable Caused by personnel error 

ALBERT, J Mississippi Power h Light Co 82/11/24 Region 2. 
Office of Director 2p p 16272 064 24X Ficho 50-416,02/11/24, 

0212020093 


GDI 20201 38 Forwards LER S2~ 105/01 T-0 

MCOAUGHY, J P Mississippi Power it Light Co 02/11/24 

O'REILLY, J P .Region 2, Office of Director ip 16274 J6J *?4X 

Fiche 50-416,82/11/24,8212020133 


--8212020144 LER 82-IO5/O1T-0 on 82 1 1 1 0. d es i g n review revealed turbine 
tTip condition in FSAR analysis lebs conservative than that 
caused by circulating water pump trip Caused by failure to 
account for 5-s steam bypass operation after turbine trip 
RYfiD, R Mississippi Power it Light Co 82/11/24 Region 3, 
Office of Director Ip 16274 162 24X Fiche 50-416,82/11/24. 

S212O2O130 


DPI 209007Q Forwards LER Q2-109/03L-0 

MCOAUGHY , J P Mississippi Power p Light Co 02/12/01 

O'REILLY, J P Region 2, Office of Director lp 16357 330 24X 

Fiche 50-416. 02/ 12/OJ, 8212090070 


--B212090081 LER 82-109/03L-0 on 821 102, diese 1 generator air start 
receiver pressure discovered less than required J75 psig 
Caused by open circuit breaker Breaker closed 

WDHRER, M V Mississippi Power t, Light Cn 02/12/01 Region &, 
Office of Director lp 16357 331 24X Fiche 50-416,82/12/01, 

G21 20900 70 


GDI 20901 1 0 Forwards LER B2-128/03L-0 

MC0AUGHY, J P Mississippi Power it Light Co 02/12/01 

O'REILLY, J P Region 2, Office of Director Ip 16357 301 21 X 

Fiche 50-416,62/12/01,8312090110 


- -B2 120901 1 3 LER 02-128/O3L-O on 021 102, standby diesel generator 12 
placed In maint mode while diesel genratnr 11 also down for 
ma i tit Caused by need to perform regular maint Generator 11 
repaired Ik returned to syc on 821110 

FREEMAN, M S Mississippi Rower * Light Co 02/12/01 Region 3, 
Office of Director Ip 16357 302 24X Fiche 50-416, 82/ 13/01, 

8212090110 


031 £090131 FOTuart* LER 92-J27/03L-0 

MCOAUQH/z J P Mississippi Power fc Light Co 02/12/01 

O 'REILLY, J P Region 2. Office of Director Jp 16359 179, P4X 

Fiche 50-416, 82/12/01, 8212090131 



DOCKETED ITEMS 


291 


— 821 2090 136 LER 02-127/O3L-O on 02 1 102. dur l it g cold shutdown, sh utdown 
cooling loop Q of RHR sye declared Inoperable In order to 
perform uiorV on butterfly valve Caused by vatve being 
installed backward due to const error Work completed 851124 
ROhRER, M V Mississippi Power & Light Co 02/12/01 Region 2, 

Office or Director lp 16359 JQO 34X Fichu 50-416,82/12/01, 
821209013 1 


■OP 1 2090177 Forwards interim LER 02-123/99X-O 

MCGAUGHY, J P Mississippi Power & Light Co Q2/I2/0I 

O'REILLY, J P Region 2, Office of Director lp 16359 211 24X 

Tiehe 50-416,82/12/01,6212090177 


-8212090 1 04 Interim LER 82- 1 23/99X-0 on 02 11 02, c ab i ne t 1H13P700 A, EL D & 
E, IH13P735A 6 D S' IH13P714A 8- B fire barrier penetrations in 
control bldg at 166 ft, broken for planned maint Hourly fire 
watch established Updated rep t to be submitted by 030202 
FLOYD, J M Mississippi Power & Light Co 02/12/01 Region 2. 

Office of Director lp 16359 212 24X Fiche 50-416,02/12/01, 

62120-70177 


Or J 2090326 Forwards LER 02-126/99L-O 

MCGAUGHY, J P Mississippi Power S, Light Co 02/12/01 

O'REILLY, J P Region 2, Office of Director lp 16363 113 24X 

fiche 50-416,82/12/01,8312090326 


--B312090344 LER 82-126/99L-0 on 821026, several firo dams !< penetration 
seals broken while replacing shorted cable running from 
control room to computer room Fire dams restored Work still 
progressing on penetration seals Update by 830202 

FREEMAN, M S Mississippi Power 6 Light Co 02/12/01 Region 2, 

Office of Director lp 16369 114 2 4X Fiche 50-416,82/12/01, 

6212090326 


0P1 2090074 Foruards LER 82-119/03L-0 

MCGAUGHY. J P Mississippi Power S< Light Co 02/12/02 

U 'REILLY* J P Region 2, Office of Director lp 16357 362 ?4K 

Mcfie 50-416, 02/12/02,8212090074 


--02 12090075 LER 02-119/O3L-O on 021 104, smoke detectors in ione covering 
auxiliary bldg east corridor annunciated Caused by dust 
accumulation Detectors cleaned & program instituted to 
clean detectors periodically 

FLOYS, J M Mississippi Power t< Light Co 02/12/02 Region 2, 
Office of Director lp 16357 363 24X Fiche 50-416,02/12/02, 

8212090074 


QPJ2090151 Foruards LER 02-11B/O3L-O 

MCGAUGHY, J P Mississippi Power 6 Light Co 83/12/02 

O'REILLY, J P Region 2, Office of Director lp 16359 117 24X 

riche 80-416.02/12/02,0212090151 


—0212070158 LER 02-118/O3L-O on 021 104, smoke detectors in piping 
p ene fcr ati cn , RHR C pump 6 LPCS rooms of auxiliary bldg 
annunciated w/o presence of smoke or fumes Caused by 
accumulation of dust on detectors 

FLOYD, J M Mississippi Power S< Light Co 82/12/02 Region 2, 

Office of Director Ip 16359 110 24X Fiche 50-416,82/12/02, 

0212090151 


GPJ 2090 159 Forwards LER 62-U2/03L-0 

MCGAUGHY, J P Mississippi Power *< Light Co 82/i2/02 

O'REILLY, J P Region 2, Office of Director lp 16359 100 24X 

Hehe 50-416,83/12/02,0212090159 


--821209Q164 LER 82-112/03L-0 on 921105, smoke detector in east awitchgpar 
Zt piping penetration rooms of auxiliary b Id g, e levation 
119 ft, alarmed h would not reset Caused by dust in detector 
Detector cleaned b returned to sve on 021100 

FREEMAN, M S Mississippi Power S< Light Co 02/12/02 Region 2, 
Office of Director Ip 16359 101 24X FUhe 50-416,82/12/02, 

0212090159 


DPI £090 17 1 Forwards LER B2-110/03L-0 

MCGAUGHY, J P Mississippi Power t Light Co 02/12/02 

O'REILLY, JP Region 2, Office of Director Ip 16361 290 24X 

Fiche 50-416.02/12/02,0212090191 


-8212090195 LER 82-110/03L-0 on 0211 05, aux l 1 i ary bldg east corridor area 
smoko detectors at 119 ft alarmed & did not reset Caused by 
accumulation of dust lomiation smoke detector cleaned & 
returned to svt Periodic detector cleaning initiated 
ROHR Eft, M V Mississippi Power St Light Co 02/12/02 Region 2, 

Office of Director lp 16361 299 24X Fiche 50-416,02/12/02, 

0212090191 


8f'J 2100297 Forwards LER 82-H4/03L-0 

MCGAUGHY, J P Mississippi Power * Light Co 02/12/07 

O'REILLY, J P Region 2, Office of Director ip 16376 219 24X 

riche 50-416,02/12/07.0212100297 


8212100306 LER 02-114/O3L-O on B21I08, smoke detector in lohe covering 
control b 1 d g, El evat ion 166 ft & 177 ft, alarmed It would not 
reset Caused by damage to detector due to installation work 
in. area Detector replaced t* tested satisfactorily 
FREEMAN, S Mississippi Power 8, Light Ctx 02/12/07 Region 2, 
Office of Director lp 16376 220 ?4X Fiche 50-416,82/12/07, 

8213100397 


□;.'12170137 Forwards LER 02- 120/99X-0 

MCGAUGHY, J P Mississippi Power Light Co 02/13/13 

O'REILLY, g P Region 2, Office of Director lp 16450 274 24X 

Fiche 50-416,02/13/13,8212*70137 


— 0212170146 LER B2-120/99X-0 on 02 1 1 05, d ur i n g sh utd own. f Ire door 1A106 
opened to drain standby sve water loop 8 by allowing 
passage of hose to channel water from flush h drain of loop 
Door will be restored Final rept expected by 030212 
FLOYD, J M Mississippi Power & Light Co 82/13/13 Region 2, 
Office of Director Ip 16450 275 24X Fiche 50-416,02/12/13, 

0212170137 


021 2170209 Forwards LER E2-130/D3L-0 

MCGAUGHY.J P Mississippi Power Light Co 82/12/13 

O 'REILLY, J p Region 2, Office of Director lp 16459 347 24X 

Tiche 50-416, B2/I3/13, 0212170209 


- -0212170213 LER 02-13O/O3L-O on 82 11 12 , sbutd own cooling loops A S< B qf 
RHR sys simultaneously inoperative Caused by net-d to bring 
down loop A to perform surveillance tests & add water to 
reactor vessel Surveillance performed 

FREEMAN, M S Mississippi Power U Light Co 02/13/13 Region 2, 

Office of Director lp 16459 340 24X Fiche 50-416,82/15/13, 

0212170209 


DIM 2170222 Forwards LER 02-123/99X-O 

MCGAUGHY. J P Mississippi Power U Light Co 02/12/13 

O'REILLY, J P Region 2, Office of Director lp 16459 319 24X 

fiche 50-416.02/12/13,821217022? 


--8212170227 LER 02-122/99X-O on 021 104 , dUT In g shutdown, cover to HVAC 
chase on elevation I4Q ft In control bldg Iowbt cable 
spreading room found removed Cause unknown Cover 
reinstalled Investigation continuing 

FLOYD, J M Mississippi Powpt 4, Light Co 02/12/13 Region 2. 
Office of Director lp 16499 320 24X Fiche 50-416,02/12/13, 

0212170222 


6312170263 Forwards LER 82-125/03L-0 

MCGAUGHY, J P Mississippi Power l Light Co 02/12/13 

Q'REILLYiJ P Region 2, Office of Director lp 16456 211 24X 

fiche 50-416,02/12/13,0212170263 


—8212170277 LER 82-1 25/03L-0 on 021113,200 gallons of potentially 
c ontami na t e d plant sve water drained to storm drains 
Effluent not sampled pTior to release Caused by personnel 
error Personnel instructed 

RDHRERiM V Mississippi Power *< Light Co B2/12/J3 Region 2, 
Office of Director lp I645& 212 24X Fiche 50-416,02/12/13, 

8212170263 


QIH 2170313 Forwards LER 02-I29/O3L-O 

MCGAUGHY, -J P Mississippi Power U Light Co 02/12/13 

O'REILLY, J P Region 2, Office of Director lp 16456 153 24X 

Fiche 50-416, 82/12/ 1 3, 62121 70313 


—0212170327 LER 82-129/031-0 on 621113,14 & 15, smoke detectors in 
auxiliary bldg new & spent fuel pool, east corn dor , nor theas t 
corridor equipment & steam tunnel root areas annunciated & 
would not reset Caused by dust in detectors 

RQHRER, M V Mississippi Power V Light Co 02/12/13 Region 2, 
Office of Director 2pp 16456 J 54 24X Fiche 50-416,02/12/13, 

8212170313 


0E'l 21 70334 Forwards LER 82-095/99X-0 

MCGAUGHY.JP Mississippi Power «, Light Co 02/12/13 
□ 'REILLY, J P Region 2, Office of Director ip 16436 160 24X 

Fiche 50-416, 82/12/13, 9212170334 


— 8212170339 LER 82-093/ 99X -0 on 821 106, three fire rated doors in 
auxiliary bldg blocked open due to painting sup pres n i ati 
pool Caused by need to route sandblasting hoses from outside 
bldg into suppression pool Hourly fire watch established 
FREEMAN, M S Mississippi Power U Light Co 02/12/13 Region 3* 
Office of Director lp 16456 161 24X Fiche 90-416,02/12/13, 

6212170334 


BP J 22 101 55 Foruards LER 82-063/99X-1 

MCGAUGHY, J F Mississippi Power Sc Light Co 02/12/14 

O'REILLY, JP Region 2, Office of Director lp 16484,241 24X 

Fiche 50-416, 82/12/14, S2122J0155 
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— 02122I01B3 LER 02-O63/79X- 1 on 920902. dur in g s h ufedown, s evera 1 tire- 
rated cabJ-e penetration seal* were broken on field 
termination cabinets In control room to a lieu routing of 
addl cable Seals repaired fallowing maint activities 
ALBERT, J M Mississippi Power & Light Co 82/13/14 Region 2, 

Office of Director lp 16494 242 24X Fiche 90-416,02/12/14, 

9212210155 


— 0212200057 LER 02-14O/99X-0 on 021112, during shutdown, f ire door LA21J 
(entrance to valve room 1A220> blocked open for hose which 
supported local leak rate testing Fire watch in effect Fire 
door secured upon tost completion 

FLOYD. J M Mississippi Power ft Light Co 82/12/16 Region 2, 
Office of Director Ip 16365 142 24X Fiche 50-416,02/12/16, 

8212260056 


0212210179 Foruard* LER 93-132/011-0 

NCGAJ3HY. J P Mississippi Power ft Light Co 02/13/14 

0 'REILLY* J P Region 2. Office of Director lp 16404 339 24X 

Fiche 30-416,82/12/14,8212210179 


32 J 22801 50 Forwards interim LER 02-130/99X-O 

MCGAUCHV, J P Mississippi Power ft Light Co 03/12/16 

□'REILLY, J p Region 2, Office of Director lp 16563 113 24X 

Fiche 50-416.83/12/16,8212280150 


— 0212210192 LER B2-132/01T-0 on 831130 ft 1202, several fire-rated 
electrical penetrat i on* found open Penetration openings 
authorized by maint work orders w /a notifying control room 
Instructions issued to responsible persons 

FREEMAN. 6 Mississippi Power ft Light Co 82/12/14 Region 2, 
Office of Director 2p p 16404 340 24X Fiche 50-416,63/13/14. 

8212210177 


— 8212280154 Interim LER 82-10Q/99X-O oh 021 1 12, dur ing shutdown, several 
duct covers could not be installed due to cables extending 
through ducts Caused by faulty design document Engineering 
evaluation underway 

AMBROSINO, R A Mississippi Power ft Light Co 82/12/16 Region 
2, Office of Director lp 16563 114 24X Fiche 50-4(6,02/12/16, 

8212200150 


8212210191 Forward s LER 82-011/99X-1 

NCOAUGHY, J P Mississippi Power ft Light Co 02/12/14 

O'REILLY, JP Region 2, Office of Director Jp 16485 016 24X 

Fiche 30-416,02/12/14.0212210191 


0PJ22BO177 Forwards LER 02-139/O3L-O 

MCGAUGHY.J P Mississippi Power ft Light Co 02/12/16 

O'REILLY. JP Region 2, Office of Director lp 16562 17? £?4X 

Fiche 50-416.82/12/16,9212280177 


— B2I2210205 LER 82-0U/99X-J on 620722, during functional testing of 
diesel generator 12, generator tripped due to high water 
jacket temp Caused by elevated cooling water temps due to 
isolated cooling water outlet valve Design change made 
flQHRER.M V Mississippi Power 6 Light Co 02/12/14 Region 2, 
Office of Director 2 ? p 16485 017 24X Fiche 50-416.82/12/14. 

0212210191 


—B 21 22801 B3 LER 02-139/O3L-O on 021118, smoke detector in control 
cabinet room alarmed ft would not reset No smoke or fumes 
present in area Caused by defective detector Fire watch 
established ft detector replaced 

FIOMRER, M V Mississippi Power ft Light Co 02/12/16 Region 2, 
Office of Director Ip 16562 180 24X Fiche SO-4 1 6, 02/ 1 2/16, 

8212280177 


B21 2210367 Forward* interim LER S2-Q27/99X-1 

MCCALPOHY. J P Mississippi Power ft Light Co 82/12/14 

0 'REILLY, J P Region 2, Office of Director Ip (6494 273 24X 

Fiche 50-416,02/12/14,0212210367 


—6212210371 Interim LER 93-027/9 9* -1 on B20727, tfur in g special insp, seal 
AV-SD discovered not installed in spare MVAC penetration to 
containment exhaust filter train room Threaded conduit plug 
installed Design change requested 

ROHRER.M V Mississippi Power ft Light Co 02/13/14 Region 2, 
Office of Director lp 16494 274 24X Fiche 50-416,02/12/14. 

8212310367 


0212210212 Forwards LER 82-021/99X-1 

MCGAUGHY, J P Mississippi Power ft Light Co 92/12/(5 

O'REILLY, JP Region 2, Office of Director lp 164B3 339 24X 

Fiche 50-416.82/12/15,0212210212 


— 0212210227 LEff 82-P21/99X-I on B20720, 1 ini t lng condition for operation 
entered due to quarterly test of radioactive liquid effluent 
monitoring <ys not being performed by 020720 Caused by 
inadequate <yi design Design change implemented 

ROHRER, iM V Mississippi Power ft Light Co 82/12/1S Region 2, 
Office of Director lp 164 03 360 24X Fiche 50-416,02/13/15, 

0212210212 


02 J 238024 1 Forwards LER Q2-137/03L-0 

MCOAUOHY, J P Mississippi Power ft Light Co 02/12/16 

O'REILLY. JP Region 2, OtfiCE of Director lp 16561 205 L’4X 

Fiche 30-416, 82/12/16, 8212200241 


— 82132B0245 LER 82-137/03L-0 on B21H7,fire rated doors 0C5D3 ft CCLOl 
blocked open by hoses being used in sealing of control room 
penetrations during shutdown Caused by planned maint 
activities Hourly firfl watch established 

AMBROSINO, R A Mississippi Power 1, Light Co 02/12/16 Region 
2, Office of Director lp 16561 206 24X Fiche 50-416,82/12/16, 

8212290241 


02 J 2290306 Forwards LER 82- 1 42/97X-0 

NCOAUGHY, J P Mississippi Power ft Light Co 82/12/16 

□ 'REILLY, T P Region 2, Office of Director Ip 16558 360 24X 

Fiche 50-416, 02/12/16, 8212200386 


— B21220O3S9 LER 02- 1 42/99X-0 on 82 1 1 18, dur 1 n g shu td own, f i r e barriers 
broken in control room to allow cable rerouting per approved 
maint work order Fire watch established Fire barriers 
resealed following completion of work 

FLOYD, J M Mississippi Power ft Light Co 02/12/16 Region 2, 
Of r i c e of Director lp 16558 361 24X Fiche 50-416,02/12/16, 

8212200386 


82122(0375 Interim Deficiency Rep t 4 re corroded terminal boards on 
fcransmi tter* Initially reported on 020421 Corrosion 
attributed to moisture Final rej t expected by 030128' 

MCGAUGHY, J P Mississippi Power ft Light Co B2/I2/15 

O'REILLY, J P Region 2, Office of Director 2pp 16494 314 24X 

Fiche 50-416, 02/12/15, 0212210375 


8212280080 Forwards interim LER 82-031 /99X-I 

MCGAUCHYrJ P Mississippi Power ft Light Co 82/12/19 

O'REILLY, J P Region 2, Office of Director ip 16564 236 24X 

Fiche 50-416. 02/12/15,821 2280080 


BPJ 2380458 Forwards LER 02-141/99X-O 

NCOAUGHY, J p Mississippi Power 8, Light Co 82/12/16 

O'REILLY, J P Region 2, Office of Director lp 16556 020 24X 

Mche 50-416, 02/12/16,8212200450 


— 0212280463 LER S2-141/99X-0 on 821 112, fire doors 1A308 & 1A316 blocked 
open to route hoses to sandblasting operations in 
suppression pool Caused by planned maint activity Upon work 
completion doors will be restored 

■BYRD, R Mississippi Power ft Light Co 82/12/16 Region 2, 

Office of Director lp 16556 021 24X Fiche 50-416,82/12/16, 

0212200458 


— 8212200081 Interim LER 82-031/99X-1 on 820722. H VAC penetration seal 
CV-190 found not installed during in*p Caused by const 
oversight Maint work order released to install seal & 
hourly fire watch established until task completed 
ROWER, K V Mississippi Power ft Light Co 82/12/15 Region 2, 
Office of Director Ip 16564 237 24X Fiche 50-416,02/12/15. 

0212280090 


02 12200377 Final Deficiency Rept PRD-82/33 re excessive length of 
capscrews in standby diesel generator air start valve 
assembly potentially resulting in valve failure Initially 
reported on 820623 Deficiency not reportable per Part 31 
MCGAUGHY. JP Mississippi Power & Light Co S2/12/15 

O'REILLY, J.P Region 2, Office of Director 5pp 16959 086 24X 

Fiche 50-416,82/12/15,6212280377. 


Q 2 J 2280056 Forward* LER 82-140/99X-O 

MCOAUOHY, J P Mississippi Power ft Light Co 82/12/16, 

O'REILLY, J P Region 3, Office of Director lp 16569 141 24X 

Fiche 90-416, 82/12/16. 82122800 96 


8?J 2280466 Forwards LER 82-13S/99X-0 

MCGAVOHY, J P Mississippi Power ft Light Co 82/12/16 

0 'REILLY, J P Region 2. Office of Director Ip 16556 010 24X 

Fiche 50-416, 02/12/(6, 8212280466 


—,8212200475 LER B2-135/99X-0 on 821105, smoke detector* in auxiliary 
bldg steam tunnel covered to prevent fumes from causing 
erroneous alarms Caused by paint fumes from planned maint 
activity Fire watch established until 021200 

AMBROSINO, R A Mississippi Power ft Light Co 92/12/16 Region 
2. Office of Director lp 165S6 0(9, 24X Fiche 30-4(6,02/12/16. 

0212280466 


B21 2200402 Forwards LER 82- 1 33/0PL-0 

MCCAJOHYrJ P Mississippi Power ft Light Co 82/12/17 

O'REILLY, J P Region 2, Office of Director Ip 16560 053 24X 

Fiche, 50-416, 02/12/17, 8212280402 
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--82 1258 04 12 LER 82-133/03L-0 during 02 1 027-29, RHR 4 LPCS rendered 
inoperable uhen suppression pool drained to allow painting 
of carbon steel components Limiting conditions for operation 
entered Painting completed & pool filled 021204 

AMDROSTNCJ. R A Mississippi Power & Light Co 05/12/17 Region 

2, Office of Director 2pp 16360 054 24X Fiche 50-*416, 

03/12/17- 0212200402 


0^12200194 Forwards LER 82-123/99X-1 

MCGAUGHY, J P Mississippi Power 6 Light Co 82/12/20 

O'REILLY. JP Region 2, Office of Director Ip 16562 294 24X 

Tiche 50**416< 82/12/20. 8212200194 


--□212280190 LER 03-123/99X-1 on 021102, fire barrier penetrationc to 
cabinets in control bldg broken to complete planned maint 
activity Fire watch established Penetrations resealed 
Limiting conditions for operation cleared 

FLOYD. J M Mississippi Power 6 Light Co 02/12/20 Region 2, 

Office of Director lp 16562295 24X Fiche 50-416,02/12/20, 

82 1 3260194 


CM 2200309 Forwards LER 82-134/03L-0 

MCGAl/QHY. J P Mississippi Power i Light Co 02/12/20 

O'REILLY. JP Region 2, Office of Director lp 16561 133 24X 

fiche 50-4 1 6, 82/ 1 2/20. 02 1 2200300 


--B21 220331 1 LER 82-134/03L-0 on 021201 , during r 0 ld shutdown, RHR loop A 
shut down to allow flush of RHR loop Q piping Caused by need 
to maintain RHR loop 0 for return to operation RHR loop A 
returned to svc 

ROKRER.M V Mississippi Power $< Light Co 02/12/20 Region 5, 

Office of Director lp 16561 134 24X Fiche 50-416,82/12/20. 

0212290300 


OI'l 2200312 Forwards LER 02-O48/99X-O 

MCGAUQHV. J P Mississippi Power & Light Co 62/12/20 

0 'REILLY, J P Region 2, Office of Director lp 16561 361 24X 

fiche 50-416, 02/12/20, 8212200312 


--02122803 14 LER 02-O40/99X-O on 8200 1 2, d i sc o vered unsealed fire barrier 
betueen two control room cabinets Caused by const oversight 
Fire barrier sealed by maint work order on 020919 

ROHRER.il V Mississippi Power & Light Co 02/12/20 Region 2, 

Office of Director lp 16561 362 24X Fiche 30-416,02/12/20, 

0212280312 


□212280327 Forwards LER B2-107/03X-1 

MCOAUQHY.J P Mississippi Power & Light Co 02/12/20 

0 'REILLY , J P Region 2, Office of Director lp 16561 064 24X 

1 icfie 50-416, 02/12/20, 02122BO327 


— 9212200336 LER 82-107/03X-1 on 021014, when entering Mode 3, r e qu i r emen fcs 
of Tech Spec 365c not satisfied Caused by inoperable 
drywell post-LOCA vacuum breaker position indicators 
Indicators replaced Tech Specs amended 

ALBERT, J M Mississippi Power 6 Light Co 02/12/20 Region 2# 

Office of Director lp 16561 065 24X Fiche 50-416,02/12/20, 

0212200327 


0212200344 Forwards LER B2-033/99X-1 

MCOAUGHY, J P Mississippi Power & Light Co 02/12/20 

O'REILLY, JP Region 2, Office of Director lp 16561 035 24X 

Fiche 50-416, 62/12/20, 0212200344 


—6212260352 LER B2-033/99X-1 on 820014, HPC8 diesel generator 13 started 
on low reactor vessel level indication & tripped on 
overspeed Caused by faulty tachometer relay Dynalco relay 
replaced it sys restored on 020019 

BYRD, R Mississippi Power it Light Co 02/12/20 Region 2, 

Office of Director 2pp 16561 036 24X Fiche 50-416,82/12/20, 

6212200344 


0212300039 Forwards LER S2-146/03L-0 

MCOAUGHY, J P Mississippi Power it Light Co 02/12/22 

O'REILLY, JP Region 2, Office of Director lp 1659EJ- |96 24X 

Tiche 50-416.02/12/22,0212300039 


0212300047 LER 02-146/O3L-O on 021 124, drywe 1 1 to containment 
differential pressure not verified within proper frequency 
during hot shutdown Caused by Inadequate procedure 
Procedure revised 

ROHRER.M V Mississippi Power Ik Light Co 02/12/22 Region 2, 
Office of Director lp 16590 197* 24X Fiche 50-416,82/12/22, 

8212300039 


02 i 23000B4 Forwards LER 02- 143/03L-0. 

MCGAlfGHY, J P Mississippi Power & Light Co 82/12/22 

O'REILLY, J P Region 2, Office of Director lp 16599 027 24X 

Tiche 50-416.02/12/22,8312300004 


—8212300087 LER 82-143/03L-0 Qn 821201 , s e i s m i c switch alarmed it would 
not reset No seismic event had occurred Caused by instrument 
cover touching cover bracket resulting in spurious alarms 
when personnel walked across floor Cover repositioned 
RCHRER,M V Mississippi Power l> Light Co 02/12/22 Region 2, 
Office of Director Ip 1&599 02B 24X Fiche 50-416.83/12/22, 

0212300084 


82 1 2300 1 1 4 Forwards LER B2-144/03L-0 

MCGAUQHY, J P Mississippi Power i Light Co 82/12/22 

O'REILLY, J P Region 2. Office of Director lp 16598 231 24X 

Fiche 50-416, 02/12/22,8212300114 


—0212300119 LER B2**i 44/03L-0 on 821123. fire detection zones 2-7 it 2-0 
alarmed u/no fire or smoke present Cause undetermined Smoko 
detectors N531G tt N707D reset 

DYRD, R Misiissippi Power & Light Co 02/12/22 Region 2, 
Office of Director Ip 1659B 232 24X Fiche 50-416,02/12/22, 

0212300114 


821 2300106 Forwards LER 82- 1 45/03L-0 

MCOAUGHY, J P Mississippi Power 4< Light Co 82/12/22 

D 'REILLY, J P Region 2, Office of Director lp 16590 029 24X 

Tiche 50-416,02/12/22,8212300186 


— B212300200 LER B2- 1 45/03L-0 on 0211 27, meteorological monitoring sys 
removed from svc for approx 7 5 h to perform work as 
required by Design Change Package 02-457 Caused by planned 
malnt outage Change Implemented 

BYRD, R Mississippi Power it Light Co 82/12/22 Region 2, 
Office of Director Ip 16598 030 24X Fiche 50-416,02/12/22, 

0312300106 


6212300222 Forwards LER 82-153/99T-0 

NCGAUGHY.J P Mississippi Power it Light Co 83/12/23 

CJ 'REILLY, J P Region 2, Office of Director lp 16590 034 24X 

Fiche 50-416,82/12/23,8212300222 


— B2123OO220 LER 02-1S3/99T-O on 821207 , dur i n g dally channel check, 
channel A wind direction sensor at elevation 162 ft gave 
erroneous indication Caused by defective sensor Sensor 
replaced & channel returned to svc 

ROHRER.M V Mississippi Power i Light Co 82/12/23 Region 2, 
Office of Director lp 16590 03S 24X Fiche 50-416,02/12/23, 

8212300222 


DOCKET 50-417 GRAND QULF NUCLEAR 9TATJ0N, UNIT 2 


A Application/construction stage documents & correspondence 


8211230066 Generic Ltr 02-27 to a 1 1 BUR licensees of operating reactors 
except LACEWR , 9 i g Rock Point, Dr estfen 1, Humboldt Bay, 
applicant* for OL U holders of CP re transmittal of 
MUREO-0763 It NUREG-07B3 Svc list end U/o stated end 
EISENHUT.D 0 Division of Licensing 82/11/15 General Public 
Utilities “ CPU Service Corp 22pp 16307 004 24X 

Fiche 50-000, 02/ 11/15, 021 1 23006 6 


8212070274 Forwards balance of info to dose Humphrey containment 
c oncerns, inc 1 uding '‘Evaluation Rapt on Modified BQLA-VOF 
Code" !t "Survey of Tests tc Analyses on Effectiveness of RHR 
Bys in Pool-Cooling Mode" if proprietory Figure* 10 - 29 
DALE. L F Mississippi Power & Light Co 02/12/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 62pp 16340 120 
24X Fiche 50-416,02/12/03,8212070274 


—8212070276 "Evaluation Rept on Modified SOLA-VDF Code " 

H1RT.C U , STCILIAN, JM Flow Science, Inc 02/10/10 U pp 
16340 190 24 X Fiche 50-416,02/12/03,0212070274 


—8212070278 Revision A to "Survey of Tests fc Analyses on Effectiveness 
of RhR Sys in Pool-Cooling Mode " 

* Quadrex Corp QUAD- 1-B2-245 REV A 82/11/30 St pp. 

16340 201 24 X F 1 che* 50-416, 82/1 2/03, 821 2070274 


0212170278 Comments on BWR0G-B260. "NURE 0-073 7, Item II K 3 18, Mod of 
Automatic Dep restur i tat ion Sys Logic » Option 4, providing 
bypass timer delay, will assure adequate core cooling during 
worst case conditions 

DALE, L, F Mississippi Power it Light Co 02/12/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. 2pp 16461 192 
24X Fiche 50-416,02/12/14,0212170270 


0212230252 Discusses util responses to recently discusied unresolved 
NRC concerns re automatic depressurization sys air sys. 

DALE, L F Mississippi Power it Light Co 02/12/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director, 4pp 16511 063 
24X Fiche: 50-416,82/12/20, 8212230252 
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0212270154 Submits updat'd qualification status & jus ts f i cat i on far 
interim operation of N55S equipment not meeting SORT 
c r 1 1 e r f a, or i g } nel I y submitted 620405 

DALE, L F Mississippi Power L Light Co 82/12/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16338 343 
24X Fiche 50-4 16, 82/ 12/22, 8212270154 


F Security, medical, emergency % fire protection plans 


B212290207 Submits supplemental info on emergency preparedness at 
facilities State of LA revised radiological emergency 
preparedness plan will be submitted in Feb 1933, due to 
delays at state level 

THOMAS, L II Federal Emergency Management Agency B2/12/17 
DIRCKS, W Office of the Executive Director for Operations Ip 
I6S78 202 24X Fiche 50-416,02/12/17.0212290207 


9212270235 Forwards addl info re adequacy of onsite communication ays, 
per 821115 telcon Communication ays testing during startup 
phase will provide confidence that use of two-way radios la 
restr icted, as required 

DALE, L F Mississippi Power it Light Co 82/12/22 DENTON, H f? 
Office of Nuclear Reactor Regulation, Director I3pp 16536 253 
24X Fiche 50-416,82/12/22,0212270235 


0 Adjudicatory correspondence 


QP1210OI13 Decision ALAD-704, af f i rming ASLB 821020 decision denying 
State of LA B20721 petition to intervene subj to final 
outcome of judicial proceedings before US Supreme Court in 
NRC vs NR DC 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 82/12/00 
13pp 16375 346 24X Fiche 30-416,82/12/00,8212100113 


G Inspection reports, IE Bulletins t correspondence 


8208190240 IE Bulletin 82-03, R evi s i on 1. "Stress Cracking in Th ick- 
Wal 1, Large-Diameter, Stainless Steel, Roc ircu lati an Sys Piping 
at OWR Plants “ Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

ll2pp 16462 163 24X Fiche 50-000, B2/J0/2B, 0200 J90240 


8212090357 Forwards IE Insp Rept 50-417/S2-J6 on 021012^15 No 
noncomp liance noted 

VERRELLLD (1 Division of Project & Resident Programs 82/10/20 

STAMPLEY, N L Mississippi Power A Light Co 2pp 16365 152 24X 

Fiche 50-417,82/10/20,8212090357 


— 0212090364 IE Insp Rept 50-417/82-16 on B21012-15 No none amp 1 lane e 
noted Major areas inspected structural concrete 
HARRIS, J R . C0NLON, T E Division of Engineering & Technical 
Programs 02/10/26 3pp 16365 154 24X Fi che 30-417, 82/10/28, 

8212090397 


9212090414 Approves issuance of 6ALP Repts S0-416/B2-45 U S0-4I7/B2-11 
for Jul 1780-June 1981 Mg t attentive to matters of nuclear 
safety Weaknesses in Unit 1 preoperetional testing S< 
training programs noted 

□ 'REILLY, JP Region 2, Office of Director 92/11/01 

STAMPLEY, N L Mississippi Power t* Light Co 2pp 16363 013. 24X 

Fiche 30-416,02/11/01,6212090414 


— B212090421 Forwards SALP Repts 50-416/82-43 & 50-417/82-11 Pot 
J ul 1900-June 1981 Comments requested within 20 days 
LEWIS, R C Division of Project 6 Resident Programs 82/07/22 
STAMPLEY, N L Mississippi Power & Light Co 2pp 16365 014 24X 

Fiefie 50-416,82/11/01,8212090414 


—821209042? SALP Repts 50-416/82-49 & 50-417/02-11 for Jul 19B0- 
Juna 1981 Weaknesses in Unit I preoperati onal testing it 
training programs noted 

* Region 2, Office of Director 82/07/22 I5pp 16365 017 24X 

Fiche 50-416,82/11/01,8212090414 


8206190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
801 5. Model 802 Thermoluminescent Dosimeters " Svc list 
enc 1. 

COflB» L 1 Division of Fuel Facilities, Materials l> Safeguards 
82/11/03 Consolidated Edison Co of New York, Inc. llOpp 
16372: 142 24X Fi che 30-000, 02/1 1/03, 8200190245. 


6208190251 IE Info Notice 92-44, "Clan f Uati on of Emergency Plan 
Exercise Requirements 11 Svc list end 

JORDAN, E L Division of Engineering it Duality Assurance 62/11/18 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24X 

he 30-000.02/11/18,8200190251 


8208190256 IE Info Notice 82-46, "Defective it Obsolete Combination 
Padlocks 41 Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

!27pp 16411 065 24X Fiche 50-000, 02/1 1 /26, 8208190236 


8206190257 IE Info Notice 82-47, “Transportation of Type A Quantities 
of Non-Fissile Radioactive Mat! " Svc list end 
COBS, L I Division of Fuel Facilities, Materials & Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 

16307 028 24X Fiche 50- 000,82/11/30,0208 1 90257 


8200190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list enc 1 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

113pp 16411 317 24X Fiche 30-000.02/12/03,0200190257 


0209190261 IE Info Notice 02-49, "Failures of Agastat CR 0095 Relay 
Sockets 44 Svc list end 

JORDAN, E L Division of Engineering 6 Ovality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24/ 

Fiche. 30-000, 82/12/03, 820B 190261 


8200190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air it Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

127pp 16620 191 24X Fiche 50-000.02/12/16,0200190267 


8PO819O260 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 '* Svc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOBpp 16620 293 24X 

Fiche 50-000, 02/12/20. 8200190260 


3 Reportable occurrences, LERs & related correspondence 


821 2200377 Final Deficiency Rept PRD-02/33 re excessive length of 
capscrews in standby diesel generator air start Valve 
assembly potentially resulting in valve failure Initially 
reported on 020623 Deficiency not reportable per Part 21 
MCOAUGHY.J P Mississippi Power & Light Co 82/12/19 

O'REILLY, J P Region 2, Office of Director 5pp 16539 006 24X 

Fiche 30-416, 02/12/ 1 3, 82 1 2200377 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION. UNIT 3 


A Ap p 1 1 cation/cons truct i on stage documents it correspondence 


B21 2290061 Request* Hats of reviewer* Prom each branch who will be 
assigned to plant QL applications it list of SRP sections for 
which reviewers will be performing safety reviews 
YOUNGBLOOD, 0 J Licensing Branch 1 82/12/09 THOMAS, C 

Standard! rati on U Special Project* Branch EVANB, L J Fuel Facility 
Safeguards Licensing Dranch MCCORKLE, G U Power Reactor Safeguards 
Licensing Branch 2pp 16606 360 24X Fiche 50-000,02/12/09, 

0212290061 


8P12300092 Respond* to 021209 memo requesting identification of 
reviewers U associated SRP sections for forthcoming 0L 
reviews EW McPeefc it FD Anderson chosen to review Sections 
13 6 it 16 0, r espectl vely 

THOMAS, C 0 atandardirat ion it Special Projects Branch 02/12/23 
YOUNGBLOOD, B J Licensing Branch 1 Ip 16624.263 24X 

Fiche 50-000, 02/12/23,0212300092 


C Utility Environmental Report <ER>, amend* fc correspondence 


0212300023 Notifies that environ rept acceptable DE8 input should bo 
completed within 2 months of receipt of PRA 
YOUNGBLOOD, B J Licensing Branch 1 82/12/22 HULMAN, L 0 

Accident Evaluation Branch lp 16624202 24X 

Fiche 50-423, 82/12/22,0212300023 


D NRC Draft/Final Environmental Statements, suppls ?< correspondence 


0212300023 Notifies that environ rept acceptable DES input should be 
completed within 2 months of receipt of PRA 
YOUNGBLOOD, B J Licensing Branch I 82/12/22 HULMAN, L G 
Accident Evaluation Branch lp 16624 202 24X 

Fiche 30-423, 82/12/22,0212300023 
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F Security* medical, emergency & fire protection plans 


BIM 2210355 Forwards revision to physical security plan Revision 
withheld <r 8 f 1QCFR2 790) 

COUNSIL.W 0 , CAGNETTA* J P Noitheast Nuclear Energy Co (subs of 
Northeast Uti 1 ities) C0UNS1L, W G North e as t Ut i 1 i t i e* 02/12/09 
DENTON* H R Office of Nuclear Reactor Regulation* Director Ip 
16489 i 76 24/ Fiche 50-423,02/12/09,9212210355 


0 Inspection reports* IE Bulletins L correspondence 


8P08I90240 IE Bulletin 02-03, Revi ft i on 1, ''Stress Cracking in Thick- 
kal 1* Large-Di ameter, Stain! ess Steel* Recircu lation Sys Piping 
at BUR Plants " Svc list end 

DEVQi/NG* R C Director's Office* Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York, Inc 

1 12pp 16462 163 24 X Fiche 50-000*02/10/28*8206190240 


0208190245 IE Info Notice 82-42* ‘’Defects Observed in Panasonic Model 
801 & Model 802 Thermoluminescent Dosimeters " Svc list 
ene 1 

CQBO*L I Division of Fuel Facilities* Materials S* Safeguards 
82/11/05 Conso 1 idated Edison Co of New York* Inc UQpp 
J 6372 142 24X Fiche 50-000*82/11/05*8208190243 


0208190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements 11 Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/11/10 
Consolidated Edison Co of New York* Inc I09pp 16411 199 24X 

Fiche 50-000,82/11/18.8200190251 


0212060107 Forwards IE Insp Rept S0-423/B2-13 on 021018-22 No 
noncomp 1 lance noted 

MARTIN* T T Division of Engineering 1 Technical Programs 02/11/22 
COUNSIL.W C Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2p p 16311 050 24X Fiche 50-423,82/11/22*8212060187 


— B2 12060 190 IE Insp Rept 50-423/82-13 on 821018-22 No none omp 1 i ance 
noted Major areas inspected matl receipt insp of electrical 
c amponents. cab le & cable tray installation & GC insp of 
electrical work 

RICHARDS* S , BETTENHAUSEN* L Division of Engineering ti Technical 
Programs 82/11/17 6pp 16311 092 24X Fiche 50-423,82/11/22* 

0212060187 


9208190236 IE Info Notice 82-46, "Defective & Obsolete Combination 
Padlocks " Svc list end 

D£YOUNO*R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 069 24 X Fiche 50-000*82/11/26,8208190256 


8212140322 Forwards IE Insp Rept 50-423/82-12 on 820910-30 it 1001-23 
No noncomp 1 iance noted 

STAR08TECKI, R Division of Project & Resident Programs S2/U/29 
COUNSIL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2p p 16401 273 24X Fiche 50-423*82/11/29,0212140322 


— B2I2I40337 IE Insp Rept 50-423/82-12 on 820910-30 h 1001-23 No 
noncomp 1 lane e noted Major areas inspected followup of 
previous insp find mgs* p lant tours, elec tr ical cable pulling 
t< installation of reactor vessel internals 

MATTIA* J C * EL SASSER, T Division of Project 4 Resident Programs 
82/11/23 7pp 16401 275 24X Fiche 50-423,82/11/29,0212140322 


0208190257 IE Info Notice 02-47* "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl '■ Svc list end 
COSB.L I Division of Fuel Facilities* Materials & Safeguards 
62/ 1 1/30 Consolidated Edison Co of New York, Inc 356pp 
16387 020 24X Fiche 50-000,82/11/30*8200190257 


0208190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies ” Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

l 13pp- 16411 317 24X Fiche 50-000,02/12/03,8208190259 


9200190261 IE Info Notice 02-40, "Failures of Agastat CR 0095 Relay 
Sockets n Svc list end 

■JORDAN, E L Division of Engineering it Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc HOpp 16462 064 24 X 

fiche 50-000,02/12/03.0208190261 


B20BI90267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air 6 Ga* Monitoring M Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

1 27pp 16620 191 24X Fiche 50-000,82/12/16,8208190267 


0200190260 IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type ITE-27 " Svc list end 

JORDAN* E L Division of Engineering fc Qua! ity Assurance 02/12/20 
Consolidated Edison Co of New York, Inc I08pp 16628 293 24X 

fiche 50-000,82/12/20*0200190260 


S Reportable occurrences, LERs fe related correspondence 


B2120B0541 Interim deficiency rept re failure of motor pinion g oar 
shear keys in Limitorque Model SDQ (8D-25) motor operated 
valves Initially reported on 02OBO4 Vendor info 
inconclusive Evaluation continuing 

COUNSIL.W 0 , CAGNETTA* J f> Northeast Nuclear Energy Co (subs of 
Northeast Utilities) CAGNETTA* J P Northeast Utilities 92/11/24 
HAYNES* R C Region 1* Office of Director 2pp 16352 030 24X 

Tiche 50-423,02/11/24*8212000541 


8P1 2160470 Interim deficiency rept re cracks related to embedments in 
containment crane wall (SO-29) Initially reported on 821105 
Investigation continuing Update will be provided by 830215 
COUNSIL* W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL.W 0 Northeast Utilities 02/12/07 

HAYNES, R C Region 1, Office of Director lp 16442 112 24X 

Fiche 50-423*82/12/07,0212160470 


DOCKET 50-424 ALVIN W VOOTLE NUCLEAR PLANT, UNIT 1 


A Ap p 1 i cat i on/ cons true 1 1 on stage documents & correspondence 


0212280356 Advises that submittal of GA organ i 2 at i ona 1 change in 
Chapter i7 of PSAR will be delayed until Feb or Mar 1903* to 
allow for inclusion of add! info on refinements td QA 
program 

DUTTON, D E Georgia Power Co 02/12/21 EISENHUT.DO Division of 
Licensing Ip 16560 099 24X Fiche 50-424,82/12/21,8212200336 


Q Inspection reports, IE Bulletins S* correspondence 


8208190240 IE Bulletin 02-00, Revi s i on 1, "Stress Cracking in Thick- 
Wall , Large-Di ameter* Stainless Steel, fiec lrcu lotion 9ys Piping 
at BNR Plants " Svc list encl 

DEYOUNG* R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York* Inc 

1 I2pp 16462 163 24X Fiche 50-000,02/10/20,0208190240 


0212090248 Forwards IE Insp Repts 50-424/82-25 It 50-425/B2-25 on 
021018-20 No noncomp 1 iance noted 

DANCE* H C Division of Project 8* Resident Programs 02/11/02 

KELLY, R J Georgia Power Co 2pp 16363 350 24X 

Fiche 50-424,82/11/02,8212090240 


— B212090258 IE Insp Repts 50-424/B2-23 30-425/02-25 on 021010-20 No 

noncompliance noted Major areas inspected diesel generator 
storage* observation of cable tray support i ns ta 1 1 a ti on. QA 
audits It OA/QC procedures 

HUNT* M D , CONLON, T E Division of Engineering U Technical 
Programs 02/10/29 4pp 16363 352 24X Fiche 30-424,02/11/02, 

8212090248 


8212090227 Forwards IE Insp Repts 50-424/02-24 fc 30-425/02-24 an 
820911-1010 No noncompliance noted 

DANCE* H C Division of Project & Resident Programs 02/11/03 

KELLY, R J Georgia Power Co 2pp 16361 300 24X 

Fiche 50-424, 82/11/03. 8212090227 


—0212090245 IE Insp Repts S0-424/82-24 8, 50-423/02-24 on 02091 1-1010 No 
noncompliance noted Major areas inspected primary 
containment* aux i 1 iary bldg, control bldg, fuel handling bldg, 
steam generator mod* t< pipe spool 8* control panel insp 
SANDERS* W F , BROWNLEE* V L Division of Project & Resident 
Programs 82/11/01 6pp 16361 302 24X Fiche 50-424,92/11/03, 

8212090227 


8208190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 L Model 002 Thermoluminescent Dosimeters " Svc list 
encj 

COBBiL I Division of Fuel Facilities, Materials !< Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc ilOpp 
16372 142 24X Fiche 50-000,02/11/03,0208190243 


0200190251 IE Info Notice 02-44* "Clarification of Emergency Plan 
Exercise Requirements " 8vc list encl 

JORDAN, E L Division of Engineering &■ Quality Assurance, 82/11/10 
Consolidated Edison Co of New York, Inc I0?pp 16411 199 24X 

Fiche 50-000, 02/1 i/10* B2081 90251 


0208190256 IE Info Notice 02-46* "Defective U Obsolete Combination 
Padlocks ” Svc list encl 

DEYOUNG, R C Director's Office* Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York* Inc 

127pp 16411,065 24X Fiche 50-000, 02/11/26*0208190256 
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8209190357 IE Info Notice BJ2-47, “Trans portat ion of Type A Quantities 
of Non-Ff *5 1 1 a Radioactive Matl " Svc list encJ 

C0BB/-L f Division of Fuel Facilities. Material* i* Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 

16387 026 2 4X Fiche 50-000,02/11/30.3200190257 


B208190239 - IE Bulletin 32-04, “Deficiencies in Primary Containment 
Electrical Penetration Assemblies " 6vc list end 
DEYOUNG, R C Director's Office, Office af Inspection and 
Enforcement 02/12/03 Consol i dated Edison Co of New York, Inc 

1 1 3p.p 16411 317 24X Fiche 50-000. 02 /1 2/03, 620S 1 9025? 

9200190261 IE Info Notice 82-48* "Failures of Agastat CR 0093 Raley 
Sockets ° Svc list end 

JORDAN* E L Division of Engineering & Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc IlQpp 16462 064 24X 

Tiche 50-000,62/12/03,6200190261 


020B190267 IE Info Notice 62-49, "Correction for Sample Conditions for 
Air t Qas Monitoring w Svc list end 

DEYOl/NQ, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

1 27p p 16620 191 24X Fiche 50-000. 02/12/ 16* 8206190267 


8209190268 IE Info Notice 02-50, "Mod of Solid State AC UndervD 1 tog e 
Relay* Type ITE-27 " Svc list eiic I 

JORDAN, E L Division of Engineering 6 Quality Assurance 02/12/20 
Consolidated Edison Co of New York. Inc lOBpp 16620 293 24X 

Fiche 50-000, 02/12/20. 8203190266 


DOCKET 30-425 ALVIN W VOOTLE NUCLEAR PLANT, -UNIT 2 


A Ap pi ication/ construe tion stage documents h correspondence 


3212230356 Advises that submittal of QA organ i lational change in 
Chapter 17 of PEAR will be delayed until Feb or Mar 1903, to 
allow for inclusion of add! info on refinements to GA 
program 

DUTTON, D E Georgia Power Ca 02/12/21 EISENHUT.D 0 Division of 
Licensing Ip 16 560 099 24X Fiche 90-424, 32/12/21 , 0212280356 


Q Inspection reports* IE Bulletin* l correspondence 


B2O019O24O IE Bulletin 82-03, Re vi s ion 1, “Stress Cracking in Th ick- 
Nall, Large-Diameter, Stainless Steel, Recirculation Sy s Piping 
at BW7T Plants “ 9vc list end 

PEYOUMO, R C Director's Office, Office of Inspection and 

Enforcement 82/10/2 8 Consolidated Edison Co of New Yor k, Inc 

I 12pp 16462 163 24X Fiche 30-000.82/10/23,8205190240 


BP1 2090240 Forwards IE !n»p Repts 50-424/82-25 & 50-425/82-25 on 
821018-20 No noncomp 1 iance noted 

DANCE* H - C Division of Project £ Resident Programs 02/11/02 

HELLY.fi J Georgia Power Co. 2pp 16363 330 24X 

Fiche" 90-424, 92/ 1 1 /02. 821 2090248 


— 82I209025B IE Insp Repts 50-424/82-25 «< 50-425/82-25 on 021018-20 No 
none ufflpli one e noted Major areas i nsp ec ted , d lose I generator 
storage, obs ervat ion of cable trey support i nsta 1 1 a t ion, QA 
audits It GA/ac procedures 

HUNT, M D r CONLCN, T E Division of Engineering & Technical 
Program* 82/10/2? 4pp 16363 352 24X Fiche 50-424,82/11/02. 

02 I 209 0240 


3212090227 Forward* IE Insp Repts S0-424/B2-24 6 30-425/82-24 on 
820911-1010 No noncompliance noted. 

DANCE, H C Division of Project $< Resident Programs 02/11/03 

KELLY, R >T Georgia Power Co 2pp 16361 300 24X 

Fiche 50-424. 62/ 11/03, 021207022 7 


- -02 1209024 5 IE Insp Rept* 50-424/32-24 k 50-425/G2-24 on 820911-1010 No 
none dmp 1 iance noted Major areas inspected primary 
containment, au nil iary bldg, control bldg, fuel handling bldg, 
steam generator mod* S< pipe spool & control panel insp 
SANDERS, W F t BROWNLEE. V L Division of Project & Resident 
Programs B2/11/01 6pp 16361 302 24X Fiche 50-424.32/11/03, 

8212090227 


8200190245 IE Info Notice 82-42, “Defects Observed in Panasonic Model 
881 & Model 802 Thermo 1 uminescent Dosimeter* " Svc list 
end. 

CQBB.L I Division of Fuel Facilities, Materials & Safeguards 
82/11/05 Consolidated Edison Co of Neui York* Inc llOpp 
16372:142 24X Fiche 50-000,02/11/05,0208190245 


0203 19023 ( IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirement* 11 Svc list end 

JORDAN, E L Division of Engineering fc Quality Assurance 62/11/10 
Consolidated Edison Co. of New York, Inc JO?pp 16411 19? 24X 

Fiche: 90-000. 02/11/13,0208190251 


02OBJ9D256 IE Info Notice 82-46, "Defective h Obsolete Combination 
Padlocks ’■ Svc list end 

DEYQUMQ.R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

J27pp 16411 063 24X Fiche 50-000, 02/i t / 26, B2O0 190256 


0200190257 IE Tnfo Notice 02-47, "Trans p orta t i on of Type A Quantities 
of Non-Fissi 1 e Radioactive Matl '■ 3vc list end 
C0D9»L I Division of Fuel Facilities, Materials 6 Safeguard* 
02/11/30 Consolidated Edison Co af New York, Inc 356pp 

16387 020 24X Fiche 50-000,82/11/30,8208190257 


02OB19O259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNQ, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York. Inc 

113pp 16411 317 24X Fiche 50-000,02/12/03,0200190259 


6200190261 IE Info Notice 82-40, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN. E L Division of Engineering & Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 50-000,82/12/03,8200190261 


fl, '08190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air 6 Qas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

|27pp 16620 191 24 X Fiche 50-000,82/12/16,0200190267 


82081 9026 B IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type 1 TE-27 " Svc list end 

JORDAN, E L Division of Engineering 8< Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc 108pp 16620 293 24X 

Fiche 50-000.02/12/20,0208190260 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


A Appl icat ion/cons true t ion stage documents & correspondence 


021 2270418 Responds to FQI A request for documents re proposed revision 
6/or update to reactor safety study referred to in 
NURE0-07S4, Chapter 10 as RS II At all document* pertaining to 
reactor cooling methods Forwards documents listed in app 
FELTON, J M Division of Rule* and Records 82/11/26 SHOLLY, 8 C 
Union of Concerned Scientist* 3pp 16549 233 24X 

Fiche 50-000, 82/11/26, 8312270418 


— B21 1 050027 Forwards summary of semiscale test results & advises that 
board notification re test results issued W/o end 
NOVAK. T M Assistant Director for Licensing 82/09/24 
Division of Licensing Ip 16549 270 24X Fiche 50-000,02/11/26* 

8212270418 


8212220440 Doard Notifications 02-125 & 82-123A forwards info re 
H Etherington evaluation of flow blockage during natural 
circulation of PWRs Results do not adversely impact present 
position on reliance on natural circulation 

NOVAK, T M Assistant Director for Licensing 82/12/14 Atomic 
Safety and Licensing Board Panel 5pp 16523 135 24X 

Fiche 90-000,02/12/14,0212220440 


0212220461 Board Notification 02-124 forwards RJ Mattson 021123 memo re 
Seniscale S-UT-0 test results Phenomena of core level 
depression 6 loop seal clearing may be more complex than 
previously supposed 

NOVAK, T M Assistant Director for Licensing 02/12/i4 Atomic 
Safety and Licensing Board Panel 7pp 16523 169 24X 

Fiche 50-000, 02/12/14.8212220461 


8212270481 Notifies that manufacturing license for Dffshore Power Sys 
will bo Issued on 621217 

DIRCK9. W J Office of the Executive Director for Operations 
82/12/15 PALLADINO, N J , QIL1N5KY, V , AHEARNE, J Commissioners 
lp. 16940 362 24X Fiche 50-437, 82/12/15, 8212270401 


8212270423 Forward* Manufacturing License ML-i for production of up to 
eight floating nuclear plants FR notice of issuance 
EISENHUT, D 0 Division of Licensing 02/12/17 THOMAS, H A 
Offshore Power Systems (subs of West inghouse Electric Co rp ) 2pp 
16971 293 24X Fiche 50-437,02/12/17,8212270423 


— 8212270425 Manufacturing License ML-1 for production of up to eight 
floating nuclear plants 

ErSENHJT, D G Division of Licensing 82/09/30 13pp 16571 295 
24X Fiche 50-437, 02/12/17, 8212270423 


— 8212270426 Notice of Issuance of Manufacturing License ML-1 

APENSAM, E Q Licensing Branch 4 82/12/17 4pp I657I 309 24X 

Fiche 50-437, 02/12/17, B2 12270423 
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G Adjudicatory correspondence 


0212070160 Memorandum t, Order CLI -82-37, find i ng that immediate 
effectiveness review does not apply to mfg licenses Mfg 
license can become effective before becoming final 
Commissioners Gilinsky Si Ahearne separate views encl 
CHlLK, S J Office of the Secretary of the Commission 02/12/06 
1 2 p p 1*5 S3 5 29? 24X Fiche 50-437, 82/12/06, 0212070160 


Q Inspection reports, IE Oulletins 4t correspondence 


9209190240 IE Bulletin 02-03, Revi s i on 1, '’Stress Cracking in Thick- 
Wall , Lar g e-D i ame ter. Sta i n 1 e ss S tee 1 , R ec ir cu la t i on Sys Piping 
at BMR Plants " Svc list encl 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

I12pp 16462 163 24X Fiche 50-000. 82/i 0/20, 82081 90240 


9209190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
□01 it Model 802 Thermoluminescent Dosimeters " Eve list 
pne I 

CODB, L J Division of Fuel Facilities, Materials St Safeguards 
82/11/05 Consolidated Edison Co of New York, Jhc llOpp 

16372 142 24X Fiche 50-000,82/11/05,0200190243 


Bt?OQ 1 9025 1 IE Info Notice B2-44, "C lar l f l ca t i on of Emergency Plan 
Exercise Requirements " Svc list encl 

JORDAN, F L Division of Engineering & Quality Assurance 02/11/18 
Co-nso 1 1 dated Edison Co of New York, Inc lG9pp 164ti 199 24X 

Fiche 50-000,82/11/10,8208190251 


S2f08 1 90256 IE Info Notice 82-46, "Defective 6 Obsolete Combination 
Padlocks ’* Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Lnf orcem-ent 82/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 065 24X Fiche 30-000,02/11/26,0200190336 


0^00190357 |E Info Notice 82-47. "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl 11 Svc list end 
CO BO i L I Division of Fuel Facilities# Materials It Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc C356pp 
16307 020 24X Fiche 50-000,02/11/30,8200190257 


0208190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/13/03 Consolidated Edison Co of New York, Inc 

113 pp 16411 317 24X Tiche 50-000,82/12/03,8200190259 


81*00190261 IE Info Notice 02-48. "Failures of Agastat CR 0095 Relay 
Dockets " Svc list end 

JORDAN. E L Division af Engineering 4: Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

fiche 50-000,82/12/03.0208190261 


6209190267 IE Info Notice 02-49, “Correction for Sample Conditions for 
Air 6 Gas Monitoring " Svc list end 

DEYOUNG, R c Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York. Inc 

1 27pp 16620 191 24X Fiche 50-000, 02/12/ 16. 02OB19O267 


□ 208190260 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type ITE-27 " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/12/20, 

Consolidated Edison Co of New York, Inc lO0pp 16628 293 24X 

fiche 50-000, 02/12/20, 8200 1 70260 


1 Hearing transcripts on non-ant i trust matters 


0212020226 Unofficial transcript of 021123 af f i rma t i on/d I scus b i on & 
vote in Washington, DC re SECY-62-425 4c SECY-02-449 
* Commissioners 82/11/23 Spp 16308 193 24X 

fiche 50-000,82/11/23,8212020226 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency & fire protection plans 


8212100046 Responds to R Heron 811202 telcon request re emergency 
operations facility (EOF) Response to Generic Ltr 61-10 on 
010602 describes util plans to utilize central emergency 
response ctr Project-specific details to be provided 
KAMMER, D S Tennes s ee Va 11 ey Au thor i ty 82/12/06 ADENSAM, E 

Licensing Branch 4 Ip 16379 071 24* Fiche 50-000,82/12/06, 

9212100046 


J Insurance 6 indemnity information 


Q212020269 Submits info re const t warehouse values located offsite as. 
result of revised site descriptions under ANI/MAELV nuclear- 
liability insurance facility form policies 

DUCK, J R Marsh tc McLennan, Inc j M 8, M Nuclear Consul tents, I nc Div 
82/11/10 HAlNES.H L American Nuclear Insurers Ip 16200 396 
24 X Fiche 50-000, 82/11/19. B2 12020 269 


8212300300 Forwards Endorsement 16 to NELIA Policy NF-258 

DUCK, -J R Marsh 6 McLennan, I nc , M & M Nuc lear Consultants, I rvc Div 
02/12/27 SALTZMAN, J Assistant Director for State & Licensee 
Relations 2pp 16594 195 24X Fiche 50-430,02/12/27,0212300300 


K Utility Final Safety Analysis Report <F8AR> fc amends 


B2 1 2200437 Forwards affidavit of LM Mills certifying svc of Amend 23 to 
FSAR on 821221 

MILLS, L M Tennessee Valley Authority 82/12/22 ADENSAM. E 
Licensing Branch 4 Ip 1655* 059 24X Fiche 50-438.02/12/22. 

8212200437 


G Inspection reports, IE Bulletins & c orresp ondence 


GP09I90240 TE Bulletin 82-03, Revi s i on 1, "Stress Cracking in Thick- 
Wall , Larg e-D 1 am« ter , S tain 1 ets Steel, ftecircu lation Sys Piping 
at BUR Plants " Bvc list encl 

DEYQUNO, R C Director's Office, Office of Inspection and 

enforcement 82/10/28 Consolidated Edison Co of New York, Znc 

1 I2pp 16462 163 24 X F i c he: 50-000, 02/1 0/29, 0208190240 


BE08190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
001 S< Model 002 Thermoluminescent Dosimeters " Svc list 
enc 1 

COBB, L 1 Division of Fuel Facilities, Materials Safeguards 
32/1 1 /OS Consol id a tad Edison Co of New York, Inc llOpp 

J 6372 142 24X Fiche 50-000,82/11/05,0200190243 


8212090520 Forwards IE Insp Rapt* 50-430/82-29 U 50-439/02-29 on 
321026-29 No none amp 1 1 ant e noted 

VERRELL 1 » D M Division of Project & Resident Programs 02/11/12 

PARflIS, H Q Tennessee Valley Authority 2pp 16366303 24X 

Fiche 50-438. 82/1 1/ 12. 02 1 2090320 


--B212Q9053* IE lnsp Repts 50-430/02-29 6 30-439/82-29 on 821026-29 No 
noncompliance noted Major areas inspected licensee action on 
previous enforcement ma tters . RCPB pipe we 1 ds. safety-related 
pipe support tc restraint sys 6 IE Bulletins 79-02 6 79-14 
GIRARD, E H * LIU, W C < HLAKG, J J Division of Engineering 6 
Technical Programs 02/11/10 lOpp 16366 305 24X 

Fiche 50-430, 02/11/12, 92 12090520 


□200190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list t*ncj 

JORDAN, E L Division of Engineering U Quality Assurante 02/11/10 
Consolidated Edison Cq of Mew York, Inc lD9pp 16411 199 24X 

P i cha* 50-000, 02/ 11/10. 0300190251 


9208190256 IE Info Notice B2-46, "Defective tc pb s ol ete Comb i nat 1 on 
Padlocks 11 Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 065 24X Fiche 50-000,82/11/96,0200190256 


GPO019O257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissil* Radioactive Matl " Svc list encl 
COBBiL I Division of Fuel Facilities, Materials & Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 3S6pp 

16307 028. 2 4X Fichs. 50-000, 02/1 1/30, B2O019O257 


0208190259 IE Bulletin 82-04, '’Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list encl 
DEYQUNO, ft C. Director's Office, Office of Inspection and 

enforcement B2/12/03 Cons ol ida ted Edison Cn of New York, Inc 

1 13pp 16411 317 24X Fiche* 30-000, 02/12/03, 0200190259 


0208190261 IE Info Notice 02-40. "Failures of Agastat CR 0095 Relay 
Sockets *• Svc Jist encl 

JORDAN, E L Division of Engineering & Quality Assurance 02/12/03 
Consolidated Ediion Co of New York, Inc llOpp 16462 064 24X 

Fiche 50-000,82/12/03,0200190261 


8200190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air U Qa* Monitoring *■ Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

1 27p p 16620 191 24X Fiche 50-000,82/12/16.0209190267 
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82081 90268 IE Info Notice 82-50, "Mod of Solid State AC Undervo 1 tagc 
Relay* Type ITE-27 " Svc list end 

JORDAN. E L Division of Engineering t Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc tOBpp 16628 293 24X 

Fiche 30-OCO, 82/12/20,9208190268 


S Reportable occurrences, LERs related correspondence 


□212020107 Seventh interin deficiency rept re old grease pulped on 
motor winding of reactor hldg cooling fans Initially 
reported on 810128 Tubing removed & grease relief holes 
plugged Next rept by B30223 Also reportable per Part 21 
MILLS, L H Tennessee Valley Authority 82/11/23 O'RErU-Y, J p 
Region 2, Ofnce of Director 2pp 16272 029 24X 

Fiche 50-438. 82/1 1/23. 8212020107 


8212020139 Final deficiency rept re water in rock anchor tendon head 
protective grease cans Initially reported on 790523 Ground 
water will not prevent prestressing sys from performing 
intended functions Components tested for corrosion 
MIlLS. L M Tennessee Valley Authority 82/11/23 0 'REILLY, J P 

Region 2, Office of Director 3pp 16274 164 24X 

Fiche 30-438. 82/11/23, B21 2020 139 


8212020137 First interim deficiency rept re unqualified flux hose 
connections Initially reported on 821027 Package of ail info 
re flue hose assembled for reanalysis Next rept expected by 
830430 

HILLS. L H Tennessee Valley Authority 82/11/24 D'REfLl-Y, J P 
Region 2. Office of Director 2pp 16274 159 24X 

Fiche 50-438,82/11/24.8212020137 


B2I2020149 First interim deficiency rept re failure to analyje 
isometrics 4 load tables Initially reported on 821026 
Analysis check errors subsequently identified Deficiency 
will be addressed When errors resolved Next rept by 830322 
HILLS. L M Tennessee Valley Authority 82/11/24 O'REILLY. JP 
Region 2. Office of Director 2pp 16274 157 24X 

Fiche 50-438, 02/11/24, 021 2020 14 1 ? 


8P12020162 First interim deficiency rept re failure to review diagrams 
properly Initially reported on 621027 Review of revisions to 
functional control logic diagrams continuing Next rept will 
be submitted by 030722 

M ILLS. L M Tennessee Valley Authority 82/11/24 O'REILLY. J P 
Region 2, Office of Director 2pp 16274 174 £4X 

Fiche 50-438.82/11/24,0212020162 


821203000 1 First interim deficiency rept re easily bent heat collecting 
fins 4 corroding sprinkler heads in fire suppression sys 
Initially reported on 821026 Proposed disposition to replace 
Star Model QE sprinkler heads under review 

MILLS. L M Tennessee Valley Authority 82/11/29 O'REILLY, J P 
Region 2, Office of Director 2pp 16304 212 24X 

Fiche 50-000, 82/11/29,8212030001 


8212140047 Seventh interim deficiency rept re m i scategoT i m tion of main 
feedwater It containment isolation valves Initially reported 
on 810106 Atwood it Morrill seismic it stress rept re awing 
check valves qualification approved Next rept by 830331 
MILLS. L M Tennessee Valley Authority 02/12/06 O'REILLY. JP 
Region 2, Office of Director 2p P 16408 279 24X 

Fiche 90-438.02/12/06,8212140047 


0212140415 Final deficiency rept re conduit loading on annulus framing 
in reactor bldg Initially reported on 820802 No corrective 
action necessary Qubj nonconformance determined not 
reportable per 10CFR50 55(e) 

MILLS, L h Tennessee Valley Authority 82/12/06 O'REILLY, J P 
Region 2, Office of Director 2p p 16403 310 24X 

Fiche 50-430.02/12/06,8212140415 


8212150079 Revised final deficiency rept re pipe hanger documentation 
error Initially reported on 810128 Const informed by 010601 
memo that final approval by div of engineering design 
manager must be received before installation o-f hanger* 

MILLS, L M Tennessee Valley Authority 02/12/08 O'REILLY, J f 
Region 2, Office of Director 2pp 16431 019 24X 

Fiche 50-430, 02/12/08, 821 21 S0079 


0212170157 Fourth interim deficiency rept re improper use of foam 
plastic installation on stainless steel pipe Initially 
reported on 820203 Instruction memo re insulation types & 
drawings revised Next rept expected by 030321, 

MILLS, L M Tennessee Valloy Authority 02/12/10 O-'RfflLLY, J P 
Region 2, Office of Director 2pp 16462 026 24X 

Fiche 50-438, 82/12/10,021217 0157 


0212170160 Second revised final deficiency rept re Johnson Machine 
Works weld* on revolving platform truck* Initially reported 
on BU1Q6 Also reportable per Part 21 New welding magnetic 
particle or dye penetrant tested 4> training initiated 
MILLS, L M Tennessee Valley Authority 82/12/10 O'REILLY# J P 
Region 2, Office of Director 3pp 16462 023 24X 

Fiche 50-438, 82/12/10,8212170160 


B21 2170221 Supplemental deficiency rept re unacceptable replacement 
for component cooling water pump shaft Initially reported 
on 820301 Completion of corrective actions expected by 
030201 Also reportable per Part 21 

MILLS, L M Tennessee Valley Authority 82/12/10 0 'REILLY. J P 

Region 2, Office of Director Ip 16459 356 24X 

Fiche 50-430, 82/12/10, 0212170221 


8212200001 Third interim deficiency rept re generic deficiency in 
design review Initially reported on 011213 No adtfl info 
available until action team 821215 rept Next rept will be 
submitted by 830420 

MTLLS.L M Tennessee Valley Authority 82/12/iJj O'REILLY, J P 
Region 2, Office of Director Ip 16473 362, 24X 

Ftche 50-000,82/12/13,8212200001 


BP1 2030072 Fourth interim deficiency rept re chiller unit piping 
components nfg by Dunham-flush improperly welded Initially 
reported on 820111 Next rept expected by 630620 AUo 
reportable pBr Part 21 

MILLS, LM Tennessee Valley Authority 02/U/29 O'REILLY, J P 
Region 2, Office of Director 2pp 16304 214 24X 

Fiche 30-438,82/11/29,8212030072 


8212200017 Fifth interim deficiency rept re design review process 
interface coordination activity Initially reported on 
810717 Corrective action to be based on action team rept to 
be issued approx 821215 Next rept expected by 830422 
MILLS, L M Tennessee Valley Authority, 02 / 12/13 O'REILLY, J P, 
Region 2, Office of Director 2pp 16473 009 24X 

Fiche 50-000, S2/12/13, 8212200017 


0212030152 Second interim deficiency rept re design problems w/B&W 
steam generators Initially reported on 820030 Addition of 
external header investigated Next rept expected by 830131 
Also reportable per Part 21 ^ 

MILLSiLM Tennessee Valley Authority 02/11/29 O'REILLY. JP 

Region 2, Office of Director 2pp 16303 305 24X 

Fiche 50-438,82/11/29,8212030152 


rwpv re poixnim stress corroi 

cracking in RCS supports k restraints far bolt torques 

Initially reported on 810024 Util program to survey RCB 

mat! properties continuing Also reported psr Part 21 

MK-LS, L M Tennessee Valiey Authority 02/12/13, O'REILLY, JP 

Region 2, Office of Director 2pp 16403*301 SAX 

Fiche 50-438. 82/12/13,8212210256 


0212090163 Final deficiency rept re steam pressure regulator 
VBTi : iCaU °" "dements Initially reputed 0 n 
ei05l9 OMBR requirements met No evidence found that 
deficiency exists 

MILLS. LM Tennessee Valley Authority 82/12/03 Q'RENly J P 
Region 2. Office of Director 2pp 16359 096 24X 

Fiche 30-438, 02/12/03, 8212090163 ^ 


9 emhlSJad } n ?!V i ? 1 <lBflcUncy repfc rB Potent ial ly event raated 

embedded plates Initially reported on 82041 2. Mult i p la 
supports attached to plates w/o design review of plate 

CQT1#t *P BC i**u»<* Next rept by 030404. 

nloVfnS* 1 n J? nn#S !‘n, VaI i ey 03/12/14 O'REILLY, JP 

Region 2, Office of Director 2pp 16405 260 SAX 
Fiche 50-000, 02/12/14, 8212210026^ 


B2 12 1 00270 Fifth interim deficiency rept re lack of Div of F n . tn »... 

tll'ii: HU?*?™" QA »*'><'*''”* before^uiork En * in * erin 3 

b r * ported SH020 Final rept will not be 

submitted until decision mad. on deferral ofpn ! tl 

» i stt oyxvirix'Az o ' re,llv - ° p 

Fiche 50-000,82/12/06,8212100270 ** 


9 fe f rim d# fl clenc y rept re omissions to auxiliary 

feedwater pump drawings Initially reported on 820225 
Auxiliary feedwater pump vants, drains * turbine cooling 

S?lYS P £ nfi T lnC0rp0ra ^*? , lnt0 drawl "»« Next rept bif 030409 
MILLS, LM Tennessee Valley Authority 02/12/14 O'flETLLY, J P 
Region 2, Office of Directo? 2pp. 16485 120 24X L J ' P 

Fiche 50-430, 62/12/14, 0212210122 K 


V ,,v. co iwura; n:r^:a? 1 i; p :/: c nirL::SntM 

Initially raport.d on 620418 OuaHfijin. dacumantafcto* * 
M!i P f*o t |° d M by Ntx * rept expected by 030330 

MILLS, L M Tennessee Valley Authority 82/12/14 i vie 

Region 2, Office of Director 2pp 16493 096 \> ay REILLY, J p 

Flch. S0-438,B2/12/14,8SI2210344 »*«3 094. S4X 
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02 1 2210431 Fourth interim deficiency rept re resolution of 
unant i c 1 pated vibratory loading concerns Initially reported 
on 820120 Const activities for Yellow Creek U Hartsville 
deferred Next rept will be sent by 030322 

MILLS. -L M Tennessee Valley Authority 02/12/15 O'REILLY, J P 
Region 2, Office of Director 2pp 16499 168 24X 

Fiche 50-000. 02/12/15. 8212210431 


82122G035B First Interim deficiency rept re substitution of grouted 
anchors for wedge bolts w/o ensuring adequate shear load 
capacities Initially reported on 821117 TVA will evaluate 
deficiency Nett rept will be submitted by 830328 
MILLS# L M Tennessee Val ley Authority 02/12/15 O'REILLY, JP 
Region 2» Office of Director 3pp 16598 357 24X 

Fiche 30-4301 B2/ 12/1 5, 821 220035 0 


□212300006 Final deficiency rept re allowable stresses for pipe support 
design Initially reported on 811207 Nonconformance not 
reportable per I0CFR50 55<e) because condition not 
nonconforming or adverse to safe operation 

MILLS, L M Tennessee Valley Authority 02/12/16 □'REILLY. U P 
Region 2# Office of Director Qpp 16590 136 24X 

Fiche 50 - 438.02/12/16.8212300006 


0212220419 First interim deficiency rept re improper use of alternate 
analysis elbolets Initially reported on 821118 Piping 
le/elbolets qualified by alternate criteria identified 6 
evaluated Next rept due by 830323 

MILLB.L M Tennessee Valley Authority 82/12/17 O'REILLY. J P 
Region 2. Office of Director 2pp 16503 272 24X 

Fiche 30-43B. 82/12/17, 8212220419 


6212200064 Second Interim deficiency rept ro shielded power cable bend 
radius Initially reported on 020306 Cable samples will be 
tested for worst case bend installation Next rept will be 
submitted by 830722 

NILL6.L M Tennessee Valley Authority 02/12/20 O'REILLY, J P 
Region 2. Office of Director 2pp 16363 137 24X 

F i efi*' 90-438, 82/12/20. 0212280064 


8212280305 Final Deficiency Repts 90-438/82-58 t< 50-439/82-52 re 
nonconforming reactor bldg door weld by Johnson Machine 
Works Initially reported oh 020816 Reactor bldg equipment 
hatch doors to be reworked Also reported per Part 21 
HILLS. L M Tennessee Valley Authority B2/I2/20 O'REILLY, J P 
Region 2, Office of Director 3pp 16562 055 24X 

Fich* 50-438,02/12/20,0212200305 


6212280328 Third interim deficiency rept re BLW design of RCB supports 
*< restraints Initially reported on 020618 DM4 recommended 
disposition reviewed 6 comments returned for evaluation 
Next rept will be submitted by 830620 

MILLS, L M Tennessee Valley Authority 82/12/20 O'REILLY, J P 
Region 2, Office of Director 2pp 16561 062 24X 

Fiche 50-438, B2/12/20, 821 22B032B 


8212200100 Fourth Interim deficiency rept re small globe valves in 
auxiliary feedwater sys exceeding weights length 
limitations Initially reported on 820222 Valves replaced on 
Unit 1 Unit 2 drawings revised Next rept due by 830415 
MILLS, L.M Tennessee Valley Authority 02/12/21 0 'REILLY, J P 

Region 2, Office of Director 2pp 16564 219 24X 

Fiche 30-438# 82/12/21 , 0212280100 


□212280210 Supplemental deficiency rapt tb GE relays Initially reported 
on 910313 Add 1 relay coils needed for replacement in intake 
pumping station Completion expected by 830430 Also 
reportable under Part 21 

MILLS* L M Tennessee Valley Authority 82/12/21 Q 'REILLY, J P 
Region 2, Office of Director lp 16362 206 24X 

Fiche: 30-438, 82/12/21, 0212280210 


6212260340 Second interim deficiency rept re steam generator support 
bo-its mfg by Lakeside Bridge L Steel ' Inltia 1 ly reported on 
820723 Applicant awaiting results ofj/bolt testing 6 
evaluation Next rept will be submitted^ 030331 
MILLB.L M Tennessee Valley Authority 02/12/21 O'REILLY, J.P 
Region 2, Office of Director 2pp 16^0:097 24X 

Fiche 30-430, 82/12/21, 0212290340 


DOCKET 30-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 
F. Security, medical, emergency fc fire protection plans 


8212100046 Responds to R Heron 011202 telcon request re emergency 
operations facility (EOF) Reiponse to Generic Ltr 01-10 on 
010602 describes util plans to utlllie central emergency 
response ctr Project-specific details to be provided 
KAHMER, D. 8. Tenntsiee Valley Authority 02/12/tfb ADEN8AM, E 
Licensing Branch 4 lp 16379 071 24X Fiche 90-000, 62/12/06, 

6212100046 


J Insurance h. indemnity information 


B212020269 Submits info re const & warehouse values located offsite as 
result of revised site descriptions under ANI/MAELU nuclear 
liability insurance facility form policies 

DUCK, J R Marsh {< McLennan, Inc , M L M Nuclear C onsu 1 tants, 1 ne Div 

82/11/16 HAINES, H L American Nuclear Insurers tp 16200 356 
24X Fiche 50-000,02/11/16,0212020269 


9^12300300 Forwards Endorsement 16 to NEL IA Policy NF-258 

DUCK, J R Marsh i McLennan, inc , M £< M Nuc lear C onsu 1 tants, T nc Div 
02/12/27 EALTZMAN. J Assistant Director for State & Licensee 
Relations 2pp 16594 195 24X Fiche 50-430,02/12/27,8212300300 


K Utility Final Safety Analysis Report < FSAR ) & amends 


BP! 2200437 Forwards affidavit of LM Mills certifying sve of Amend 23 to 
FSAR un 02 1221 

MILLS. L M Tennessee Valley Authority 02/12/22 ADENSAM, E 
Licensing Branch A Ip 16556 059 24X Fiche 50-438,82/12/22, 

0212280437 


0 Inspection reports, IE Bulletins t, correspondence 


0208190240 JE Bulletin 82-03, Re vi s i on 1, "Stress Cracking in Thick- 
Wall , Large-Di ameter, Sta l n| ess Steel, Recirculati on Sys Piping 
at BUR Plants " Svc list end 

DEYOUNG, fl C Director's Office. Office of Inspection and 

Enforcement 82/10/20 Consolidated Edison Go of New York, Inc 

1 1 2pp 16462 163 24X Fiche 50-000, 82/10/ 28, 820B 1 90240 


Q5OQ190245 IE Info Notice B2-42, “Defects Observed In Panasonic Model 
801 t. Model 602 Thermoluminescent Dosimeters " Svc list 
end 

COBB, L 1 Division of Fuel Facilities, Materials & Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc IlOpp 

16372 142 24X Fiche 50-000,02/11/05,020819024 5 


021 2090528 Forwards IE I nap Repts SO-430/B2-29 St 50-439/02-29 an 
821026-29 No noncomp 1 i anc e noted 

VERRELLI.DM Division of Project t» Resident Programs 82/11/12 
PARRIS, H O Tennesse* Valley Authority 2pp 16366 303 24X 

Fiche 50-43B, 82/11/12,0212090520 


—6212090536 IE Imp Repts 50-430/62-29 b 50-439/B2-2? on 021026-29 No 
noncomp! ian ce noted Major areas inspected licensee action on 
previous enforcement matters, RCP0 pipe we 1 di, safety-related 
pipe support & restraint sys & IE Bulletins 79-02 i 79-14 
GIRARD, E H , LIU, U C , BLAKE. J J Division of Engineering & 
Technical Programs 62/11/10 iOpp 16366 309 24X 

Fiche 50-4 30, 02/ 11/12, 021 2090520 


□208190251 IE Info Notice B2-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, C L Division of Engineering 8, Quality Assurance 02/11/10 
Consolidated Edison Co of New York. Inc* 109pp 16411 199 24* 

riche 50-000, B2/11/18, 820B190251 


8206190256 IE Info Notice 82-46, '‘Defective *, Obsolete Combination 
Padlocks " Svc list and 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of NewYor*. inc 

1 27pp 16411 065 24X Fiche 50-000,82/11/26,6208190256 


8208190257 IE Info Notice 82-47. "Transportation of Type A Quantities 
of Non-Flssile Radioactive ttatl “ Svc list end 
COBB. L 1 Division of Fuel Facilities, Materials V Safeguards 
62/11/30 Consolidated Edison Co of New York, Inc 396pp 

16387 038 24X Fiche 90-000,02/11/30,0208190257 


0208190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration As semtu 1 i e s " 3vc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

1 13p p 16411 317 24X Fiche 50-000,82/12/03,8208190259 


0200190261 IE Info Notice 82-40, "Failures of Agastat CR 0095 Relay 
Sockets “ Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc IlOpp 16462.064 24x 

Fiche 50-000,02/12/03,0208190261 


0208190267 IE Inf(j Notice B2-49, ‘'Correction for Sample Conditions fo r 
Air b Gas Monitoring " Svc list end 

DEYpUNOt R C Director'# Office, Office of Inspection and 

Enforcement. 82/12/16 Consolidated Edison Co of New York, Inc 

127pp 16628 191 24X Fiche 30-000,62/12/16,6208190267 
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0200190240 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relay* Type I TE-27 " Svc list encl 

JORDAN. E L Division of engineering it duality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc IGSpp 16620 293 24 X 

F i che 50-000,02/12/20,0200190260 


S Reportable occurrence*. L6R* & related correspondence 


0212020107 Seventh interim deficiency rept re old grease pumped on 
motor binding of reactor bldg cooling fans Initially 
reported on 010120 Tubing removed & grease relief hole* 
plugged Next rept by 830223 Also reportable per Part 21 
MILLS. L M Tennessee Valley Authority 02/11/23 O'REILLY. JP 
Region 2. Office of Director 2pp 16272 029 24X 

Fiche 30-430. 02 / 11 /23, 02 1 2020 1 07 


8212020139 Final deficiency rept re water in rock anchor tendon head 
protective grease can* Initially reported on 790323 Ground 
water will not prevent prestresMng sys from performing 
intended function* Component* tested for corrosion 
MILLS, L M Tennessee Valley Authority 02/U/23 O'REILLY, J P 
Region 2. Office of Director 3pp 16274 164 24 X 

Fiche 30-430, 62/11 /23. 02 1 2020 139 


0212020137 First interim deficiency rept re unqualified flux hose 
connections Initially reported on 821027 Package of all info 
re flux hose assembled for reanalysis Next rept expected by 
030430 

MILLS, L M Tennessee Valley Authority 02/11/34 O'REILLY. Jp 
Region 2, Office of Director 2pp 16274 13? 24X 

Fiche 50-438.02/11/24,8212020137 


821.2020149 Fir* t interim deficiency rept re failure to analyze 
isometrics & load table* Initially reported on 021024 
Analysis check error* subsequently identified Deficiency 
will be addressed when error* revolved Next rept by 030322 
MILLS, L H Tennessee Valley Authority 02/11/24 O'REILLY, J P 
Region 2, Office of Director 2pp 16974 157 24X 

Ficht 50-433, 82/11/24. 82 i 2020 149 


3212020162 First interim deficiency repfc r# failure to review diagrams 
properly Initially reported on 02(027 Review of revision* to 
functional control logic diagrams continuing N«it rept will 
be submitted by 830722 

MILLS, L M Tennessee Valley Authority 82/11/24 O'REILLY, J P 
Region 2, Office of Director 2pp 16574 174 24X 

Fiche 50-438. 82/i 1/24, 821 2020162 


0212030001 First interim deficiency rept t* easily bent heat collecting 
fin* Sc corroding sprinkler heads in fir& suppression *ys 
Initially reported on 021026 Proposed disposition to replace 
Star Model OE sprinkler head* under review 

MILLS, L M Tennessee Valley Authority B2/11/2? O'REILLY, J P 
Region 2, Office of Director 2pp 163o4 212 24X 

Fiche 50-000.02/11/29,0212030001 


0212030072 Four th interim deficiency rept t* chiller unit piping 
component* nfg by Dunhant-Qush improperly welded Initially 
reported an 8201H Next r»pt expected by 930620 Also 
reportable p 9r Fart 21 

MILLS, L M Tennessee Valley Authority 82/11/29 O'REILLY. J P 
Region 2a Office of Director 2pp 16304 214 24X 

Fiche SO- 430, 02/ 1 1 /29, 02 1 2030072 


B21 20301 52 Second interim deficiency rept re design problems w/R&W 
steam venerators Initially reported on 820830 Addition of 
external header investigated Next rept expected by 830131 
Alio reportable per Part 21 

MILLS, L Ji Tennessee Valley Authority 02/11/29 0 'REILLY, vl, P 

Region 2, Office of Director 2pp 16303 305 24X 

Fiche 50-438.02/11/29,0212030132 


0212140047 Seventh interim deficiency rept re m Ucategor i za t ion of main 
feedwater 6 containment isolation valve* Initially reported 
on 810106 Atwood & Morrill seismic & stress rept re swung 
check valve* qual i f i cati on approved Next rept by 030331 
MILLS, L M Tennessee Valley Authority 82/12/06 0 'REILLY, <J JP 

Region 2, Office of Director 2p p J64O0 2 79 24X 

Fiche 50-430, 82/12/06, B212I40D47 


8212140415 Final deficiency rept re conduit loading on annulus framing 
in TBsctoT bldg Initially reported on 820002 No corrective 
action necessary Subj nonconformance determined not 
reportable per IOCFR50 35(e) 

MILLS, L M Tennessee Valley Authority 02/12/06 O'REILLY; J P 
Region 2, Office of Director 2pp 16403 319 24X 

Fiche 50-438,02/12/06,0212140415 


0212140371 Second interim deficiency rept re faulty I-T-E relays- in 
auxiliary pouer distribution sys by Drown Covert Electric 
Initially reported on 820520 Vendor rept pending Next rept 
expected by 030924 Also reportable under part 21 

MILLS, L M Tennessee Valley Authority 82/13/07 O'REILLY, J P 
Region 2. Office of Director 2pp 164Q1 149 24X 

Fiche 50-439,02/12/07,0212140371 


0212150079 Revised final deficiency rept re pipe hanger d ncvnsn tot ion 
error Initially reported on 810120 Con*t informed by 010601 
memo that final approval by div of engineering design 
manager must be received before installation of hanger* 

MILLS, L M Tennessee Valley Authority 02/12/08 □ 'REILLY, J P 

F(egion 2, Office of Director 2pp 16431 019 24X 

Fiche S0-43B, 82/ 12/OB, 82)2150079 


0212I7O1S7 Fourth interim deficiency rept re improper use of foam 
plastic installation on stainless steel pipe Initially 
reported on 020203 Instruction memo re Insulation type* h 
drawings revised Next rept expected by 030321 

MILLS, L M Tennessee Valley Authority 03/12/10 O'REILLY, J P 
Region 2, Office of Director 2pp 16462 026 24X 

Fiche 50-430,02/12/10,0212170157 


0212170160 Second revised final deficiency repfc re Johnson Machine 
Work* welds on revolving platform truck* Initially reported 
on S1I106 Also reportable per part 21 New welding magnetic 
particle or dye penetrant tested t training initiated 
MILLS, L M Tennessee Valley Authority 02/12/10 O'REILLY, J P 
Region 2, Office of Director 3pp 16462 023 24X 

Fiche 50-433,82/12/10,0212170160 


0212200001 Third interim deficiency rept re generic deficiency In 
design review Initially reported on 011215 No addl info 
available until action team 021215 ropt Next rept will be 
submitted by 030420 

MILLS, L M Tennessee Valley Authority 02/12/13 O'REILLY, J V 
Region 3, Office of Director Ip 16473 362 24X 

Ficti* 50-000, B2/ 13/ 13, 8212300001 


0212200017 Fifth interim deficiency rept re design review process 
interface coordination activity Initially reported on 
010717 Corrective action to be based on action team rept to 
be issued approx 821215 Ne*t rept expected by 830422 
WILLS, L fi Tennessee Valley Authority 02/12/13 O'REILLY, J P 
Region 2. Office of Director 2pp 16473 005 24X 

Fiche 30-000,82/12/13,8212200017 


0212210256 Fifth interim deficiency rept re potential stress corrosion 
cracking in RCS supports i restraint* for bolt torques 
Initially reported on 010824 (Jtil program to survey RCS 
matl properties continuing Also reported per Part 21 
NlLLo.L M Tennessee Valley Authority 82/12/13 O'REILLY, J P 
Region 2. Office of Director. 2pp 16483 301 24X 

Fiche 50-430.02/12/13,0212210256 


0212090163 Final deficiency rept re steam pressure regulator 
malfunction verification requirements Initially reported on 
610519 ONBR requirements met No evidence found that 
deficiency exists. 

MILLS, L H Tennessee Valley Authority 82/12/03 O'REILLY, J P 
Region 2, Office of Director 2pp 16359 096 24X 

Fiche 50-438, 02/12/03,0212090163 


x M ; I .7 ru ‘* n ^ repE r * potential i y overs tree* 
embedded plates Initially reported on 820412 Multiple 
support* attached to plates tu/o design review of plate 

imin4ry COn5t *P ec issued Next rept by 830404 
MILLS, L ff Tennessee Valley Authority 02/12/14 O'REILLY, J P 
Region 2 , Office of Director 2pp 16405 260 24X 

Fich* 50-000,82/12/14,8212210026 


8212100270 Fifth interim deficiency rept re lack of Div of Engineering 
design xyi to ensure OA procedure* issued before work 
begins Initially reported on 611020 FinyJ rept will not be 
submitted until decision made on deferrel of projects 
MILLS, LM T.nneeseo Valley Authority 82/12/06 O'REILLY, J P 
Region 2» Office of Director Ip 16377 136 24X 

Fiche 50-000, 82/12/06, 8232100270 


t ~ A ; I "" S re P* re omissions to auxil iary 

feedwater pump drawings Initially reported on 820225 
Auxiliary feedwater pump vents, drains & turbine cooling 
Mr.i» f fpln 9 incorporated into drawings Next rept by 830409 

Reol«n l ’D M nol! nnif !“^ Vai i ey Auth ° rity 82/12/14 O'REILLY, J P 
Region 2 , Office of Director 2pp 16405 120 24X 

Fiche 50-438.82/12/14,8212210122 


Omivi A vadliav r rope re vaive, mfg t> y Target Rc 

;!*** “ * YARMAY Corp not qualified as active component* 

Initially reported on 820412 Ouallfying documentation 
? 30301 N ®** r€ P fc B *P*cted by 030330 

HeoifnV \fIr n, ’!*n, V 4 l I ey Au i hori ^ 02/12/14 O'REILLY. J P 

Region 2 , Office of Director 2pp 16493 096 24X 

Fiche 50-438,82/12/14,8212210364 
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8212210431 Fourth interim deficiency rept re resolution of 
unanticipated vibratory loading concern* Initially reported 
on 020120 Const activities for Yellow Creek & Hartsville 
deferred Next rept will be sent by 030322 

MILLS, L M Tennessee Valley Authority 82/12/15 O'REILLY. J P 
Region 2. Office of Director 2pp 16-409 160 24X 

Fiche 50-000,02/12/15.0212210431 


8212200350 First interim deficiency rept re substitution of grouted 
anchors for wedge bolts w/o ensuring adequate shear load 
capacities Initially reported on 021117 TVA will evaluate 
deficiency Next rept will be submitted by 830328 
MILL-6 1 L M Tennessee Valley Authority 02/12/15 O'REILLY, J P 
Region 2, Office of Director 3pp 16550 357 24X 

Fich* 50-438,02/12/15,0212280358 


8212300006 Final deficiency rept re allowable stresses for pipe support 
design Initially reported on 811207 Nonconformance not 
reportable per 10CFR30 55<e) because condition not 
nonconforming or adverse to safe operation 

MILLS, L N Tennessee Valley Authority 82/12/16 0 'REILLY. J P 

Region 2. Office of Director 8pp 16590 136 24X 

Fiche 50- 438,02/12/16,0212300006 


8212220449 First interim deficiency rept re improper use of alternate 
analysis elbolets Initially reported on 021110 Piping 
ui/elboleti qualified by alternate criteria identified & 
evaluated Next rept due by 030323 

MILLS, L M Tennessee Valley Authority 82/12/17 0 'REILLY, J P 

Region 2, Office of Director 2pp 16503 272 24X 

F-iehe 50-438,02/12/17,0212220419 


8212200064 Second interim deficiency rept re shielded power cable bend 
radius Initially reported on 820006 Cable samples will be 
tasted for worst case bend installation Next rept will be 
submitted by 030722 

MILL'S, L M Tennessee Valley Authority 82/12/20 O'REILLY, J P 
Region 2, Office of Director 2pp 16565 137 24X 

Fiche 50- 438,02/12/20,0212200064 


9212200305 Final Deficiency Repts 50-430/02-58 & 50-439/02-52 re 
nonconforming reactor bldg door weld by Johnson Machine 
Works Initially reported on 82O0t6 Reactor bldg equipment 
hatch doors to be reworked Also reported per Part 21 
MILLS.L M Tennessee Valley Authority 02/12/ r 2O O'REILLY, J P 
Region 2, Office of Director 3pp 16362 053 24X 

Fiche 30-430,02/12/20,8212200305 


081 2200320 Third interim deficiency rept re BfcW design of RCS supports 
b restraints Initially reported on 020610 BLW recommended 
disposition reviewed & comments returned for evaluation 
Next rept will be submitted by 030620 

MILLS, L M Tennessee Valley Authority 82/12/20 O'REILLY, JP 
Region 2* Office of Director 2pp 16361 062 24X 

Fiche 50-438, B2/12/20, 021 22B032B 


BP1220OIOO Fourth interim deficiency rept re small globe valves in 
auxiliary feedwater ays exceeding weight b length 
limitations Initially reported on 820222 Valves replaced on 
Unit 1 Unit 2 drawings revised Next rept due by 030415 
MILLS.L M Tennessee Valley Authority B2/12/21 0 'REILLY, J P 

Region 2, Office of Director 2pp 16564 219 24X 

Fiche 50-430, 82/12/21, B21 22801 00 


0212280210 Supplemental deficiency rept re OE relays Initially reported 
on 910513 AddI relay coils needed for replacement in intake 
pumping station Completion expected by 830430 Also 
reportable under Part 21 

MILLS, L M Tennessee Valley Authority 02/12/21 □ 'REILLY, J P 

Region 2, Office of Director lp 16562*206 24X 

Fiche 50—430, 82/12/21, 821 22802 1 0 


0212280340 Becond interim deficiency rept re steam generator support 
bolts mfg by Lakeside Bridge t< Steel Initially reported on 
Q20 723 Applicant awaiting results of bolt testing !< 
evaluation Next rept will be submitted by B 30331 
MILLS, L M Tennessee Valley Authority 02/12/21 O'REILLY, JP 
Region 2, Office of Director 2pp 16560 097 24X 

Fiche* 50-430, 82/12/21, 0212280340 


DOCKET 50-4 40 PERRY NUCLEAR POWER PLANT, IN IT 1 


A Application/construction stage documents & correspondence 


B212290031 FGIA request for five categories of documents 

HIATT/S L Ohio Cititens for Responsible Energy 02/11/04 
FELTON, J H Division of Rules and Records lp 16607 132 24X 

Fiche 50-440,82/11/04,0212290031 


0212060484 Forwards "Human Factors Engineering Control Room In-Progress 
Audit " Requests schedule for NRC final control room design 
audit, including close-out of TM I Action Plan Item I D 1 & 

1 I K 3 27 prior to licensing 

SCHWENCER, A Licensing Branch 2 02/11/12 DAVIDSON. D R 

Cleveland Electric Illuminating Co 2pp 16343 240 24X 

Fiche 50-440,82/11/12,0212060484 


— B21U104S7 "Audit Rept Human Factors Engineering Control Room In 
Progress Audit " 

MOORE, J U Lawrence Livermore Laboratory 82/10/26 5lpp 
16343 250 24X Fiche 50-440,02/11/12,0212060404 


8211230066 Generic Lfcr 02-27 to all DUR licensees of operating reactors 
except LACBUR, D i g Rock Po i nt. Dr e-sden 1, Humboldt Bay, 
applicants for 0L b holders of CP re transmittal of 
NUREG-0763 & NUREC-0783 Svc list enc 1 W/o stated end 
EISENHUT.D Q Division of Licensing 02/11/15 General Public 
Utilities - GPU Service Corp 22pp 16307 004 24X 

Fiche 50-000, 82/11/15, 821 1230066 


8212070451 Act receipt of 821 116 memo to A Schuencer clarifying 
procedure for controlling document transmittals Superseded 
transmittals will be returned as requested Future 
transmittals should be addressed to BJ Youngblood 

STEFANO.J J Licensing Branch 1 82/11/29 KINKADE, J Cleveland 

Electric Illuminating Co lp 1635 3 324 24X Fiche 50-440, 

02/11/29, 8212070431 


0212070466 Forwards requests for addl info to be furnished prior to 
site audit for seismic b dynamic equipment qualification 
reviews Scheduled time period for audit also requested 
YOUNGBLOOD, 0 J Licensing Oran c h 1, 02/1 1/30 DAVIDSON, D R 

Cleveland Electric Illuminating Co SBpp 16334 244 24X 

Fiche 50-440, 02/11/30, 8212070466 


8212000021 Memorial! *bs 821124 telcon w/ufci 1 & Gilbert Associates tb 
safety relief valve h y dro dynami c loads test 

STEFANO, J J Licensing Branch 1 02/11/30 YOUNGBLOOD, 0 J 

Licensing Branch 1 2pp 16367 167 24X Fiche 50-440,82/11/30, 

0212080021 


0212080115 Summary of 821122 meeting w/uti 1 , G i lb ert Associates & 
Nuclear Technology in QethesdojMD re util proposal for not 
performing safety relief valve hy dr adynami c load discharge 
tests 

STEFANO, J J Lie ens 1 rvg Branch 1 82/11/30 YOUNGBLOOD, B J 

Licensing Branch l 4pp 1636B 291 24X Fiche 50-440,02/11/30, 

8212000115 


E212070237 Amplifies justifications provided in 020721 application for 
amend of CPPft-140 & CPPR-149 to extend const completion 
dates Reduced demand, increased regulations & high Interest 
rates delayed need for capacity supplied by facilities 
EDELflAN, M R. Cleveland Electric Illuminating Co 82/12/01 
YOUNGBLOOD, Licensing Branch 1 2pp 16329 311 24X 

Fiche 50-440, 82/12/01, 8212070237 


0212290036 Respond* to FOIA request for five categories of documents 
Forwards documents listed In App A Review of documents re 
Item 1 continuing 

FELTON, J M Division of Rules and Records 82/12/02 HIATT , S, L 

Ohio Citiien* for Responsible Energy 2pp 16607 133 24X 

Fiche 50-440, 82/12/02,8212290036 


0212230385 Discusses J J Stefano 021130 meeting rept summarising 
discussions rs need to conduct safety relief valve 
hydrodynamic load tests Potential thermal gradient stresses 
of concern Questions enc 1 for response formulating concern 
YOUNGBLOOD, 0 J Licensing Branch I 02/12/14 EDELMAN, M R 
Cleveland Electric 1 1 Lumi nating Co 3pp 16340 242 24X 

Fiche 50-440,82/12/14,8212230385 


031 2300077 Notification of 830111-13 meetings w/util in Lake CounfcyrQH 
to asses* status of const !* completion schedules 
BTEFANO, J J, Licensing Branch I 82/12/15 YCUNGDLOOD, B J 
Licensing Branch 1 5pp. 16624 273. 24X Fiche 90-440,02/12/15, 

8212300077 


8212280255 Responds to NRC 821019 Questions 260 10-260 13 requesting 
addl info tt clarification of Table 3 2 1 in F8AR Amends 
8 «< 9 re GA 

EDELMAN, M. JL Cleveland Electric 1 1 luminat i ng Co 82/12/21 
YOUNGBLOOD. B J Licensing Branch 1 7pp 16S61 297 24X 

Fiche 90-440,02/12/21,0212280255 


I> NRC Draft/Final Environmental Statements, supple & correspondence 


8212210435 Advises that EI8 & El A reviewed by all Interested state 
agencies No concerns stated 

BRACHMAN, J. Y Ohio, State Of 82/10/27 SCHWENCER, A Licensing 
Branch 2 lp 16489 177 24X Fiche 50-440, 02/10/27, 8212210435 
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E NflC Safety Evaluation Report (SER) > suppls S, e orre 9-ppnd cnt a 


8212010377 Sum«nariies findings on SER Outstanding Issue# 15 & 16 re 
fire protection 6 Confirmatory Issue 36 re documentation 
or test of 3-h fire resistance of gypsum board malls 
SCHWENCER.A Licensing Branch 2 82/11/26 DAVIDSON, D R 

Cleveland Electric Illuminating Co 3pp 1627J 094 24X 

fiche 50-440. 82/11/26, 0212010377 


B212070460 Requests that util formally endorse OUR owners group 
proposal to modify automatic d e p r essur i iat l on sys initiation 
to allow NRC to complete generic review af TMI Item 
II K 3 IS Info needed to resolve SER Confirmatory Issue 7 
YOUNGBLOOD* B J Licensing Branch 1 82/J1/30 DAVIDSON. 0 R 

C { aye land Electric Illuminating Co 2pp 16355 319 24X 

F i ch« 50-440, 02/ I 1 /30, 02 1 2070460 


0212070397 Responds to SER Outstanding Issue 10 re continuous 
containment purge t Confirmatory Issue 20 re subcompartment 
pressure analysis FEAR will be revised u/re so 1 ut ion of 
i ssuea 

EDELMAN, M R Cleveland Electric Illuminating Co 82/12/02 
YOUNGBLOOD, J Licensing Branch 1 5pp 16336 320 24X 

Fiche 50-440, 82/i2/02i 021 2070397 


02] 2270002 Notification of 821214 meeting u/a pp 1 1 cants b GA Inti 
in Betheada.MD to discuss unresolved containment issues 
cited in SER iNUREG'0B87) 

STEF AND i J J Licensing Branch 1 02/12/09 YOUNGBLOOD, D 

Licensing Branch 1 3pp 16551 207 24X Fiche 30-440.82/12/09, 

G2 12270002 


0212290109 Responds to SER Confirmatory Issue 44 re radiation & 
shielding design of inclined fuel transfer sys tubes Info 
in Amend 10 to FEAR should resolve issue 

EDELMAN, M R Cleveland Electric Illuminating Co 02/12/21 
YOUNGBLOOD, B J Licensing Branch 1 lp 16570 195 24X 

Fiche 50-440.02/12/21.0212290189 


0P1 2290305 Forwards response to NRC 820908 1 tr, due s 1 1 on 640 2, re SEN 
Outstanding Issue 21, Section |3 3 2 2 on reanalysis of 
transients 6 accidents fc development of emergency operating 
procedures Submittal supple 021116 response 

EDELMAN, M ft Cleveland Electric Illuminating Co 02/12/21 
YOUNGBLOOD, 0 J Licensing Branch 1 3>p 16380 016 24X 

Fiche 50-440, 32/ 1 2/21 . 02 1 2290305 


Q2J 2290325 Forwards response to SER Confirmatory Issues 41 b 42 re 
design for noble gas effluent monitors fe design for sampling 
& analysis of plant ef f 1 uents, p er NUR EG -073 7, Items II F 1 1 
t< II F 1 2, t*e sp actively 

EDElHANcM R Cleveland Electric Illuminating Co 82/12/21 
YOUNGBLOOD, 9 J Licensing Branch 1 4pp 165E9 150 24X 

riche 50-440,02/13/21.8212290325 


8212290401 Forwards final draft of SER Supp l 2 for release approval 
Sup p 1 to be issued by 930103 Written approval should be 
provided by 821229 to meet issue date Urges suppl be 
reviewed to ensure evaluation inputs not al tered H/o end 
NOVAK' T M Assistant Director for Licensing 02/12/21 
JOHNSTON, W V Assistant Director for Materials U Qualifications 
Engineering KNIGHT, JP Assistant Director for Components £ 
btructures Engineering HOUSTON, R W Assistant Director for 
Radiation Protection 2pp 16393 344 24 X Fi ch e 50-440, B2/ J2/2J , 

8212290481 


F Security, medical, emergency U fire protection plans 


8212010377 Summariies findings on SER Outstanding Issues 15 & 16 re 
fire protection fc Confirmatory Issue 36 re documentation 
or test of 3-fi fire resistance af gypsum board walls 
&CHWENCER, A Licensing Branch 2 82/11/26 DAVIDS0N„DR 

Cleveland Electric Illuminating Co 3pp 16271 094 24X 

Fiche 50-440, 02/ 1 1 /26, 821 2010377 


0212220306 Discusses layout af communications equipment required in 
control room, onsite technical support ctr L near-site 
emergency operations facility 

KEPPLER.J 0 Region 3, Office of Director 82/12/16 

Commonwealth Edison Co 3pp 16503 351 24X Fiche 50-000,02/12/16. 

8212220306 


0 Adjudicatory correspondence 


B2120I0208 Memorialises 821123 telcon y/ASLB, OH Citiien* for 
Responsible Energy* Sunflower AlIlancq,NRc & util re 
discovery U scheduling matters Svc list and Related 
correspondence. 

8 JL8ER0, J E Shaw, Pittman, Potts & Trowbridge SILBERG, J E. 
Cleveland Electric Illuminating Co 02/11/29 BLOCH, P 9 , 

KLINE, J R , SHOW, F J Atomic Safety and Licensing Board Penal. 4pp 
16250 003 24X Fiche 50-440, 02/11/29,6212010208 


0212010212 Updated response to OH Citiiens for Responsible Energy 
020928 Interrogatory 4-2 Svc list and Related 
c orresp ondenc e 

SILBERO.J E Cleveland Electric Illuminating Ct) SILBERG, J E 
Shaw, Pittman, Potts t, Trowbridge 02/11/29 Ohio Citiiens for 

Responsible Energy 2pp 16258 007 24X Fiche 50-440,02/11/29, 

0213010212 


0212060100 Resubmission of sixth set of interrogatories 8* motion 
requesting presiding officer to require NRC answers 
Certificate of 8vc end Related correspondence 
HIATT, S L Ohio Citiiens for Responsible Energy 02/11/30 
Office of the Executive Legal Director 9p p 16314 022 24X 

Fiche 50-440, 82/11/30,8212060100 


B2120301B1 Motion for deadline for part icular i xat ion of Issue 9 by OH 
Citiiens for Responsible Energy It for filing motions for 
summary disposition of Issue 9 ABLB 820712 memorandum & 
order failed to establish date Certificate of Svc end 
CUTCHIN, J M Hearing Branch 4 82/12/01 Atomic Safety and 

Licensing Board Panel 4pp 16303 224 24X Fiche 50-440,82/12/01. 

8212030181 


821 2080 264 Requests to make limited appearance statement at OL 
h earl ngs 

SCHAEFER, K Af f il 1 a t i on Unknown 82/12/01 NRC - No Data i led 

Affiliation Given lp 16354 110 24X Fiche 30- 440,02/12/01, 

8212000264 


B212090495 Brief opposing NRC motion for summary disposition of Issue 3 
re Inadequate QA program Serious problems still exist 
Proof of Svc end Related correspondence 

WILT, D D Cleveland Electric Illuminating Co WILT, D D Sunflower 
Alliance 82/12/02 Atomic Safety and Licensing Board Panel 
SQpp 16363 200 24 X Fiche 50-440, 02/12/02, 0212090493 


8212070196 Response in opposition to applicant 021118 motion for 
directed certification of A6LB 821029 memorandum & order re 
late-filed Contentions 21-26 Applicant «ocond attempt as 
deficient as first Certificate of Svc end 

HIATT, S L Ohio Citiiens for Responsible Energy 02/12/03 
Atomic Safety and Licensing Appeal Panel iOpp 16335 001 24X 

Fiche 50-440, 82/12/03, 0212070196 


9212070199 Response in support of NRC 021109 motion for summary 
disposition of Issue 5 Discovery on issue incomplete Request 
for site tour withdrawn Certificate of Svc end Related 
f orrespondenc e 

HIATT, 8 L Ohio Citiiens for Responsible Energy 82/12/03 
Atomic Safety and Licensing Board Panel 2pp 16334 392 24X 

Fiche 50-440,82/12/03,8212070199 


8212070203 Response in opposition to NRC 021112 motion fof summary 
disposition of Issue 7 NRC has not met burden of proof 
Certificate of Svc end Related correspondence 
HIATT, S L Ohio Citiiens for Responsible Energy 82/12/03 
Atomic Safety and Licensing Board Panel 9pp 16334 341 24X 

Fiche 50-440,82/12/03,0212070203 


B2J 2070350 Answer supporting NRC 821029 motion for summary disposition 
of Issue 3 Applicant mg t reacted properly to NRC Feb 1970 
findings Applicant ovsral 1 QA program has not bean called 
into question since Feb 1970 Related corre s pondenc e 
aTLBERQ.J E Cleveland Electric Illuminating Co BILBERO* J E 
Shaw, Pittman, Pott* 6 Trowbridge 82/12/03 Atomic Safety and 
Licensing Board Panel 0pp 16337 143 24X Fiche 50-440,02/12/03, 

0212070350 


—0212070365 Affidavit of MR Edelman & RL Farrell supporting NRC 821029 
motion for summary disposition of Issue 3 re inadequate QA 
program Const completed by Feb 1978 acceptable & OA program 
ef fee tive, Certificate of Svc end 

EDELMAN, M ft,, FARRELL, R L Cleveland Electric Illuminating Co 
82/11/30 65pp 16337 151 24X Fiche 50-440,82/12/03,8212070350 


0212100120 Requests to make limited appearance statement at 0L 
hearings 

LlEBERMAN, A, Affiliation Unknown 82/12/03 Commissioners lp 
16376*014 24X Fiche 50-440,82/12/03,8212100120 


0212130241 Answer supporting NRC 821109 motion for summary disposition 
of Issue 5 Break In piping of scram discharge vol would not 
cause unrecoverable LOCA Related correspondence 

BILBERO. J Cleveland Electric Illuminating Co 8JLBER0<J Bhaw, 
Pittman* Pott* 8* Trowbridge 82/12/03 Atomic Safety and 
Licensing Board Panel 2pp 16396 199 24X Fiche 50-440,82/12/03, 

8212130241 
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— B2i 2 1 30346 Affidavit of MA Ross supporting NRC 02UO9 motion for 
lummary disposition of Issue 5 Postulated scram discharge 
vol piping rupture does not present threat to long-term 
core c-ooling capability Certificate of Svc end 

flOSS. M A Cleveland EUctrlc Illuminating Co ROSS, M A General 
Electric Co 03/12/01 I5pp 16396 201 24X 

FI c he 50-440,92/12/03,8212130241 


8212070155 Motion for reconsideration of A5L0 020303 Memorandum & Order 
i.BP-82- 1 5, adm i tt ing Issue 9 Issue inadmissible ab initio t< 
not particularized as A5LAB required Certification of Svc 
enc 1 

CUTCHIN, J M Rearing Branch 4 02/12/06 Atomic Safety and 

Licensing Board Panel 9pp 16326 229 24X Fiche 50-440,02/12/06, 

021 2070195 


0212080293 Forwards MA Ross signed original affidavit supporting NRC 
motion for summary disposition of Issue 5 

9 1 LBERG , J E Shaw, Pittman, Potts It Trowbridge SILBER0,J E 
Cleveland Electric Illuminating Co 02/12/06 Docketing * 
Services Branch 2pp 16354 225 24X Fiche 50-440,02/12/06, 
t)Z 1 2000293 


— 0212000301 Affidavit of MA Ross supporting NRC 021109 motion for 
summary disposition of Issue 5 Postulated scram discharge 
vol rupture does not present threat to long-term core 
cooling capability postulated in NUREG-0709 

ROSS, M A NRC - No Detailed Affiliation Given ROSS, M A General 
Electric Co 02/12/01 I3pp 16354 227 24* 

Fiche 50-440, 02/12/06, 0212090293 


B21 2090196 Answer supporting NRC B2U12 motion for summary disposition 
of Issue 7 Util provided for early warning nf asiatic clam 
establishment in area Plant monitoring ays will detect 
any clam infestation 

3IL8ERQ, J E Cleveland Electric Illuminating Co 02/12/07 
Atomic Safety and Licensing Board Panel 4pp 16363 004 24X 

Fiche 50-440,82/12/07,0212090196 


--8212090201 Affidavit of RS Nugent supporting NRC 821112 motion for 
summary disposition of Issue 7 Likelihood of asiatic clams 
establishing In Lake Erie is low but util will monitor for 
clams Prof qualif ications enc 1 

NUQENT, R S Cleveland Electric Illuminating Co NUGENT, R B NUS 
Corp 02/12/03 12pp 16363 003 24X Fiche 30-440,82/12/07, 

0212090196 


--Q212090206 Affidavit of RA Pender L RL Schorman supporting NRC 821113 
motion for summary disposition of Issue 7 Util committed to 
plant monitoring program to detect saiatic dams Prof 
qualifications 6 Certificate of Svc end 

PENDER, R A , SCHERMAN, R L Cleveland Electric Illuminating Co 
02/12/03 17p p 16363 020 24X Fiche 50-440,02/12/07,0212090196 


0212130210 Requests to make limited appearance statement at QL 
hearing s 

JOWEG. R Affiliation Unknown 02/12/07 Atomic Safety and 
Licensing Board Panel lp 16390 117 24 X Fiche 50-440,82/12/07, 

0212130218 


G212090226 Response supporting util B21110 motion for directed 
certification of portion of ASLB B21029 memorandum & order 
admitting three late-filed contentions ASLE improperly found 
good cause fur admitting issues Certificate of Svc end 
CUTCHIN, J H Hearing Branch 4 WOODHEAD, C P Hearing Branch 1 
02/12/OB Atomic Safety and Licensing Appeal Panel 13pp 

16361 30B 24X Fiche 50-440,82/12/00,6212090220 


B212I0010B Memorandum & order denying Sunflower Alliance B21110 motion 
for order requiring NRC to answer third set of 
interrogatories Sunflower failed to demonstrate relevance of 
unanswered discovery requests to admitted contention 
BLOCH, P B , KLINE, J R , SHONiF J Atomic Safety and Licensing Board 
Panel 02/15/00 Sunflower Alliance 3pp 16373 350 24X 

Fiche 50-440, 82/12/00,8212100100 


0212130549 Memorandum listing interpretations of DH Citizens for 
Responsible Energy interrogatories on Issue 0, stated by ASLB 
during 021209 tilcon 

BLOCH, P J3 Atomic Safety and Licensing Board Panel 82/12/10 lp 
16389:314 24X Fiche 50-440,82/12/10,8212130249 


0212140445 Forward* RA Pender & RL Scherman original affidavit 
supporting NRC motion for summary disposition of Issue 7 
Svc list end 

8ILBER0, J E Bhaw, Pittman, Potts tt Trowbridge G ILDERG, J E 
Cleveland Electric Illuminating Co Q2/I2/10 Docketing St 

Services Branch 2pp 16405 011 24X Fiche 30-440,82/12/10, 

8212140445 


021 2140463 Requests to make limited appearance statement at DL 
h earing* 

BARTH, K P Affiliation Unknown 82/12/10 Docketing U Services 
Branch Ip 16404349 24X Fiche 50-440,02/12/10,8212140463 


0212150041 Memorandum & order denying NRC 021 206 motion for 
reconsideration of admission of Issue B re hydrogen control 
NRC motion untimely t* is dismissed on merits 

BLOCH, P B i KLINE, J R • QHDN, F J Atomic Safety and Licensing Board 
Panel 82/12/13 Office of the Erecutive Legal Director 3pp 

i 6421 24B 24X Fiche 30-440,82/12/13,0212150041 


0212150118 Forwards notes from 021209 telcon involving ASLB, app lie ants, 
NRC, Sun f 1 o wer Alliance & OH Citizens for Responsible Energy 
re three pending motions 

CUTCHIN, J M Hearing Branch 4 02/12/13 BLOCH, P R , SHON, F J , 

KLINE, J R Atomic Safety and Licensing Hoard Panel 5pp 
1 6455 244 24X Fiche 50-440.02/12/13,0212130110 


0P1216O247 Answers tp eighth set of interrogatories Certificate of Bvt 
e ne 1 

SILBERG, J E Cleveland Electric Illuminating Co SILBERG, J E 
Shaw, Pittman, Potts & Trowbridge 02/12/13 Ohio Citizen* for 
Responsible Energy Bpp 16446 195 24X Fiche 50-440.02/12/13, 

0212160247 


□212160251 Answers to second met of interr og a t or i e s . Numb er s 20,28 8, 31 
Certificate of Bvc end 

SILBERG, J E Cleveland Electric Illuminating Co SILBERG, J E 
Shaw, Pittman, Potts U Trowbridge 02/12/13 Sunflower Alliance 
9pp 16446 154 24X Fiche 50-440,02/12/13,0212160251 


BP1 2200105 Notice of appearance in proceeding Certificate of Svc enc 1 
SWICERiM A Cleveland Electric Illuminating Co SWICER.MA Shaw, 
Pittman, Potts U Trowbridge 82/12/14 3p p 16470 091 24 X 

Fiche- 50-440, 92/12/14, 0212200105 


0212230267 Inform* of withdrawal of Int erroge t or i si 6 - 8 of si *th 
BO t of interrogatories Info provided via FOIA procedures 
Related correspondence 

HIATT. S L Ohio Citizens for Responsible Energy 02/12/14 

0LOCH.P 0 Atomic Safety and Licensing Hoard Panel lp 16507 352 

24X Fiche 50-440,02/12/14,0212230267 


821:2230319 Eighth discovery progress repfc Certificate of Svc end 
Related correspondence 

HIATT, S L Ohio Citizens for Responsible Energy 02/12/14 3pp 
16507 023 24X Fiche 50-440,92/12/14,0212230319 


9212230345 Motion in opposition to NRC 621105 motion for summary 
disposition of Issue 4 Genuine issues of mat! fact still 
to be heard Certificate of Svc encl Related correspondence 
HIATT, S L Ohio Citizens for Responsible Energy 82/12/14 
Atomic Safety and Licensing Board Panel 9pp 16505 176 24X 

Fiche 50-440,82/12/14.8212230345 


□212230369 Response to NRC 921122 motion for summary disposition of 
Issue 12 FE9 should be amended to reflect existence of 
NUfiEG/CR-2391 Certificate of Svc encl Related 
c orre spondenc e 

HIATT, S L Ohio Citizens for Responsible Energy 02/12/14 

Atomic Safety and Licensing Hoard Panel 3pp 16511 204 24K 

Fiche 50-440, S2/ i 2/ 1 4 , B21 2230360 


0212200061 Answer supporting NRC 821105 motion for summary dlsg osi t i on 
of Issue 4 Thirty-degree sector steam test not specifically 
required by App K GE performed test for simulated BWft/6 
core Distribution of core spray flow hot sa f ety issue 
SILBERG, J E Cleveland Electric Illuminating Co SILBERG,. j £ 

Shaw, Pittman, Potts k Trowbridge 82/12/15 Atomic Safety and 
Licensing Board Panel 3pp 16473 315 24X Fiche 50-440.02/12/15, 

8212200061 


— 8212200072 Affidavit of WA Sutherland supporting NRC 021105 motion fr 
summary -disposition of Issue 4 App K does not T«quire full- 
scale 30-degree sector steam test Certificate of Svc encl 
SUTHERLAND, W A Cleveland Electric Illuminating Co 
SUTHERLAND, W A General Electric Co 82/12/15 24pp 16473 310 
24 X Fiche 50-440,82/12/15, 0212200061 


0212200093 Memorandum 8 < Order ALAB-706, denying applicant B21029 motion 
for directed certi f i ca ti on of LBP-02-90, adm i tti ng OH 
Citizens for Responsible Energy three late-filed 
contentions ASLAD intercession not yet warranted" 

TOMPKINS, B A Atomic Safety and Licensing Appeal Panel 82/12/15 
Cleveland Electric Illuminating Co Qpp 16474 292 24X 

Fiche 50-440,02/12/15,8212200093 


8212220260 Requests to make limited appearance statement at OL 
hearings 

LONO,B M Affiliation Unknown 82/12/15 Docketing 8 « Services 
Branch lp 16518 329 24X Fiche 50-440, 82/12/15, 821 2220260 
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9213210321 Aniusr supporting MIC 621122 /nation tor summary disposition 
of Iisu« » 11 it 12 Sunflower Alliance withdrew issue 11 on 
821110 No genuine Issue of matl fact remaini for issue 12 
Certificate of Svc enci 

9 ILflERO. if E Cleveland Electric Illuminating Co GILBERT, J, E 
Shaw, Pittman, Potts t Trowbridge 82/12/16 Atomic Safety and 
Licensing Board Panel 5pp 16496 311 24< Fiche 50-440,92/12/16, 

0212210331 


9212210345 Forwards signed original affidavits of KA Matheny fc 
RA Stratman re applicant 021213 answers to in-terrog ator i es 
it WA Sutherland re support of NRC motion for summary 
disposition of Issue 4 

SfLBERQ, J £ Shaw, Pittman, Potts & Trowbridge S ILBERG, J E 
Cleveland Electric Illuminating Co 62/12/17 Docketing & 

Services Branch 3pp 16476 337 24X Fiche 50-440,02/12/17, 

9212210345 


6212220339 Requests to make limited appearance statement at DL 
hearings 

DAVIS, H M Affiliation Unknown 92/12/17 Docketing it Services 

Branch fp 16517 151, 24X Fiche 50-440,82/12/17.021222033 9 


8212210310 Answer opposing OK Citiiens for Responsible Energy 021130 
motion for order requiring NRC to answer sixth set of 
Interrogatories Certificate of five end 

CtfTCHIN.J M Hearing Branch 4 92/12/20 Atomic Safety and 

Licensing Board Panel 37pp 16496*253 24X Fiche 50-440,02/12/20, 

8212210310 


92122-30319 Forwards 5L Hiatt affidavit supporting Sunflower Alliance 
opposition to MRC motion for summary disposition of Issue 3 
WILT, D D Wilt, DD WILTED D Sunflower Alliance 02/12/20 
BLOCK, P B , SHDN, F -J , KLINE, J R Atomic Safety and Licensing Board 
Panel ip 16356 146 24X Fiche 50-440,02/12/20,9212200319 


— 8212280324 Affidavit of SL Hiatt re exam of facility quarterly OA 
assessments << trend analysis repts 

HIATT, S L Ohio Citizens for Responsible Energy 02/12/14 Upp 
16356 147 24X Fiche 50-440, 82/12/20, 92 1 22003 19 


B2 1 2230339 Suppl* applicant response to Sunflower Alliance 
I nfcerr ogatory 2 re standby liquid control sys initiation Svc 
list end Related correspondence 

GLASSPIEGEL, H Sh atu, Pittman, Potts & Trowbridge 82/12/21 
HIATT, S L OHc Citiiens for Responsible Energy 3pp 16505 139 
24X riche 50-440,82/12/21.9213230339 


8212230351 Order granting NRC motions for summary disposition of BA, 
Ccrb-icula It scram discharge vol contentions except for 
genuine issues of fact specified 

BLOCH, P O’ , KLINE, J R , SHDN, f J Atomic Safety and Licensing Board 
Panel 02/12/22 Office of the Executive Legal Director 17pp 

16517 133 24X Fiche 50-440,82/12/22,6212230331 


9212300054 Requests to make limited Appearance statement at OL hearing 
WOODSIDE.P Affiliation Unknown B2/J2/22 NRC - No Detailed 
Affiliation 0 ive-n Ip 16590 190 24X Fiche 50-440,82/12/22. 

8212300054 


6212280192 Notice of AS LB reconstitution PD Bloch, chairman !< JR Kline 
U 00 Bright, members. 

COTTER, B F Atomic Safety and Licensing Hoard Panel 02/12/23 
2pp 16562 304 24X Fiche 30-440,82/12/23,0212200192 


B2123OOO10 Memorandum t> order directing NRC to respond as listed to 
OH Citiiens for Responsible Energy interrogatories on 
Issue 0 re hydrogen generation 

BLOCH, P 0. « BRIGHT, <? 0 Atomic Bafaty and Licensing Board Panel 
82/12/23 Office of the Executive Legal Director 10pp 

16990 208 34X Fiche. 50-440, 02/12/23, B2I23OO0IB 


1212300051 Requests to make limited appearance statement at OL 
h earing 

FRITZ, E J Affiliation Unknown 02/12/24 Docketing it Services 
Branch ip 16590 193 24X Fiche 50-440,02/12/24,0212300051 


1212300013 Updates applicant 820924 response to Interrogatory 3-4 of 
OH Citiiens for Responsible Energy 820a30 third set of 
interrogatories Svc list end, R elated correspondence 
8WIGER,M A Shaw, Pittman, Potts & Trowbridge SWJOER, M A 
Cleveland Electric Illuminating Co 02/12/27 HIATT. 8 L Ohio 
Citiiens far Responsible Energy 3pp 16590 i 224 24X 

Fiche SO- 440, 82 /1 2/27, 021 23000 1 3 


H General correspondence 


0212070015 Submits mg t changes effective 021201 DR Davidson to become 
senior vice president L MR Edelman to become vice president, 
nuclear group it staff contact for correspondence 
DAVIDSON, D R Cleveland Electric Illuminating Co 82/12/ 02 
YOUNGBLOOD, B J Licensing Branch I ip 16327 243 24X 

Tiche 50-440, 82/12/02, 021207001 5 


0212200031 Requests that USG8 evaluate risk of catastrophic explosion 
of propane leak from underground storage wbIIs into Morton 
Sal t Mine FEAR & FES deny possibility of event 

DJMBER, R N Affiliation Unknown 02/12/14 STCFANO, J J NRC -No 
Detailed Affiliation Given 2p p 16470006 24X 

Fiche 50-440,02/12/14,0212200051 


— 82 1 220Q05B Trip rept of 730912 site safety visit re specific features 
associated u/praposed site 

* Atomic Energy Commission 73/12/13 Atomic Energy 
Con-mission 3pp 16470 000 24X Fiche 50-440,82/12/14, 

8212200051 


K Utility Final Safety Analysis Report (FSAR ) & amends 


8212020090 Amend 10 to FSAR W/629 oversize drawings Aperture cards are 
available in PDR 

* Cleveland Electric Illuminating Co 82/11/29 420pp 16274 179 

24X Fiche 50-440,02/11/23, B2 12020091 


M Antitrust correspondence 


8212150012 Requests NRC review of Cleveland Electric Illuminating Co 
821119 filing u/FERC for increase in rates for firm power 
svc Also requests NRC consideration of petition to intervene 
in matter 

PANDY.J Cleveland, GH 82/12/02 TOALSTON, A Antitrust & 
Economic analysis Branch (Utility Finance) 37pp 16421 139 24X 

Fiche 50-000, 82/12/02, 0212150012 


321 2220079 Forward* NRC 790625 ltr to util transmitting 790625 OTtfer 
requiring util to file transmission svc tariff at FERC, per 
811208 telcon 

VOCLER, B H Hearing Branch 2 02/12/09 DAVIS, P Arnold & Porter 

lp 16516 094 24X Fiche 50-440,82/12/09,0212220075 


0 Inspection reports, IE Bulletins & correspondence 


8208190240 lE Bulletin 82-03, Revi s i on 1, “Stress Cracking in Thirk- 
WaJJ, Large-Diameter, Stainless Steel, Roc ircu lation Sys Piping 
at BWR Plants " 8vc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York, Inc 

112pp 16462 163 24 X Fiche 50-000,82/10/20,9208170240 


0200190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model! 
901 V Model 802 Thermoluminescent Dosimeter* " five list 
cnc 1 

COBB, L 1 Division of Fuel Facilities, Materials it Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc HOpp 

16372 1 42 2 4X Fiche 50-000,82/11/05,9200190245 


0209190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirements *’ Svc list encl 

JORDAN, E L Division of Engineering U Quality Assurance 02/11/10 
Consol idate d Edison Co of New York, Inc 109pp 16411 199 24X 

Tiche 50-000,32/11/18,9200190251 


8208190256 IE Info Notice 02-46, "Defective it Obsolete Combination 
Padlocks " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 92/11/26 Consolidated Edison Co of New York. Inc 

1 27pp 16411 065 24X Fiche 50-000, 02/11/26,9200190256 


0208190257 IE Info Notice 92-47, "Transportat i on of Type A Quantities 
of Non-FIs* i 1 e Radioactive Mat! " Svc list encl 
CODB, L I Division of Fuel Facilities, Materials U Safeguards 

B2/U/30 Consul idated Edison Co of New York, Inc 356pp 
16387 028 24X Fiche 50-000,02/11/30,0200190237 


0212080019 Forwards NRR input to SALP rept for Oct 1901-Sept 1982 
Overall rating of Category I given for licensee performance 
6TEFAN0, J J Licensing Branch 1 82/11/30 EISSNHUT, D G Division 

of Licensing 2pp 16367 169 24X Fiche 50-440,02/11/30, 

0212000019 


0208 190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies 11 Svc list encl 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

1 13pp 16411 317 24* Fiche 50-000, 02/12/03, 8200190259 
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02O&19O261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list enci 

JORQAN.E L Division of Engineering fc Quality Assurance 82/12/03 
Consolidated Edison Co of New York/ Inc llOpp 16462 064 24X 

F 1 c he 50-000.02/12/03/0208190261 


9212290412 Forwards IE Insp Repts 90-440/02-16 & 30-441/02-13 on 
820001-1031 No none omp 1 \ a nc e noted 

KMDP, R C Division of Project L Resident Programs 82/12/15 
EDELMANz M R Cleveland Electric Illuminating Co 2pp 16304 31J 
24X Fiche 50-440.82/12/15,0212290412 


—0212290417 IE Insp Repts 50-440/92-16 & 50-441/02-15 on 820801-1031 Ho 
none ompl lance noted Major areas Inspected containment dome 
ins ta l lat i o n, sh i e 1 d bldg dome concrete p 1 acement, refue ling 
bridge rail concrete placement V general housekeeping 
GIL ONER i M L , KONKLIN. J E Division of Project & Resident 

Program* 82/12/14 4pp 16584 313 24X Fiche 50-440,82/12/15, 

0212290412 


8200190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air t Gas Monitoring " Svc list enc 1 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York. Inc 

1 27p p 16620 191 24X Fiche 50-000.82/12/16,8200190267 


8200190260 IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering l« Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOBpp 16628 293 24X 

f-iche 50-000, 02/12/20,8208190268 


S Reportable occurrences, LER* b related correspondence 


G? 120 20296 Interim deficiency rep t re contact leads on HMA relays 
supplied by GE Initially reported an 020917 Deficiency not 
reportable based on design function of relay C61A-K2 Rept 
for Unit 2 HMa relays will be submitted by 831031 
DA V TOSOH, D R Cleveland Electric Illuminating Co 02/11/24 
KEPPLER, J 0 Region 3, Office of Director 2pp 16277 357 34X 

f (Che 50-440, 02/11/34,8212020296 


0212020395 Revised 820315 final deficiency rept re cladding fissures 
adjacent to weld seams in stainless steel suppression pools 
Items 2 6 3 of proposed corrective action deleted Placement 
of annulus concrete in pool region will reduce stress level 
DAVIDSON, D R Cleveland Electric Illuminating Co 82/11/24 
KEPPLER, J 0 Region 3, Office of Director 2pp 16278 230 24X 

Fiche 90-440, 02/11/24,0212020395 


0212170153 Supplemental final deficiency rept re biological concrete 
shield walls Unit 1 repairs uill not be completed until 
030501 due to changes in const scheduling Unit 2 repairs on 
schedule 

bDELMANfM R Cleveland Electric Illuminating Co 82/12/10 
KEPPLER, J 0 Region 3« Office of Director Ip 16450 223 24X 

Fiche 50-440, 02/12/10, 02121701 53 


□212170241 Revised final deficiency rept re defective Bettis Model T3 
series actuation yoke* on Henry Pratt Co valves Due to delay 
in receipt of replacement parts U const sc h edul mg, required 
mod* not yet completed 

EDELMAN, M R Cleveland Electric Illuminating Co 82/12/10 
KEPPLER, J 0 Region 3, Office of Director Ip 16459 336 04 X 

riche 50-440,02/12/10,8212170241 


G212210370 Final deficiency rept re dowel counterbore in link rod in 
standby diesel engine Initially reported on BGIOO0 Link rod 
inspected Deficiency determined nat reportable per 
J0CFR50 55< e) 

EDELMANiM R Cleveland Electric Illuminating Co 82/12/10 

KEPPLER, J 0 Region 3, Office Of Director lp 16493 360 24X 

Fiche 50-440,82/12/10,8212210370 


0M2PBO291 Final deficiency rept re potential defect in starting air 
sys check valve mfg by Tratiiaoierica Del aval Initially 
reported on 811210 Check valve disc assembly will be 
i eplaced by B30701 

CDELMAN.M R Cleveland Electric Illuminating Co 82/12/15 

KEPPLER, J 0 Region 3, Office of Director 3pp 16560 102 24X 

Fiche 50-440,82/12/15,8212280291 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, WIT 2 


A App 1 i cat ion/ construe t ion stage documents It correspondence 


6212290031 FOIA request for five categories of documents 

HIATT, 0 L Ohio Citiiens for Responsible Energy 82/11/04 
FELTON , J M Division of Rules and Records lp 16607 132 24X 

Fiche 50-440,02/11/04,8212290031 


SP12G6Q404 Forward* "Human Factors Engineering Control Room In-Progress 
Audit 11 Request* schedule for NRC final control room design 
aud i t, inc lud i ng close-out of Th I Action Plan Item I D 1 & 

I I K 3 27 prior to licensing 

SCHWENCER, A Licensing Branch 2 02/11/12 DAVIDSON, D R 

Cleveland Electric Illuminating Co 2pp 16343 248 24X 

Fiche 50-440, 02/11/12,0212060404 


6211230066 Generic Ltr 82-27 to all BWR licensee* of operating reactors 
except LACBWRiBig Rock Po in t. Dr esden i, Humboldt Bay, 
applicant* for OL & holders of CP re transmittal of 
NURE0-0763 It NUREO-0783 Svc li*t imcl W/o stated end 
EJSEfJHUT, D O, Division of Licensing 62/11/15 General Public 
Utilities - GPU Service Corp 22pp 16307 004 24X 

Fiche 50-000, 82/11/15, 821 1230066 


0212070451 Ac k receipt of 021116 memo to A Schwencer clarifying 
procedure for controlling document transmittals Superseded 
transmittals wilt be returned as requested Future 
transmittals should he addressed to BJ Youngblood 

STEFANOj J J Licensing Branch 1 B2/1J/29 K1NKADE, J Cleveland 

Electric Illuminating Co Ip 16355 324 24X Fiche 50-440, 

82/11/29. 8212070451 


02 1 2070466 Forwards requests for addl info to bB furnished prior to 
site audit for seismic U dynamic equipment qualification 
review* Scheduled time period for audit also requested 
YOUNGBLOOD* 8 J Licensing Branch 1 82/11/30 DAVIDSON, D R 

Cleveland Electric Illuminating Co 20pp 16354 244 24X 

Fiche 50-440,82/11/30,0212070466 


8F12O0OO21 Meimoriali iss 82112-4 telcon w/util L Gilbert Associates re 
safety relief valve hydrodynamic loads test 

STEF AND, vl J Licensing Branch 1 02/11/30 YOUNGBLOOD, 3 J 

Licensing Branch 1 Zpp 16367 167 24X Fiche 50-440,02/11/30, 

0212000021 


0212060115 Summary of 82t 122 meeting w/ut i 1 , 0 11 bert Associate* 2, 
Nuclear Technology In Bethesda,MD re util proposal for not 
performing safety relief valve hydrodynamic load discharge 
Us t s 

BTEFAND, J J Licensing Branch 1 02/11/30 YOUNGBLOOD, B J 

Licensing Branch 1 4pp 16060 291 24X Fiche 50-440,03/11/30, 

0213000115 


021207023? Amplifies justifications provided in 820721 application for 
amend of CPPR-148 & CPPR-149 to extend const completion 
date* Reduced de man d , 1 he r eased regulations & high interest 
rate* delayed need for capacity supplied by facilities 
EDELMAN, M R Cleveland Electric Illuminating Co B2/12/01 
YOUNGBLOOD, J Licensing Qranch 1 2pp 16329 311 24X 

Fiche 50-440,02/12/01,8212070237 


8212290036 Responds to FOIA request for five categories of documents 
forwards documents listed in App A Review of documents re 
Item 1 continuing 

FELTON, J M Division of Rule* and Records 82/12/02 HIATT, S L 
Ohio Ci tiien* for Responsible Energy 2pp J6607 J 33 24X 

Fiche 50-440,02/12/02,8212290036 


B2122303B5 Discusses JJ Stefa.no 821130 meeting rept summarizing 
discussiahs re need to conduct safety relief valve 
hydrodynamic load tests Potential thermal gradient stresses 
of concern Questions end for response formulating concern 
YOUNGBLOOD, B J Licensing Branch 1 02/12/14 EDELMAN, M R 

Cleveland Electric 11 lumi nating Co 3pp 16540242 24X 

Fiche 50-440, 82/12/14,8212230385 


0212300077 Notification of 0301 1 1—13 meeting* w/util In Lake County, OH 
to assess status of const & completion schedules 
BTEFANQ , J J Licensing Branch 1 02/12/15 YOUNGBLOOD, D J 

Licensing Branch 1 Spp 16624 275 24X Fiche 30-440,02/12/15, 

0212300077 


0212280255 Responds to NRC 021019 Questions 260 10-260 13 requesting 
ad d 1 info 6 clarification of Table 3 2 1 in FBAR Amends 
B L 9 re QA 

EDELMAN, M R Cleveland Electric Illuminating Co 02/12/21 
YOUNGBLOOD, B J Licensing Branch i 7pp 16561 397 24X 

Fiche 50-440,02/12/21.8212200255 


D NRC Draft/Final Environmental Statements, suppls b correspondence 


0212210435 Advises that E1S U El A reviewed by all interested state 
agencies No concerns stated 

BRACHMAN, J Y Ohio, State of 02/10/27, SCHWENCER, A Licensing 
Branch 2 Ip 16489 177 24X Fiche 50-440,82/10/27,0212210435 
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t NRC Safety Evaluation Report (SER), supple t correspondence 


St* 1 2010377 Summarizes findings on SER Outstanding Issues 15 6 16 re 
fire protection 6 Confirmatory Issue 36 re documentation 
or test of 3-h fire resistance of gypsum board walls 
SCHUENCER.A Licensing Branch 2 03/11/26 .DAVIDSON, 0 K 

Cleveland Electric Illuminating Co 3pp 16271 094 24X 

Me he 50-440, 03/11/26, 6212010377 


0212070460 Requests that util formally endorse 0WR owners group 
proposal to modify automatic depressurization sys initiation 
to allow NRC to complete generic review of TMI Item 
It K 3 18 Info needed to resolve SER Confirmatory Issue 7 
YOUNGBLOOD, fl J Licensing Branch 1 62/11/30 DAVIDSON, D R 

Cleveland Electric Illuminating Co 2pp 16355 319 24X 

Fiche 50-440,62/11/30,0212070460 


6212070397 Responds to SER Outstanding Issue 10 re continuous 
containment purge 6 Confirmatory Issue 20 re sub c ompart ment 
pressure analysis FSAR will be revised w/resolution of 
issues 

EDELMAN, M fi Cleveland Electric Illuminating Co 02/12/02 
YOUNGBLOOD, J Licensing Branch 1 5pp 16336 328 24X 

Fiche 50-440,62/12/02.6212070397 


62 1 2270002 No 1 1 f l c a t » on of 621214 meeting w/applicants & CA Inti 
in Oethesda.MD to discuss unresolved containment issues 
cited in SER < NUREG-O007> 

STEFANO, J J Licensing Branch 1 02/12/09 YOUNGBLOOD, B 

Licensing Branch 1 3pp 16551 287 24X Fiche 50-440. 02/12/09, 

6212270002 


0P1229O1S9 Responds to SER Confirmatory Issue 44 re radiation L 
shielding design of inclined fuel transfer sys tubes Info 
in Amend 10 to F9AR should resolve issue 

EDELMAN, H R Cleveland Electric Illuminating Co 02/13/21 
YOUNGBLOOD, B J Licensing Branch 1 Ip 16578 195 24X 

Fiche 50-440,02/12/21,9212290109 


0212290305 Forwards response to NRC 82O9D0 Itr, Question 640 2, re SER 
Outstanding Issue 21, Section 13 5 2 2 on reanalysis of 
transients U accidents & development of emergency operating 
procedures Submittal suppl* 621116 response 

LDELMAN, fl R Cleveland Electric Illuminating Co 82/13/21 
YOUNGBLOOD, B J Licensing Branch 1 2pp 16588 016 24X 

Fiche 50-440, 02/ 1 2/21, 821 2290305 


6212290325 Forwards response to SER Confirmatory Issues 41 & 42 re 
design for noble gas affluent monitors 4 design for sampling 
It analysis of plant ef f 1 uents, p er NUREG-0737, 1 1 ems II F i 1 
& II F 1 2. respectively 

EDELMAN, M R Cleveland Electric Illuminating Co 02/12/21 
YOUNGBLOOD, B J Licensing Branch 1 4pp 16589 150 24X 

Fiche 50-440, 82/12/21, 821 P290325 


9212290481 Forwards final draft of SER Suppl 2 for release approval 
Suppl to be issued by 030103 Uritten approval should be 
provided by 621227 to meet issue date Urges suppl be 
reviewed to ensure evaluation inputs not altered W/o end 
NOVAK, T M Assistant Director for Licensing B2/I2/21 
JOHNSTON, W V Assistant Director for Material* & Qualifications 
Engineering KNIGHT, J P Assistant Director for Components fc 
Structures Engineering HOUSTON, R W Assistant Director for 
Radiation Protection 2pp 16593 344 24X Fiche 30-440, 02/ 12/21, 

6212290401 


F Security, medical, emergency 6 fire protection plans 


821 2010377 Summarizes findings on SER Outstanding Issues 15 & 16 re 
fire protection «, Confirmatory Issue 36 re documentation 
or test of 3-h fire resistance of gypsum board walls 
SCHLENCERi A Licensing Branch 2 02/11/26 DAVIDSON, 0 f? 

Cleveland Electric Illuminating Co 3pp i6271 094 24X 

Iiche 50-440,82/11/26,0212010377 


8212010212 Updated response to OH Citizens for Responsible Energy 
020920 Interrogatory 4-2 Svc list encl Related 
c orresp ondenc e 

SILSERGiUE Cleveland Electric Illuminating Co SILBERO, J E 
Shaw, Pittman, potts U Trowbridge 82/11/29 Ohio Citizens for 

Responsible Energy 2pp 16290 007 24X Fiche 50—440,82/11 /J9“> 

0212010212 


8212060100 Reaubmission of sixth set of interrogatories & motion 
requesting presiding officer to require NRC answers 
Certificate of Svc end Related correspondence 
HIATT, S L Ohio Citizens for Responsible Energy 02/1 1/00 
Office of the Executive Legal Director 9p p 16314 022 24 X 

Fiche 50-440,82/11/30,8212060109 


03120001 B] Notion for deadline for par t icular i zation of Issue 9 by OH 
Citizens for Responsible Energy it for filing motions for 
summary disposition of Issue 9 ASLB 820712 memorandum & 
order failed to establish date Certificate of Svc encl 
CUTCHINiJ M Hearing Branch 4 82/12/01 Atomic Safety and 

Licensing Board Panel 4pp 16303 224 24X Fiche 50-440, 02/12/01. 

8212030181 


8212000264 Requests to make limited appearance statement at CL 
hearings 

SCHAEFER, K Affiliation Unknown 82/12/01 NRC - No Detailed 

Affiliation Given ip 16354 110 24X Fiche 90-440, 82/|2/01 i 

0212080264 


8212090495 Brief opposing NRC motion for summary disposition of Fssuo 3 
re inadequate QA program Serious problems still exist 
Proof of Svc one 1 Related correspondence 

WILT, D D Cleveland Electric Illuminating Co WILT* D D Sunflower 
Alliance 82/12/02 Atomic Safety and Licensing Board Panel 

50pp 16363 200 24X Fiche 50-440,82/12/02,0312090499. 


821 2070196 Response in opposition to applicant 031118 motion for 
directed certification of A5L0 821029 memorandum & order re 
late-filed Contentions 21-26 Applicant second attempt as 
deficient as first Certificate of Svc end 

HJATT.S L Ohio Citizens for Responsible Energy 02/12/03 
Atomic Safety and Licensing Appeal Panel 1 Op p 16339 OOi 24X 
Fiche 30-440, 82/12/03, 0212070196 


8212070199 Response in support of NRC 821109 motion for summary 
disposition of Issue 5 Discovery on issue incomplete Request 
for site tour withdrawn Certificate of Svc encl Related 
correspondenc e 

HIATT, £ L Ohio Citizen* for Responsible Energy 02/12/03 
Atomic Safety and Licensing Board PanBl 2pp 16334 352 24X 

Fiche 50-440,02/12/03,8212070199 


8212070203 Response in opposition to NRC 821112 motion for summary 
disposition of Issue 7 NRC has not met burden of proof 
Certificate of Svc encl Related correspondence 
HIATT, S L Ohio Citizens for Responsible Energy 02/15/03 
Atomic Safety and Licensing Board Panel ?pp 16334,341 24X 

Me he 50-440, 82/12/03,8212070203 


0212070358 Answer supporting NRC 821029 motion for summary dlspnaition 
of Issue 3 Applicant mgt reacted properly to NRC Feb 1970 
findings Applicant overall QA program has not been called 
into question since Feb 1970 Related correspondence 
SILBERO, J E Cleveland Electric Illuminating Co SILBERO, J E 
Shaw, Pittman, Potts & Trowbridge 82/12/03. Atomic Safety arid 
Licensing Board Panel 0pp 16337 143 24X Fiche 90-440,02/12/03, 

0212070350 


— 8212070365 Affidavit of MR Edelman it RL Farrell supporting NRC 021029 
motion for summary disposition of Issue 3 re inadequate QA 
program Const completed by Feb 1978 acceptable it QA program 
effective Certificate of Svc encl 

EDELMAN, M R , FARRELL, R L Cleveland Electric II luminati ng Co 
82/11/30 65pp 16337 151 24X Fiche 90-440, 02/1 2/03. 02i 2078330 


8212220306 Discusses layout of c ommun i ca tions equipment required in 
control room, onsite technical support ctr it near-site 
emergency operations facility 

KEPPLER, J 0 Region 3, Office of Director 02/12/16 

Commonwealth Edison Co 3pp 16503 351 24X Fiche 50-000,02/12/16, 


G Adjudicatory correspondence 


B212O1O20B Memorializes 821123 telcorj w/ASLB, OH Citizens for 
Responsible Energy, Sunflower Alliance, NRC it util re 
discovery 6 scheduling matters Svc list encl Related 
correspondent e 

SILBERO, J E Shaw, Pittman, Pott* & Trowbridge SILBERO, J E 
Cleveland Electric Illuminating Co 82/11/29 BLOCH , P D , 
KLINE, J H i SHON, F J Atomic Safety and Licensing Board Panel 
1625B 003 24X Fiche 50-440,82/11/29,8212010200 


4pp 


8212100120 Requests to make limited appearance statement at QL 
hearings 

L IEBERMAN, A Affiliation Unknown 82/12/03 Commissioners tp 

16376 014 24X Fiche 30-440, 82/1 2/03, 021 21 00128 


8212130241 Answer supporting NRC 821109 motion for summary disposition 
of Issue 5 Break In piping of scram discharge vol would nut 
cause unrecoverable LOCA Related correspondence 

SrLBERQiJ Cleveland Electric Illuminating Co, SILBERO, J, Shaw* 
Pittman, Potts it Trowbridge 02/12/03 Atomic Safety and 
Licensing Board Panel 2pp 16396 199 24X Fiche 90-440, 82/12/03, 

0212130241 
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-~G2I 2130246 Affidavit of HA Ron supporting NRC 02110? motion for 
summary disposition of Issue 5 Postulated scram discharge 
vo 1 piping rupture does not present threat to long-term 
core cooling capability Certificate of 5vc end 

RQS3,M A Cleveland Electric Illuminating Co ROBS, M A General 
Electric Co 02/12/01 ISpp 16396 201 24X 

riche 50-440,02/12/03,0212130241 


B2 i 2070155 Motion for reconsideration of ASLB 820303 Memorandum it Order 
L BP-62- 1 5, admitting Issue 0 Issue inadmissible ab initio & 
not par t i cular i led as ASLAU required Certification of Svc 
end 

CUTCHIN, J M Hearing Branch 4 02/12/06 Atomic Safety and 

Licensing Board Panel 9pp 16326 229 24X Fichu 50-440,02/12/06, 

0212070195 


3212000293 Forwards MA Ross signed original affidavit supporting NRC 
notion for summary disposition of Issue 3 

SILBERG, J E Shaw, Pittman, Potts tc Trowbridge SILBERG. J E 
Cleveland Electric Illuminating Co 82/12/06 Docketing & 

Services Drench 2pp 16354 225 24X Fiche 50-440,82/12/06, 

0 21 2080 293 


■8212000301 Affidavit of MA Ross supporting NRC 921109 motion for 
summary disposition of Issue 5 Postulated scram discharge 
vel rupture does not present threat to long-term core 
cooling capability postulated in NUREO-0705 

ROSS, M A NRC - No Detailed Affiliation Given ROSS, M A General 
Electric Co 02/12/01 13pp 16354 227 24X 

Fiche 50-440,02/12/06,0212080293 


B212090196 Answer supporting NRC 021112 motion for summary disposition 
of Issue 7 Util provided for early warning af asiatic clem 
establishment in area Plant monitoring sys will detect 
any clem infestation 

SILBERO, J E Cleveland Electric Illuminating Co 82/12/07 
Atomic Safety and Licensing Board Panel 4pp 16363 004 24X 

Fiche 30-440,82/12/07,0212090196 


— 8212090201 Affidavit of R6 Nugent supporting NRC 021112 motion for 
summary disposition of Issue 7 Likelihood of asiatic clams 
establishing in Lake Erie is low but util will monitor for 
clams Pto f qualifications enc 1 

NUOENTrR S Cleveland Electric Illuminating Co NUGENT, R 8 NUB 
Carp 82/12/03 I2pp 16363 000 24X Fiche 30-440,92/12/07, 

0212090196 


— B212090206 Affidavit of RA Pender & RL Scherman supporting NRC 821 ill* 
motion for summary disposition of Issue 7 Util committed to 
plant monitoring program to detect asiatic clams Prof 
qualifications L Certificate of Svc end 

PENDER, R A , SCHERMAN, R L Cleveland Electric Illuminating Co 
62/ 12/03 1 7pp 16363 020 24X Fiche 30-440, B2/ 12/07, 021 20901 96 


0212130210 Requests to make limited appearance statement at OL 
hearings 

JONES, R Affiliation Unknown 02/12/07 Atomic Safety and 
Licensing Board Panel ip 16390 117 24X Fiche 50-440,92/12/0/, 

0212130210 


B2I209022B Response supporting util 02111B motion for directed 
certification of portion of ABLB 021029 memorandum it order 
admitting three late-filed contentions ASLB improperly found 
good cause for admitting issues Certificate of Svc end 
CUTCHIN, J M Hearing Branch 4 WOODHEAD, C P, Hearing Branch 1 
02/12/06 Atomic Safety and Licensing Appeal Panel I3pp 
16361 300 24X Fiche 30-440,82/12/00,8212090220 


□21210010G Memorandum & order denying Sunflower Alliance 821110 motion 
for order requiring NRC to answer third set of 
interrogatories 8unflower failed to demonstrate relevance of 
uinnsw*T*d discovery requests to admitted contention 
DLOCHtP B , KLINEiJ R , 5HQN, F J Atomic Safety and Licensing Board 
Panel 02/12/00 Sunflower Alliance 3pp 16373 350 24X 

Fiche- 50-440, 82/12/08, 0212100100 


92 121 30249 Memorandum listing interpretation* of DH Citizens for 
Responsible Energy interrogatories on Issue 0, stated by ASLB 
during 92120? telcon 

BLOCH, P Q Atomic Safety and Licensing Board Panel 02/12/10 Jtp 
16389*314 24X Fiche 50-440,02/12/10,0212130249 


B212140445 Forwards RA Pender &, RL Scherman original affidavit 
supporting NRC motion for summary disposition of Issue 7 
Bvc list end 

SILBERG, J E Shaw, Pittman, Potts it Trowbridge SILBERQ, J E 
Cleveland Electric Illuminating Co 02/12/10 Docketing & 

Services Branch 2pp 16405,011 24X Fic he. 50-440, B2/12/10, 

0212140445 


821214044-5 Requests to make limited appearance statement at OL 
h tarings. 

BARTH, K P, Affiliation Unknown 82/12/10 Docketing t< Services 
Branch lp 16404 349 24X Fiche; 30-440, 02/ 12/10, 0212140465 


8212130041 Memorandum & order denying NRC 021206 motion for 
r aeons i tf er at i on of admission of Issue S re hydrogen control 
NRC motion untimely it is dismissed on merits 

QLOCH, P B , KLINE, J R , SHOW, F J Atomic Safety and Licensing Board 
Panel 62/12/13 Office of the Executive Legal Director Upp 
16421 240 24X Fiche 50-4 40,82/12/13,0212150041 


0P1219O11B Forwards notes from 021209 telcon involving ASLB, a p p 1 a c an t s, 
NRC, Sunf 1 awe r Alliance & OH Citizen* for Responsible Energy 
re three pending motions 

CUTCHIU. J H Hearing Branch 4 02/12/13 BLOCH, P 0 , SHON, T J , 

KLINE, J R Atomic Safety and Licensing Board Panel 5pp 
16425 244 24X Fiche 50-4 40, B2 / 1 2/1 3, 02121 50118 


0212160247 Answers to eighth set of interrogatories Certificate of Svc 
enc 1 

SILBERO, J E Cleveland Electric Illuminating Co SILBERG, J E 
Shaw, Pittman, Potts 6 Trowbridge 82/12/13 Ohio Citizens for 
Responsible Energy Spp 16446 193 24X Fiche 50-440,02/12/13, 

0212160247 


□212160251 Answers to second set of interroga tor ies. Number s 20. 2B B 31 
Certificate af Svc end 

SILBERG, J E Cleveland Electric Illuminating Co SILBERG, J E 
Shaw, Pittman. F>ott» L Trowbridge 82/12/13 Sunflower Alliance 
9pp 16446 1 54 24X Fiche 50-440,82/12/13,8212160251 


9? 1 2200105 Notice of appearance in proceeding Certificate of Svc end 
SWIGERjM A Cleveland Electric Illuminating Co SWJGER.M A Show, 
Pittman, Pott* & Trowbridge S2/12/I4 3p p 16470 09i 24X 

Fiche 50-440,02/12/14.0212200105 


021 2530267 Inform* of withdrawal of Interrogatories 6 - B of sixth 
set of interrogator i e» Info provided via FOIA procedures 
Related correspondence 

HIATT.S L Ohio Citizens fur Responsible Energy 62/12/14 

DLOCH, P 0 Atomic Safety and Licensing Board Panel Ip 16507 352 

24X Fiche 50-440, 62/ 1 2/ 1 4, B2 1 2230267 


ELI 2530319 Eighth discovery progress rapt Certificate of Svc end 
Related correspondence 

HIATT.S L Ohio Citizens for Responsible Energy 62/12/14 Upp 
16507 02S 24X Fiche 50-440,02/12/14,0212230319 


0212230345 Motion in opposition to NRC 621105 motion for summary 
disposition of Issue 4 Genuine issues of fiiatl fact still 
to be heard 1 Certificate of Svc end Related correspondence 
HIATT, S L Ohio Citizens for Responsible Energy 82/12/14 
Atomic Safety and Licensing Board Panel 9pp 16505 176 24X 

fiche 50-440, 02/12/14,0212230345 


0212230360 Response to NRC 821122 motion for Summary disposition of 
Issue 12 FES should be amended to reflect existence of 
NUREG/CR-2991 Certificate of Svc end Related 
i orreipondenc e 

H I ATT, S L Ohio Citizens for Responsible Energy 02/12/14 
Atomic Safety and Licensing Board Panel 3pp 16311 204 24X 

Fiche 50-440,62/12/14,8212230369 


BP 1 220006 1 Answer supporting NRC 821105 motion for summary disposition 
of Issue 4 Thirty-degree sector steam test not specifically 
required by App K QE performed ted for simulated DWR/6 
core Distribution of core spray flow not safety issue 
SILBERG, J E Cleveland Electric Illuminating Co SlLOERGrJ E 
Show, Pittman, Pott* & Trowbridge 92/12/15 Atomic Safety and 
Licensing Board Panel 3pp 16473 315 24X Fiche 50-440.02/12/15, 

8212200061 


--9212200072 Affidavit of UA Sutherland supporting NRC 821105 motion for 
summary disposition of Issue 4 App K does not require full- 
scale 30-degree sector steam test Certificate of Svc end 
SUTHERLAND, U A Cleveland Electric Illuminating Co 
SUTHERLAND, U A General FUc trie Co 02/12/15 24pp 16473 3IU 
24X Fiche 50-440, 02/12/15, 8212200061 


82 1 2500093 Memorandum It Order ALA0 -706, deny ing applicant 021029 motion 
for directed certification of LHP-82-9B, adm itting OH 
Citizens for Responsible Energy three late-filed 
contention* A8LA9 Intercession not yet warranted 

TOMPKINS, B A Atomic Safety and Licensing Appeal Panel 02/12/15 
Cleveland Electric Illuminating Co Spp 16474 292 24X 

Fiche 50-440,02/12/15,8212200093 


8212220260 Requests to make limited appearance statement at 0L 
hear ingi 

LONG, P M Affiliation Unknown 92/12/15 Docketing it Services 
Branch lp 169IB 329. 24X Fiche 50-440, 82/12/15, 8212220260- 
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AVI2210321 Answer supporting NRC G2H22 motion for summary disposition 
of Issues 11 ft 12 Sunflower Alliance withdrew l<«uf 11 on 
IJPillO Mo genuine issue of mat! fact remains for Issue 12 
Certificate of Sue end 

SIlBERC.J E Cleveland Electric Illuminating Co SILBERG* J E 
Shaw, Pittrran, Pott* ft Trowbridge 82/J2/S6 Atomic Safety anrf 
Licensing Hoard -Pane t 5pp 16496 311 24X Fiche 50-440. 62/12/ 16, 

□212210321 


CM 2210345 Forwards signed original affidavit* of KA Matheny ft 
HA Stratman r 9 appt Leant 821213 amuert to interrogatories 
If WA Sutherland re support of NftC notion for summary 
d j spo 5 1 1 1 on of Issue 4 

blLBERO, J E Shaw. Pittman* Pott* ft Trcwbridge SIL3ERG*J E 
Cleveland Electric 1 1 1 urn i na 1 1 ng Co 82/12/17 Docketing ft 

Services Branch 3pp I £496 337 24X Fiche 50-440* 02/ 12/17* 

0212210343 


QM 2220339 Request* to nake limited appearance statement at OL 
h earing* 

IIAVTSp-H K Affiliation Unknown 82/12/17 Docketing ft Services 

Branch lp 16517 13! 24X Fiche 50-440.92/12/17,0212220339 


3M22103I8 Answer opposing OH Citn#n* for Responsible Energy 021130 
motion ror order requiring NRC to answer sixth set of 
interrogatories Certificate of Svc end 

CUTCHIN.J rt Hearing Branch 4 82/12/20 Atomic Safety and 

Licensing Board Panel 37pp 16+96 253 24Y Fiche 50-440, 82/ 12/20, 

8212210316 


02122803 1 9 Forward* SL Hiatt affidavit supporting Sunflower Alliance 
opposition to NRC motion for summary disposition of Issue 3 
WILT, D 0 Wilt* D D WIL7.P D Sunflower Alliance 02/12/20 
ULOCH, P B , SHOrLF J * KLINE* J R Atomic Safety and Licensing Board 
Panel lp J 65 S 6 146 24X Fiche 50-440* 32/ 12/00. 02 1 2200319 


- 8212283324 Affidavit of SL Hiatt re eiam of facility quarterly QA 
assessment* ft trend analysis repts 

HIATT, S L Ohio Cititffta for Responsible Energy 02/12/14 Upp 
16556 147 24X Fiche 50-440,82/12/20*0212200319 


Q21 2230339 Supplt applicant response to Sunflower Alliance 

Interrogatory 2 re standby liquid control sy» initiation Svc 
list end Related correspondence 

GLA5SPJEGEL, H Shau, Pittman* Potts ft Trowbridge 82/12/21 
HIATT, S L Dhio Cltiiens for Responsible Energy 3p p 16505 15V 
?MX Fiche 50-440,82/12/21*0212230339 


8, .'12230351 Order granting NRC motions for summary disposition of QA. 
torbicula ft scram discharge val contentions except for* 
genuine issue* of fact specified 

BLOCH, P D < ALINE, J fl > SHON, F J Atomic Safety and Licensing Gourd 
Panel 02/12/22 Office or the Executive Legal Director 17pp 

16517 133 24X Fiche 50-440* 62/12/22. 02J 2230351 


BJ'l 230C054 Request* to nake limited appearance statement at OL bearing 
WD0DS1DE, P Affiliation Unknown 82/12/22 NRC - Mo D-e tailed 

Affiliation Given Ip 16590 190 SAX fi che 50-440,82/12/22. 
{*212300054 

G212280192 Notice of ASLG reconstitution PD B loch* C ha i rman ft JR Kline 
ft GO Br i ght. member s 

COTTER* 0 P Atomic Safety and Licensing Board Panel 82/12/23 
2pp 16562 304 24 X Fiche 50-440, 82/12/23, 8312280192 


SM2-30C018 Memorandum ft order directing NRC to respond a* listed to 
DK citizen* for Responsible Energy interrogatories on 
Issue 0 re hydrogen generation 

BLOCH, P 3 < BRIGHT. G 0 Atomic Safety and Licensing Board Panel 
02/12/23 Office of the Executive Legal Director |0pp 
16590 20B 24X Fiche 50-440, 92/ 1 2/23. 021 330001B 


□2123-00051 Requests to rake limited appearance statement at OL 
hearing 

FRITZ, E J Affiliation Unknown 02/12/24 Docketing ft Services 

Branch lp 16593 193 24X Fiche 50-440, 82/ 1 2/24. 821 230005 1 


QPJ2300013 Updates applicant 020924 response to Interrogatory 3-4 of 
OH Citirens for Responsible Energy 820930 third set of 
interrogator! ps Svc list end Related corre spondence 
SW1GER.M A Shaw. Pittman, Pott* ft Trowbridge. SWIGER.M A 
Cleveland Electric Illuminating Co 82/12/27 HIATT* S L Ohio 
Citizen* for Responsible Energy 3pp 16598 224 24X 

r i c h e 5 0-4 40. 02/ 1 2/27. 821 23000 i 3 


H General correspondence 


3212070015 Submits mg t change* effective 821201 DR Davidson to become 
senior vice president ft MR Edelman to become vice president* 
nuclear group ft staff contact for correspondence 
DAVIDSON* D R Cleveland Electric Illuminating Co S2/J2/02 
Y0UN0SL00D* 0 J Licensing Branch 1 lp 16327 243 24X 

Fiche 50-440, 02/12/02, 6212070015 


8212200051 Request* that USGS evaluate risk of catastrophic explosion 
of propane leak from underground storage wells into Morton 
Halt Mine FSAR ft FES deny possibility of event 

HINDER*!? M Affiliation Unknown 02/12/14 STEFANO, J J NR( - No 
Detailed Affiliation Given 2pp 16470 006 24X 

rich* 50-440, 82/1 2/14* 821 220005 1 


-8212200058 Trip rept of 730912 site safety visit re specifit features 
associated w/proposed site 

a Atomic Energy Commission 73/12/13 Atomic Energy 
Commission 3pp 16470 00S 24X Fiche 50-440, 82/12/14, 

621 2200051 


K Utility Final Safety Analysis Report (FSAR) ft amends 


8M2020098 Amend 10 to FSAR W/629 overs ixe drawing* Aperture cards are 
available, fi? FDR 

* Cleveland Electric Illuminating Co 02/11/29 420pp 162/4 179 

SAX Fiche 50-440* S2/U/23* 0212020091 


M Antitrust correspondence 


GM2150QI2 Requests NRC review of Cleveland Electric Illuminating Co 
821 J 19 filing w/FERC for increase in rates for firm power 
svc Also request* NRC con* i dera t i on of petition to intervene 
in matter 

PANDY, J Cleveland* OH 02/12/02 TOALSTON* A Antitrust!, 
Economic analysis Branch (Utility Finance) 37pp 16421 139 24X 

Fiche 50-000*02/12/02*821215001 2 


£321222007 5 Forwards NRC 790625 1 1 r to util transmitting 790625 order 
requiring util to file transmission svc tariff at FERC, per 
□ 1 1 206 te 1 con 

VOGLER, B H Hearing Branch 2 82/12/09 DAVIS, P Arnold ft Porter 

lp 16516 094 24X Fiche 50-440*02/12/09*0212220079 


0 Inspection reports* IE Bulletin* ft correspondence 


01-08190240 IE Bulletin 02-03, Revi si on 1# "Stress Cracking in Thick- 
Hal 1* Larg-s-Di ameter, Stain less Steel, Rocircu lation By* Piping 
at BWR Plants “ 8vc list end 

UEVDUNQ, R C Director's Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York* Inc 

1 15?pp 16462 J63 24X F i che 50-000* 02/10/20* 8208190240 


QL'081 90245 IE Info Notice 82-42* "Defects Observed in Panasonic Model 
0O1 ft Model 802 Thermo l um I nesc ent Dosimeters " Bvc list 
enc 1 

COSH, L I Division of Fuel Facilities* Materials ft Safeguard* 

02/1 1/05 Consol i dated Edison Co of New York, Inc HOpp 

1 6372 142 24X Fiche 50-000,02/11/09,0208190243 


Sr'OBJ 9025 J IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements ” Svc list end 

JORDAN, E. L Division of Engineering ft Quality Assurance 02/11/10, 
Consolidated Edison Co of New York, Inc i09pp 16411 19? 24X 

Fiche 50-000, 02/ 11/10, 02001 7025 1 


0208190256 IE Info Notice 82-46, "Defective ft Obsolete Combination 
Padlocks " Svc list and 

DEYOUNG* R C Director's Office, Office of Inspection and 

Enforcement 82/11/2 6 Consolidated Edison Co of New York, Inc 

127pp 16411.065 24X Fiche 50-000,92/11/26,8200170256 


8200190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fiitila Radioactive Matl " Svc list end 
COBB, L I Division of Fuel Facilities, Materials ft Safeguards 
S2/1I/30, Consolidated Edison Co of New York, Inc 356pp 
16387 028 24X Fiche 50-000,02/11/30.0200190257 


821208001? Forward* NRR input to BALP rapt for Oct 1981-Sept 1902 
Ovara-lJ rating of Category r given for licensee performance, 

STEFANO, J J Licensing Branch J 02/11/30 ETSENHUT, D 0 Division 
of Lie easing 2pp 16367.169 24X Fiche 50-440*02/11/30, 

8212000017 


0200190259 IE Bulletin 62-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYDL/NO, R- C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York* Inc 

JI3pp. 16411 317. S4X Fiche 50-000,02/12/03,020819029? 
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BPO019O261 IE Info Notice 02-40, “Failures of Agastat Cfi 009S Relay 
Sockets ° Svc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance 62/12/03 
Consolidated Edison Co of New York, Inc UOpp 16462 064 P4X 
Fiche 30-000,02/12/03.020819026! 


BP 1 22904 1 2 Forwards IE Insp Repts 50-4 4 0/82“ i 6 S. 50-441/02-15 on 
820801^1031 No noncamp 1 lance noted 

KNOP.R C Division of Project fc Resident Programs 82/12/15 
EDFLMAN.MR Cleveland Electric Illuminating Co 2pp 16&S4 311 
24X Fiche 30-440, B2/12/i3, 0212290412 


— H212290417 IE ln»P Ropts SQ-44Q/02-16 50-441/82-15 on 820801-1031 No 

honcomp I ian c « noted Major areas inspected containment dome 
i n s ta 1 lat i o n, sh i • I d bldg dome concrete p 1 ac ement, re f ue 1 ing 
bridge rail concrete placement t* general housekeeping 
<JILDNER,M L , KONKLIN, J E Division of Project & Resident 

Programs 02/12/14 4pp 16S04 313 24X Fich* 5G-440, B2/12/15, 

9212290412 


0206190267 IE Info Notice 82-49. "Correction -for Sample Conditions for 
Air U Gas Monitoring " Svc list one I 

UEYOUNQ, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

J 27pp 16620 191 24X Fiche 50-000. 02/12/ 16.0208190267 


□208190260 IE Info Notice 82-50. "Mod of Solid State AC Undervoltage 
Ketay* Type I TE-27 M Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/20 
Consolidated Edison Co of New York. Inc lO0pp 16620 293 24X 

Fiche 30-000.02/12/20.0208190260 


S Reportable occurrences. LERs t< related correspondence 


□212020395 Revised 820315 final deficiency rept re cladding fissures 
adjacent to weld seams in stainless steel suppression pools 
Items 2 h 3 of proposed corrective action deleted Placement 
of annulua concrete in pool region will reduce stress level 
DAVIDSON, DR Cleveland Electric Illuminating Co 02/11/24 
HEP PEER , J Q Region 3. Office of Director 2 PP 16270 250 24* 

Fiche 50-440, 02/ 11/24. 021 &020395 


□P12170153 Supplemental final deficiency rept re biological concrete 
shield walls Unit 1 repairs will not be completed until 
830301 due to changes in const scheduling Unit 2 repairs on 
schedule 

ED ELMAN , M R Cleveland Electric Illuminating Co 82/12/10 

HEP PEER, J 0 Region 3, Office of Director lp 16450 225 24X 

Fiche 50-440,02/12/10.0212170153 


□212170241 Revised final deficiency rept re defective Bettis Model 13 
series actuation yokes on Henry Pratt Co valves Due to delay 
in receipt of replacement parts U const sch edul i ng, requ ired 
mods not yet completed 

EDELMAN. M R Cleveland Electric Illuminating Co 82/12/10 
KEPPLER.J 0 Region 3. Office of Director ip 16459 336 24X 

Fiche 30-440,02/12/10.0212170241 


GJ12210370 Final deficiency rept re dowel tounterbore in link rod in 
standby diesel engine Initially reported on 001008 Link rod 
inspected Deficiency determined not reportable per 
J0CFR50 59(e) 

EDEU1AN.fi R Cleveland Electric Illuminating Co 02/12/10 
KEPPLER.J 0 Region □, Office of Director ip 16493 360 24X 

Fiche 50-440,02/12/10.0212210370 


81' 1 22602? 1 Final deficiency rept re potential defect in starting air 
tys check valve mfg by Transemer ica Delaval Initially 
reported on 811210 Check valve disc assembly will be 
t ep laced by 830701 

EDELMAN, M R Cleveland Electric Illuminating Co 02/12/13 

KEPPLER.J 0 Region 3. Office of Director 2pp 16360 102 24K 

fiche 50-440. 82/12/ 1 5, 021228029 1 


DOCKET 50-443 SEABROOK NUCLEAR STATION. UNIT 1 


A Appl ication/construction stage documents & correspondence 


0212100102 FOJA request for nine categories of documents re QA program 
at facilities 

KINDER, E T New Hampshire, State of 82/10/27 Division of Rules 
and Records 3pp 16380 094 24X Fiche 30-443.02/10/27,8212100102 


02I2JOO1O5 Responds to FGIA request for nine categories of documents re 
QA program at facilities Forwards safety evaluation $ 
escerpt from FSAR * Suppl 3 to BER dtd 730314 

FELTON, J M Division of Rules and Records 02/11/18 KINDER, E T 
New Hampshire, State of lp 16308 097 24X Fiche 50-443,82/11/10, 

821 2100103 


--02121OO1O9 Excerpt from FSAR re GA program corrective actions for 
design & const 

« Yankee Atomic Electric Co 02/11/10 2pp 16300 098 24X 

Fiche 5 0-443. 82/ 1 t / 16, 0212 100 105 


— -02 121001 12 Safety evaluation sgppoiting approval of QA program 
contained In PSAR Chapter 17 Approval contingent upon 
applicant resolution of outstanding issues re supervision of 
QA activities during design $, const phases 

-* Atomic Energy Commission. Directorate of Licensing 74/00/14 
20pp 16380 ICO 24 X Fiche 50-143.52/11/18,8212100105 


8W2O2O206 Responds to open items re independent safety enginaerinq 
group charter (5RP 13 4 3, Licensee Qualification Branch) 

Revised FSAR Section S3 4 3 6 Tech Spec 623 forwarded 
DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENT J S , J Public 

Service Co of New Hampshire 02/11/23 KNIGHTON,© W Licensing 
Branch 3 4pp 16279 142 24X Fiche 50-4 43,02/11/23,0212020206 


— 0212020316 Revised Tech Spec 6 2 3 re independent safety engineering 
group f one t ion, c omposi t ion, respond i b i 1 iti as h authority 
* Yankee Atomic Electric Co * Public Service Co of New 
Hampshire 02/11/23 lp 16279 146 24X Fiche 50-443.82/11/23, 

6212020286 


BP1209O545 Forwards "Control of Heavy Loads at Nuclear Power Plants, 
Seabropk Units 1 t 2, " draft technical evaluation rept, per 
util 820924 lfcr Comment* requested by 021216 -Conference call 
will be arranged to discuss resolution of open items 
KNIGHTON, G W Licensing Branch 3 02/ J 1/23 TALLMAN. U C Public 

Service Co of New Hampshire 2pp 16370 157 24X 

riche 30-443,02/11/23.0212000545 


—as 12080951 "Control of Heavy Loads at Nuclear Power PI ants* Se abr a ok 
Units 1 6 2," draft technical evaluation rept 
JENSEN, S A , STICKLEYj T H EQ&O, Inc 0 2/11/30 NRC - No 

Detailed Af f 11 iat ion Given 26pp 16370 139 24X 

Fiche 50-443,32/11/23,9212000545 


□21 8020029 Forwards responses to Containment 5y» Branch SRP open l toms 
re containment purge ays Response will be tncluded in CL 
appl icat ion, Amend 40 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS. J Putilm 
Service Co of New Hampshire 02/11/26 KNIGHTON, G W Li tens mg 
Branch 3 4pp 16272 050 24 X Fiche 50-4 43,62/11/26,9212020029 


Of’ 1 2020334 Forwards "Test* of Anchorages to Determine Effects of 
Prying*" final rept. r evis \ ng 020930 response to Mechanical 
Engineering Branch 020610 Request for Add) Info 210 70*SR:P 
3 9> Rept will be included in Amend 40 to QL application 
DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 02/11/26 KNIGHTON, 0 14 Licensing 
Branch 3 2p p 16279 231 24X Fiche 50-4 43,02/11/26, 8212020334 


— 0212020336 "Test* of Anchorages to Determine Effects of Prying*" flh 
rep t 

BURDETTE, E G Tennessee. Unlv of 02/00/31 96pp 16279 233 
24X Fiche 50-443,02/11/26,021202033 4 


02 i 20301 94 Summarises caseload forecast panel 021116-17 plant tour & 
meeting ui/NRC re status of Const Picture of bridge B over 
ductwork 8F-6 will be submitted by 021215 Supporting 
documentation & attendance list end 

DEVINCENTIS. J Public Service Co of New Hampshire 02/11/29 
KNIGHTON, G W Licensing Branch 3 4Spp 16304044 24X 

Fiche 30-443,62/11/29,6212030194 


0P 1 2060075 Summa r lies Effluent Treatment Sgs & Radiological Assessment 
□ ranch Open Items 11 3 2, J i 5-1, 12 3 2, 12 5 2 1 J, 12 3 4, per 
G21014 U 0917 meeting* 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENT 1 3, J Public 
Service Co of New Hampshire 82/11/29 KNIGHTON, 0 W Licensing 
Branch 3 12pp 163I6 0S5 24X Fiche 50-443,02/11/29,02120600/5 


0IH 2060036 Forward* second revision to Reactor Sys Branch 020212 
request for addl info re- containment sump design S< effect on 
long-term cooling following LOCA Response will be Included 
in Amend 40 to QL application Svc list end 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 02/11/30 KNIGHTON, G W Licensing 
Branch 3 6p p 16314 014 24X Fiche 50—4 43.02/11/30, B2 130 6005 6 


8312060094 Forwards revised response to Chemical Engineering Branch 
□ 20212 request for addl info re NUREG-0737, Item II B 3. 

"Pott-Ac ciden t Sampling 5y* * Info uil 1 1 be provided in 
OL app 1 i cation. Amend 40 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 82/12/01 KNIGHTON, 0 W Licensing 
Branch 3 22pp 16315 OOl 24X Fiche 90-443.02/12/01.02120^0094 
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8212060151 Foruardi three photographs of SF6 -d uc two r Ic & bridges per 
L Wheeler request during 0211 I A- 17 sit* tour 

DEVINCENTIS, J Ya nkee Atomic Electric Co- DEVINCENTIS, J Public 
Service Co of New Hampshire 82/12/01 KNIGHTON,# W Licencing 
Branch 3 Spp 1631 3 140 24X Fiche 50-443,82/12/01, 9212060.151 


GPT2O701OO Provide* revised schedule far completion of facilities 
Fuel load scheduled for Sept 19-84 for Unit I & Pec J 904 for 
Unit 2 Commercial operation should begin in Dec 1906 for 
Unit 1 It Mar 1937 for Unit 2 Press release end 

DEVINCENTIS. J Yankee Atomic Electric Co DEV JNCENTIS, J Public 
Service Co of New Hampshire 82/12/02 KNIGHTON, 0 W Licensing 
Branch 3 Spp 16327 272 24* Fiche 50-4 43,02/12/02,0212070-100 


8212000224 Submit* response* to Chemical Engineering Branch open items 
Addl info- on secondary water chemistry requested to complete 
review 

PEVZNCENTTS, J Yank** Atomic Electric Co DEV INC ENT J S, J Public 
Service Co of Neu Hampshire 82 / 12/02 KNIGHTON, 0 W Licensing 
Branch 3 I5pp 16354 092 24X Fiche 50-443, 82/ 1 2/02, 6212000224 


3212000190 Forward* info omitted from 820 930 response to Mechanical 
Engineering Branch 820618 request for add! info re tee* or 
branch connection* In Class 1 piping 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J public 
Service Co of Neu Hampshire 92/12/03 KNIGHTON, Q W Licensing 
Branch 3 4pp 16354 036 24X FUhe 50-4 43,02/12/03,0212000190 


0P12OSO207 Agrees to modify Tech Spec surveillance requirement* for 
emergency feedwater *yi 

DEVINCENTIS. J Public Service Co of Mew Hampshire 92/12/03 

KNIGHTON, 0 W Licensing Branch 3 2pp 16354*005 24X 

Fiche 50-443,92/12/03,0212080207 


0212080560 Notification of contract e t ecuti an, Hod 2 to “Follow on 
Review of Sea brook Nuclear Station, Uni ts 1 & 2 " Contractor 
F ugro, Inc 

blLVIS, R H Technical Assistance Contracts Branch FIN 0-692/ 
02/12/03 DENTON, H ft Office af Nuclear Reactor Regulation., 

Director JACKSON, P E NRC - No Detailed Affiliation Given Ip 

16368 353 24X Fiche 50-443, 82 / 1 2/03, 0212080560 


--•Q212Q8O560 Rod 2, deob l i ga 1 1 np funds, to “Follow on Review of Seabrook 
Nuclear S ta 1 1 on, Un i t s 1 6 2 M 

MADSEN, S H Fugro, Inc GUSTAVE, K P Technical Assistance 
Contracts Branch FIN 0-6827 32/12/03 lp I636D 354 24X 

Fiche 50-443, 02/ J 2/03, 8212030560 


B2 12090490 Forwards supplemental response to Reactor By* Branch 020212 
& 0426 Request* for Addl Info 440 09 6 440 127 re locked 
rotor event Info will be included in OL app 1 i cat i on, Amend 
48 . 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of Neu Hampshire 82/12/07 KNIGHTON,* W Licensing 
Branch 3 3pp 16365 3 32 24 X Fiche 50-443, 02/12/07, 0212090490 


8212140235 Forwards revision to FSAR in response to open item 
identified by D PaweTs of Containment Sy* Branch Revision to 
be included in 0L app 1 i cat 1 on, Amend 48 

DEVINCENTIS, J Yankee Atomic Electric Co DEV 1 NCENT 10, J Public 
Service Co o-f New Hampshire 02/12/08 KNIGHTON*© U Licensinq 
Branch 3 3pp 16408 352 24X Fiche 50-443,02/12/03,8212140235 


8212270279 Forwards "Test Rept o-rt Emergency Spray Eye Testing Using 
Tranteo Therma-Wrap, " in response to NRC 821203 request for 
addl info re RCS thermal insulation Transco insulation 
almost identical to Owen* -Cor ni ng insulation 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New J-ianpsh ire 82/12/03 KNIGHTON, ON Licensing 
Drench 3 2pp 16530 284 24 X Fiche 50-443,92/12/08,0212270279 


— 8212270281 J, Te*t Rept* on Emergency Spray 9y» Testing Using Tratiico 
Therma-Wrap w 

* Tran* co, Inc TTR-23N 82/07/2 7 3p p 16530 286 24 X 

Fiche 50-443. 02/12/09, 0212270279 


— 8212270286 "Transco Flexible Therma-WTOp Blanket Type Insulation " 
* Transco, Inc 02/03/04 Spp 16530 209 24X 

Fiche 50-443, 02/12/00, 0212270279 


— 8212270289 Topical rept evaluation of 0CF-1* '■Nuclear Containment 
Insulation 9y* " Rept acceptable. 

* NRC - No Detailed Affiliation Given 82/12/09 13pp 
16530 297 24X Fi che* 50-443, 92/12/00,8212270379 


8212270188 Respond* to Core Performance Branch open Items in sfl Pety 
review re cladding to 1 lapse, ECCS calculations if conformance 
w/App A of SRP Section 4 2 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 02/12/20 KNrOHTON, 0 W Licensing 
Branch 3 9pp 16539 290 24X Fiche 50-4 43, 05/12/20, 821 22701 00 


9P12270146 Forward* draft revised FSAR Section 17 2, "GA During 
Uperation* Phase, " in response to GA Branch request Section 
will be included in Amend 43 of OL application 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 82/12/21 KNIGHTON, Q W Operating 
Reactors Branch 3 61pp 16530 067 24X Fiche 50-443, 82/12 /2 1 , 

0212270146 


0212270270 Informs that FSAR Section 4 2 2 3 a re rod cluster assembly 
revised per SRP 4 2 Enel revised page will he included in 
Amend 40 to OL application 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Pub! it 
Service Co of New Hampshire 82/12/21 KNIGHTON, Q W Licensing 
Branch 3 2p p 16530 311 24X Fiche 50-443,02/12/21,0212270270 


D NRC Draft/Final Environmental Statements, suppls 6 correspondence 


0P12D6QO68 Submit* supplemental info re use of steel H-frame structures 
along Newington transmission line right-of-way per FES 
Installation of H-frames w/Iess bulk reduce* visual impact 
& mininiies environ impact 

DEVINCENTIS. J Public Service Co of New Hampshire 02/12/01 

KNIGHTON, 0 W Licensing Branch 3 Spp 16316 079 24X 

Fiche 50-443,82/12/01,8212060068 


E. NRC Safety Evaluation Report iSER), auppl* tt correspondence 


SS?J 2010375 Summary of 821019-1029 meetings w/util re open item* in 
safety review fa *afety requirement* remaining to be met 
prior to SER Issuance 

WHEELER, l Licensing Branch 3 82/11/00 Licensing Branch 3 

2pp 16267 170 24X Fiche 50-443, 82/11/08, 0212010375 


— 8211040225 Notification of 821019-1130 meeting* w/util in Bethesda.Hh 
to di»cu*-a remaining open items In safety review 
WHEELER, L L Licensing Branch 3 02/10/14 KERRIGAN, J D 

Licensing Branch 3 2pp 16267 172 24X Fiche 50-443,82/11/00, 

8212010375 


0212100)05 Responds to FOIA request for nine categories of documents re 
OA program at facilities Forwards safety evaluation 6 
escerpt from FSAR & Suppl 3 to SER dtd 750314 

FELTON, J M 01 vi * ion of Rules and Records 82/11/1 8 KINDER, E T 
New Hampshire, State of lp 16300 097 24X Fiche 50-443,02/11/10. 

0212 J 001 03 


— 0212100114 Suppl 3 to SER supporting approval of 0A program contained 
in FSAR Chapter 17 Resolution of outstanding issues re 
review & approval of contractor 0A procedures l< manuals 
verified in 741106 insp rept 

* Atomic Energy Com mi s si on< Directorate of Licensing 75/03/14 
3pp 16380 120 24X Fiche 50-443,02/11/18.8212100103 


8212060059 Submits addl design changes to emergency feedwater sys per 
SER Startup feedwater pump circuit breaker Installed in 
alternate electrical supply cubicle on emergency electrical 
bus E5 Changes will be incorporated into FBAR revision 
DEVINCENTIS, J Public Service Co of New Hampshire 82/11/30 
KNIGHTON, GW Licensing Branch 3 3pp 16314 077 24X 

Fiche 30-443. 02/11/30,8212060059 


F Security, medical, emergency & fire protection plans 


8212080163 Forward* summary info on primary & alternate emergency 
operations facilities per L Wheeler request 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public. 
Service Co of New Hampshire 82/12/03 KNIGHTON, 0 W Licensing 
Branch 3 3pp. 16354 085 24X Fiche 50-4 43,82/12/03,8212080163 


C Adjudicatory correspondence 


8212010385 Forward* response to Seacaast Anti -Pol lut ion League first 
set of Interr oga tor i os & request for production of 
documents 

PERL IS, R 0 Hearing Branch 3. 02/11/23 BACKUS, R A Backus, R A 

lp 16271 087 24X Fiche 50-443,82/11/20,8212010385 


— 031201038? Respond* to Seacoast Anti-Pollution League first set of 
interrogatories %> request for production of documents 
* Commissioners 02/11/33 Beacoast Anti-Pol lution League 
3pp 16271. OSB 24X Fiche 50-443, 82/11/23, 021201O3B5 


— 8212010396 Affidavit of MC Thadani re NRC response to Seacoast 
Anti-Pol lut Ion League first set of interrogatories & request 
for production of documents 

THADANI.M C Division of Licensing 82/11/23 lp 16271 ’ 091 
24X Fiche 50-443, 02/1 1/23, 0212010389 
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BPI2O20323 Forwards NRC response tn State of NH first set of 
interrogatories & request for production of documents 
PSRLlS.R G Hearing Branch 3 32/ 1 1/30 KINDER# £ T New 

Hampshire, State of Ip 16279 164 24x Fiche 50-443, 02/1 1 /30, 

9212020323 


”'9212020326 Response to first set of interrogatories & request For 
production of documents 

PERLIS. R Q , LESSY.R P Hearing Branch 3 82/11/30 New 

Hampshire# State of 29p p 1627? 165 24X Fiche 50-4 43,0 2/11/30# 

8212020323 


*31^1(2070242 Request for clarification of ASLD 820913 memorandum k order 
re t esuhmi ss 1 on of contentions on offsite emergency 
planning Time for resubmission unclear Certificate of Svc 
*?nc 1 

&H0TUELL, J A Massachusetts# State of 82/11/30- Atomic Safety 

and Licensing Board Panel 6p p 16329 292 24X 

fiche 50-443,32/11/30,021207024 2 


©212030163 Advises that NflC will take no position on State of NH 621115 
•motion to compel util answers to first set of 
i nterrogator i es 

PERLIS, R G Hearing Branch 3 82/12/01 HQYT, H , LUEBKE- E A , 

HARBOUR, J Atomic Safety and Licensing Board Panel 2pp 
16306 013 24X Fiche 50-443,82/12/01,0212030163 


©Pi 2060020 Confirm* 821201 telcon from Judge Hoyt Parties invited to 
821210 tour w/Judge Prehearing conference scheduled for 
B30111 to be rescheduled Availability of FEMA representative 
at next prehearing conference uncertain 

LESSY, R P Hearing Branch 3 82/12/02 HOYT, H , LUEBKE, E A . 

HARBOUR, J Atomic Safety and Licensing Board Panel 2pp 
16313 298 24X Fiche 50-443,92/12/02,8212060020 


©2 L 214021 2 Interrogator Le* t request for production of documents 
Certificate of 8vt ertc 1 Related correspondence 
liIGNAM, T O , GAD, R K Public Service Co of flew Hampshire 
DIGIWH, T -0 Ropes 6 Gray 92/12/0 9 Coastal Chamber of Commerce 

Of New Hampshire llOpp 16406 153 24X Fiche 50-443,82/12/00. 

9212140212 


0212140217 Interrogatories & request for production of documents 
Certificate of 8vc end Re lated correspondence 
IJIONAN. T G , GAD, R K Public Service Co of New Hampshire 
DIGMAM. T G Rope* 6 Gray 82/12/08 Seacoast An ti -Poll u t i OH 

League I08pp 16406307 24X Fiche 50-443,82/12/08,9212140217 


0212140430 Interrogatories 1 request for production of documents 
Certificate of Svc end Related correspondence 
(i I OMAN# T G i GAD, R K Public Service Co of New Hampshire 
LflGNAN.T G Ropes & Gray 02/12/00 New Hampshire. State of 

I 10pp 16405 031 24X Fiche 50-443, 82/12/00,0212140430 


0212140441 Interrogatories U request f -o r production of documents 
Certificate of Svc end Related correspondence 
DIGNAN, V Q , GAD, R K Public Service Co of New Hampshire 
DIGNAN, T G Ropes b Gray 82/12/08 Ne u England Coalition Oh 

Nuclear Pollution llipp 16404 063 24X Fiche 50-443,82/12/08, 

8212140441 


81? 1 2140227 Hatton to file responsive pleading re State of NH motion to 
compel answers to first set of interrogatories to util 
Certificate of Svc end Related correspondence 

HINDER, E T New Hampshire, State of 02/12/09 Atomic Safety and 

Licensing Board Panel 3pp 16406 343 24X Fiche 50-443,82/12/09, 

0212140227 


0212140234 Withdrawal of motion to compel answer* to Intern agat or i a s 6 
response to applicant answer Interrogatories 9 6,9 16 & 10 2 
withdrawn Util should answer 9 1.9 6 k 10 1 k SAPL 3 7, 3 10 
& 3 II W/Cert i f icate of Svc Related correspondence 

KINDER, E T New Hampshire, State of 82/12/09 Atomic Safety and 

Licensing Board Panel 6pp 16400 346 24X Fiche 50-443,82/12/09, 

8212140234 


8212140426 Motion for continuance of discovery deadline to 030601 
Continuance fair in light of rescheduling of projected fuel 
loading date* Previous deadline burdensome &■ would impede 
litigation of intervenor contention Related correspondence 
BACKUS, R A Seacoast Anti-Pollution League BACKUS, R A Backus, 
R A 82/J2/09 Atomic Safety and Licensing Board Panel 2pp 
16404 174 24X Fiche 50-443.82/12/09,8212140426 


— D2121 40437 Advises of results of const scheduling study Study Indicates 
10-month s 1 Ippage, chang ing projected fuel loading date* far 
Unit 1 to Sept 1984 b Unit 2 to Dec 1986 Svc list end, 

DIONAU, T 0 Ropes Ct Gray DlQNAN.T 0 Public Service Co of Now 
Hampshire 82/U/30 HOYT, H , LUEBKE, E A . HARBOUR, J Atomic 

Safety and Licensing Board Panel 2pp 16404 176. 24X 

Fiche 50-443,82/12/09,8212140426 


88121602B1 Motion to extend time until 830315 for discovery on admitted 
contention* Present schedule does not allow sufficient time 
to complete requests Certificate af 3ve end Related 
c or respondent e 

KINDER, E T . 0ISBEE,G D New Hampshire, State of 82/12/13 
Atomic Safety and Licensing Board Panel 6pp 16446 050 24X 

Fiche 50-443,02/12/13,0212160281 


8212160321 Responses to Interrogatories t requests for document 
production Svc list end Related correspondence 

DOUGHTY, J Seacoast Ant i -Poll u fc i on League 82/12/13 Office of 
the Executive Legal Director 5pp 16442 332 24X 

Fiche 50-443,82/12/13,8212160321 


0P122OOO39 Forwards motion for extension of time for discovery & 
LL Bishop notice of appearance 

CURRAN, D Harmon k Weiss CURRAN, D New England Coalition on 
Nuclear Pollution 82/12/15 HOYT, H F , LUEBKE, E A . HARBOUR, J 
Atomic Safety and Licensing Board Panel lp 16474 255 24X 

Fiche 90-443,02/12/19,8212200039 


—8212200049 Motion for extension of time foT discovery until 830315 
Sheer vol of matl to be processed to prepare or answer 
interrogatories on large number of complex technical issue* 
make* compliance impossible Certificate of Svc end 
CURRAN, D r BTSHOF, L L New England Coalition on Nuclear Pollution 
CURRAN, D Harmon 6 Weis* 82/12/15 Atomic Safety and 

Licensing Board Fane! 9pp 16474 256 24X Fiche SD-443, 

82/12/15, 8212200039 


8212250255 Amended answer to State of NH Interrogatory 9 8 ■Certificate 
of 8 vc end 

11IG NAN. T G , GAD, R K Public Service Co of New Hampshire 
DIGNAN, T 8 Rape* 6 Gray 82/12/15 New Hampshire, State of 

4 pp 16518 GDI 24X Fiche 50-443,82/12/15,0212220255 


0212230346 Second set of interrogatories & request for production of 
documents Certificate of Svc end Related correspondence 
KINDER, E T , B JS0EE, G D New Hampshire, State of 92/12/15 
□fflc D of the Executive Legal Director I4pp 165GS 162 24X 

f tchs 90-443, 92/12/15, 0212230346 


0r'i223O340 Second set of interrogatories tc request for production of 
document* Certificate of Svc end Related correspondence 
KINDER, E T , D 1 5BEE, Q D New Hampshire, State of 02/12/15 
Public Service Co of New Hampshire 24pp 16511 240 24X 

fiche 50-443, B2/ 12/ 15, 02122303 40 


821220007? Motion for continuance of B21215 deadline for discovery 
until 6306 0 1 Burden of short discovery period St re-election 
campaign precluded submittal of document* in timely manner 
Svc list end 

H0LHNGW8RTH, E Coastal Chamber of Commerce of New Hampshire 
G2/J2/16 Atomic Safety and Licensing Board Panel 3pp 
16474 306 24X Fiche 30-443, 02/ 12/16, 0212200079 


B21221022B Answer* to second set of Interrogatories & request for 
production of document* on Contention* I A 2, I D 1,1 D 2 ic 
1 C b motion for protective order Certificate of Svc end 
DIGNAN, T Q , GAD, R K Public Service Co of New Hampshire 
DIGNAN. T G Rope* U Gray 02/12/16 New England Coalition on 

Nuclear Pollution 71pp 16404 001 24X Fiche 50-443,83/12/16. 

0212210220 


8212230334 Second set of Interrogatories t« request for production of 
document* Svc list end Related correspondence 

BACKUS. R A Seacoast Ant i -Po 11 ut ion League 0ACKUS, R A Bachui, 
R A 82/12/16 Office of the Executive Legal Director 3pp 
I650S 120 24X Fiche 50-443,02/12/16,8212230334 


G21 2230203 Order admitting Town* of Brentwood S< Hampton, NH as 
interested municipalities List of admitted contentions 
enc 1 

HOYT, H F Atomic Safety and Lieen*ing Hoard Panel 82/12/20 
Brentwood. NH lOpp 16310 270 24X Fiche 50-443, B2/ 12/20, 
8212230203 


B2 12270309 Memorandum It order ruling on State of NH 821113 motion to 
compel applicants to answer first set of in tsrrogatoT 1 et. 
Applicants must Identify persons w/sup ervi * ary capacity for 
control room design i < installation 

HOYT, H F Atomic Safety and Licensing Board Panel 82/12/22 
Public Service Co. of New Hampshire 6pp 36534 356, 24X 

Fiche 30-443,82/12/22,8212270508 


8^12280017 Advises that WRC will not take position re applicant 021217 
motion for protective order for New England Coalition on 
Nuclear Pollution Interrogatory 6 Dispute is between 
applicant U intervenor 

PERL IB, R G Hearing Branch 3, 02/12/23 HOYT, H , LUEBKE, E A . 

HARBOUR, -J Atomic Safety and Licensing Board Panel lp 16364 20B 
24 X Fiche 50-443,82/12/23,8212280017 
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fi?>l 2290290 Response to first Set of interrogatories U request for 
■Joctirents on Contentions I A 2. 1, V. II J3 1-9. IT C. II D. II F„ 

IT G, II I & II L — II N Affidavits 6 Certificate of Svc 
incl 

LESSY.fl p Hearings Division 02/12/J 28 New England Coalition <jn 

Nuctear Pollution iQQpp 16391 115 24X Fiche 50-443, 02/1 2/20. 

0212290290 


H Antitrust correspondence 


DP120S0527 Forwards notice of receipt of antitrust Info w/recent 
application for OL Notice t<j be published in FR, Electric 
light tt PouJfl r i Pu b ! 1 c Utils Forthrightly & Rural 
t 1 ec tr i f i cat 1 on. trade journals 

KNJGHTCN, G U Licensing Branch 3 92/11/29 TALLNAN, W C Public 

Service Co of New Hampshire 2pp 16370 191 24X 

Fiche 50-443, 92/11/29. 821200052 7 


— 0212030532 No ties of receipt Q f antitrust info Requests for re- 
evaluation & adtjl info must: be received by 030107 
KNIGHTON, G U Licensing Branch 3 02/11/29 2 PP 16370 193 

24* Firhe 50-443. 82/1 1 /29, 0212000527 


0 Inspection reports. IE Bulletins 4c corresp ondence 


8208190240 IE Bulletin 02-03, Revi s Ion i, "Stress Cracking ui Thick- 
Wa 11, Larqe-Di ameter, Stain 1 e*s 8 teul . Rec ire u lat 1 on Sy s Piping 
at DU'R Pi ants " Svc list encl 

DEYOUNG. R C i>i rec tdr x a Office, Office of Inspection and 

Enf -or cement 82/10/20 Consol i da t e rf Edison Co of New York# Inc 

1 tapp 16462 163 24X Fiche 50-000. 62/10/20. 03OSJ 90240 


8208190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
801 6 Model 802 Th ermc 1 urn tnes c ent Dosimeters “ Svc list 
enc 1 

COBB, L I Division of Fuel Facilities, Materials & E*f eguard * 
02/11/05 Consolidated Edison Co of New York, Inc 1 H>pp 

36372 142 24X Fiche 50-000,02/11/05,8208190245 


8200 J 90251 re Info Notice 02-44, "Clarification of Emergency Flan 
tjiercise Requirements 11 Svc list encl 

JORDAN. E L Djvisiun of Engineering l Quality Assurance 02/11/18 
Consolidated Edison Co of New York# Inc lG9pp 16411 199 24X 

Fiche 50-000,02/11/18.0208190291 


8200190256 IE Info Notice 82-46. "Defective & Obsolete Combination 
F’-ad locks " Svc list end 

DEYOUNG, 0 C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 065 24< Fiche 50-000. 02/11/26,0200190256 


0200190237 If Info Notice 02-47, '‘Trans p or tat 1 on of Type A Guam tit i e> g 
of Non-Fissilp Radioactive Natl “ Svc list enci 
COflS.L I division of Fuel Facilities. Materials ir Safeguards 
82/13/30 Consolidated Edison Co of Now York, Inc 356pp 

J 6307 020 24 X Fiche 50-000, 02/1 1 /30, 82001 90257 


0206190259 IE Bulletin 82-04. "Deficiencies in Primary Containment 
Electrical Penetration Assemblies 11 Svc list one 1 
DEYQUNO.fl C Director's Office, Office of Inspection and 
Enforcement 82/13/03 Cons a 1 i da t ed Edison Co of New York. Inc 
H3fP 1641 1 317 24X Fief,* 50-000. 83/13/03, 82001 90259 


8200190261 IE Info Notice 82-46, "Failure* of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN, E L Division of Engineering fc Ovality Assurance, 85/13/03 
Consolidated Edison Co of New YotIc. Inc llOpp 16462 D64 C4j( 
riche 50-000. 03/ 3 2/03, 0308190261 


Q2IBO0O321 Ack receipt of 8S1U7 i tr Informing NPc of steps taken to 
correct violation* noted ip IE Insp Rept* 50-443/02-10 & 

UO-44 4/82- 10 

STAROsreCKI, R Division of Project U Resident Programs 82/12/03 
TALLI1AN, tv C Public Service Co of New Hampshire Ip 16353 337 
24X Fiche 50-443,92/12/03,0212000321 


— 6212000329 Responds to NRC 021020 ltr r# violations noted in IE Ins p 
ftepts 30-44 0/82-10 I, 50-444/93-10 Corrective actions 
technical procedure issued to resolve clearance problem# k 
drawing revised to indicate required bolt & nut mail 
DEVINCENnS, J Yankee Atomic Electric Co DEVINCENT1S, J Public 
Service Co of New Hampshire 02/13/17 STAROSTECK I , R Division 
of Project & Resident Programs 4pp. 16333 338 24X 

Fiche 50-443,62/12/03.9212000321 


0212210270 Forwards IE Insp Rept* 50-4 43/65-13 k 50-444 /02- i 1 or 
821001-1105 k notice of violation 

S TAROS TECH I. R , Division of Project fc Resident Programs 02/12/06 

TALLMAN. W C public Service Co of New Hampshire 2pp 16493 035. 

24X Fiche 50-443, 82/ 1 2/06, 82122 J0270 


— 0212210275 No tice of violation from in&p on 021001-1105 

* Division of Project k Resident Programs 02/12/06 Ip 
16403 037 24 X Fiche 30-443,02/12/06,8212210270 


—0212210282 IE In*p Rept* 50-443/62-13 k SO-444/02-11 on 021001-1 IOS 
No nc omp li an cv noted failure to conduct & document insp of 
pipe support Kwik-bol ting activities per procedural 
hold-point requirements 

CERWE, A C , GRAMM, H A , GALLO, R M Division of Project k Reiidunk 
Programs 62/11/17 9pp 16483 038 24X Fiche 50 -443. 63/12/04, 

0212210270 


8506190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air It Gas Monitoring 11 3vc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 05/12/16 Consolidated Edison Co of New York. Inc 

I 27j> p 16620 191 24X Fiche 90-000, 02/12/16, 0209190267 


0500190268 IE Info Notice 02-50. "Mod of Solid State AC Undervoltage 
Relays Type 1 TE-27 " Svc list end 

JORDAN, E L Division of Engineering k Quality Assurance 85/12/20 
Consolidated Edison Co of New York, Inc lOSpp 16620 293 24X 

Fiche* 50-000, 85 / 1 2/20, B20Q 1 90260 


S Reportable occurrences, LEft* & related correspondence 


8312060079 PNO- I -02-075 on 021201. util announced 10-month delay & new 
commercial operation dates for Unit 1 (8212311 fr Unit 2 
1070331) projected Total cost revised by 447. Caused by 
increased design & engineering complexity 

KELLY. E , GALLO, R , GREENMAN, E Region 1, Office of Director 
62/13/01 2p p 16314 343 24X Fiche 50-443, 02/12/01 , 021 2060079 


6512210297 Final deficiency rept re seat leakage in ASCO solenoid 
valves mounted on Pod-Seal l n tl butterfly valve* Initially 
reported on B21503 Posl-Sed Inti supplied relobr lea t ion 
kit* to correct problem 

DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENT IS, J Public 
Service Co of New Hampshire 02/12/00 STAROsTECKI. R Division of 
Project t Resident Programs 3pg 16497 039 24X 

Fiche - 50-443, 02/13/00,0212210207 


0212310273 Interim deficiency rept re adequacy of tornado missile 
shield protection on north k west walls of fuej storage 
bldg Initially reported on 021110 Engineering evaluation 
results will be reported by 030401 

DEVINCENTIS, J Yankee Atomic Electric Co DEYINCENTJ B , J Public 
Service Co of New Hampshire 02/12/14 STAROSTECKI, R Division of 
Project & Resident Programs 2pp 16403 233 54X 

Fiche 30-443, 02/12/14, 0312210273 


6512210449 Interim deficiency rept re potential for pipe t, component 
overstress due to exceeding pipe pulling limit* during 
welding fit-up Initially reported on 821110 Nonconformance 
rept di sposit ioned to rework complete Next rept by 830713 
DEVINCENT IS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of N*u Ha^shire 02/12/14 STARQSTECKI, R Division of 
Project L Resident Programs 3pp 16409 170 B4X 
Fiche 50-443,02/12/14,0212210449 


DOCKET 30-444 SEADRDCK NUCLEAR STATION, UNIT 2 


A App Ucatlon/construction stage documents & correspondence 


8? i 2100102 FOIA request for nine categories of documents re GA program 
at facilities. 

KTNDER, E T New Hampshire, State of 02/10/ 27 Division of Rules 

and Records 3pp 16308 094 24X Fiche 50-443,82/10/27,8212100103 


0212100105 Responds to FOIA request for nine categories of documents rr 
GA program at facilities Forward* safety evaluation 6 
excerpt from FSAR It Suppl 3 to SER did 750314 

FELTON, j M Division of Rules and Records 02/11/10 KINDER, E 1 
New Hampshire, State of lp 16308 097 24X Fiche 50-443,62/11/16, 

6312100105 


— 8212100109 Excerpt from FQAR re GA program corrective action# for 
design V const 

* Yankee Atomic Electric Co 02/1 t/10 2pp I63B0 090 24X 

Fiche 50-443. 02/U/18, 02i2iOOiO5 


— 02i2lOOH2 Safety evaluation supporting approval of QA program 
contained in PSAR Chapter 17 Approval contingent upon 
applicant resolution of outstanding issues p* supervision of 
GA activities during design 8< const phases 

# Atomic Energy Commission, Directorate of Licensing, 74/OB/I4 
20pp 1 6380 100 24 X Fiche 50-443,62/11/10,0212100105 
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0212020286 Respond* to open item* re independent safety engineering 
group charter (SRP 13 4 3,Licen*ee Qualification Branch) 

Revised FSAR Section 13 4 3 tt Tech Spec 6 2 3 forwarded 
DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 02/11/23 KNIGHTON. G W Licensing 
Branch 3 4pp 16279 142 24X Fiche 50-443,82/11/23,0212020236 


— 8212020316 Reviled Tech Spec 6 2 3 re independent safety engineering 
group function, compaait ion, responsibilities & authority 
* Yankee Atomic Electric Co * Public Service Co of New 
Hampshire 82/11/23 lp 16279 146 24X Fiche 30-443,02/11/23, 

82 1 2020206 


6212000545 Forwards "Control of Heavy Loads at Nuclear Power Plants. 
Seabrook Units 1 8< 2,“ draft technical evaluation rept, per 
util B20924 Itr Comments requested by 021216 Conference call 
will be arranged to discuss resolution of open items 
KNIGHTON, 0 W Licensing Branch 3 32/11/23 TALLMAN, W C Public 

Service Co of New Hampshire 2pp 16370 157 24X 

Fiche 30-443,02/11/23,8212060545 


— 6212080551 "Control of Heavy Loads at Nuclear Power Plants, Seabrook 
Units 162," draft technical evaluation rept 
JENSEN, 8 A , 8T1CKLEY. T H EG 60, Inc 82/11/30 NRC - No 

Detailed Affiliation Given 26pp 16370-159 24X 

Fiche 90-443, 02/11/23, 02I2OBO545 


8312020029 Forwards response* to Containment Sy* Branch SRP open items 
re containment purge sys Response will be included in OL 
app l i cation, Amend 40 

DEVINCENTIS, J, Yankee Atomic Electric Co DEVINCENTIB, J Public 
Service Co of New Hampshire 02/11/26 KNIGHTON, G U Licensing 
Branch 3 4pp 16272 050 24 X Fi c h e 50-443, 02/ 1 1 /26, 021 2020029 


6212020334 Forward* "Tests of Anchorages to Determine Effects of 
Prying," final rept, revi* mg 820930 response to Mechanical 
Engineering Branch 020610 Request far Add 1 Info BIO 70<BRP 
3 9) Rept will be Included in Amend 48 to OL application 
DEV1NCENTI8, J Yankee Atomic Electric Co DEVI NCENTIS, J Public 

Service Co of New Hampshire 02/11/26 KNIGHTON, 0 W Licensing 
Branch 3 2p p 16279 231 24X Fiche 50-443,02/11/26.0212020334 


— B2i 2020330 "Tests of Anchorages to Determine Effects of Prying," final 
rept 

BURDETTE, E 0 Tennessee, Univ of 82/08/31 86pp 16279 233 
24X Fiche 50-443,62/11/26,8212020334 


0212030194 Summaries caseload forecast panel 621116-17 plantf tour «< 
meeting w/NRC re statu* Of const Picture of bridge 0 over 
ductwork 8F-6 will be submitted by G2I215 Supporting 
documentation It attendance list end 

DEVI NCENTIS, J. Public Service Co of New Hampshire 02/11/29 
KNIGHTON, 0 W Licensing Branch 3 4lpp 16304 044 24X 

Fiche 50-443,82/11/29,0212030194 


8212060075 Gummarlres Effluent Treatment By s & Radiological Assessment 
Branch Open Item* 11 5 2, 11 5-t, 12 3 2, 12 5 2 1 * 12 3 4, per 
621014 L 0917 meetings 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J. Public 
Service Co of New Hampshire 02/11/29 KNIGHTON, G W Licensing 
Drench 3 12pp 16316 053 24X Fiche 90-443,02/11/29,0212060079, 


8212060056 Forwards second revision to Reactor Sys Branch 020212 
request for addl info re containment sump design 6 effect on 
long-term cooling following LDCA Response will be included 
in Amend 40 to OL application 8vc list end. 

DEVINCENTIS, J Yankee Atomic Electric Co, DEVINCENTIS, J Public 
Service Co of New Hampshire 02/11/30 KNIGHTON, O W» Licensing 
Branch 3 6pp 16314 014 24X Fiche 50-443,02/11/30.0212060036 


0212060094 Forwards revised response to Chemical Engineering Dranch 
020212 request for addl info re NUREQ-0737, Item II 0 3, 

N Fos fc-Accident Sampling 8yt " Info will be provided in 
OL appl i cation, Amend 48 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampsh ire 02/12/01 KNIGHTON, 0 W Licensing 
Dranch 3 22pp 16315 001 24X Fiche 30-443,02/12/01,8212060094 


0212060191 Forwards throe photograph* of 6F6 ductwork & bridge* per 
L Wheeler request during 021116-17 site tour, 

DEVI NCENTIS, J Yankee Atomic Electric Co. DEVI NCENTIS, J Public 
Service Co of New Hampsh ire 02/12/01 KNIOHTON, 0 W Licensing 
Branch 3 Spp 16313 140 24X Fiche 50-443,02/12/01,0212060151 


6212070100 Provides revised schedule for completion of facilities 
Fuel load scheduled for Sept 1984 for Unit 1 6 Dec 1964 for 
Unit 2 Commercial operation should begin in Dec 1986 for 
Unit 1 6 Mar 1987 for Unit 2 Press release end 

DEVINCENTI8, J. Yankee Atomic Electric Co DEVINCENTIS , J Public 
Service Co. of New Hampshire 02/12/02 KNIGHTON, 0 W. Licensing 
Branch 3. Spp 16327 272, 24X Fiche* 50-443, 02/12/02, 0212070100 


92 12000224 Submits responses to Chemical Engineering Branch open items 
Addl info on secondary water chemistry requested to complete 
review 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENT IS. J Public 
Service Co of New Hampshire 02/12/02 KMrGHTQN, 0 W Licensing 
Branch 3 15pp 16334 092 24X Fiche 50- 443. 82/ 1 2/02. 021 2080234 


0212000190 Forward* info omitted from 020930 response to Mechanical 
Engineering Branch 820616 request for addl info re tee* or 
branch connections in Class 1 piping 

DEVINCENTIS. J Yankee Atomic Electric Co DEVI NCENT I S, J Public 
Service Co of New Hampshire 82/12/03 KNIGHTON. 0 W Licensing 
Branch 3 4pp 16354 056 24X Fiche 50-443.62/12/03.0212080190 


0212000207 Agree* to modify Tech Spec surveillance requirements for 
emergency feedwater sys 

DEVINCENTIS, J Public Service Co of New Hampshire 02/12/03 
KNIGHTON, O W Licensing Branch 3 2pp 16334 005 24X 

Fiche 50-443, 02/12/03, 9212000207 


B812090560 Notification of contract <? tec u 1 1 on , Mod 2 to "Follow on 
Review of Seabrook Nuclear Stat ion, Un i ts 1 2 11 Contractor 

T ug ro, Inc 

3ILVIB, R H Technical Assistance Contracts Branch FIN 0-6B2/ 
82/12/03 DENTON, H R Office of Nuclear Reactor Regulation, 

Director JACKSON, R E NRC - No Detailed Affiliation Given Ip 

16360 353 24 X Fiche 50-443,82/12/03.0212080960 


--82 1 2080368 Mod 2, d *ob k i g a fc i ng funds, to "Follow on Review of Seabrook 
Nuclear Sta t i on. Uni ts 1 & 2 " 

MADSEN, S H Fugro, Inc GU5TAVE. R P Technical Assistance 
Contracts Branch FIN 0-6827 92/12/03 Ip 16360 354 24X 

Fiche 50-44 3, 82/ 12/03. 6212080560 


8212090498 Forwards supplemental response to Reactor Sys Branch 820212 
& 0426 Requests for Addl Jnfo 440 89 & 440 127 re locked 
rotor event tnfa will be included in CL app 1 1 ea t i on, Amend 
40 

OEVrNCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Publir 
Service Co of New Hampshire 02/J2/O7 KNIGHTON , Q W Licensing 
Branch 3 3p p 16365 332 24X Fiche 50-443,82/12/07,8212090490 


□212140235 Forward* revision to F6AR in response to open item 
identified by D Power* of Containment Sys Branch Revision to 
be included in OL app 1 lea bi-on. Amend 4B 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS. J Public 
Service Co of New Hampshire 02/12/00 KNIGHTQN,G U Licensing 
Dranch 3 3p p 16406 332 24X FI ch e 50-4 43, 02/ 1 2/08. 02 1 21 4 0233 


9212270279 Forwards "Test Rept an Emergency Spray Sys Testing Using 
Transco Th erma -Wre p, M in response to NRC 02 1 203 request for 
addl info re RC9 thermal insulation Transco insulation 
almost identical to Owens-C or ni ng Insulation 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 82/12/00 KNIOHTON.G If Licensing 
Branch 3 2p p 16530 2 04. 24X Flch* 50-4 43, 82/ 1 E/00. 82 1 2270279 


— 8212270201 "Test Repta on Emergency Spray By* Testing Using Transco 
Therma-Wrap " 

* Transco, Inc TTR-25N 82/07/27 3p p 16330 206 24 X 

Fiche 50-443, 02/12/OB, 8212270279 


— 8212270206 "Transco Flexible TheTma-Wrap Blanket Type Insulation 
# Transco, Inc 82/03/04 5pp 16530 209 24X 

Fiche 50-443,02/12/08 . 02122702 79, 


9212270108 Respond* to Coro Performance Dranch open item* in safety 
review re cladding c oi lap »« , ECCS calculations & conformance 
w/App A of SAP Section 4 2 

DEVINCENTIS. J Yenkeo Atomic Electric Co DEVINCENTIS, J Public 
Service Co o f New Mamp*h ir e B2/12/20 KNIGHTON, G W Licencing 
Dranch 3 9p p J 6539. 290 24X Fiche 50-443,82/12/20.8212270100 


0212270146 Forward* draft revised FSAR Section 1/2, "GA During 
Operation* Phase. 4 ' In re*pon*e to GA Branch request Bectlon 
will be included in Amend 43 of 0L application 

DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co o f New Hamp *h I t » 82/12/21. KNIGHTON. 0 W Operating 

Reactors Branch 3 61pp 1653B 067 24X Fiche 50-443,82/12/21, 

8212270146 


9212270270 Inform* that FSAR Beet ion 4 2 2 3a re rod cluster assembly 
revised per SRP 4 2 Enel revised page will be Included In 
Amend 40 to QL application 

DEVINCENTIS, J Yankee Atomic ElectTic Co DEVINCENTIS. J Public 
Service Co of New Hampshire 02/12/21 KNIOHTON. 0 W Licensing 
Branch 3* 2pp 16330 311 24 X Fiche 50-443, 02/ 12/21 , 9212270270 
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J) NRC Praft/Final Environmental Statements, suppls & correspondence 


B212O6OO60 Submits supplemental info re use of steel H-frafne structures 
along Newington transmission line r 1 9 b t— o f — way per FE9 
Installation of H-Pramea w/less bull reduces visual impact 
k minimise* environ inpact 

JJEVINCENTlSi J Public Service Co of New Hamp sh l r m, 82/12/01 

KNIGHTON, G W Licensing Branch 3 5pp 16316 079 24X 

Fiche 50-443 , 02 / 1 2/01 . 02 1 206Q06B 


E* WRC Safety Evaluation Report (9ER>, suppls & correspondence 


0212010375 Summary of 821019-1029 meetings w/util re open items in 
safety review k safety requirements remaining to be met 
prior to 8 ER issuance 

WHEELER, L Licensing Branch 3 82/11/03 Licensing Dranch 3 

2pp 16247 170 24X Fiche 50-443, 02 / 11 /08, 02120 10379 


— 0211040225 Notification of 021019-1130 meeting* w/ufcll in Bethe»de,MD 
to discuss remaining open items in safety review 
WHEELER, LL Licensing flranch 3 02/10/14 KERRIGAN, J D 

Licensing Branch 3 2pp 14267 172 24X Fiche 50-443,02/11/00, 

6212010375 


G212I00105 Responds to P'OIA request far nine categories of documents re 
GA program at facilities Forwards safety evaluation k 
excerpt from FSAR fc Suppl 3 to 6 ER dtd 750314 

FELTON, J M Division of Rule, and Records 02/11/10 KINDER, E T 
New Hampshire, State of ip 14308 097 24* Fiche 50-443,02/11/10, 

6212100105 


— 8212100114 Suppl 3 to SER supporting approval of GA program contained 
in PSAR Chapter 17 Resolution of outstanding issue* re 
review l< approval of contractor GA procedures tc manuals 
verified in 741106 inap rept 

* Atomic Energy Commission, Directorate of Licensing 75/03/14 
3pp 16300 120 24X Fiche 50-443,02/11/10,0212100105 


0212060099 Submits addl design changes to emergency feedwater nys per 
8 ER Startup feedwater pump circuit breaker installed in 
alternate electrical supply cubicle on emergency electrical 
bus E9 Changes will be incorporated into FSAR revision 
DEV/TNCENTIS, J Public Service Co of New Hampshire 02/11/30 
KNIGHTON, 0 U Licensing Branch 3 3pp 16314 077 24X 

Tiche 50-443,82/11/30,0212060059 


F Security, medical, emergency & fire protection plans 


B2120S0I63 Forwards summary info on primary & alternate emergency 
operations facilities per L Wheeler request 

DEVINCENTIS, J Yankee Atomic Electric Co DEV I NCENTI 6 , J Public 
Service Co of Neu Hampshire 82/12/03 KNTGHTON, G W Licensing 
Branch 3 3pp 16354 035 24X Fiche 50-4 43, 02/12/03, 0212000163 


G Adjudicatory correspondence 


0212010305 Forwards response to Seacoast Anti -Pollut 1 on League first 
set of i nterrogator i es !< request for production of 
docirmen ts 

PERLIS, R 0 Hearing Branch 3 82/U/23 BACKUS, ft A Backus, R A 

jp 16271 087 24 X Fiche 50- 4 43,02/11/23, 0212010395 


— B2120I03B? Responds to Seacoast Anti-Po! 1 ut j on League first ««t of 
interrogatories S' request for production of documents 
* Commissioners, 82/11/23 Seacoast Anti-pollution League 
3 pp 16271 030 24X Fiche 50-443, 02/1 1 /23. 62120 10335 


--0212010396 Affidavit of MC Thadani re NRC response to Seacoast 
Ant i -Pol lut ion League first set of interrogatories & request 
for production of documents 

THADANlrM C Division of Licensing 82/11/23 Ip 16271 091 
24 X Fiche 50-443, 63/1 1 /23, 0212010335 


02 J 2020323 Forwards MRC response to State of NH first set of 
interrogatories & request for production of documents. 

PERLIS, ft G Hearing Branch 3 82/11/30 KINDER, £ T New 

Hampshire, State of Ip 16279 164 24X Fiche 50-443,02/11/30, 

621 2020323 


— 0212020326 Response to first set of interrogator lei fc request far 
production of document* 

PERLIS, R G. , LE 8 BY, ft P Hearing Branch 3 02/ J 1/30 New 

Hampshire, State of 2?pp 16279 165 24X Fiche 50-443,62/11/30. 

02 12020323 


8212070242 Request for c iar i f icat ion of ASLB S20913 memorandum & order 
re resubmiss i on of contentions on offsite emergency 
planning Time for resubmission unclear Certificate of Svc 
one I 

SHOTWELL, J A Massachusetts, State of 02/11/30 Atomic Safety 
and Licensing Board Panel 6 pp 16329 292 24X 

Fiche 50-443, S2/1 1/30, 0212070242 


0212030163 Advises that NRC will take no position on State of NH 021115 
motion to compel util answers to first set of 
i ntefTogatori es 

P ERL IS, R G Hearing Branch 3 02/12/01 HOYT, H , LUEBKE, E A , 

HARBOUR, J Atomic Safety and Licensing Board Panel 2pp 
16306 013 24X Fiche 50-443,02/12/01,0212030163 


8212060020 Confirms 821201 telcon from Judge Hoyt Parties invited to 
8212(0 tour tj /Judge Prehearing conference scheduled for 
030111 to be rescheduled Availability of FEMA represen ta t 1 ve 
at next prehearing conference uncertain 

LESSV, R ? Hearing Branch 3 82/12/02 HOYT, H , LUE0KE, E A , 

HARBOUR, J Atomic Safety and Licensing Board Panel 2pp 
16313 290 24X Fiche 30-443,82/12/02,8212060020 


GP12140212 Interrogatories & request for production of documents 
Certificate of Svc end Related correspondence 
DIGNAN, T G , GAD, R K Public Service Co of Nbui Hampshire 
DIGNAN, T 0 Rapes k Gray 02/12/08 Coastal Chamber of Commerce 

of New Hampsh ire UOpp J6406 153 24X Fjche 50-443, 02/12/08, 

0212140212 


8212140217 Interrogatories k request for production of documents 
Certificate of Svc end Related c orrespondence 
DIGNAN, T G , GAD, R K Public Service Co of New Hampshire 
DIGNAN, T G Ropes k Gray 02/12/00 Seacoast An 1 1 -Po 11 ut ion 
League lOBpp 16406 307 24X Fiche 50-4 43. 02/ 12/00, 02 1 214021 7 


0P1214O43O Interrogator ies & request for production of documents 
Certificate of Svc end Related correspondence 
DIGNAN, T G , GAD, R K Public Service Co of New Hampshire 
DIGNAN, T 0 Ropes S< Gray 02/12/00 New Hampshire, State of 

UOpp J 6405 031 24X Fiche 50-443,82/12/00,0212140430 


0212140441 Interrogatories k request for production pf document* 
Certificate of Svc enci Related correspondence 
DIGNAN, T 0 , GAD, R K Public Service Co of New Hampshire 
DIGNAN, T 0 Ropes & Dray 02/12/00 New England Coalition on 

Nuclear Pollution lllpp 16404 063 24X Fiche 50-443.02/12/08, 

0212140441 


8212140227 Motion to file responsive pleading re State of NH motion to 
compel answers to first set of interrogator les to util 
Certificate of Svc end Related correspondence 

KINDER, E T New Hampshire, State of 02/12/09 Atomic Safety and 

Licensing Board Panel 3pp 16408 343 24X Fiche 30-443, B2/ 12/09, 

8212140227 


021 21 40234 Withdrawal of motion t?o compel answers to i nterroga t or i e ■» k 
response to applicant answer Interrogatories 9 6,7 16 k 10 3 
withdrawn Util should answer 9 1,9 0 k 10 1 & EAPL 3 7,3 10 
k 3 1 1 W/Cert if icate of Svc Related correspondence 

KINDER, £ T New Hampshire, State of 02/12/09 Atomic Safety and 
Licensing Board Panel 6 pp 16400 346 24X Fiche 50-443,82/12/09, 

0212140234 


0212140426 Motion for continuance of discovery deadline to 830601 
Continuance fair in light of rescheduling of projected fuel 
loading dates Previous deadline burdensome & would impede 
litigation of 1 ntervenor contention Related corresponded e 
BACKUS, R A Seacoast Ant i -Poliut ion League BACKUS, R A Backus, 
R A 02/12/09 Atomic Safety and Licensing Board Panel 2pp 
16404 174 24X Fiche 50-443,02/12/09,8212140426 


— 02121 40437 Advises of results of const scheduling study Study indicate 
10 -month s I 1 p pag e, c hang i ng projected fuel loading dates for 
Unit 1 to Sept 1904 & Unit 2 to Dec 1906 Svc list end 
DIGNAN, T 0 Ropes Sc Gray DIGNAN, T 0 Public Service Co of New 

Hampshire 02/11/30 HOYT, H , LUEBKE, E A , HARBOUR, J Atomic 

Safety and Licensing Board Panel 2pp 16404 176 24X 

Fiche 50-443,82/12/09,8212140426 


0212160201 Motion to extend time until 830315 for discovery on admitted 
contentions Present schedule does not allow sufficient time 
to complete requests Certificate of Svc enc 1 Related 
correspondence 

KINDER, E T , B ISREE , 0 D New Hampshire, State of 02/12/13 
Atomic Safety and Licensing Board Panel 6 pp 16446 058 24X 

Fiche 50-443, 82/12/13,8212160201 


8212160321 Responses to interrogatories k requests for document 
production Svc list encl Related correspondence 

BOUGHTYiJ Seacoast Anti-Poll ution League 02/12/13 Office of 
the Executive Legal Director 5pp 16442 332 24X 

Fiche. 50-443, 82/12/13, 8212160321, 
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8212200039 Forwards motion for extension of time for discovery & 

IL Bishop notice of appearance 

CURRAN. 0 Harmon fc Weiss CURRAN. D New England Coalition on 
Nuclear Pollution 92/12/15 HOYT. H F . LUEBKE, E A , HARBOUR. J 
Atomic Safety and Licensing Board Panel ip 16474 255 24X 

Fie t»e 50-443. 82/12/13. 9212200039 


— 8212200049 Motion for extension of time for discovery until 830315 
Sheer vol of matl to be processed to prepare or answer 
interrogatories on large number of complex technical Issues 
makes compliance impossible Certificate of Svc end 
CURRAN. D . BISHOP. L L New England Coalition on Nuclear Pollution 
CURRAN. D Harmon i* Weiss 02/12/19 Atomic Safety and 

Licensing Board Panel 8pp 16474 256 24X Fiche 50-443. 

02/12/ 15. 8212200039 


8212220255 Amended answer to State of NH Inte rrogator y 9 9 Certificate 
of Svc end 

HICHAM. T 0 . GAD. R K Public Service Co of New Hampshire 
l>IGNA*L r Q Ropes & Gray 82/12/15 New Hampshire, State of 

4 p p 16910 001 24X Fiche 50-443. 82/12/15. 0212220255 


0212230346 Second set of interrogatories & request for production of 
documents Certificate of Syc enc 1 Related correspondence 
KINDER, E T , BISBEE , 0 D New Hampshire, State of 02/12/19 
Office a# the Executive Legal Director 14pp 16505 162 24X 

Fiche 50-443, 02/12/15. 8212230346 


8212230340 Second set of interrogatories It request for production of 
documents Certificate of Svc end Related correspondence 
KfNDER.E T , BISBEE. 0 D New Hampshire, State of 02/12/15 
Public Service Co of New Hampshire 24pp 16511 240 24X 

Mche 50-443, 82/12/19. 0212230348 


8212200079 Motion for continuance of 021215 deadline for discovery 
until 030601 Burden of short discovery period Sc re-election 
campaign precluded submittal of documents in timely manner 
Svc list end 

NOLL IMG WORTH, B Coastal Chamber of Commerce of New Hampshire 

02/12/16 Atomic Safety and Licensing Board Panel 3pp 
16474 306 24X Fiche 50-443,82/12/16,0212200079 


8.M221022B Answers to second set of interrogatories t< request for 
production of documents on Contentions IA2, I B 1, I D 2 & 

1 C 4 motion for protective order Certificate of Svc end 
OIGNAN, t o , ©AD, R K Public Service Co of New Hampshire 
DIGNAM- T 0 Ropes Sc Gray 82/12/16 New England Coalition on 

Nuclear Pollution 71pp 16484 001 24X Fiche 50-443,02/12/16. 

8212210228 


8212230334 Second set of interrogatories & request for production of 
documents Svc list end Related correspondence 

BACKUS, R. A Seaeoast Anti-Pollution League BACKUS. R A Backus, 
R A 82/12/16 Office of the Executive Legal Director 3pp 
16505 120 24X Fiche 50-443,02/12/16.0212230334 


DH12230203 Order admitting Towns oF Brentwood 6 Hampton, NH as 
interested municipalities List of admitted contentions 
one 1 

HQYT,H F Atomic Safety and Licensing Board Panel S2/12/20 
Brentwood, NH 10pp 16510 270 24 x Fiche 50-443, 02/i2/2O, 
0212230203 


G*'1227O2O0 Memorandum & order ruling on State of NH 821113 motion to 
compel applicants to answer first set of interrogatories 
Applicants must identify persons w/supervi s or y capacity for 
control room design U installation 

HOYT, H F Atomic Safety and Licensing Board Panel 82/12/22 
Public Service Co of New Hampshire 6pp 16534 356 24X 

Fiche 50-443. 02/12/2 2, 82 1 2270200 


8P 1 22800 17 Advises that NRC will not take position re applicant 821217 
motion for protective order for New England Coalition on 
Nuclear Pollution Interrogatory 6 Dispute is between 
applicant 6 intervener 

PERLlSr. R 0 Hearing Branch 3 82/12/23 HDYT, H , LUEBKE. E A , 

HARBOUR, J Atomic Safety and Licensing Board Panel Ip 16564 200 
24 X Fiche 50-443.02/12/23,8212280017 


BIM2290290 Response to first set of Interrogatories & request for 
doc omen ts on Contentions 1 A 2, I V, 1 1 , B 1-5, II C, 1 1 D, 1 1 F, 

II o. II r i fl L - II N Affidavits Sc Certificate of Svc 
enc 1 

LE98Y, R P Hearings Division 82/12/28 Ntur England Coalition on 
Nuclear Pollution lOQpp 16581 115 24X Fiche 50-443.02/12/20, 

Q2 12290290 


M Antitrust correspondence 


0212080527 Forwards notice of receipt of antitrust info w/recant 
application for OL Notice to be published in FR, Electric 
Light & Power, Public Utils Forthnightjy it Rural 
Elec tr if icati on. trade journals 

KNIGHTON, GW Licensing Branch 3 02/11/29 TALLMAN, H C Public 

Service Co of New Hampshire 2pp 16370 191 24X 

Fiche 50-443,02/11/29,8212080527 


— 8212000532 Notice of receipt of antitrust info Request* for re- 
evaluation & addl info must be received by 830107 
KNIGHTON, 0 W Licensing Branch 3 02/11/29 2pp 16370 193 

24X Fiche 30-443.82/11/29,8212000527 


□ Inspection reports, IE Bulletins Sc correspondence 


820B190240 IE Bulletin 82-03, Revi s i on 1, "Stress Cracking in Thick- 
Wall, Large-Di ameter, Stainless 8 tee 1 , Rec ire u la tion Sy« Piping 
at BWR Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/1O/2B Consolidated Edison Co of New York, Inc 

1 12pp 16462 163 24X F i c he, 50-000, 82/1 0/20, 0208190240 


0200190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
801 1* Model 802 Thermoluminescent Dosimeters M Svc list 
end 

COBB.L I 'Division of Fuel Facilities. Materials 6 Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc llOpp 
16372 142 24X Fiche 50-000, 82/ i i /05, 02OB1 90245 


02OB19O251 IE Info Notice 02-44, "Clari f icati on of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/1 1/IB 
Consolidated Edison Co of New York, Inc 10?pp 16411 199 24X 

Fiche 50-000,02/11/19.8208190251 


0208190256 IE Info Notice 82-46, "Defective 8. Obsolete Combination 
Padlocks ” Svc list end 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement B2/11/26 Consolidated Edison Co of New York, Inc 

J27pp 164JI 063 24X Fiche 50-000. 02/1 1/26, B20819Q256 


0208190257 IE Info Notice 82-47, "Trans porta t i on of Type A Quantities 
of Non-Flssile Radioactive Matl " Svc list end 
COBB.L I Division of Fuel Facilities, Materials Sc Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 
16387 020 24X Fiche 50-000,02/11/30,0200190257 


0200190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies ■' Svc list end 
DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

113pp 16411 317 34X Fiche 50-000,02/12/03,8200190259 


0200190261 IE Info Notice 82-48, "Failures of Agastat CR 0095 Relay 
Socket* " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/13/03 
Consolidated Edison Co of New York, Inc UOpp 16462 064 24X 

Fiche 50-000,02/12/03,8208190261 


0212090321 Ack receipt of 821117 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-443/02-Io i 
50-444/02-10 

STAROSTECKI, R Division of Project it Resident Programs, 83/13/03 
TALLMAN, W C Public Service Co of New Hampshire Ip 16353 337 
24X Fiche 50-443,02/12/03,0212080321 


— 0212000329 Responds to NRC 621020 ltr re violation* noted In IE Insp 
Repts 50-443/82-10 & 50-444/02-10 Corrective actions 
technical procedure issued to resolve clearance problems & 
drawing revised to Indicate required bolt * nut matl 
DEVINCENTIB, J Yankee Atomic Electric Co, DEUINCENTlSr J PubLic 
Service Co of New Hampshire 82/11/17 8TARQ8TECKI, R Division 
of Project k Resident Programs 4pp 16353 330 24X 

Fiche 50-443, 82/12/03, 0212080321 


0212210270 Forwards IE Insp Repts 50-443/82-13 k 90-444/82-11 on 
021001-1105 k notice of violation 

BTAROSTECKIj R Division of Project t, Resident Program* 82/12/06. 
TALLMAN, W C Public Service Co of New Hampshire 2pp 16403 035 
24X Fiche 30-443,02/12/06,8212210270 


—0212210202 IE Insp Repts 30-443/02-13 it 50-444/02-11 on 021001-1105 
Noncompliance noted failure to conduct It document insp of 
pipe support Kwik-bolting activities per procedural 
hold-point requirement* 

CERNE, A C , GRAMM, R A , GALLO, R M Division of Project It Resident 
Programs 02/11/17, 9pp 16483 038 24X Fiche: 50-443, 02/ 12/06, 

0212210270 
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8208190267 IE info No fete* 02-49, "Correction for Sample Conditi arts for 
Air t< Oat Monitoring ” Svc lift *nc 1 

DEYCJUNQ, R C Director '* Office, Office of Jmpectlon and 

Enforcement 02/12/16 Consolidated Edison Co of New York* Inc 

I27pp 16623 191 24X Fiehe 30-000, 02/12/16, 8208190267 


8208190260 IE Info Notice 02-50, “Nod of Solid State AC Undervo 1 teg e 
Relays Type ITE-27 * five list end 

JORDAN, E L Division of Engineering U Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOSpp 16623 293 24X 

F i c h e 50-00 0, 82/1 2/20 , 9200 1 9026B 


S Reportable occgrrentei. LER* t related correspondence 


8212060079 FNO-I-02-O75 on 021201, util announced 10-month delay 6 new 
commercial operation dates for Unit 1 (021231) St Unit 2 
(070331) pro j ected. Tota I cost revised by 44V. Caused by 
increased design & engineering complexity 

KELLY, E , QALLO, R 4 GR 6 ENMAN. £ Region 1. Office of Director 
82/12/01 2pp 16314.342 24 X Fi c h •: 50-443, 02/ 1 2/01 . 0212060079 


8212210287 Final deficiency rept r» seat leakage in A SCO solenoid 
valves mounted on Pcsi-Seal Inti butterfly valves Initially 
r sported on 021103 Posl-Seal Inti supplied relubr ica tTon 
kits to correct problem 

DEVINCENTIS, J Yankee Atomic Electric Co DEV rNCENTlSr J Public 

Service Co of Neu Hampshire 82/12/00 STAROSTECKI, R Division of 
Project & Resident Programs 3pp 16497 039, 24X 

Fiche 30-443,02/12/03*0212210287 


3212210273 Interim deficiency rept re adequacy of tornado missile 
shield protection on north & west walls of fuel storage 
bldg Initially reported on 321110 Engineering evaluation 
results will be reported by 030401. 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 82/12/14 STAROSTECKI, R Division of 
Project te Resident Programs 2pp l 64B3 233 24X 

Fiche 50-443, 02/12/14, B2 1 2210273 


212210449 Interim deficiency rept re potential for pipe fc component 
overstress due to exceeding pipe pulling limits during 
welding fit-up Initially reported on 021110 Nonconformance 
rept d ispos 1 1 ionerf to rework comp I ate. Next rapt by 830715 
DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTI S, J Public 
Service Co, of New Hampshire. 02/12/14 STAROSTECKI, ft Division of 
Project & Resident Programs. 3pp 164B9 170 24X 

Fiche 50-443,02/12/14,8212210449 


JCKET 50-449 COMANCHE PEAK STEAK ELECTRIC 3TA. , UNIT 1 


Ap plication /cons truction stage documents U c orru* p undent e 


12270418 Responds to FOIA request for documents re proposed revision 

?</or update to reactor safety study referred to in 

NUREO-0784, Chapter 10 *a K 8 H 6 all documents pertaining to 

reactor cooling methods Forwards documents listed in app 

FELTON, J M Division of Rules and Records. 02/11/26 EHOLLV, S C 

Union of Concerned Scientists 3pp 16549 233 24X 

-Iche 50-000,82/11/26.6212270410 


321 1050027 Forwards summary of semiscale test results t advises that 
board notification re test results issued. W/o end 
NQVAK* T H Assistant Director for Licensing 02/09/24 
Division of Licensing Ip. 16349 278 24* Fiche 50-000, 82/1 1 /26, 

6212270410 


12080106 Notification of 021316 meeting w/Dtil in Bethesda, MD to 

Mscuei util plans for independent design verification 

irogram 

I UR WELL, S fl Licensing Branch 1, 02 /1 2/0 i YtJUNQBLQCJD. R J 

icansing Branch 1 3PP 16366 299 24X Fiche 50-445, 82/12/01* 

121 2080 1 06 


2160420 Forwards proposed process control program establishing 
oundary conditions for operation of AT-C0R roduiaste 
olldi f i cat ion # y * 

LEMENTS.BR Texas Utilities Generating Co 02/12/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 14pp. 16442 132 

IX Fiche 50- 445, ©2/ 12/09, 821216042© 


2220440 Board Natif ications 02-125 * B2-125A; forward s info re 
Etherington evaluation of flow blockage during natural 
irculation of pNfts Results do not adversely impact present 
osltion on reliance or> natural circulation 

VAK, T M Assistant Director f-or Licensing ©2/12/14. Atomic 
»fety and Licensing Board Panel 5pp 16523 135, £4X 

I che 50-000, 02/12/14* ©212220440. 


8212220461 Board Notification 02-124 forwards RJ Mattson 821123 memo re 
&#mi scale S-UT-Q test results Phenomena of core level 
depression & loop seal clearing may be more complex than 
previously supposed 

NO VAX, T M Assistant Director for Licensing 02/12/14 Atomic 
Safety and Licensing Board Panel 7pp 16523 169 24X 

Fiche 50-000, 02/12/14, ©212220461 


E NRC Safety Evaluation Report (SER), suppls & correspondence 


©212170337 Forwards “Human Factors Control Room Design Review of 
Comanche Peak Steam Electric Station," to resolve SER 
(NUflEG-0797) open issue 

QARY, R J Texas Utilities Generating Co ©2/12/13 DENTON, H fl 

Office of Nuclear Reactor Regulation, Director lp 16460 081 24X 

Fiche 50-445,62/12/13,9212170337 


— 8212170342 “Human Factors Control Room Design Review of Comanche Peak 
Steam Electric Station " 

GARY. R J Texas Utilities Generating Co 02/12/31 510pp 

1646Q 002 24X Fiche 50-449, 02/ 1 2/ 1 5, B2t 21 70337 


F Security, medical, emergency & fire protection plans 


0212070403 Respond* to 021202 request re Generic Ltr 01-10, "Emergency 
Operations Facility Survey ■' Emergency operations facility 
const completed Aug 1982 Protection factor upgraded 
Equipment will be installed prior to fuel load 

SCHMIDT, HC Texas Utilities Services, Inc 82/12/03 DENTON, H ft 
Office of Nuclear Reactor Regulation, Director lp 16336 343 24X 

riche 50-445, S2/12/03, 8212070403 


821214029© Forwards Revision 2 to security training & qual i f ica ti on 
plan Revision withheld (ref 10CFR73 21) 

GAR Y, R j Texas Utilities Generating Co 02/12/06 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16402 080 
24X Fiche 50-445,02/12/06,8212140293 


G Adjudicatory correspondence 


0212090095 Order advising that record will not be closed at present 
time due to unresolved issues i incomplete analyses Parties 
directed to file provisional proposed findings on all issues 
covered In record Admitted intervenor exhibit* listed 
MILLER, M E Atomic Safety and Licensing Hoard Panel 02/12/07 
6 pp 16357 313 24X Fiche 30-445, 82/12/07, 02I209OO93 


B21 21 40409 Motion for reconsiderat ion of 021207 order establishing 
schedule for s imul tanenus filing of proposed findings of 
fact Applicants bear ultimate burden of proof in proceeding 
& should be allowed time to respond to proposed findings 
REYNOLDS, N 9 , HDRIN,WA Texas Utilities Generating Co 
REYNOLD©, N S Debevoise 6 Liberman 02/12/10 Atomic Safety and 
Licensing Board Panel 4pp 16403 329 24X Fiche 50-443,02/12/10, 

0212140409 


0212230102 Motion to suppl exhibits accepted by 821202 order End 
exhibits constitute new J< significant info which should be 
in record Certificate of Svc end 

ELLIS, J Citirens Association for Sound Energy 02/12/14 Atomic 

Safety and Licensing Board Panel 50pp 16SI0 319 24X 

Fiche 50-445, 82/12/14, 3212230182 


©212230199 Motion for reconsideration of ASL 8 B21207 order directing 
simultaneous filing of proposed findings of fact Since fuel 
1 oad not expected until Dec 1903, dead I ine for Walsh/Doyle 
allegation findings may be extended M/Cert i fi cate of Svc 
ELL TS, J Citizens Association for Sound Energy 82/12/14 Atomic 

Safety and 1 Licensing Board Panel 9pp 16511 021 24X 

Fiche 50-445, 02/12/14, 0212230195 


0212230353 Reconsideration of 021207 order, ex tend ing deadline until 
830225 to file provisional proposed findings of fact 
MlLLERiM E Atomic Safety and Licensing Board Panel 02 / 12/21 
Texas Utilities Generating Co 4pp 16317 129 24X 

Fiche' 50-445, 82/13/21, 8212230353 


8212300009 Brief in opposition to NRC exceptions to A5LB 820930 order 
denying recomiderat ion of orders to produte info Affidavit 
U Certificate of 8 vc enel, 

ELLIS, J C 1 1 £ rims Association for Sound Energy 02/12/21 Atomic 

Safety and Licensing Appeal Panel 175 pp 16599 036 24X 

Fiche 50-445,32/12/21,8212300009 


0212300045 Affidavit of J Ell i s, * ttesti ng to truth of statements in 
Citizens Assdc for Sound Energy brief in opposition to NRC 
exceptions to ASLB order denying reconsider ation of 820930 
order 

ELLIS, J Citizens Association for Sound Energy 82/12/21 3p p 
16598 194 24 X Fiche 50-445,02/12/21,0212300045 
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^j/03 1 7 Forward* MP Osborne affidavit confirming that value of DNBR 
above limiting value of 1 SO ai/a r u/o boron 
r ^ jfcti on tan i 

i ^ SCOLDS, N S Dcbevoisc & Liberman REYNOLDS, N S Texas Utilities 

R^erating Co 02/12/32 MILLER. M E , MCCOLLOM, K A » COLE. R 

Safety and Licensing Board Panel 2pp 16530 Z7B 24X 
A £ p e 50-44 5. 62/ 1 2/22 . 821 22703 1 7 

j2270320 Affidavit of HP Qiborne confirming that value of DNDR 
''0^ r .tmain% above I 30 limit for pertinent steam line break 
-naiyses w/o boron injection tank 

rtdGORNE.MI P Texas Utilities Generating Co 83/U/29 Ip 
j633Q 2B0 24X Fiche 50-445.82/12/22,0212270317 


! ^70^3S Brief in response to NRC 82100B exceptions to ASLD 020930 

^ denying reconsideration of ASLU 820B04 order to show 

** A5LAB review required to decide if party to proceeding 

c ^ prejudiced W/Certi f icate of Svc 

^^yNOLDS. M S Texas Utilities Generating Co REYNOLDS, N S 

&eve£se U Liberman 02/12/22 Atomic Safety and Licensing 

Panel 21pp 16330016 24X Fiche 50-44 5, 02/12/22, 

0 % 12*70332 


Bn 1 2i^273 Response in opposition to Citiiens Assoc for Sound Energy 
021214 motion to suppl exhibits Info to be presented 
. n applicant brief should be considered in disposing of CASE 
* patent motion Certificate of Svc end 

‘^VNOLDS.N S , HORIN. H A Texas Utilities Generating Co 
LlgVNGLDS.N S Debevoise & Liberman 02/12/23 Atomic Safety and 
f ie in»lnj Board Panel 1 1 p p 16561 232 24X Fiche 50-445,02/12/23. 

ggl 2380273 


0212030151 Forwards IE Insp Kept 50-445/02-22 on 021019-20 Ua 
non comp 1 iance noted 

MADSEN, 0 L Division of Resident. Reactor Project U Engineering 
Programs 02/11/10 GARY, F? J Texas Utilities Generating Co 2pp 
16303 299 24X Fiche 50-443,02/11/10.0212030151 


— 0212030156 IE Insp Rept 50-443/82-22 on 021019-20 Mo noncompliance 
noted MajDT areas inspected const activities 

TOMLINSON, D P . STEWART, R C . ROGER D5, M J Region 4, Office of 
Director 02/11/02 4p p 16303 001 24X Fiche 50-443, 02/11 /10, 

6212030151 


0252280329 Responds to IE Bulletin 02-01, Re vl sion 1, Suppl 1, 
"Alteration of Radiographs of Welds in Piping 
Subassemblies " All but six welds will meet applicable cade 
requirement# 

GARY. R J Texas Utilities Generating Cq G2/11/I7 0DLLIN8.J T 
Region 4, Office of Director 2pp 16360 104 24X 

Fiche 30-445.62/11/17,0212200329 


8200190251 IE Info Notice B2-44, "Clar i f i cat 1 on of Emergency Plan 
Exercise Requirements 11 Svc list encl 

JORDAN, E L Division of Engineering 8t duality Assurance 02/ll/'0 
Consolidated Edison Co of New York, Inc 109pp 16411,199 24X 

Fiche 50-000, 02/ 1 i /IB. 62001 90251 


8209190256 IE Info Notice 92-46, “Defective & Obsolete Combination 
Padlocks 11 B v c list encl 

DEYOUNG. R C Director's Office. Office pf Inspection and 
Enforcement 02/11/26 Con s ol i da ted Edison Co of New York, Inc 

1 27p p 16411 065 24X Fiche- 50-000, 02/11/26, 02O3I9O256 


j ^30 0016 Notifies that oral argument on issues raised by NRC appeal 
ASLB B 2 O 930 order denying NRC motion for 
^ m c ons iderat i on of 02OBO4 order will be held on B30119 in 
B « t h esda , MD 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel B2/12/27 
TfU’^K.S E Office of the Executive Legal Director ELLIS, J 
C i tirem Association for Sound Energy REYNOLDS, N S Debevoise & 
Liberman lp 16398 309 24X F i ch* 50-44 5, 82/ 12/27, 02123000 1 6 


Utility Final Safety Analysis Report (F8AR ) t amends 


9^12130301 Forwards tabled revisions to F5AR, Amend 36 

.MARSHALL, J S Texas Utilities Services, Inc 02/12/10 
BURNELL, S B Division of Licensing 7pp 16309 333 24X 

Hi cl»* 50-44 5. 02/12/10.0212130301 


0^152150166 Forwards Amend 36 to FSAR 

C?ASY,R J Texas Utilities Generating Co 02/12/10 DENTQN, M R 
Office of Nuclear Reactor Regulation. Director 2pp 16428 001 
24X Fiche 50—445, 02/12/10, 02121 50166 


- — 0212150171 Amend 36 to FSAR 

« Texas Utilities Generating Co 82/12/10 QBpp 16429 001 
24X Fiche 50-445,82/12/10,9212150166 


8209190257 IE Info Notice 02-47, "Trans p ortat i on of Type A Quantities 
of Nan-Fissile Radioactive Matl " Svc list encl, 

COBB, L I Division uf Fuel Facilities, Materials 6 Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 

16387 020 24* Fiche 50-000, 02/ 1 1 /30 . 950B 1 70257 


0209 1 90259 IE Bulletin 02-04, ''Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list encl 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, In-c 

1 13pp 16411 317 24 X Fiche 50-000. 02/12/03, 02OB19O2S9 


0208 1 90261 IE Info Notice 02-40, "Failures of Agastat CR 0095 Relay 
Sockets " Svc 1 i st e-nci 

JORDAN, E L Division of Engineering U Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 50-000, 02/12/03,02091 90261 


0212140157 Advise* that IE Ins? Rept 50-445/02-14 on 020003-30 issued 
on 821109 supersedes insp rept issued on 020929. due to ad d 1 
info reported re structural welding performed by NPB 
Industries 

MADSEN, Q L Division -of Resident, Reactor Project & Engineering 
Programs 02/12/07 GARY, R J Texas Utilities Generating Co 2pp 
16409 346 24X Fiche 90-445,02/12/09,8212140157 


02^X^210391 Forwards Amend 37 to FSAR 

■CfARY.R J Texas Utilities Generating Co 02/12/17 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 16494 330 
34X Fiche 50-445,82/12/17,8212210391 


0318210394 Amend 37 to FSAR 

* Texas Utilities Generating Co 02/12/17 107pp 16494 332 

24X Fiche SO-445, B2/I2/ 17. 0212210391 


Inspection reports. IE Bulletins 6 correspondence 


8200190267 IE Info Notice 02-49. "Correction for Sample Conditions for 
Air & Gas Monitoring * 8v« list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

I27pp | 6620 191 24X Fiche 30-000.02/12/16,0200190267 


8200(90260 IE Info Notice B2-50, "Mod of Solid State AC UndeTvo 1 ta go 
Relays Type lTE-27 " Svc list encl 

JORDAN, E L Division of Engineering & Quality Assurance, 82/12/20 
Consolidated Edison Co of New York, Inc 100pp. 16630 293 24X 

Fiche 50-000,02/12/20,0208190260 


a£? °Ql90240 IE Bulletin B2-03, Revi * i on 1, "Stress Cracking in Thick- 
11 , Large-Di ameter. Stainless Steel, Rec ircu lation Eg s Piping 
** * BUR Plants « Svc list encl 

^EVOUNO.R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York. Inc 

1 X2pp 16462 163 24X Fiche 50-000, 02/10/20, 820B1 90240 


® *^010354 Board Notification 02-116 forwards matl re weld* in main 

^ Ontrol panel at sites Licensee ha* not provided info 
T**c*»*ary to resolve item identified in IE Insp Rept 
p 0-445/82-1? 

T M Assistant Director for Licensing 82/11/04 Atomic 

Safety and Licensing Board Panel 4pp 16271 206 24X 

i che- 50-443, 62/11/04, 0212010354 


82 1 2300121 Forward* QA Program Insp Rept* 99900704/83-01 & 

99900761 /S2-0 1, which impact work at facility, per 021200 BALP 
meeting Tnsp rept* of NP8I 8< ITT Oninneil will follow W/o 
ends 

COLLINS, J T, Region 4. Office of Director 02/12/27 CLEMENTS. D ft 
Texas Utilities Generating Co lp 16598 233 24X 

Fi-c ha 50-44 3, 02/12/27, 8212300121 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC ETA -UNIT 2 


A Ap pi icaticn/constructi on stage documents U correspondence 


^*^^^190249 IE Info Notice 82-42. "Defects Observed in Panasonic Model 
& Model 002 Thermoluminescent Dosimeters " 8vc list 

c£ cl 

zrkjQSi L I Division of Fuel Facilities. Materials U Safeguards, 

*r^/ 1 1/05 Consolidated Edison Co of New York, Inc llOpp 

l «.372 142 24X Fiche 50-000,02/11/05,8208 1 9024 5 


0213270418 Responds to FOIA request for documents re proposed revision 
St/or update to reactor safety study referred to in 
NUREG-07B4 . Ch ap ter 10 as R8 II & all documents pertaining to 
reactor cooling methods Forward* documents listed in app. 

FELTON, J M Division of Rule* and Records 02/11/26 aK0LLY,0 C 
Union of Concerned Scientist* 3pp 16949:233 24X 

Fiche 50-000.02/11/26,0212270410 
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— Q211Q50O27 Forwards summary of temiscale test results It advise* that 
board notification re test results issued W/o end 
NOVAK. T M Assistant Director for Licensing 82/09/24 
Division of Licensing lp 16549 370 2 4X Fiche 50-000,82/11/26, 

0212270418 


8212-080106 Notification of 851216 meeting u/util in Bethesda.MD to 
discuss util plans for independent design verification 
program 

D UR WELL. S B Licensing Drench 1 02/12/01 YOUNGBLOOD, B J 

Licensing Branch t 3pp I636B 299 24X Fiche 50-445, 02/12/01, 

Q2i 2000106 


0212140428 Foruards proposed process control program establishing 
boundary conditions for operation of ATCGR radwaste 
solidification sys 

CLEMENTS. D R Texas Utilities Generating Co 82/12/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 14pp 16442 132 
24 X Fiche 30-445,02/12/09.8212160428 


6212220440 Board Notifications 82-125 4 02-125A forwards info re 
11 Ethenngton evaluation of flow blockage during natural 
circulation of PWfls Results do not adversely impact present 
position on reliance on natural circulation 

MQVAK, T M Assistant Director for Licensing 02/12/14 Atomic 
Safety and Licensing Board Panel 3p p 16523 135 24X 

Tiche 50-000102/12/14,8212220440 


8212230199 Motion for reconsideration of ASLB 621207 order directing 
simultaneous filing of proposed findings of fact Since fuel 
load not erpected until Dec 1 903, dead 1 ine for Walsh/Doyle 
allegation findings may be extended W/Cer ti f icate of Svc 
ELLIS, J Citizens Association for Bound Energy 82/12/14 Atonic 
Safety and Licensing Board Panel 9pp 16511 021 24X 

Fiche 50-445,02/12/14,0212230195 


02 12230353 Reconsideration of 021207 or der, e x tend ing deadline until 
030229 to file provisional proposed findings of fact 
MILLER, M E Atomic Safety and Licensing Board Panel 02/12/21 
Texas Utilities Generating Co 4pp 16517 129 24X 

Fiche 50-445,02/12/21,0212230353 


0212300009 Brief in opposition to NRC exceptions to ASLB B20930 order 
denying recan sideration of orders to produce info Affidavit 
& Certificate of Svc end 

ELLIS, J Citizens Association for Sound Energy 02/12/21 Atomic 
Safety and Licensing Appeal Panel 1 75pp 16599 036 24X 

Fiche 30-445, 02/12/21, 02 1 2300009 


8212300045 Affidavit of U El 1 Is, at testing to truth of statements in 
Citizens Assoc for Sound Energy brief in opposition to NRC 
exceptions to ASLB order denying reconsideration of 820930 
order 

ELLIS, J Clt liens Association for Sound Energy 82/12/21 2pp 
1 6598 194 24X Fiche 50-445, 82/ 12/21 , 821 2300045 


9212220461 Board Notification 82-124 forwards RU Mattson 821123 memo re 
Semiscale S-UT-B test results phenomena of core level 
depression t loop seal clearing may be more complex than 
previously supposed 

NOVAK. T M Assistant Director for Licensing 82/12/14 Atomic 
Safety and Licensing Board Panel 7pp 16523 169 24X 

fiche 50-000, 82/12/14.0212220461 


E NRC Safety Evaluation Report (SER), suppls k correspondence 


0212170337 Forwards “Human Factors Control Room Design Review of 
Comanche Peak Steam Electric Station, ,J to resolve SER 
(NUREG-07971 open issue 

GARY, R J Texas Utilities Generating Co 82/12/15 DENTON. H ft 
Office of Nuclear Reacts Regulation, Director lp 16460 001 24X 

Fiche 30-445, 02/12/15, 821217033 7 


- -02 12170342 "Human Factors Control Room Design Review of Comanche 
Steam Electric Station " 

GARY, R J Texas Utilities Generating Co 02/12/31 5I0pp 
16460 002 24X Fiche 30-445.02/12/15,8212170337 


0212270317 Forward* MP Osborne affidavit confirming that value of DNBft 
remains above limiting value of I 30 w/or w/o boron 
injection tank 

REYNOLDS, N 8 Dabevoise U Liberman REYNOLDS, N S Texas Utilities 

Generating Co 02/12/22 MILLER, M E , tfCCOLLOM, K A , COLE, R 

Atomic Safety and Licensing Board Panel 2pp i6530 270 24X 

Fiche 50-445, 02/12/22, 021 2270317 


— 8212270320 Affidavit of MP Osborne confirming that value of DNBR 
remains above 1 30 limit for pertinent steam lino break 
analyses w/o boron Injection tank 

OSBORNE, M P Texas Utilities Generating Co 02/11/29 lp 
16530 200 24* Fiche 50-445.02/12/22,82 1 2270317 


0212270332 Brief In response to NRC 021008 exceptions to ASLB 020930 
order denying reconsideration of ASLB 020004 order to show 
cause ASLAB review required to decide if party to proceeding 
was prejudiced W/Cert i f icate of Svc 

REYNOLDS, N 8 Texas Utilities Generating Co REYNOLDS, N S 
pebovoise & Liberman 02/12/22 Atomic Safety and Licensing 

Appeal Panel 2lpp 16530 016 24X Fiche 50-445,82/12/22, 

0212270332 


F Security, medical, emergency & Fire protection plans 


0212070403 Responds to 821202 request ra Generic Ltr Bl-10, “Emergency 
Operations Facility Survey " Emergency operations facility 
const completed Aug 1932 Protection factor upgraded 
Equipment will be installed prior to fuel load 

SCHMIDT, H C Texas Utilities Services, Inc B2/I2/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 16336 343 24X 

Fiche 50-445,02/12/03,0212070403 


BP12140299 Forward* Revision 2 to security training U qualification 
plan Revision withhold (ref 10CFR73 21) 

GARY. R J Texas Utilities Generating Co 02/12/06 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp {6402 080 
24X Fiche. 30—445, 82/12/06, 0212140298 


0 Adjudicatory correspondence 


0212090095 Order advising that record will not be closed at present 
time duo to unresolved issues b incomplete analyses Parties 
directed to file provisional proposed findings on all issues 
covered in record Admitted intervenor exhibits listed 
MILLER, M E Atomic Safety and Licensing Board Panel 82/12/07 
6pp 16397 313 24X Fiche 50-443,82/12/07,0212070095 


0212140409 Motion for reconsideration of 821207 order establishing 
schedule for simultaneous filing of proposed findings of 
fact Applicants bear ultimate burden of proof in proceeding 
& should be allowed time to respond to proposed findings 
REYNOLDS. N S , HORIN, W A Texas Utilities Generating Co 
REYNOLDS, N S Debevnise 4* Liberman 82/12/10 Atomic Safety and 
Licensing Board Panel 4pp 16403 329 24X Fiche 50-445,82/12/10, 

B21214D409 


0212280273 Response in opposition to Citizens Assoc for Bound Energy 
(CASE) 021214 motion to suppl exhibits Info to be presented 
in applicant brief should be considered in disposing of CASE 
instant motion Certificate of Svc end 

REYNOLDS, N S , KORIN, W A Texas Utilities Generating Co 

REYNOLDS, N S Debevoile b Liberman 82/12/23 Atomic Safety and 

Licensing Board Panel llpp 16361 232 24X Fiche 90-443, 02/ 1 2/23, 

8212200273 


0312300016 Notifies that oral argument on Issues raised by NRC appeal 
from ASLB 020930 order denying NRC motion for 
reconsideration of 820004 order will be held on 030119 In 
Beth esda, MD 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 82 / 12/27 
TURK, S E Office of the Executive Legal Director ELLIS, J 
Citizens Association for Sound Energy REYNOLDS, N 8 Debevoiso & 
Liberman lp 16990 309 24X Fiche 50-445,82/12/27,8212300016 


K Utility Final Safety Analysis Report (F8AR > t* amends 


0212130301 Forwards tabled revision# to FSAR, Amend 36 
MARSHALL, JQ Texas Utilities Services, Inc 02/12/10 
BURWELL, S H Division of Licensing 7pp 16389-333 24X 

Fiche 50-449,02/12/10,8212130301 


021 21 50166 Foruards Amend 36 to FSAR 

QARY.R J Texas Utilities Generating Co 82/12/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16428 0£>i 
24X Fiche 50-445, 02/12/10, 6212150166 


—8212130171 Amend 36 to FSAR 

« Texas Utilities Generating Co 82 / 12/10 00 pp 16429’ 001 
24X Fich*’ 50-445,02/12/10,0212150166 


8212230102 Motion to suppl exhibits accepted by B21202 order Enel 
exhibits constitute new it significant info which should be 
in racord Certificate of Svc end 

ELLIS, J. Citizens Association for Sound Energy 02/12/14 Atomic 
Safety and Licensing Board Panel. 50pp 16510 319 24X 

Fiche 50-445.82/12/14,0212230102 


BUI 221 0371 Forwards Amend 37 to FSAR. 

GARY, R J Texas Utilities Generating Co 02/12/17 DENTON, H fl 
Office of Nuclear Reactor Regulation, Director 2pp 16494 330 
24X Fiche, 50-445, 82/12/17, 0212210391 
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— 0212210394 Amend 37 to FSAR 

» Tim Utilities Generating Cq 02/12/17 187pp 16494 332 

24 X Piche 50-445,82/12/17,0312210391 


Q Inspection reports, IE Bulletins & correspondence 


0208190240 IE Bulletin 82-03, Revi s i on 1, "Stress Cracking in Thick- 
WalJ, Larg e-Di ameter, Stain 1 es* Steel , Recircu lat ion Sys Piping 
at BHFt Plants " Svc list end 

DEYOUNG, R 0 Director's Office, Office Df Inspection and 

Enforc ement 02/10/28 Consolidated Edison Co of New York, Inc 

U2pp 16462 163 24XFlche 30-000,02/10/20,8208190240 


B □ 1 2010334 Board Notification 82-116 forwards matl re melds in main 
control panel at sites Licensee has not provided info 
necessary to resolve item identified in IE Insp Rept 
50-445/82-19 

NOVAK , T M Assistant Director for Licensing 82/11/04 Atomic 
Safety and Licensing Board Panel 4pp 16271 206 24X 

Fiche 50-445,02/11/04,8212010334 


8208190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
BQ1 b Model 002 Thermoluminescent Dosimeters " Svc list 
enc 1 

COBB, L I Division of Fuel Facilities, Materials b Safeguards 
82/ 1 i /OS Consolidated Edison Co of New York, Inc 1 lOpp 

16372 142 24X Fiche 90-000,82/11/03,8208190245 


B212280329 Responds to IE Bulletin 02-01 , Revi s i on l,Suppl 1, 
“Alteration of Radiograph* of Welds in Piping 
Subassemblies," All but six welds oil 1 1 meet applicable code 
requirements 

GARY, R J Texas Utilities Generating Co 82/11/17 COLLINS, J T 

Region 4, Office of Director 2pp 16560 104 24X 

Fidi* 30-445,82/11/17,8212200329 


8208190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDANrE L Division of Engineering & Quality Assurance 82/11/18 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche 50-000,02/11/18,0200190231 


8P08190236 IE Info Notice 02-46, "Defective b Obsolete Combination 
Pad lock* " 8vc list end 

DEYOUNO,R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

127pp 16411 065 24X Fiche 50-000,82/11/26,8208190256 


8200 i 90297 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl 11 Svc list end 
COBB, L I Division of Fuel Facilities, Materials b Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 396pp 

16307 020 24X Fiche 50-000,82/11/30,0208190297 


8208190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New Yorli, Inc 

1 1 3pp 16411 317 24X Fiche 50-000,82/12/03,8208190259 


0208190261 IE Info Notice 82-40, "Failures of Agastat CR 0095 Relay 
Sockets M 8vc list end 

JORDAN., E L, Division of Engineering b Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc liOpp 16462.064 24X 

Fiche: 90-000, 02/12/03, 8208190261 


B209190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air b O'** Monitoring " Svc list end 

DEYOUNOiR.C Director's Office, Office of Inspection and 

Enforcement. 02/12/16 Consolidated Edison Co of New York, Inc 

127pp. 16620.191 24X Fiche 50-000,82/12/16,8208190267 


8208190268 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type ITE-27 " 0vc list end 

JORDAN, E L Division of Engineering & Quality Assurance. 02/12/20 
Consolidated Edison Co. of New York, Inc 108pp 16620’293 24X 

Fiche* 50-000, 02/12/20, 0208190260 


8212300121 Forwards QA Program Imp Rep is 99900784/02-01 b 
99900761/82-01, which impact work at facility, per 0212OB SALP 
meeting Imp rept* of NP8I b rTT Grinnell will follow W/o 
ends 

COLLINS, J.T Region 4, Office of Director. 02/12/27 CLEMENTS, D R 
Texas Utilities Generating Co lp. 1659Q 233 24X 

Fiche 90-445,82/12/27,0212300121. 


S Reportable occurrences, LERs 4 related correspondence 


0212380267 Interim deficiency rept re linear indications in diesel 
generator auxiliary skid Initially reported on 820709 
Completion of evaluation expected by 840113 

GARY, R J Texas Utilities Generating Co 02/13/16 MADSEN, G L 
Division of Resident, Reactor Project b Engineering Prngrams Ip 
16561 310 24X Fiche 50-446,02/12/16,8212280267 


PDCKET STN-50-4 47 GE89AR-238 


A App I ication/ construe t i on stage documents b correspondence 


0212150203 Notification of 821213 meeting u/GE in Oethcsda,MD to 
discuss GESBAR-1I sail structure interaction 

SCALETTI,D C Standar d i z a t ion L Special Projects Branch 02/12/10 

THDMAS, C 0 Standard 1 zat i on h Special Projects Branch 3pp 
16437 347 24X Fiche 50-447,82/12/10,02121 50203 


8212150209 Notification of 821216 meeting w/QE in Dethesda,MD to 
propose BWR/6 Mark VII GEBSAR-ri seismic event analysis 
SCALETT I , D C Standard i za tion b Special Projects Branch 82/12/10 
THOMAS, C □ Standard i zat 1 on e, Special Projects Branch 3pp 
16447 065 24X Fiche 50-447, 82/13/ 10, 02121 30209 


0212200510 Notification of location change for 921216 meeting w/GE »n 
BethesdarMD to propose 0HR16Mark III GESSAR-I! seismic 
event analyst * 

SCALETT I , D C Standar d i lat ion b Special Projects Branch 02/12/10 
THOMAS, C 0 Standard i rat 1 on it Special Projects Branch lp 
J 6590 ti 3 24X Fiche 50-447, 82/12/10, B21220O51O 


8212200041 Summaries 821214 meeting discussions between NRC b GE re 
statu* of GES SAfl-1 1 final design approval CFDA) review 
G IFFORD, L S General Electric Co 02/12/15 THOMAS, C 
Standard! lat I on b Special Projects Branch 2pp 16474 264 24X 

Fiche 50-447,82/12/15,0212200041 


□212230328 Forward* final draft responses to Radiation Assessment 
Branch. Ef flue nt Treatment 5ys D ranc h , Auxl I i ary 5y* Branch b 
Power Bys Branch B2O025 info request 

SHERWOQD, O 0 General Electric Co 82/12/ J7 EISENHlfT, D G 
Division of Licensing 179pp 165 0 5 1 93 24X Fiche 90-447, 
82/12/17, 0212230320 


8212290119 Forwards final draft responses to Commission 821005 info 
request re GESSAR-1I I ns t r umen t a 1 1 o n b Control Sys Branch 
responses will be provided following GE/NRC meeting in Jan 
1903 

SHERWOOD, 0 G General Electric Co 82/12/22 EISENHUT, D Q 
Division of Licensing 169pp 16502 250 24X Fiche 50-447, 

SB/ 12/22, 0212290119 


8212300196 Requests addl info re review of severe accident portion of 
GE application for final design approval Responses to end 
questions should be provided by 030201 

MIRAQL IA, F J Assistant Director for Safety Assessment 02/12/23 
SHERWOOD, 0 O General Electric Co B7p p 16612 302 24X 

Fiche 30-447,02/12/23,8212300196 


0 Utility Preliminary Safety Analysis Report, amends 


B212130172 Forward* proprietary Amend 10 to GEGSAR II re enhanced level 
instrumentation Amend withhold Cref 10CFR2 790) 

SHERWOOD, 0 Q General Electric Co 02/11/23 EISENHUT, D 0 
Division of Licensing 2pp 16390 1 14 24X Fiche 30-447,02/11/23, 

0212130172 


G21 2 1 40340 Forward* proprietary p ot t i on of Amend 11 to GES9AR-U rs 
FRA Affidavit for withholding only end 

SHERWOOD, G G General Electric Co 82/12/Q3 EtSENHUT, D G 
Division of Licensing 8pp 16403 159 24X Fiche 50-447,83/12/03, 

0212140340 


0212140449 Forwards nonproprietary Amend 11 to GES BAR II, revising App 
J3D, Section 3, "PRA of BWH/6 Std Plant " Proprietary version 
only end b withheld Cref 10CFR2 790) 

SHERWOOD, G Q General Electric Co 02/12/03 EJSENHUT, D <5 
Division of Licensing 2pp 16403 212 24X Fiche 90-447,82/12/03, 

0212140449 


E NRC Safety Evaluation Report iSER>, suppls b correspondence 


8212230301 Forwards response fco Mechanical Engineering Branch draft SER 
questions Remaining responses will be completed by 030114 
Amend scheduled far Jan 1903 will formalize responses 
requiring changes to facility 

SHERWOOD, 0 G General Electric Co 02/12/17 EIGENHUT. D 0 
Division of Licensing 144pp 16508 001 24X Fiche. 50-447. 

02/12/17,8212230301 
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A App I i cat! on /cons true tion stag* document* t correspondence 


6211390530 Application to amend applications for OL, coni i sting of Amend 
40 to f BAR 

TRAMM, T R Commonwealth Edison Co 82/11/19 DENTON, H R Office 
■of Nuclear Reactor Regulation, Director 3pp 16227 34B 24X 

FI Che 30-000. 82/11/19,0211290530 


0212070177 Requests withholding of proprietary Westinghouse info 
inadVer tantly end in revisions to App C of F6AR in S20B1B & 

0902 1 1 r s re turbine missile* 

TRAMft,T R Commonwealth £df*on Co 82/11/29 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16329 169 2 4X 

Fiche 90-000, Q2/1 1/29, 8212070177 


--82120701 07 Affidavit re Westing house application for ut thhold i ng 
proprietary info end in App C to FSAR in TR Tramm 820813 it 
0902 ltri to NRC concerning turbine missiles 
COLLIER, A J? Westinghous* Electric Carp 02/11/08 Bpp 
16329 171 24 X Fich* 50-000, 82/1 1 /29. 021 20701 77 


— 8 2 1 207 0 1 98 Forwards nonpr opTietar y version of revised F8AR re 
protection against poisible turbine missiles 

TRAN/1, T R Cornmonwaa 1th Edison Co 82/09/02. DENTON, H R Office 

of Nuelear Reactor Regulation. Director 35pp 16329 179 24X 

Ffch* 50-000,82/11/29,8212070177 


— 0212070207 Forwards nonpr opri e t ary version of ravifions to FBAR re 
protection against possible turbine missiles 

TJTAHH.TR Commonwealth Edison Cd 82/03/18 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 70pp 16329 214 24X 

Fichu- 50-000. 82/1 1/29,0212070177 


G212220212 Forward* Revision 22 to CE-l-A, "DA Program for Nuclear 
Generating Stations w 

SWARTZ, E.D Commonwealth Edison Co 92/12/14 HAASS, W P Duality 
Assurance Branch. lp. 16518 007 24X Fiche 50-000,82/12/14, 

0212520212 


OD12O903B3 Forwards info re emergency operations facilities per 
821122 ic 1202 request* Info previously submitted by telcon 
Request for written response unnecessary burden on licensee 
DEUJEORGE, L o Commonwealth Edison Co 02/12/03 EISENHUT, D G 
Oivision of Licensing 2pp 16365 051 24X Fiche SO-OoO, 02/12/03, 

8212090383 


8PJ2130017 Releases public version of Revision I to Emergency Plan 
Implementing Procedure EG-2, "Pre-Establ i eh ed Onsite t* 

Offsite Monitoring Locations {Maps) " 

FELTON, J W Division of Rules and Records 02/12/07 DocWJnent 

Management Branch lp 16417 062 24X Fiche 50 - 000 , 82 / 12/0^, 

8171 2 1300 1 7 


— 0212130020 Forwards public version of Revision I to Emergency Plan 
Implementing Procedure EG-2# ''Pre-Establ i shed Onsite it 
Offsite Monitoring Locations (Naps) "Revised table of 
content* end 

PAJ0WSKI.J Commonwealth Edison Co 82/1 I/O I DENTON, H R NRC - 
No Detailed Affiliation Given 2pp 16417 063 24X 

Fiche 50-OO0, S2/12/07, 8212130017 


-8212130041 Public version of Revision 1 to Emergency Plan Imp 1 ementir j 
Procedure EQ-2, "Pre-Estab I i shed Onsite 6 Offsite Monitoring 
Locat 1 on* 1 Map s ) " 

PAJ0WSkr,J E Commonwealth Edison Co 82/11/29 4pp 16417 Ofi5 
24X Fiche 50-000,82/12/07,8212130017 


8212140243 Advises of distribution of revision* to "Generating Statlo-n 
Emergency Plan " Braidwood annex not prepared 

TRAMM.TR Commonwealth Edison Co 02/12/07 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16409 302 24X 

M c he 50-000, 32/12/07, 8212140243 


8212220306 Discusses layout of communications equipment required in 
control room, onsite technical support ctr 6 near-site 
emergency operations facility 

KEPPLEfl. J 0. Region 3, Office of Director 03/12/16 

ComcnDnwea 1 th Edison Co 3pp J6503 351 24X Fiche 50-000, 82/32/16, 

0212220306 


—B 21 222023 1 "DA Program fur NucleaT Generating Stations, 11 Revision 22 
* Commonwealth Edison Co CE-l-A R22 82/11/01 I7pp 

16518 009 24X Fiche 50-000, 02/ 12/ 14, B21 222021 2 


021230016? Releases public version of revised generating station 
emergency plan telephone directory 

FELTON, J M Division of Rules and Records 02/12/20 Document 

Management Branch lp 16612 215 24X Fiche 50-000,03/12/20, 

0312300167. 


0212290212 Forward* updated schedul* for ongoing environ qualification 
tasting programs, per 010529 commitment 

SWARTZ, E v D Commonwealth Edison Co 83/13/22 ElffENHUT, D 0 
Division of Licensing 10pp 16556 16! 24X Fiche 50-000,8 3/12/33, 

82 122302 1 2 


E NRC Safety Evaluation Report (SER), iuppls & correspondence 


Q2T 2070249 Clarifies seismic qualification program V pump valve 
operability program evaluated in SER ic reviewed in audit 
during uk of 820913 

TRAhM, T ft Commonwealth Edison Co B2/12/02 DENTON, HJ Office 
of Nuclear Reactor Regulation. Director 5pp 16329 323 24X 

Fiche 5 0-000, 92/ 1 2/02, 821 2070349 


0212300019 Forwards draft BER Suppl 2 For comments & appr ova 1. R asp onie 
expected by 821223 W/o <ncl 

NOVAK, T M Division of Licensing 02/12/21 ERNST, M Division of 
Systems Integration fpost 8110051. JOHNSTON, W Assistant Director 
for Materials «. Qualification* Engineering RDBENBTEIN.L Assistant 
Director for Core & Plant System* 2pp 16634 286 24X 

Fiche 50-454. 02/12/21, 921 23000 1 9 


F Security, medical, emergency & fire protection plans 


831 2080 1 20 Notification of cancellation of 021207 meeting w/utl 1 in 
Bathe trfa, MO to discuss firs protection prog ram, ip eclfically, 
emergency communications sys U sprinklers In cable spreading 
roam 

BUSMAN, L Licensing Branch 1 83/11/10 YOUNGBLOOD. B J Licensing 

Branch I 3pp 16368 298. 24X Fiche 50-454, 83/ 11/10, B2120B01 20 


0312080494 Forwards 9 ALP flepts 50-454/92-13 & 50-455/82-09 for 
Jul 1980-Dec 1901. jier IE 920518 mgt meeting. Overal 1 
regulatory performance satisfactory although specific areas 
need to be strengthened 

KEF PLEA, J Q. Region 3. Office of Director 92/12/02 PEED. C 
Commonwealth Edison Co 3pp 16352 122 24X Fiche 90-454,82/12/02, 

8212000494 


— 8212000503 8ALP flepts 30-454/82-13 & 50-459/82-09 for Jul 1980-Dec 
1981 Procedure control & implementation of OA program 
require Improvements 

» Region 3, Office o-f Director 02/09/31 27f>p 16352 125 24X 

Fi ch •' 50-434. 82/12/0 2, 9212090494. 


— 82 1 2300 1 79 Forwards public version of revised generating station 
emergency plan telephone directory 

NOOREiR D Commonwealth Edison Co 82/12/02 DENTON, H R Office 
of Nuclear Reactor Regulation. Director lp 16612 316 24X 

Fiche 50-000, 92/12/20, 8212300167 


— 8212300199 Public version of revised generating station emergency 
plan telephone directory 

DALLE, D P Commonwealth Edison Co 02/1 1/09 60pp 16612 217 
24X Fiche: 5 0-000, 82/12/20, 82i 2300147 


0212290247 Forward* corrected Pages 1-5 & 4-2 of Revision 7 to security 
plan Pages withheld (ref 10CFR73 21) 

DELGEDRGE.L 0 Commonwealth Edison Co. 02/1 3/22 DENTON, H #f 
Office of Nuclear Reactor Regulation, Director lp 16582 lit 24X 
Fiche 30-45 4, 82/12/22,8212290247 


0 Adjudicatory correspondence 


0212060010 Response opposing Rockford League of Women Voters 921113 
motion to require NRG answers to RocJcPprd 821022 
interrogator i es. Answers unnecessary for proper decision 
Certificate of 6vc end 

GOLDBERG, 8 C, Rearing Branch 4 82/12/02 Atomic Safety and 

Licensing Board Panel 12pp 16313 313 24X Fiche 50-454,92/12/02, 

8212060010 


0212070157 Forwards revised Page 3 of NRC 821202 response to Rockford 
League of Women Voters motion to require interrogatory 
answers 

GDLDDEROfS C Hearing Branch 4 02/12/06 SMITH, I W , COLE,R F , 

CALLlHANr A O Atomic Safety and Licensing Board Panel Ip 

16335 316 24X Fiche 50-454,82/12/06,8212070157 


--8212070161 Reviled Page 3 to NRC 021203 response to Rockford League of 
Women Voters motion to require interrogatory answers 
Citation corrected 

# Office of the Esacutive Legal Director 82/12/06 Atomic 
Safety and Licensing Board Panel lp 16335 317 24X 

Fiche 50-454,82/12/06,8212070157 
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Cl, '12000235 Motion for entry of order approving 081206 stipulation re 
litigation of contentions 

GOLDBERG* S Hearing Branch 4 DIEWAL5KI,A Commonwealth Edison Co 
* League of Women Voters of Rockford, IL 02/12/06 Atomic 
Safety and Licensing Board Panel lp 16354 127 24X 

Fiche 50-434,02/12/06,8212080235 


B20B190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
801 b Model B02 Th e rmo t urnin ascent Dosimeters 11 Svc list 
one 1 

CDDBi L I Diviaion of Fuel Facilities, Materials & Safeguards 
32/11/03 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Ficho 50-000,62/11/05,820019024 9 


*-021 2QB0245 St ipulatian re litigation of contentions Contentions 20, 32, 
34*41,47,53.54,61,63,71 & 77 withdrawn Contentions B, 19, 22, 

39, 42, 62, 106, 100, 109, 112 portions of 111 MU be 
litigated 

GOLDBERG, S Hearing Branch 4 BlEWALSKI,A Commonwealth Edison 
Co * League of Women Voters of Rockford, IL 82/12/06 9pp 
16354 128 24 X Fiche 50-454,02/12/06,8212080235 


QT 1 209023 1 Response opposing Dekalb Area Alliance for Responsible 
Lnergij/Sinnis s ipp i Alliance foT Environ 821110 motion to 
direct NRC to commence spatial insp A9LB lacks authority to 
supervise regional i nvea t i gat i o n, or dictate pace 
GOLDBERG, S C Hearing Branch 4 02/12/00 Atomic Safety and 

Licensing Board Panel 3pp 16361 322 24X Fiche 50-454,02/12/00, 

0212090231 


0208190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/11/18 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24X 

Fiche 50-OOD, 82/11/10, B20B1 90251 


0212100296 Forwards IE Insp ftepts 50-454/82-22 8. 50-455/02-16 an 
820901-1031 hr notice of violation 

BPESSARD, R L Division of Project & Residont Programs 02/ 1 1/23 
REED, C Commonwealth Edison Co 2pp • 16376 201 24X 

Fiche 50-454, 02/11/23, 0212100296 


—0212100302 Notice at violation from insp on 020901-1031 

GPESSARD* R L Division of Project t Resident Programs B2/11/23 
Spp 16376 203 24X Riche 50-494,02/11/23,0212100296 


— 8212090236 Affidavit of DW Hayes providing status of Region 3 special 
Insp on allegations re QA/OC Certificate of Svc end 
HAYES, D W Division of Project It Resident Programs 82/12/07 
0pp 16361 325 24X Fiche 50-454,02/12/08,0212090231 


02 1 2200 1 02 Memorandum St order denying Dekalb Area Alliance for 
Responsible Ener gy /S i nn i s s i pp i Alliance for Environ 021110 
motion to direct NRC to commence special investigation Into 
allegations on QA/OC ASLB lacks requisite authority 
SMITH, I W Atomic Safety and Licensing Board Panel B2/12/16 
DeKalb Area Alliance for Responsible Energy Ip 16470 148 24X 

Fiche 50-434,02/12/16,0212200102 


DPT 2200 1 07 Memorandum U order approving joint party 021206 stipulation 
an procedural prob lems, w/one listed revision 

COLE, R F , SMITH, I W Atomic Safety and Licensing Board Panel 
02/15/16 2pp 16470094 24X Fiche 50-454,02/12/16,8212200107 


02122001 1 3 Supplemental response to Rockford League of Women Voters 
proposed interrogatories to NSC Certificate of Svc end 
RAMSON, R J Hearing Branch 4 82/12/17 League of Women Voters 

ttf Rockford, IL 1 2p p 16470 164 24X Fiche 50-454,02/12/17, 

02122001 13 


8212290188 Answers to NRC second set of interrogatories re Contention 
1A Certificate of Svc encJ Related correspondence 
MORRISON, P League of Women Voters of Rockford, IL 02/12/22 
Office of the Executive Legal Director 5p p 16562 260 24X 

fiche 50-454, 82/12/22, 02122BO108 


H General correspondence 


B2122B0176 Notifies of change in mailing address for NRC licensing 
matl 

WRIGHT, ON Illinois, State of. Dept Nuc Safety (formerly Dept 
Public Health! 02/12/20 EI8ENHUT , 0 0 Division of Licensing 
lp 16356 135 24X Fiche' 50-000,82/12/20, 8212280176 


K Utility Final Safety Analysis Report < FSAR ) L amends 


—0212100300 IE Insp Repts 50-454/02-22 5. 50-455/02-16 on 020901-1031 
Noncomp 1 lance noted installation of wireplate incomplete! 
failure to determine impact of deficiency on testing & care 
of safety equipment U GC insps not performed 

TORNEY, W L , CONNALFGHTON, K „ HAYE8, D W Division of Project *< 
Resident Programs B2/|t/l9 1 1 pp 16376 288 24X 

Fiche 30-454,02/11/23,6212100296 


0200190256 IE Info Notice 02-46, "Defective & Obsolete Combination 
Padlock* " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82 / 11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411.065 24X Fiche 30-000,02/11/26,8208190256 


0209190257 IE Info Notice 02-47, "Transportat ion of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
C QBQ, L. I Division of Fuel Facilities, Materials fc Safeguard* 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 

16307 028 24X Fit ho 30-000,02/11/30,0200190257 


021 *000494 Forwards SALP Rept* 50-454/02-13 It 50-455/02-09 for 
Jul 1900-Dec 1901, per IE 820510 mg t meeting Overall 

regulatory performance satisfactory although specific areas 
need to be strengthened 

KEPPLER.J 0 Region 3, Office of Director 82/12/02 REED, C 
Commonwealth Edison Co 3pp 16352 122 24X Fiche 30-454,82/12/02, 

0212000494 


— □2U0B0503 SALP Repts 50-454/02-13 8. 50-455/02-09 for Jul 1900-Dec 
1981 Procedure control & implementation of QA program 
require improvements 

* Region 3, Office of Director 02/05/31 27pp 16352 125 24X 

Fitha 50-454,02/12/02,0212000494 


0212170106 Forwards IE Insp Rept 50-454/02-21 an B21006-29 No 
noncQoipliancfl noted 

LITTLE, W S Division of Engineering U Technical Programs 02/12/02 
REED, C Commonwealth Edison Co 2pp 16430 31 i 24X 
Fiche 30-454*02/12/02,0212170106 


0211290530 Application to amend applications for OL, const sting of Amend 
40 to FSAR 

TRAMM,T R Commonwealth Edison Co 82/11/19 DENTON* H R Office 
of Nuclear Reactor Regulation, Director 3pp 16227 340 24X 

Fiche 50-000,82/11/19,0211290530 


—0211290559 Amend 40 to FBAR 

* Commonwealth Edison Co 02/11/30 234pp 16227 351 24X 

Fiche 30-000, 82/ U/19, 0211290 530 


G 1 2200306 Forwards Affidavit af Svc re distribution of FBAR Amend 40 
per AS Boyd 701020 ttr to C Reed 

TRAMI1, T R Commonwealth Edison Co 82/12/17 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16561 095 24X 

Fiche 50-000,82/12/17,0212200306 


0 Inspection reports, IE Bulletins U correspondence 


3208190240 IE Bulletin 02-03, Revi sion t, "Stress Cracking in Thick- 
Wall, Large-Di ameter, Stainless Steel, Recircu lation 0ys Piping 
at BUR Plants M Bvc list end 

DEYOUfNO.R C Director's Office, Office of Inspection and 

Enforcement B2/iO/20 Consolidated Edison Co of New York* Inc 

1 12p p 16462 163 24 X Fiche 90-000,82/10/20,8208190240 


— 0212170110 IE insp Rept 50-454/02-21 on 021006-29 No noncompl lance 
noted Major area* Inspected p reopera ticna 1 testing fc test 
results eva luation, pravi out open items & test program 
imp lementa t ion 

RING,M A , JACK I W* I N Region 3, Office of Director 02/11/24 
6pp 16450.313 24X Fiche 50-454,82/12/02,8212170106 


0208190259 IE Bulletin 02-04, “Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEY0UNO, R. C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Conic 1 idated Edison Co of New York, Inc 

1 13pp 16411 317. 24X Fiche 50-000,02/12/03,8206190259 


B20B1 90261 IE Info Notice 02-40, "Failures of Agastat CR 0095 Relay 
Sockets " 9vc list and 

JORDAN, E L. Division of Engineering L Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064, 24X 

Fiche 50-000,62/12/03,0308190261 


BUI 2100324 Ack receipt of B21D18 1 tr informing NRC of steps taken to 
correct violations noted In IE liitp Rept 50-454/02-12 
NORELIUSiC E Division qf Engineering k Technical Programs 
02/12/07 REED, C. Commonwealth Edison Co 2pp 16377 090. 24X 

Fiche 50-454, 02/12/07,8212100324 
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— 0212100330 Respond* to NRC 620710 ltr ri violations noted in IE Insp 
Rept 50-454/82-12 Corrective actions admi nistrat i ve 
procedures revised to include use of new form for 
c omnaunj ca ting test problems. 

OELGEORGE, L 0 Commonwealth Edison Co 62/10/ 10 KEPPLEH . J 0 
Region 3, Office of Director 5pp 1&377 072 24X 

Fiche* 50-454# 92/ 1 2/07. 621210 0324 


9203 190 267 IE Info Notice 82-49. "Correction for Sample Conditions for 
fir & Gas Monitoring M Svc list end 

DEYOUNG. R C Director '» Office. Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New Yor k, Inc 

1 27pp 16629 191 24X Fic he- 50-000. 02/12/ 16. 0208 170267 


3209190269 IE Info Notice 92-50, "Hod of Solid State AC Undervoltage 
Relays Type ITE-27 " Eve lilt end 

JORDAN. E L Division of Engineering k Quality Assurance 02/12/20 
Consolidated Edison Co of Need York. Inc 108pp 16629 293 24X 

Fiche 50-000.02/12/20.8208190260 


9212230433 Ack receipt of 821105 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-454/32-05 tr 
50-455/02-04 

NORELIUB.C E Division of Engineering k Technical Programs 
32/12/21 REED. C Commonwealth Edison Co 2pp 16596 061 24X 

Fic he 50-454. 82/12/21.0212200433 


'-9212200446 Suppls 820317 k 0922 responses to NRC 020624 ltr re 
violation* noted in IE Insp Rept* 50-454/02-05 & 

50-455/32-04 Corrective ac t i o n*' tr a i n Inp/ qu*t if K a t i on 
records of ac Inspectors will be reviewed 

STIEDE.W L Commonweal t h Edison Co 62/11/05 KEPPLER.J G 
Region 3. Office of Director 3pp 16556 -063 24X 

Fie he 50-454. 62/ 12/21 . 8212200433 


S Reportable occurrences. LEfts & related correspondence 


9212020329 Interim Deficiency ftept 02-00 re unavailable insp records 
for high strength bolt connections of structural steel 
bolting Initially reported 021 021 Reinsp planned Final 
rept expected by 830115 

TPArttirT.ft Commonwealth Edison Co 62/11/24 KEpPLER, J 0 Region 
3. Office df Director 2pp 16277 277 24X Fiche 50-454.02/11/24. 

B2 1202032? 


8PI2170192 Interim deficiency rept re failure of several dc cables in 
underground duct Initially reported on 920916 Circuits 
utilising faulted cables rerouted so that cables can be 
pulled for insp Final rept will be provided by 3304101 
TRAMM, T R Commonwealth Edison Co 02/12/06 KEPPLER, J G Region 
3. Office of Director gpp 16450 006 24X Fiche 50-434.32/12/06, 

32121 70192 


DUCKET STN-50-455 BYRON STATION, UNIT 2 


A Appl i eation/eppstrue tion stage documents k correspondence 


921 1290530 App 1 icdti on to amend applications for OL. con* i sting of Amend 
40 to FSAR 

TRAMM, T R Commonwealth Edison CP 02/11/19 DENTON, H R Office 
of Nuclear Reactor Regulation. Director £lpp 16227 348 24X 

f* Uhe* 9D-OOD. 02/11/19,921 1290530 


0212070177 Requests withholding of proprietary Wes t ingho u*e info 
inadvertantly encl in revisions to App C of FEAR in 020018 4. 

0902 ltrs re turbine misalles, 

TRAHM.TR Commonwealth Edison Ca 62/11/29 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 2pp J6329 169 24 X 

Fiche; 50-000. B2/ 11/29, 8212070177. 


— B212Q70187 Affidavit re U es ting hou* e application for withholding 
proprietary info end in App C to FEAR in TR Tramm 820018 k 
0702 ltr* to NRC concerning turbine missiles 
COLLIER, A R Westinghouse electric Corp, 92/11/05 Opp 
16329 171 24X Fich# 50-000. 92/U /29, 821 2070177. 


—0212070198 Forwards nonpropriet ary version of revised FEAR re 
protection against possible turbine missiles 

TRAMM, T R Commonwealth Edison Co 82/09/02. DENTON, H R Office 
of Nuclear Reactor Regulation. Director 35pp, 16329 179 24X 

Fiche' 50-000, 82/11/29,821 2070 1 77. 


—0212070207 Forward* nonproprietary version of revision* to FSAR re 
protection against possible turbine missiles 

TRAKH.TR Commonwealth Edison Co 82/00/10. DENTON, H R Office* 

of Nuclear Reactor Regulation, Director 70pp 16329 214 24X 

Fich*, 30-000, 92/11/29, 9212070177. 


Qr'l 222021 2 Forwards Revision 22 to CE-I-A, "QA Program for Nuclear 
Generating Stations ° 

SWARTZ, £ D Commonwealth Edison Co 02/12/14 HAAS 8. W P Quality 

Assurance Branch ip 16910 007 24X Fiche 50- 000.82/12/14, 

3212220212 


— 0212220231 "QA Program for Nuclear Generating Station*, " Revision 23 
a Commonwealth Edison Co CE-l-A R22 62/il/Ol I7pp 
16510 009 24X Fiche 50-000, B2/1 2/14, 82i 2220212 


8212280212 Forwards updated schedule for ongoing environ qualification 
testing programs, per BIOSES commitment 

SWARTZ, B D Commonwealth Edison Co 32/12/22 EISENHUT. D Q 
Division of Licensing IBpp 16956 161 24X Fiche 50-000.92/12/22, 

0212280212 


E NRC Safety Evaluation Report ( SER ) , suppls k correspondence 


0212070249 Clarifies seismic qua 1 i f icat i on program & pump valve 
operability program evaluated in 6ER & reviewed in audit 
during wk of 020913 

TRAMM.TR Commonwealth Edison Co 02/12/02 DENTON, H R Office 
of Nuclear Reactor Regulation. Director Spp 16339 323 24X 

Fiche 50-000.82/12/02,8212070249 


8D12300019 Forwards draft SER Buppl 2 for comments k approval Response 
expected by 021223 W/o encl 

NDVAK, T rt Division of Licensing 92/12/21 ERNST, M Division Of 
Systems Integration (post 8110051 JOHNSTON, W Assistant Director 
far Material* k Qua 1 i f lea t i on* Engineering RU0ENSTEIN, L Assistant 
Director for Core & Plant Systems 2pp 16624 286 24X 

Fiche 50-454*82/12/21,0212300019 


F Security, medical, emergency l< fire protection plan* 


Q212080120 Notification of cancellation of 021207 meeting w/oti 1 in 
Dethesda.ND to discuss fire protection prog ram, sp ec l f i c a 11 y. 
emergency communications «ys k sprinklers in cable spreading 
room 

QLSHAN, L Licensing Branch 1 B2/1I/10 YOUNG0LOQD, B J Licensing 

Branch I 3p p 16369 288 24X Fiche 30-454, 02 /U/lO, B2T20BG12G 


0212DSO494 Forwards 5ALP Repts 50-454/02-13 t< 50-495/02-09 for 
JuJ 1900-Dec 1981, per IE 920510 mgt meeting Overall 
regulatory performance satisfactory although specific area* 
need to be strengthened 

KEPPLER. J G Region 3, Office of Director 02/12/02 REED, € 
Commonwealth Edison Co 3pp 16352 122 24X Fiche 50-494,02/12/07, 

02I2OBO494 


—8212080503 SALP Rept* 50-454/82-13 fc 30-435/82-0? for Jul 1900-Dec 
1901 Procedure control k implementation of QA program 
require Improvement* 

» Region 3, Office of Director 02/05/31 27pp 16352 125 24X 

Fiche 30-454,82/12/02,8212090494 


8212090303 Forwards info re emergency operations facilities per 
821122 k 1202 requests Info previously submitted by telcon 
Request for written response unnecessary burden on licensee 
DELGEORCE.L □. Commonwealth Edison Co 02/12/03 EISENHUT, D 0 
Division of Licensing 2pp 16363 051 24X Fiche 50-000-02/12/03, 

8212090303 


8212130017 Release* public version of Revision 1 to Emergency Plan 
Implementing Procedure EG-2, f, Pr e-Estab I i sh ed Onsite S, 

Offsite Monitoring Locations (Maps) *’ 

FELTON, J M Division of Rules and Records 82/12/07 Document 
Management Branch Ip, 16417 062 24X Fiche 50-000,02/12/07, 

8212130017 


— 8212130020 Forwards public version of Revision I to Emergency Plan 
Implementing Procedure EG-2, "Pre-Estab 1 i shed Onsite & 

Offsite Monitoring Locations (Maps) M Revised table of 
content* encl 

PAJOWSK I , J Commonwealth Edison Co 02/11/01 DENTON, 14 R NRC - 
No Detailed Affiliation Given 2pp 16417.063 24X 

Fiche 50-000, 82/12/07, 8212130017 


— 8212130041 Public version of Revision 1 to Emergency Plan Implementing 
Procedure EG-2, "Pre-Es tabli shed Onsite & Offsite Monitoring 
Locations <Meps) " 

PAJOWSKTi-J E, Commonwealth Edison Co 92/11/2? 4pp 16417 065 
24X Fiche 50-000, B2/I2/07, 82 12130017 


821214-0243 Advises of distribution of revisions to "Generating Station 
Emergency Plan. " Brafdwood annex not prepared 

TRAMM, T R Commonwealth Edison Co 82/12/07 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 1640? 302. 24X 

Fiche 50-000, 02/12/07,8212140243 
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8212220306 Ottcusies layout of conifiiuniCAtioni equipment required in 
control room, onsite technical support c tr & near-site 
emergency operations facility 

KEPPLER, J O Region 3. Office of Director 02/12/16 

Commonwealth Edison Co 3pp 16503 351 24X Fiche 50-000,82/12/16, 

D2 12220306 


SPI2300t67 Releases public version of revised generating station 
emergency plan telephone directory 

PEL TOM, J M Division of Rules and Records 02/12/20 Document 

Management Branch lp 16612 2IS 24X Fiche 50-000,82/12/20, 
□212300167 


--02123Q0179 Forwards public version of revised generating station 
emergency p Ian telephone directory 

MOORE i R D Commonwealth Edison Co 82/12/02 DENTON, H R Office 
of Nuclear Reactor Regulation, Director lp 16612 216 24X 

Fiche 50-000,92/12/20,8212300167 


— 821230019? Public version of revised generating station eitierg ertty 
plan telephone directory 

GALLE, D P Commonwealth Edison Co 02/11/03 60pp 16612 217 
24X Fiche 50-000, 82/12/20, 0212300167 


0^12270247 Forwards corrected Pages 1-5 & 4-2 of Revision 7 to security 
plan Pages withheld (ref I0CFR73 21) 

DEL GEORGE, L 0 Commonwealth Edison Co 02/12/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 16502 111 24X 

Fiche 50 -4 3 4 , 02/12/22.021227024 7 


ft Adjudicatory correspondence 


BP 1 206001 0 Response opposing Rockford League of Woman Voters 021112 
motion to require NRC answers to Rockford 021022 
interrogatories Answers unnecessary far proper decision 
Certificate of Svc end 

GOLDBERG, S C Hearing Branch 4 02/12/02 Atomic Safaty and 

Licensing Board Panel 12pp 16313 313 24X Fiche 50-454,82/12/02, 

□212060010 


Q?1 20701 57 Forwards revised Page 3 of NRC 021202 response to Rockford 
League of Women Voters motion to require interrogatory 
nns wers 

GOLDBERG, S C Hearing Branch 4 02/12/06 SMITH, I W , COLE, R F , 

CAL Ll HAN, A D Atomic Safety and Licensing Board Panel lp 

16335 316 24X Fiche 50-454,02/12/06,8212070157 


—0212070161 Revised Page 3 to NRC 821202 response to Rockford League of 
Women Voters motion to require interrogatory answers 
Citation corrected 

♦ Office of the Executive Legal Director 82/12/06 Atomic 
Safety and Licensing Board Panel lp 16335 317 24X 

Fiche 50-454,82/12/06,8212070157 


3212000235 Motion for entry of order approving 821206 stipulation re 
litigation of contentions 

GOLDBERG, S Hearing Branch 4 0 IEWALSK I , A Commonwealth Edison Co 

# League of Women Voters of Rockford, IL 82/12/06 Atomic 
Safety and Licensing Board Panel lp 16354 127 24X 

Fiche 50-454, 82/12/06,8212000235 


—8212080245 Stipulation re litigation of contentions Contentions 2Q, 38, 
34, 41, 47* 53, 54, 61, 63, 71 S< 77 withdrawn Contentions 0,17,2 2, 

39, 42, 62, 106, 108, 109, 112 $« portions of til will be 
1 i fciga ted 

GOLDBERG, 3 Hearing Branch 4 B IEWALSK I , A Commonwealth Edison 
Co * League of Women Voters of RockfordilL 82/12/06 9pp 
16354 120 24X Fiche 50-454,82/12/06,8212000233 


9212090231 Response apposing Dekalb Area Alliance for Responsible 
Energy /Slnni s s ippl Alliance for Environ 82MJQ motion to 
direct NRC to commence special insp ASLB lacks authority to 
supervise regional invest igat ion, or dictate pace 

GOLDBERG, S C Hearing Branch 4 02/12/08 Atomic Safety and 

Licensing Board Panel 3pp 16361 322 24X Fiche 90-454,02/13/08, 

0212090231 


— 8212090236 Affidavit of DW Hayes providing statu* of Region 3 special 
insp on allegations rs GA/QC Certificate of Svc end 
HAVES, D W Division of Project & Resident Programs 02/12/07 
6pp 16361 323 24X Fiche: 50-454, 02/12/08, 0212070231 


3^12200102 Memorandum & order denying Dekalb Area Alliance for 
Responsible Energy /Sinni s sipp i Alliance for Environ 82111Q 
motion to direct NRC to commence special investigation Into 
allegations on OA/QC ASLB leeks requisite authority 
SMITH, I W Atomic Safety and Licensing Hoard Panel 82/12/16 
DeKalb Area Alliance for Responsible Energy lp 16470 I4B 24X 
Me he 30-454,02/12/16,8212200102 


□212200107 Memorandum «t order approving joint party 021206 stipulation 
on procedural prob lems, w/one listed revision 

COLE, R F , SMITH, I W Atomic Safety and Licensing Board Panel 
02/12/16 2p p 16470 094 24X Fiche 50-4 5 4,82/12/16,821220 0107 


9212200113 Supplemental response to Rockford League of Women Voters 
proposed interrogatories to NRC Certificate of Svc end 
RAWSDN, -R J Hearing Branch 4 82/12/17 League of Women Voters 

of Rockford, IL 12pp 16470 164 24X Fiche 50-454,02/12/17, 

0212200113 


0212280100 Answers to NRC second set of interrogatories re Contention 
1A Certificate of Svc end Related correspondence 
MORRISON, P League of Women VoteTS of Rockford, IL 82/12/22 
Office of the Executive Legal Director Sp p 16562 260 24X 

Fiche 30-454,62/12/22,0212280188 


M General correspondence 


0212200176 Notifies of change in mailing address for NRC licensing 
mat I 

WRIGHT, 0 N Illinois, State of, Dept Nuc Safety (formerly Dept 
Public Health). 82/12/20 EISENHUT, D Q Di vi a ion of Lie ens ing 
Ip 16556 135 24 X Fiche 50-000,82/12/20,0212230176 


K Utility Final Safety Analysis Report (FSAR) St amends 


8211270530 Application to amend applications for QL, consisting of Amend 
40 to FSAR 

TRAMM, T R Commonwealth Edison Co 82/11/19 DENTON, H R Office 
of Nuc 1 ear Reactor Regulation, Director 3pp 16227 340 24X 

Fiche 50-000,82/11/19,8211290530 


— S2L 129055? Amend 40 to FSAR 

* Commonwealth Edison Co 02/11/30 234pp 16227 351 24X 

Fiche 50-000,02/11/19,8211290530 


82 i 2280306 Forward* Affidavit of Svc re distribution of FBAR Amend 40 
per RS Boyd 781020 Itr to C Reed 

TRAMM.TR Commonwealth Edison Co 82/12/17 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16561 09S 24X 

Fich* 30-000,02/12/17,0212200306 


Q Inspection reports, IE Bulletins &< correspondence 


9208190240 IE Bulletin 02-03, Rev! * i on i, "Stress Cracking in Thick- 
Wall, Large-Dl ameter, Sta in less Steel, Recirculation Sys Piping 
at 0WR Plants " Svc list end 

DEYOUNG, fl C Director's Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York, Inc 

1 12pp 16462 163 24X Fic he 50-000, 02/10/ 20, 02081 90240 


8200190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
001 & Model 002 Th ermo 1 urn i nesc* nfc Dosimeters ° Svc list 
rnc 1 

CDBB, L I Division of Fuel Facilities, Materials t< Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Fiche 50-000,82/11/05,0200190245 

0208190251 IE Info Notice B2-44, "Clarification of Emergency Plan 
Exercise Requirements n Svc list end 

JORDAN, E L Division of Engineering V Duality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche, 50-000, 02/ 1 1/18, 8208190231 


0P121OO296 Forwards IE Insp Ropts 50-454/02-22 U 50-459/02-16 on 
020901 -J 031 U notice of violation 

SPESSARD, R L Division of Project & Resident Program* 02/11/23 
REED, C Commonwealth Edison Co 2pp 16376 281 24X 

Fiche 50-454,82/11/23,0212100276 


— 0212100302 Notice of violation from' insp on 020901-1031 

SPESSARD, R L. Division of Project it Resident Programs B2/1I/2J 
Spp 16376,203 24X Fithe 50-454, 02/11/23,0212100276 


—0212100300 IE Insp Repts 50-454/02-23 * 50-459/82-16 on 020901-1031 
Noncompliance noted' install* fcian of wireplate incomplete, 
failure to determine impact of deficiency on testing b care 
of safety equipment $« GC insps not performed 

FORNEY, W L , CONNAUQHTQN, K , KAYES. 0 U Division of Project h 
Resident Programs 02/11/17 llpp 16376 200 24X 

Fiche 50-494,02/11/23,8212100296 


8208190256 IE Info Notice 82-46, "Defective It Obsolete Combination 
Padlocks " Svc list encl 

DEYOVNGrR C, Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

J27pp 1641 1 063 24X Fiche 50-000.02/11/26,0200190256 
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9249190257 IE Info Notice 32-47. "Transportat i-on of Type A Quantities 
of Non-Fistile Radioactive Matl " Sve list and 
COBB; L I Division of Fuel Facilities* Mate-rials t* Safeguards 
62/11/30 Consolidated Edison Co of New York. Inc 3S6p p 
16397 026 24X Fiche 30-000,82/11/30,0209190257 


62 12090494 Forwards 0ALP Repts S0-4S4/92-13 S< 60-455/92-09 for 
Jul 1960-Oac 1991, per IE 020510 mgt meeting Overall 
regulatory performance satisfactory although specific areas 
need to be streng thened 

KEPPLER, J Q Region 3, Office of Director 92/12/02 REED, C 
Commonwealth Edison Co 3pp 16332 122 24X Fiche 50-434,0 2/12/02, 

0212090494 


—0212000303 SALP Repts 50-454/92-13 8, 50-455/02-09 for Jul 19B0-Dec 
1991 Procedure control & implementation of GA program 
require improvements 

» Region 3, Office of Director 92/05/31 27pp 14352 129 24X 

Fiche 50-454,92/12/02,8212090494 


6209190259 IE Bulletin 02-04, -"Oaf i c ienc i ei in Primary Containment 
Electrical Penetration Assemblies *' Svc list end 
DEYOUNG, R C Director's Office, Office of Inepeetion and 

Enforcement 92/12/03 Consolidated Edison Co of New York, Inc 

U3pp 14411 317 24X fiche 50-000, 02/12/03, 82091 9025? 

8209190261 IE Info Notice 02-40, "Failure* of Agastafc CR 0095 Relay 
{Sockets " Svc list end 

JORDAN, E L Division of Engineering L Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc liGpp 16462 064 24X 

Fiche 30-000,62/12/03,9200190261 


9209190267 IE Info Notic* 02-49, "Correction for Sample Conditions for 
Air L Oa* Monitoring ” Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 92/12/16 Consolidated Edison Co of New York, Inc 

127pp 16628 191 24X Fiche 50-000,62/12/16,8208190267 


8200190269 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering 6 duality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc I08pp 14620 293 24X 

Fiche 50-000,92/12/30,0208190268 


8212290433 Ack receipt df 92U05 ltr informing NRC of steps taken to 
correct violations noted In IE In«p Kept* 50-454/62-05 & 
50-453/82-04 

NCRELrU9,C E Division of Engineering fc Technical programs 

02/ 12/21 REED, C Commonwealth Edison Co 2pp. 16556 041 24X 

Fiche 30-434, 82/12/21,0213260433 


—0212280449 SuppU B2Q0I7 U 0922 response* to NRC 020624 ltr re 
violations noted in IE Insp Rapt* 50-434/82-05 & 

50-435/82-04 Corrective actions tTaining/qual if Jcat i on 
records of QC inspectors will be reviewed 

STIEDE, iff L Commonwealth Edison Co 82/ J 1/05 KEPPLER, J 0 
Region 3, Office of Director 3pp 14556 063 24X 

Fiche 50-454, 82/12/21, 021 2200433 


8 Reportable occurrences, LERs & related correspondence 


9212020329 Interim Deficiency Rep t 02-08 re unavailable insp records 
for high strength bolt connections of structural steel 
bolting Initially reported 821021 Reinsp planned Final 
rapt expected by 830115 

TRAMM.TR Commonwealth Edison Co 82/11/24 KEPPLER, J G, Region 
3, Office of Director 2pp 1 4277 277 24X Fiche 50-454,02/11/24, 

9212020329. 


8212170192 Interim deficiency rep t re failure of several dc cables in 
underground duct Initially reported on 020916 Circuits 
utilizing faulted cables rerouted so that cables can be 
pulled for insp Final rept will be provided by 030401 
TRAMM, T R Commonwealth EdUonCo 82/12/06 KEPPLER, J 0 Region 
3, Office of Director 2pp 164 50 006 24X Fiche 50-454,02/12/06, 

G212170I92 


DOCKET STN-50-4 56 0RAIDWOOD STATION, UNIT 1 


A Appl ication/constr uction stage documents & correspondence 


B212010014 Forwards order extending const completion dates for CPPR-I32 
from 821101 to 870430 i CPPR-J33 from 831101 to 880430, in 
response to 620930 ltr Safety evaluation also end 
EISENHUT, D 0 Division of Licensing 02/11/13 DELOEORGE, L, □ 
Commonwealth Edison Co 2pp 16290' 208 24X Fiche 50-456, 82/11/15, 

9212010014. 


— 8212010017 Order extending const completion date for CPPR-132 from 
821101 to 670430 fc CPPfi- 133 from 631101 to 860430 
EISENHUT, D 0 Division of Licensing 82/11/15 Commonwealth 
Edison Co 3pp 16290 210 24X Fiche 50-456, 82/1 1/ 13, 9212010GJ4 


--82I2010Q20 Safety evaluation supporting extension of const completion 
dates Tor CPPR-132 * CPPR-133 to 070430 & 860430, 
respecti vel y 

OLSHAN, L , YOUNODLOOD, B J Licensing Branch 1 62/11/08 4 pp 

16290 213 24X Fiche 90-454, 82/11 / 1 9, 821 20 1001 4 


0211290530 Application to amend applications for OL, c ons i st i ng of Amend 
40 to FSAR 

TftAMM, T R Commonwealth Edison Co 92/11/19 DENTON, H fl Office 
of Nuclear Reactor Regulation, Director 3pp 16227 348 24X 

Fiche 50-000.02/11/19,8211290530 


B21 2070177 Requests withholding of proprietary Wesfcinghouse info 
inadver tantly encl in revisions to App C of FSAR in B2O010 & 

0902 ltrs re turbine missiles 

TRAMMi T H Commonwealth Edison Co 62/11/29 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 1632? 169 24X 

Fiche 50-000, 02/1 1/29, 8212070177 

— 0212070187 Affidavit re Westing house application for wKhholding 
proprietary info end in App C to FSAR in TR Tramm 02OB1B *« 

0902 ltrs to NRC concerning turbine missiles j ' 

COLLIER, A R Wustinghouse Electric Corp 02/11/09 0pp 
16329 171 24X Fiche 50-000, 02/1 1 /29, 821 20701 77 


— 8212070190 Forwards nonproprietary version of revised FSAR re 
protection against possible turbine missiles 

TRAHM, T R Commonwealth Edison Co 82/09/02. D^N^ON, N R OffUk 

of Nuclear Reactor Regulation, Director 35pp \$Q29 179 24X 

Fiche 50-000, 02/11 /29, 0212070 177 


--B2120702Q7 Forwards nonproprietary version of revisions to FSAR re 
protection against possible turbine missiles 

TRAJiM, T R Commonwealth Edison Co 02/08/16 DENTON, H R Off Ur 
of Nuclear Reactor Regulation, Director 70pp 16329 214 24* 

Fiche 50-000,02/11/29,8212070177 


0212220212 Forwards Revision 22 to CE-l-A, "QA Program for Nuclear 
Generating Stations “ 

SWARTZ, E D Commonwealth Edison Co 62/12/14 HAA5S, W P Quality 
Assurance Branch lp 16510 007 24X Fiche 50-000,02/12/14, 

B212220212 


— 021222023 1 "GA Program for Nuclear Generating Stations," Revision 
* Commonwealth Edison Co CE-l-A R22 02/li/Ot 1 7p p 
16510 009 24X Fiche 50-000,82/12/14,0212220212 


B21229Q212 Forwards updated schedule for ongoing environ qualification 
testing programs, per 010929 commitment 

SWARTZ, E D Commonwealth Edison Co 82/12/22 EISENHUT, 0 0 
Division of Licensing J9pp 16556 161 24X Fiche 50-000,02/12/22. 

0212200212 


E NRC Safety Evaluation Report <6ER), suppls & correspondence 


BI'l 2070249 Clarifie* seismic qualification program «< pump valve 
operability program evaluated in SER & reviewed In audit 
during uk of 620913 

TRAKHrT R Commonwealth Edison Co 82/12/02 DENTON, H R Qffite 
of Nuclear Reactor Regulation, Director 5pp 16329 323 24X 

Fiche 50-000, 82/12/02,921207024 9 


F Security, medical, emergency fire protection plans 


0212090303 Forward* info re emergency operations facilities per 
621122 & 1202 requests, Info previously submitted by teJcon 
Rsquest for written response unnecessary burden on licensee 
DELGEORGE, L 0 Commonwealth Edison Co 02/12/03 EISENHDT , D G 

Division of Licensing 2pp 16369 051 24X Fiche 50-000,82/12/03, 

0212090383 


8212130017 Releases public version of Revision 1 to Emergency Plan 
Implementing Procedure EG-2, "Pre-Estab lieh b<J Onsite fc 
□ffsite Monitoring Locations (Maps! " 

FELTON, J, M Division of Rules and Records 82/12/07, Oocument 
Management Branch lp 16417 062 24X Fiche 50-000,82/12/07, 

0212130017. 


—0212130028 Forwards public version of Revision 1 to Emergency Flan 
Implementing Procedure EG-2, "Pre-Establ i shed Onsite & 

Offsite Monitoring Locations (Maps! " Revised table of 
contents end 

PAJOWSKI,J Commonwealth Edison Co 02/11/01 DENTON, W R NRC - 
No Detailed Affiliation Given 2pp 16417 063 24X 

Fiche: 50-000, 02/12/07, 0212130017 
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— 0212130041 Public version of Revision 1 to Emergency Plan Implementing 
Procedure Eo-a, "Pro-Established Onsite & Offsite Monitoring 
Locations (Maps) " 

PAJQW5K I , J E Commonwealth Edison Co 02/1 1/29 4 p p 16417 065 

24X Pi che 50-000. 02/12/07, 0212130017 


0r J l 2 1 40243 Advises of distribution of revisions to "Generating Station 
Emergency Plan " Braidwood annex not prepared 

TRAMM. T R C ornmomuea 1th Edison Co 82/12/07 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp 16409 302 24X 

Fiche SO-OOO, 02/12/07,8212140243 


8-212220306 Discusses layout of communications equipment required in 
contra! room, onsite technical support c tr & near-site 
emergency operations facility 

KEFFLER.J Q Region 3. Office of Director 82/12/16 

Common we a 1th Edison Co 3pp 16503 351 24X Fiche 50-000.02/12/16, 

02 12220306 


H General correspondence 


DPI 22801 76 Notifies of change in mailing address for NRC licensing 

f,ia 1 1 

WRIGHT. O N Illinois. State of. Dept Nuc Safety (formerly Dept 
Public Health} 02/12/20 EISENHDT, D 0 Division of Licensing 
Ip 16556 135. 24 X Fiche 50-000,02/12/20.0212280176 


K Utility Final Safety Analysis Report (F9AR ) <* amend* 


Be 1 ! 1 290530 Application to amend applications for OL. cons i s 1 1 ng of Amend 
40 to FSAR 

TRAMM, T R C on-monwea I th Edison Co Q2/11/19 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 3pp 16227 340 24X 

Fiche 50-000. 02/11/19, 021 1290530 


— 821 1290559 Amend 40 to FSAR 

* Commonwealth Edison Co 02/11/30 234pp 16227 351. 24X 

Fiche 50-000,02/11/19,8211290530 


53 12280306 Forwards Affidavit of Svc re distribution nf FSAR Amahd 40 
per RS Boyd 701020 Itr to C Reed 

TRAMH.TR Commonwealth Edison Co 02/12/17 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 2pp 16561 095 24X 

Mche 50-000.02/12/17,0212200306 


0 Inspection reports, IE Bulletin* & correspondence 


S^'OBl 90240 IE Bulletin 82-03, Revi s i on 1. "Stress Cracking in Thick- 
Val 1. Large-DI ametor, Stainless Steel, Recirculation Syt Piping 
at BWR Plants M Svc list encl 

DEYOUNG, R C Director's Office. Office of Inspection and 

Cnf ore ement 02/10/20 Consolidated Edison Co of New York, Inc 

U2pp 16468 163 24X Fiche 50-000.82/10/20.0208190240 


8P08I90245 IE Info Notice 62-42. "Defects Observed in Panasonic Model 
801 t*. Model 002 Thermoluminescent Dosimeters ,f Svc list 
rnc 1 

C03B.L I Division of Fuel Facilities, Materials U Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Fiche 30-000,02/11/05.0200190249 


a;>09l902Sl IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list encl 

JORDAN. E L Division of Engineering & Quality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc lG9pp 16411 199 24X 

Fiche 50-000. 02/11/10.8200190251 


B2O019O2S6 IE Info Notice 82-46, "Defective & Obsolete Combination 
Padlocks " Svc list encl 

DEYOUNQ.R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Int. 

I27pp 16411 065 24X Fiche 90-000,82/11/26,0208190256 


8P08190257 IE Info Notice 82-47. "Transportation of Type A Quantities 
of Nan-Fissile Radioactive Matl fl Qvc list end 
COB 8, L I Division of Fuel Facilities, Materials & Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc. 356pp 

16387 023 24X Fiche 50-000,02/11/30,8200190297 


0208190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies M Svc list encl 
DEYOUNO, R. C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc. 

113p|» 1 641 I 317 24X Fiche 50-000.02/12/03,0200190299 


B.'OB 1 90261 IE Info Notice 02-40. "Failures of Agastat CR 0095 Relay 
Sockets " Svc list encl 

JORDAN, E L. Division of Engineering & Quality Assurance 02/12/03 
Consolidated Edison Co, of New York, Inc llOpp 16462 064 24X 

Fiche- 50-000, 02/12/03, 02001 9026 1 . 


0212270275 Forwards IE Insp Rep t 50-456/02-06 on 02102-22 & 26-27 & 
notice of vie lafeion 

NORELIDB, c E Division of Engineering Technical Programs 
82/12/10 REED, C Commonweal 1 6 Ed 1 s on Co 2pp 16530 069 24 X 

Fiche 90-456.02/12/10,6212270275 


—0212270300 Notice of violation from insp on 021021-22 fc< 26-27 
NQRELIUS.C E Division of Engineering & Technical Programs 
82/12/10 5p p 16530 071 24X Fi c he 50 -456, 82/12/10, 0212270275 


—8212270310 IE Insp Rept 50-496/02-06 on 021021-22 & 26-27 Non comp 1 lane c 
noted failure to translate design criterion into Tech Specs, 
power cable insp not adequately performed & nonconforming 
components not controlled or identified 

MENOEZ.R , NAIDU, K , WILLIAMS. C C Region 3, Office of Director 
02/12/03 9pp 16530 076 24X Fi c h g 30-456, 02/ 12/ 1 0. 0212270279 


0200190267 IE Info Notice 92-49, ‘'Correction for Sample Conditions for 
Air & Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement B2/12/16 Consolidated Edison Co of New YorS, Inc 

127pp 16620 191 24X Fiche 50-000.02/12/16,0208190267- 


0PO8I9O26Q IE Info Notice 02-50, "Mod of Solid State AC Undorvoltage 
Relays Type I TE-27 *■ Svc list end 

JORDAN, E L Division of Engineering 1* Quality Assurance 62/12/20 
Consolidated Edison Co of New York, Inc lOBpp 16629 293 24X 

Fiche 50-000, 02/12/20,0200190266 


DOCKET 8TN-50-457 BRAIDWODD STATION, UNIT 2 


A App 1 ication/ construction stage documents & correspondence 


8212010014 Forward* order extending const completion dates for CPPH-1Q2 
from 021101 to 870430 8c CPPR-133 from 831101 to 000430, in 
response to 820930 ltr Safety evaluation also encl 
EISENHUT, D Q Division of Licensing 82/11/15 DELGEOflOE, L 0 
Commonwealth Edison Co 2pp 16290 208 24X Fiche 50-456,0 2/11/19. 

0212010014 


— 0212010017 Order extending const completion date for CPPft-132 from 
821101 to 870430 & CPPR-133 from 031101 to 000430 
EISENHUT, D 0 Division of Licensing 02/11/13 Commonwealth 
Edison Co 3pp i 6290 210 24X Fiche 30-456.82/11/15.0212010014 


—0212010020 Safety evaluation supporting extension of const completion 
dates for CPPR-132 5? CPRR-133 to 870430 & BB0430, 
respa c tivel y 

OLSHAN.L . YOUNGBLOOD, B J Licensing Branch 1. 02/11 /OB 4pp 

16290 213 24X Fiche, 50-456, 0B/I 1/15.8212010014 


8211290930 Application tn amend applications for OL, cons i sting of Amend 
40 to FBAR 

TRAMM, T R Commonwealth Edison Co 02/11/19 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 3pp 16227 340 24X 

Fiche 30-000, 02/11/19, 0211290330. 


8212070177 Requests withholding of proprietary Meetinghouse Info 
iradver tant ly encl in revisions to App C of FSAR in 820018 & 

0902 ltr* re turbine missile* 

TRAMMiT R Commonweal th Edison Co 02/11/29 DENTON, H R OfPicB 
of Nuclear Reactor Regulation, Director 2pp 16329 169 24X 

Fiche 50-000,82/11/29,0212070177 


— 8212070107 Affidavit re Meetinghouse application for withholding 
proprietary info encl in App C to F6AR 8< in TR Tramm 820B13 
& 0902 ltrs to NRC concerning turbine missiles 
COLLIER, A R. Wsstinghouse Electric Corp 02/11/08 Bpp 
16329 171 24X Fiche: 50-000, 02/1 1/29, 0212070177 


— 0212070190 Forwards tionpr oprl etar y version of revised FSAR re 
protection against possible turbine missiles, 

TRAMM, TR Commonwealth Edison Co 62/09/02 DENTON, N fi. Office 
of Nuclear Reactor Regulation# Director. 35pp 16329 179 24X 

Fiche 50-000,02/11/29,0212070177. 


— G2L2070207 Forwards nonpropri star y version of revisions to FSAR re 
protection ag-ilnst possible turbine missiles, 

TRAMM.TR Commonwealth Edison Co 02/00/10 DENTON, HR Office 
of Nuclear Reactor Regulation, Director, 70pp, 16329 214. 24X 

Fiche' 30-000, 82/1 i/29, 0212070177 


8? J 2320212 Forwards Revision 22 to CE-i-A# "GA Program for Nuclear 
Generating Stations 11 

SWARTZ, E. D Commonwealth Edison Co 02/12/14 HA ASS , W P Quality 

A * suratKe Branch Ip. 16510 007 24X Fiche 90-000, 02/12/ 14, 

6212220212 
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— *8212220231 "0A Program for Nuclear Generating Stations* " Revision 32 
* Commoner a l fcft Edison Co CE-l-A R22 82/1 l/Ol I7pp 

I 6518 009 24X FI che 50-000. 02/12/ M, 821 2230212 


0212280912 Forwards updated schedule for ongoing environ qualification 
testing programs, per S1052S commto'fnt 

SWARTZ, E D Commonwealth Edison Co 82/12/22 ErSENHUf. D G 
Division of Licensing 10pp 16556 161 24X Fich-e 50-000.02/12/22. 

8212200212 


E NRC Safety Evaluation Report (SERI* supple & correspondence 


0212070249 Clarifies seismic qual i f Ida t ion program & pump valve 
operability program evaluated in S£R 1« reviewed in audit 
during wit of 820913 

TRAMM. T R C ommonuea 1 tb Edison Co 92/12/02 DENTON. H R Office 
of Nuclear Reactor Regulation. Director &pp 16329 323 24X 

Fiche 30-000, 02/12/02*0212070249 


F Security, medical, emergency U fire protection plans 


9212090393 Forwards info re emergency operations facilities per 
82 J 122 6 1202 requests Info previously submitted by tetcon* 

Request for written response unnecessary burden on license* 
DELGEORCE.L 0 Commonwealth Edison Co* 82/12/03 EIBEWHUT, D Q 
Division of Licensing 2pp 16365 OSj 24X Fich* 50-OOD. 02/12/03, 
0212090383 


8212130017 Releases public version of Revision i to Emergency Plan 
Implementing Procedure EQ-2, "Pre-Established Onsite it 
Offsite Monitoring Locations (Maps} " 

FELTON* \f M Division of Rules and Records 82/12/07 Document 

Management Drench Ip 16417 062 24X Fiche 50-000. 82/ 1 2/07, 

8212130017 


— 8212130028 Forwards public version of Revision 1 to Emergency Plan 
Implementing Procedure EG-2, "Pre-Et tab 1 i shed Onsite 6 
Offsite Monitoring Locations (Maps! " Revised table of 
contents end 

PAJDWSK1.J Commonwealth Edison Co 82/ J 1/01 DENTON- H R NRC - 
No Detailed Affiliation Given 2pp 16417 063 24* 

Fiche 30-000,02/12/07.8212130017 


— 9212130041 Public version of Revision 1 to Emergency Plan Implementing 
Procedure EG-2, ‘'Pto-Es tabl is h ed Onsite 8* Offsite Monitoring 
Locations (Maps) " 

PAJDtfSKI, J E Commonwealth Edison Co 92/11/29 4pp 3 6417 065 
24X Fiche S0-G00. 82/12/07, 02 1213001 7 


B2I 2140243 Advi set of distribution □# revisions to "‘Generating Station 
Emergency Plan " Braidvnod annex not prepared 

TRAMM, T R Commonwealth Edison Co 82/12/07* DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16409 302 24X 

Fiche SO-OOO* 92/12/07. B21214D243 


0212220306 Discusses layout of communications equipment required in 
control room, onsite technical support c fcr It near-site 
emergency operations facility 

KEPPLER, V 0 Region 3. Office of Director 82/12/16, 

CoiK-ntortwea 1 th Edison Co 3pp 16503 351 24X Fiche* 50-000, 02/12/16, 

B2 12220306 


H General correspondence 


8212280176 Notifies of change In mailing address for NRC licensing 
matl 

WRIGHT, 0 N Illinois, State of, Dept Nuc Safety (formerly Dept 
Public Health! 82/12/20* EISENHUT, 9 G Diviuon of Licensing 
Ip 16556 135 24 X Fiche 50-000, 82/ 12/20, 8212280176 


Q Inspection reports, IE Bulletins & correspondence 


0200 1 90240 IE Bulletin 82-03, ftevi s i on 1, "Stress Cracking in Thick- 
Wall, Large-Di ameter. Stain 1 ess Steel, Rec ircu lati on Sy s Piping 
at QWR Plants " Svc list end 

DEYOUN0.R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Ire 

I I2p p 16462 163 24X Fiche 50-000, 02/10/28, 0208190240 


8200190245 IE Info Notice 82-42, "Defect* Observed in Panasonic Model 
001 it Model 002 Thermoluminescent Dosimeters " Bvc list 
end 

COflB.L I Division of Fuel Facilities, Materials 6 Safeguards 
62/11/05 Consolidated Edison Co of New York, jnc IlOpp 
16372 142 24X Fiche 50-000,82/11/05,9208190249 


0208190251 IE Info Notice 92-44, "Clarification of Emergency Plan. 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering i Quality Assurance 82/11/18 
Consolidated Edison Co of New York, Inc I09pp 16411 199 2-U 

Fiche 50-000, 82/11/18, 0200190251 


8208190256 IE Info Notice 02-46, "Defective & Obsolete Combination 
Padlocks 11 Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York. Ire 

J 27pp 16411 065 24X Fiche 50-000, 82/1 1 /26, 82001 90256 


8200190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-FJssile Radioactive Matl " Svc list and 
COBB.L | Division of Fuel Facilities, Materials it Safeguards 
02/11/30* Consolidated Edison Co of New York. Inc 3S6pp 
16307 020 24X Fiche 50-000,82/11/30,8209190257 


0200 1 90259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, fl C Director '* Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Jnc 

U3pp 164U 317 24X Fiche 50-000,82/12/03,8208190259 


0200190261 IE Info Notice 82-48, "Failures of Agastat CR 0093 Relay 
Sockets " 8vc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance 82/12/03 
Consolidated Edison Co of New York. Inc IlOpp 16462 0-64 24X 

Fiche ao-000, 02/12/03. 0208190261 


B2O8190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air t< Gas Monitoring " 8vc list end 

DEYOUNG, R. C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

1 27pp 16628,191 24X Fi c he 30-000, 02/1 2/ 16, 82081 90267 


8208190268 IE Info Notice 02-50, "Mod of Solid State AC UndervoJtage 
Relay* Type I TE-27 " 3vc list end 

JORDAN. E L Division of Engineering it Quality Assurance 02/1 2/20 
Consolidated Edison Co of New York, Inc lOBpp 16628 293 24K 

Fiche 50-000, 02/12/20, 8200190268 


DUCKET 50-453 RIVER BEND STATION, UNIT 1 


A Appl lcati on/constructidn stage documents fc correspondence 


0211230066 Generic Ltr 82**27 to all BWR licensees of operating rractcT-s 
except LACBWR,Big Rock Po int, Dr esden 1, Humboldt Bay, 
applicants for UL St holders of CP re transmittal of 
NURE0-0763 6 NUREG-07S3 Svc list end W/o stated end 
EISENHUT, D 0 Division of Licensing 62/11/15 General Public 
Utilities - GPU Service Corp 22pp 16307 004 24X 

Fiche 50-000, 02/11/15, S2i 1230066 


K utility Final Safety Analysis Report (FSAR) & amends 


SP 11290530 Application to amend applications for OL, cons i sting of Amend 
40 to FSAR 

TRAMh.T ft Commonwealth Edison Co S2/U/19 BENTON. H R Dffice 
of Nuclear Reactor Regulation, Director 3pp 16227:348 24X 

Fiche 50-000.62/11/19,8211290530 


BP12220274 Forwards action plan addressing addl containment issues 
raised in NRC 820623 S< 0723 itri Util will summarize 
responses to containment issue approx 30 days after end of 
owners group program Crdss ref of containment issues end. 

BOOKER, JE Gulf States Utilities Co 02/12/09 SCHWENCEft, A 
Licensing Branch 2 99pp 16517 294 24X Fiche 50-458.82/12/09, 

0212220274 


— 02*1290559 Amend 40 to FSAft 

* Commonwealth Edison Co ©2/11/30 234pp 16227*331 24X 

Fiche 50- 000, 82/ 11 / 1 9, 021 1290 530 


8212200306 Forward* Affidavit of Svc re distribution of FSAR Amend 40 
par R-9 Boyd 781020 Hr to C Reed 

TRAMM, T R. C ommPnwaa 1 1 h Edison Co 82/12/17 DENTON, H R Office 
of Nuclear Reactor Regulation/ Director 2pp 16961 095 24X 

Fiche 30-000 , 82/ 1 2/ 1 7. fl 2 1 2280306 


0212220049 Forwards clarification <Jf NRC criteria re remote shutdown 
station designs, per util 020813 position on remote shutdown 
capability W/o end 

9CHWENCER.A Licendng Branch 2 02/12/13 CAHILL, W J Gulp 

States utilities Co 2pp 16526 353, 24X Fiche 50-458,82/12/13. 

0212220049 
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F Security, medical- emergency & fire protection plans 


8212270491 Requests addl info re emergency p lan. Revised plan should be 
submitted within 60 days pf receipt of Ifcr List of required 
info 6 comments end 

SCHWENCER.A Licensing Branch 2 02/12/16 CAHILL, W J Gulf 

btafces Utilities Co 27pp 16551 016 24X Fiche 50-450,02/12/16. 

G21 2270491 


<3 Adjudicatory correspondence 


GM2100117 Motion for extension of time until 840115 to file 
contentions Util requested extension of CP until 051231 so 
that scedule for OL hearing u£ll probably slip BER uill 
not be issued until 831202 Certificate of Svc end 

L INDSEY. I D Louisiana, State of 02/12/02 Commissioners 4p p 
16376 015 34 X Fiche 50-458,02/12/02,0212100117 


8212230192 Contentions of State of LA Certificate of Svc end 

LINDSEY. I I» Louisiana, State of 82/12/15 Atomic Safety and 

Licensing Board Panel 8pp 16511 112 24X Fiche 50-458,02/12/15, 

6212230192 


G2 1 2210261 Response in opposition to State of LA 821202 motion for 
extension of time within which tn file contentions Thirteen- 
month delay mould significantly interfere w/timoly 
completion of hearing Certificate of Svc end 

CONNER, T 0 , KETTERHAHN.M J Gulf States Utilities Cn CONNER. T D 
Conner L Wbtterhahn 02/12/17 Atomic Safety and Licensing Board 

Panel. 0pp 16403 338 24X F i che 50-450, 02/12/ 1 7, 82122 1026 1 


BM 22302 I 5 Order granting State of LA 021202 motion for extension of 
time for filing contentions Contentions must be filed by 
D30315, answer s by B3Q413 it responses by 030903 Prehearing 
conference uill be held on 030924 

COTTER, fl P Atomic Safety and Licensing Board Panel 82/12/21 
Louisiana, State of 2pp 16911 047 24X Fiche 50-450,82/12/21, 

0212230215 


B2 1 223031 5 Forwards ord er . g r ant l n g in part !< denying in part, motion for 
extension of 13 months to file contentions Order 
reconstituting ASLB by appointment of GA Linenberger also 
end W/o end 

COTTER, B P Atomic Safety and Licensing Board Panel 82/12/21 
L I NOSEY, 1 0 Justice, Dept of Ip 16511 125 24X 

riche 50-450, 02/12/21,8212230319 


G Inspection reports, IE Bulletins & correspondence 


B2O019O24O IE Bulletin B2-03, Revi s i on i, "Stress Cracking In ThicV- 
Hal 1, Large-Di ameter, Stainless Steel, Recirculation Sy* Piping 
at BWR Plants Svc list end 

DEYOUNG. R C Director'* Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc, 

II2pp 16462 163 24X Fiche 90-000,82/10/20,0208190240 


0PQS19O245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 it Model G02 Thermoluminescent Dosimeters " Svc list 
me 1 

COBB, L I Division of Fuel Facilities. Materials tr Safeguards 
82/11/05. Consolidated Edison Co of New York, Inc tlOpp 
16372 143 24X Fiche 50-000,82/11/05,8208190245 


8200190291 IE Info Notice 82-44. '‘Clarification of Emergency Plan 
txercise Requirements *' Svc list end 

JORDAN. E L Division of Engineering fc Quality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc I09pp 1641 I 199 24X 

fiche 50-000, 02/11/18,0208190231 


0208190256 IE Info Notice 82-46, "Defective L Obsolete Combination 
Padlocks '■ Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement. 82/11/26 Consolidated Edison Co of New York, Inc 

I27pp 1641 1 :065 24X Fiche 50-000, 02/1 1/26, 8200190256 


BPO017O297 IE Info Notice 02-47, "Transportat Ion of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
C0SB,L I Division of Fuel Facilities. Materials It Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 

16387 020 24X Fiche 50-000,82/11/30,0208190257. 


0212200076 Forwards IE Imp Rept 50-458/02-14 on 821001-31 No 
noncomp 1 £ anc e noted 

MADSEN, Q- L Division of Resident, Reactor Project St Engineering 
Programs 82/12/01 CAHILL, W J Gulf State* Utilities Co 2pp 
16470 030 24X Fiche 50-450,02/12/01,8212200076 


— 021 2200086 IE Insp Rept 50-43B/B2-14 on 821001-31 No noncomp lia nca 
noted Major area* impeded followup of previous insp 
f ind i ng *. 1 i c ensee identified const defi c i ancle* > safe fcy- 
reiated pipe welding U reactor coolant pipe welding 
BROWN, R L . GROSSMAN, U A Division of Resident. Reactor Project & 
Engineering Programs 82/12/01 6pp. 16470 032 24X 

Fiche 50-456,02/12/01,8212200076 


0212100236 Ack receipt of 020309 L llOi ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-450/82-03 

MADSEN, 0 L Division of Resident, Reactor Project It Engineering 
Programs 65/12/02 CAHILL, W J Gulf States Utilities Co Ip 
J 6376 064 24X Fiche 50-458,82/12/02,8218100236 


—8212100239 Respond* to NRC ©20708 it 0927 ltrs re violations noted in 
IE Insp Rapt 30-458/02-03 Corrective actions pipe supports 
designed per ASME code requirements 

BOOKER, J E Gulf States Utilities Co 82/il/Ol COLLINS, J T 
Region 4, Office of Director. 2pp 16376 065 24X 

Fiche* 50-458, 02/12/02, 8212100236 


BPOQ 190259 IE Bulletin B2-Q4, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

H3pp 16411 317 24X Fiche 50-000,52/12/03,82 081902 59 


8200190261 IE Info Notice 82-48, "Failures of Agastat CR 0093 Relay 
Sockets." 8v< list end 

JORDAN, E L Division of Engineering fc Quality Assurance 62/12/03 
Consolidated Edison Co of New York. Inc ilOpp 16462 064 24X 

Fiche 50-000, 82/12/03, B20B190261 


8206190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
AiT & Gas Monitoring." 1 Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Ca of New York, Inc 

I27pp 16623 191 24X Fiche 50-000. 52/13/ 16, 0208190267 


BS08190268 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN. £ L Division af Engineering & Quality Assurance 02/12/20 
Consolidated Edison Co. of N*w York, Inc lOBpp 16628 293 24X 

Fiche 50-000, 02/12/20, 0200190260 


8 Reportable occurrences, LERs related correspondence 


0212100033 Interim deficiency rept re c racked, spalled U chipped 
concrete around main steam b other penetrations through 
dr y we 1 1 wall to steam tunnel Initially reported on B2O0O6 
Investigation continuing Next rept will be issued by 030127 
DQOKER, J E Gulf States Utilities Co 82/12/03 C0LL!N9,J T 
Region 4, Office of Director Ip 16379 035 24X 

Tiche 50-450, 82/12/D3, 9212100033 


8212210176 Interim deficiency rept re violation of requirements fur 
min spacing between drills in anchors & adjacent embedment 
plates Initially reported on 821109 Investigation re 
reporting criteria continuing Next rept expected by 030127 
BOOKER, J E Gulf State* Utilities Cb ©2/12/09 COLLINS, JT 
Region 4, Office of Director Ip 16464 249 24X 

Fiche' 50-43Q, 82/12/09, ©212210176 


B212210136 Final Deficiency Rept DR-6& re application of non-sp ecif led 
preservative (Tectyl 5061 on high pressure core spray diesel 
engine pistons & valve mechanism* Initially reported on 
021122 All Tectyl 506 to be removed 

BOOKER, JE Gulf State* Utilities Co 82/12/10. COLLINS. J T. 
Region 4, Office of Director 2pp 16405 144 24X 

Fiche 50-490.82/12/10.8212210136 


0215270183 Interim deficiency rept re installation & insp of undersized 
fillet weld Initially reported on B2E119 Investigation not 
completed Next rept expected by 030329 

HOOKER, j E Gulf States Utilities Co 02/12/15 COLLINS. J T 
Region 4, Office of Director lp 16534 362, 24X 

Fiche. 50-450, 82/12/15, 0212270103 


8212270236 Interim Deficiency Rept DR-72 re improper i nstallati on, 
testing & insp of concrete drilled in expansion-type 
anchors Initially reported on 020830 Investigat i on complete. 

Final rept to be submitted by 030220 

BOOKER. J E. Gulf State* Utilities Co 62/12/15 COLLINS, J T 

Region 4, Office of Director lp 16530 3 56. 24X I 

Fiche 50-450,02/12/15.0212270236 


B2J22B0196 Interim Deficiency Rept DR-79 re failure to follow weld 
procedures on field weld Initially reported on 021123 
Investigation continuing Next rept expected by 830228. 

BOOKER, JE Gulf States Utilities Co 62/12/17. C0LLIN8,J T 
Region 4, Office of Director lp 16562 090 24X 

Fiche; 50-450, 02/12/17, 8212200196 


i 
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8212280252 interim Deficiency Rep t DR-00 re Trans-ameri ca Delava 1 piston 
skirt editing t installed in emergency diesel generator 
engines Initially reported on 021124 Evaluation cannot 
proceed until const around bldg complete Wert r«pt 830530 
BOOKER; J E Otflf States Utilities Co 82/12/17 COLLINS; J T 
Region 4, Office of Director Ip 18561 270 24X 

Fiche SO- 450, 62/12/ 17, Q2 12200252 


DOCKET 90-459 RIVER BEND STATION. UNIT 2 


A App l i cat i on/construction stage documents & correspondence 


0211230066 Generic Ltr 82-27 to all BUR licensees of operating reactors 
except LACJJWRfDifl Rock Po i nt# Dr & % den 1, Humboldt Day* 
applicants for OL fit holders of CP re transmittal of 
NURE0-0763 6 NURE0-07B3 Svc list end W/o stated encl 
EIEENHUT, D 0 Division of Licensing B2/IJ/15 General Public 

Utilities - GPU Service Corp 22pp I63B7 004 24X 

Fiche 50-000. 02/11715. 021 1230066 


0212320274 Forwards action plan addressing adril containment issues 
raised in NRC 020623 & 0723 ltrs Util will surnmarwe 
responses to containment issue appro* 30 days after end of 
owners group program Cross ref of containment issues encl 
BOOKER* <J E Gulf States Utilities Co 02/ 12/09 SCHWENCER, A 
Licensing Branch 2 S9pp 16517 374 24X Fiche 50-450. 82/1 2/09, 

02 1 3220274 


8212520049 Forward* clarification of NRC criteria re remote shutdown 
station d ei i g ri i . per util 020013 position on remote shutdown 
capability U/o encl 

SCHWEWCER.A Licensing Branch 2 82/12/13 CAHILL, W <J Gulf 

States Utilities Co 2pp, 1&S2& 353 24X Fiche 50-4 58,82/12/13. 

0212220049 


F. Security* medical, emergency U fire protection plans 


8212270491 Requests addl info re emergency plan Revised plan should be 
submitted within 60 days of receipt of ltr List of required 
info 6 comment* etvcl- 

SCHWENCER.A Licensing Branch 2 02/12/16 CAHILL, W J Ou 1 f 

States Utilities Co 27pg 16551 016 24X FUhe 50-450,82/12/16, 

0212270491 


0 Adjudicatory correspondence 


8212100117 Ktotion for extension of time until 840115 to file 
contentions Util requested extension of CP until 051331 so 
that scedule for OL hearing will probably slip SER will 
not be issued until 331202 Certificate of Svc encl 

LINDSEY 1 * 1 0 Louisiana, State of 02/12/02 Commissioners 4pp 

16376 015 24X Fiche 50-450,82/13/03.0212100117 


021 2230192 Contentions of State of LA Certificate of Svc enel 

LINDSEY, I D Louisiana, State of, 82/12/13 Atomic Safety arid 

Licensing Board Panel, Bpp 16511 112 24X Fiche 50-450,82/12/15, 

£3212 230192 


02 1 22 1 026 L Response in opposition to State of LA 821202 motion for 
extension of tine within which to file cent ent i on*. Th i r teen- 
mqrtth delay mould significantly interfere w/timely 
completion of hearing Certificate of Svc encl 

CONNER, T 0 * WETTERHAMN, M J ©gif States Utilities Co CONNER* T D 
Conner L Hetterhahn 02/12/17 Atomic Safety and Licensing Board 
Panel Bpp. 14483 258 24X Fi c he* 50-450. 02/1 2/1 7, 821 221026 1 


021223021 9 Order granting State of LA 021202 motion for extension of 
time for filing contention*- Contentions- must be filed by 
030315* answer s by 930415 & responses by 030503 Prehearing 
conference will be held on 830524 

COTTER, B P Atomic Safety and Licensing Doard Panel- 02/12/21 
Louisiana, State of 2pp 1631 J 047 24X Fiche 90-450,82/12/21, 

0212230215 


0212230315 Forward* order, granting in part & denying in part, motion for 
e>t>n*lon of 13 month* to file contentions Order 
reconstituting ASL8 by appointment of GA l.i nrnberger also 
end M/o encl 

COTTER, 0 P Atomic Safety and Licensing Foard Panel B2/12/21 
LINDSEY* I. D Justice, Dept of lp 16511 125 34X 

Fiche 50-439, 82/12/21, B21 223031 3 


0 Inspection report** IE Bulletin* k c orresp ondence 


0200190340 IE Bulletin 82-03# flevi *1 on I, "Stress Cracking in Thick- 
Well* La rge-Di a<ra ter, Stainless Steel, Rec irculafcion Sys Piping 
at 0WR Plants M 8vc list encl 

DEYOUNG, R C. Director's Of flee, Office of Inspection end 
Enforcement. 82/10/29. Consolidated Edison Co, qf New York, Inc 
ilZpp 16462 163 24X Fiche. 50-000, @2/10/28, 0208190240 


8206170249 IE Info Notice 62-42, "Defects Observed in Panasonic Model 
801 U Model 80S Thermoluminescent Dosimeters 11 Svc list 
end 

CDBB,L 1 Division of Fuel Facilities, Materials & Safeguards 
62/11/09 Consolidated Edison Co of New York, rnc llOpp 

16372 142 24X Fiche 50-000,02/11/09,0206190243 


D2O0I9O391 IE Info Notice 82-44. "Clarification of Emergency Plan 
Exercise Requirements " Svc list encl 

JORDAN, £ L Division of Engineering t» Quality Assurance B2/11/1& 
Consolidated Edison Co of New York, Int: I09pp 16411 199 

Fiche 50-000, B2/ 11/10. 020819025! 


8200190256 IE Info Notice 02-46, "Defective !< Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, ft C Director's Office. Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York* Inc 

127PP 1641 1 063 24X Fiche 50-000,02/11/26,0200190256 


02031 90357 IE Jnfo Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list encl 
COBBiL I, Division of Fuel Facilities, Materials *t Safeguards 
02/ 11/30, Consolidated Edison Co of New York, Inc 356pp 
16307 020 24X Fiche 50-00(3,02/11/30,0200190257 


0200 190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

l!3 P p 1641 1 317 24X Fiche 50-000,02/12/03,0200190259 


8200 190261 IE Iftfo Notice B2-40, "Failures of Agastat CR 0095 Relay 
Socket* " Svc list end 

JORDAN. E L Division of Engineering & Quality Assurance 83/12/03 
Consolidated Edison Co of New York, Inc HOpp 16462 064 24K 

Fiche 50-000, 02/ 12/03,0200190261 


8200190267 IE Info Notice 02-49, "Correction for Sample Conditions far 
Air & Gas Monitoring " Svc list encl 

DEYQUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York* Inc 

I27pp 16620 191 24* Fiche 30-000, 82/12/ 1 6, 820B1 90267 


0208190268 IE Info Notice 82-50, "Mod of Solid State AC Undcrvo I tegc 
Relay* Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering h Quality Assurance 82/12/20 
Con*ol i date d Edison Co of New York, Inc lOflpp 16620 293 24X 

Fiche 50-000, 82/12/20, 8208190268 


S Reportable occurrences, LERs !< related correspondence 


8212210136 Final Deficiency Rept DR-60 re application of nan-flp c(i f i ed 
preservative -(Tectyl 5061 on high pressure core spray diesel 
engine piston* It valve mechanisms Initially reported on 
021123 All Tectyl 506 to be removed 

BOOKER, J £ Gulf States Utilities Co 82/12/10 COLLINS, J T 
Region 4, Office of Director 2pp 16405 144 24X 

Fiche 5O-4S0, 02/12/10, 0212210136 


DOCKET 50-460 WPPSS NUCLEAR PROJECT. UNIT I 


A Application/construction stage documents & correspondence 


0212230363 Trip rept of Commissioners Gilinsky *« Abbott 021202 site 
visit Agenda & viewgraphs end 

ABBOTT, E C Commissioners @2/12/17 Commissioners 26p p 
16511 170 24 X Fiche 50-397, 82/12/17, 8312230363 


02122BO44O Requests that Topical Rept* BAW-10092P, Revi si on 3 6 
RAW-10154P be considered as part of OL appl Ication for 
Unit 1 so that work on TNI Action Item II K 3 30 can 
commence 

BOUCHEY, 0 D Washington Public Power Supply System 82/12/21 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
16956 057 24X Fiche 50-460,02/12/21,8212200440 


E NRC Safety Evaluation Report (SER), suppl* & correspondence 


8212060341 Forward* request for addl info needed to complete review & 
prepare SER input 

NOVAK, T M, A**i*tant Director for Licensing 82/H/26, 

FERGUSON* R L Washington Public Power Supply System I8pp 
16323 327 24X Fiche 50-460, 82/1 1 /26. 821206034 1 
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F Security, medical, emergency it fire protection plans 


8212100256 Forwards util 000616 L 1212 t 810320 fc 040B ltrs ra 
emergency response facilities (ERF) in response to Generic 
Lfcr 81-10. per NRC request Util does not plan to provide 
backup ERF Requested info provided 

UQUCHEY, 0 D Washington Public Power Supply System 02/12/03 
DENTON. H R Office of Nuclear Reactor Regulation* Director 2pp 
J 6376 149 24X Flche 50-377,02/12/03.0212100296 


0 Adjudicatory correspondence 


BJJ2020344 Order scheduling 830117-20 prehearing conference in 
Ffichland.WA to discuss standing of p a rt i e s . sp ec i f i c Issues 
to tie considered at evidentiary hearing, sch edul ing it 
possible consolidation 

GROSSMAN, H Atomic Safety and Licensing Board Panel 02/11/30 
4pp 16277 265 24X Flche 50-460,02/11/30,8212020344 


0212020360 Order scheduling 030119-20 special prehearing conference In 
Richland, WA re standing of part i es. sp ec if i c issues to be 
considered at evidentiary hearing & further scheduling 
GROSSMAN, H Atomic Safety and Licensing Board Panel 82/12/01 
4 ? p 1627B 010 24X Fiche 50-460,02/12/01*0212020360 


6212080272 Ac k receipt of 821110 ltr requesting intervention as 
interested state to make limited appearance statement 
statement allowable w/o intervening Intervention requests 
sirs 1 1 be considered at prehearing conference 

GROSSMAN, H Atomic Safety and Licensing Board Panel 02/12/06 
LEWIS*N 0 Washington. State of lp 16354 210 24X 

FiChe 50-460,02/12/06*0212080272 


6212140410 Motion for delay of 030119 & 20 prehearing conference 
Schedule burdensome due to two major holiday periods Four 
days of preparation lost Certificate of Svc end 

BELLjN Coalition for Safe Power B2/I2/09 Atomic Safety and 

Licensing Board Panel 3pp 16403 312 24X Flche 50-377,82/12/09, 

0212140418 


0212200104 Order rescheduling 830119 6 20 prehearing conferences for 
830106-27 Coalition for Safe Power allowed to file suppls to 
requests Fot hearing no later than 15 days before 
c onf erence 

GROSSMAN* H Atomic Safety and Licensing Board Panel 02/12/15 
2pp 16470 007 24X Flche 50-377,02/12/15,0212200104 


8212230314 Requests supplemental pleadings be served on applicant 
counsel in Wa sh 1 ng ton, DC per ASLD 021215 order Pleadings 
expected by 830111 Pleadings served to util in Richland, WA 
do not constitute svc in proceeding 

REYNOLDS, N 8 Debevoise it Liberman REYNOLDS, N 8 Washington 
Public Power Supply System 82/12/20 R050LIE.E Coalition for 
Safe Power lp 16507 027 24X Fiche 50-397,02/12/20,0212230314 


821227032? Response supporting Coalition for Safe Power 021207 motion 
for I~wk delay of prehearing conference scheduled for 
8301 19-20 Applicant does not concede that basis for request 
constitutes good cause Certificate of Svc end 

REYNOLDS, N S Washington Public Power Supply System REYNOLDS, N B 
Debevoise & Liberman 02/12/22 Atomic Safety and Licensing Board 
Panel 6pp 16530 104 24X Fiche 50-460,02/12/22,0212270329 


0212200277 Forwards repsonses to petitioner motion for delay of 030119 
fc 22 prehearing conf erenc s, for inclusion in records Related 
correspondence W/o end 

REYNOLDS, N S Debevoise It Liberman REYNOLDS, N S Washington 
Public Power Supply System 02/12/22 GROSSMAN, H Atomic Safety 
and Licensing Board Panel lp 16561 311 24X 

Fiche 50-397*02/12/22,0212280277 


B21 2290294 Response in opposition to Coalition for Safe Power 821209 
motion for delay of 030119 & 20 prehearing conference 
Allegations set forth do not constitute good cause for 
extension Certificate of Svc end 

REYNOLDS, N S Washington Public Power Supply System REYNOLDS, N S 
Debevoise & Liberman 82/12/22 Atomic Safety and Licencing Board 
Panel 6pp 16562 001 24X FUh e 1 50-460, 82/12/22, 0212200294 


If General correspondence 


0212170314 Notifies that RL Ferguson, managing director of util, resigned 
on 021129, effective 830601, due to health reasons 
DOUCHEY* 0 D Washington Public Power Supply System 02/12/08, 
DENTON* H R Office of Nuclear Reactor Regulation, Director 2pp 
16456 150 24X Fiche 50-397,02/12/00,8212170314 


0 Inspection reports, IE Bulletins it correspondence 


8208190240 IE Bulletin 02-03, Revi » 1 on 1, "Stress Cracking in Thick- 
Wall, Large-Diameter* Stainless Steel , Rec ircu latinn Sys Piping 
at QWR Plants " Svc list end 

OEYOUNQ, R C .Director's Office, Office of Inspection and 

Enforcement 82/10/20 Consolidated Edi ion Co of New York, Inc 

Ii2pp 1 6462" 1 63 24X Fiche 90-000,82/10/20,0200190240 


0208190245 IE Info Notice 02-42, '’Defects Observed in Panasonic Model 
801 it Model 802 Thermoluminescent Dosimeters ” Svc list 
end 

COBB, L I Division of Fuel Facilities, Materials it Safeguards 
02/11/05 Consolidated Edison Co of New York* Inc HOpp 
16372 142 24 X Flche 50-000,02/11/05,8200190245 


0208190251 IE Info Notice 02-44, "C 1 a r i f i ca ti on of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering fc duality Assurance 02/U/1B 
Coma 1 idated Edison Co of New York, Inc 109pp 16411 199 24X 

flche 90-000,02/11/10,0200190251 


8200190256 IE Info Notice 82-46, "Defective & Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office* Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 065 24 X Fiche 90-000*82/11/26,0200190256 


0208190257 IE InfD Notice 02-47, "Tra n* portat i o n of Type A Quantities 
of Non-Fi »s i I e Radioactive Matl " Svc list end 
COBB, L I Division of Fuel Facilities, Materials U Safeguard* 
82/11/30 Consolidated Edison Co of New York* Inc 356pp 

16307 028 24X Fiche 50-000,82/11/30,0200190357 


0208190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies “ Svc list end 
DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 02/12/03 Con » oi 1 i d at ed Edison Co of Mew York, Inc 

1 1 3pp 164 1 I * 31 7 24X Flche 90-000,82/12/03,0200190259 


0208170261 IE Info Notice 82-48, “Failures of Agaata>t CR 0075 Relay 
Sockets 11 Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc HOpp 16462 064 24X 

fiche 50-000,82/12/03,0200190261 


0208190267 IE Info Notice 82-49* "Correction foT Sample Conditions for 
Air & Gas Monitoring." Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York* Inc 

I27pp 16628. 171 24X Fiche 50-000, 02/ 1 2/ 1 6, 8203190267 


0208190260 IE Info Notice 82-50, "Mod of Solid State AC l/nd ervo l tag e 
Relays Type ITE-27 " Svc list end 

JORDAN, E L Division of Engineering 6 Duality Assurance 02/12/20 
Consol idated Edison Co of New York, Inc lOBpp 1662B 273 24X 

Fiche 1 50-000, 02/12/20, B2O019O260 


S Reportable occurrences* LERi it related correspondence 


0212210251 Interim deficiency rept re potentially defective switch on 
GE electrically operated low voltage circuit breaker types 
AKR30 & AKR50 mt g before May 1700 Initially reported on 
021115 Breakers will be corrected by Apr 1783 
RDDTrR W Washington Public Power Supply System 02/12/06 
STERNBERG, D M Division of Resident, Reactor Projett U Engineering 
Programs 2pp 16483 309 24X Fiche 90-460,02/12/06,0212210291 


0212290428 Interim deficiency rept re rusting «* pitting condition 
detected in noncorrosion resistant surfaces of reactor 
vessel flange stud holes Initially reported on 82I1I5 Final 
rept will be submitted fallowing BbW evaluation 
ROOT, R W Washington Public Power Supply System 82/12/14 
STERNBERG, D M Division of Resident, Reactor Project U Engineering 
Programs 2pp 16959 023 24X Fiche 90-4 60.02/12/14,0212200428 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


A App 1 ica tion/ccnstrucfcian stage documents it correspondence 


0212200125 Adviies of project mg t reorg an 1 lat 1 on to provide 
supplemental staff 

GERSTNER * W C Iowa Electric Light it Power Co 92/10/06, 

KEPPLER, JO. Region 3, Office of Director 2pp 16564:071 24X 

Fiche 50-461,82/10/06,8212280125 
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62E1230066 Generic Ltr 62-27 to all BWR licensees of operating reactors 
except LACBWR,Big Rock P a int. Dr as d »n 1, Humboldt Bay, 
applicants for OL b holders of CP re transmittal of 
NUREQ-0763 U NUREQ- 07B3 9vc li»t end M/o stated end 
E I8ENHUT , D 0 Division Of Licensing 82/11/15 General Public 

Utilities - GPU Service Corp 22pp 16387 004 24X 

Fiche 50-000. 62/11 /tS, B2 11230066 


0212060144 Notifies of intended action to complete pr erequi* i te re 
identification of type of discontinuity on weld map Detailed 
plan for disposition of dryweli refueling bellows will be 
available by 630101 

HALL, D P Illinois Power Co 92/11/23 KEPPLER, J 0 Region 3, 
Office of Director 2pp 16313 i S3 24X Fiche 50-461,82/11/23. 
B21S060144 


8212080142 Forwards request for addl info justifying acceptance 
criteria for piping vibration p reopera t iona 1 test 
procedure* Proposed criteria in FSAR Amend 20 not 
accep table 

THOMAS, C C Standar d£ la t i on b Special Projects Branch 82/11/24 
DULLER, Q Illinois Power Co 3pp 16308 291 24X 

Tiche 50-461, 82/11/24, 0212020142 


9212080396 Summary of B21026 meeting u/util b Sargent b Lundy re use of 
A8ME code for containment b drywell structures Design spec 
adequate Const acc ep tab i 1 i ty should be confirmed by 
independent insp of records Supporting documentation end 
WILLIAMS. JH Licensing Branch 2 82/11/24 SCHWENCER. A 

Licensing Branch 2 40pp 16308 132 24X Fiche 50-461,82/11/24, 

B21 2020396 


9212060105 Forwards proprietary response for Action Plan Issue 14, 
corresponding to Humphrey Issue 4 S re suppression pool 
thermal stratification GE affidavit supporting proprietary 
classification end Response withheld <r»f 10CFR2 7901 
DULLER, 0 E Illinois Power Co. 82/11/24 THOMAS. C D 
Standard! *at i on b Special Projects Branch 4pp 16315 023 24X 

Fiche 50-461,92/11/24,8212060105 


82I202008B Advises that Immediate review of containment purge issue 
commenced, in response to NflC 821112 ltr 

GERBTNER, W C Illinois Power Co 82/11/30 THOMAS, C 0 
Standardisation b Special Projects Branch 2pp 16272' 021 24X 

Fiche 50-461,82/11/30,8212020068 


9212060320 Ac it receipt of 921123 ltr concerning action to be taken re 
defect on weld map b location of ultrasonic analysis All 
other prerequisites satisfied Plan will be reviewed by 
G 301 03 

KEPPLER, J 0 Region 3, Office of Director 82/12/02 0 ERSTNER.W C 

Illinois Power Co lp 16312 078 24X Fiche 50-461,82/12/02, 

D 21 2060320 


E NRC Safety Evaluation Report (SER), supple b correspondence 


0212070125 Provides justification for use Df 87. bypass leakage 
frac fcitm, clos ing out SER Outstanding Issue 10<e) Draft 
Tech Specs b FSAR Chapter 15 will be revised to reflect 
new calculated post-acc i dent doses 

DULLER, O E Illinois Power Co 82/1 1/30 THOMAS, C 0 

Standard i lat i on b Special Projects Branch 2pp 16327 087 24X 

Fiche 50-461,82/11/30,0212070129 


8212070200 Advises of masonry blockwail test prugram to determine 
modules of rupture of concrete block masonry walls to 
resolve SER Confirmatory Issue 7 (3 0 3) NRC welcome to 
witness testing on 821220 b 21 at Const Technology Labs 
DULLER, Q E Illinois Power Co 82/12/02 THOMAS, C 0 
Standard i lati on b Special Projects Branch 2pp 16334 350 24X 

Fiche 50-461,82/12/02,8212070200 


8212170330 Forwards "Control By* Failure Review b Evaluation Program, *■ 
final rept re outstanding Issues 14 b 15 of SER, NUREG-0835 
Outstanding Iisue 14 addressed for operating reactors per 
IE Bulletin 79-27 

DULLER, O E Illinois Power Co 02/12/09 SCHWENCER, A Licensing 
Drench 2 2pp 16458 070 24X Fiche 50-461,02/12/09,0212170330 


— 02121 70335 "Control Sys Failure Review b Evaluation Program," final 
Tept 

* Quadrex Corp QUAD- 1 -02-244 02/11/12 454pp 16458 072 

24X Fiche 50-461, 82/12/09, 821 21 70330. 


8212290179 Submit* info re SER Outstanding Issue 6 (Section 3 9 2), 
"Steady State Vibration Acceptance Criteria for Balanee-of- 
Plant Piping “ Proponed stress levels acceptable for 
steady-state vibration 

DULLER, G E Illinois Power Co 82/12/10 SCHWENCER, A Licensing 
Branch 2 2pp 16570 036 24X Fiche 50-461.82/12/10,8212290179 


F Security, medical, emergency b fire protection plans 


0212000014 Notifies of acceptance of security plan b training b 
qualification plan submitted in 020827 b 0930 ltr* Enel 
to ltr* withheld (ref 10CFR73 211 

SCHWENCER , A Licensing Branch 2 02/12/01 DULLER, Q Illinois 

Power Co 2pp 16367 177 24X Fiche 50-461,82/12/01,0212090014 


B21 2070229 Confirms info re status of emergency operations facility, 
per 821203 request More detailed info available in F6AR 
App 13 0, emergency plan. Section 10 

DULLER, 0 E Illinois Power Co 82/12/03 SCHWENCER, A Licensing 
Branch 2 2p p 16329 321 24X Fiche 50-461 , B2/ 1 2/03, 82120702P9 


S2122B0101 Forwards procurement recovery p Ian, ind i cat lng method by 
which util will correct Inadequacies identified In B2031S 
stop work action Procedures implementing plan will be 
available for insp Review b concurrence requested 
MALL, D P Illinois Power Co 82/12/03 KEPPLER, J. P Region 3, 
Office of Director l?pp 16556 098 24X Fiche 50-461,02/12/03, 

8212280101 


8212170303 Submits followup on containment vent b purge sys, per 
821130 ltr Design changes to existing containment purge sys 
to implement Grand Gulf type con f i gur ation should begin 
immediately, p «r 921130 ltr 

MULLER i G E Illinois Power Co 82/12/13 SCHWENCER, A Licensing 
Branch 2 Ip 16453 205 24X Fiche 30-46 1 , 82/ 12/13, 02121 70303 


0212220306 Discusses layout of communications equipment required in 
control room, aniits technical support ctr b near-site 
emergency operations facility 

KEPPLER, J G Region 3. Office of Director 82/12/16 

Commonwealth Edison Co 3pp 16503 351 24X Fiche 50-000, 0 2/12/ 16. 

0212220306 


C Adjudicatory correspondence 


0212270322 MarWed-up petition for leave to Intervene b request for 
hearing Certificate of Svc end 

SAHELSQN, A Prairie Alliance 81/03/30 Atomic Safety and 

Licensing Board Panel 36pp 16530 230 24X Fiche 50-461,81/03/30. 

8212270322 


8212220233 Forward* seismic b dynamic qualification summary U status 
far balance of plant b NSBS mechanical equipment important 
to safety, in response to 020604 b 1211 request* Table* 

3 10-1 b 3 10-2 will be Incorporated into FSAR amend 

MULLER , 0 E rHinet* Power Co 82/12/15 SCHWENCER, A Licensing 

Branch 2 506pp £631? 051 24X Fiche 50-461,62/12/17,0212220233 


8212210313 Forwards listing of revised fvl l~s i re Fb IDa, i d enti f i e d in 
FSAR Table 1 7-2 Drawings will be sent under separate cover 
MULLER, 0 E Illinois Power Co 82/12/20 SCHWENCER, A Licensing 
Branch 2 7pp 16497. 127 24X Fiche, 50-461, 02/12/20, 8212210313 


9212230108 Comment* on proposed improvement program/master mgt plan 
Interim p l*nn ing b scheduling sys covering items defined in 
820901 confirmatory action ltr required prior to lifting 
stop work actions. 

SPESSARD, R L Division of Project b Resident Programs 02/12/20 
OERSTNER.MC. Illinois Power Co 3pp 16364 180 24X 

Fiche* 50-461, 82/12/20,8212200108 


8212230235 Forwards info re tube bundle assembly b single stage 
moisture separator reheater OnB oversize drawing end 
Aperture card is available in PDR, 

MULLER, 0 E II 1 ino i s Power Co 02/12/20 ABELSDN, H Licensing 
Branch 2 3pj> 16556 060 24X Fiche 50-461,02/12/20.0212200235 


8212220119 Advise* of corrected address far J Foy, spokesperson for 
Prairie Alliance 

GODDARD, R J Hearing Pranch 3 82/12/17 CLARK, H K , PARIS, 0 H , 

FERGUSON, O A Atomic Safety and Licensing Qoard Panel lp 

16503 025 24X Fiche 50-461,82/12/17,0212220119 


H General correspondence 


8212200176 Notifies of change in mailing address for NRC licensing 
matl 

WRIGHT.G N Illinois, State of. Dept Nuc Safety (formerly Dept 
Public Health) 02/12/20 EISENHUT, D 0 Division of Licensing 
lp 16556 135 24X Fiche 50-000.82/12/20,0212200176 


G Inspection reports, IE Bulletins b correspondence 


8208190240 IE Bulletin 82-03, R*vi sion 1, "Stress Cracking in Thick- 
Wall, Large-Di ameter, stain less steel, Recirculation Sys Piping 
at BDR Plants - Bvc list end 

DEVGUNG, R C Director'* Office, Office of Inspection and 

Enforcement 82/10/28 Consol idated Edison Co of New Vorfe* Inc 

112pp *6462 163 24X Fi cht , 50-000, 02/1 0/28, 02001 90240 
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9208190249 IE Info Notice 02-42, "Defects Observed in Panasonic Node] 
001 1- Model 802 Th ermo 1 um l noi c e nt Dosimeters ” five list 
otic I 

COBS,L I Division of Fuel Facilities, Materials & Safeguards 
62/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Fiche 50-000,82/11/05,8200190245 


8212200360 Responds to NRC 821006 confirmatory action ltr re util 
overinsp program Util terminated all neiu overinsp work on 
621005 No further insps will be performed until proper 
overinsp program developed 

HALL i D P Illinois Power Co 62/11/08 SPESSARD, fl L Division of 

Project it Resident Programs 3pp 16560 074 24X 

Fiche 90-461,02/11/08,0212260360 


8208190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
fcurciie Requirements " five list one 1 

JORDAN. E L Division of Engineering 4 Quality Assurance 02/11/10 
Consolidated Edison Co of Neui York, Inc 109pp 16411 199 P4X 

Fiche 50- 000, 02/11/18,8200190251 


8212060961 Forwards IE Insp Rep t 90-461/82-14 on 020801-0930 i notice 
of violation 

KNOPjR C Division of Project Sc Resident Programs 82/H/22 

SERSTNER, U C Illinois Power Co 2pp 16352 042 24X 

Fiche 50- 461,02/11/22,8212000561 


-0212080967 Notice of violation from insp on 020001-0930 

KNOP, R C Division of Project 8c Resident Programs 02/11/22 lp 
16352 044 24X Fiche 50-461,82/11/22,0212030961 


--8213080573 IE Insp Rept 50-461/82-14 on 820001-0930 Noncompliance 
noted radwaste reprocessing sys r et i rcula fc i om chemical test 
i. dump evolution performed w/o applicable procedures 
LIVERMORE, H H Division of Project i Resident Programs 
HAYES, D W Region 3, Office of Director 02/11/22 7pp 
16352 045 24X Fiche 50-461,82/11/22,8212000561 


0212060093 Requests approval of end description of proposed Phase 2A-B 
of insp of structural steel, insp of remainder of uninspected 
fined connections 6 reinsp of expansion connections in 
containment Deficiency rept filed W/o end 

HALL, D P Illinois Power Co 82/11/23 KEPPLER, J Q Region 3, 
Office of Director 2pp 16316 121 24X Fiche 50-461,02/11/23, 

8212060093 


0212100329 Forwards IE Insp Rept 50-461/02-10 on 020927-30 i 1005-00 
& notice of violation 

NQRELIU9.C E Division of Engineering & Technical Programs 
82/11/23 QERSTNER, W C Illinois Power Co 2pp 16377 031 24X 

Mehs 50-461,02/11/23,8212100329 


-0212100333 Notice of violation from Insp on 820927-30 !< 1005-00 
NOR EL I U 5, C E Division of Engineering & Technical Programs 
02/11/23 3pp 16377 033 24X Fiche 50-461,82/11/23,8212100329 


—021210033? IE Insp Rept 50-461/82-lB on 020927-30 «< 1005-0B 

Non c amp 1 lance noted fai lure to update QA manual & failure to 
follow procedures for qualification of QC personnel 
HA&SE.R A , KISH, J N , PESCHEL, J M Region 3, Office of Director 
32/ 11/16 1 2 p p 16377 036 24X Fiche 50-461,92/11/23,0212100329 


0212100226 Forwards IE Insp Rept 50-461/02-19 on 021001-1101 notice 
of violation 

KNOPrR C Division of Project & Resident Programs 82/11/24 

GER3TNER, Id C Illinois Power Co 2pp 16376 096 24X 

Fiche 00 - 461,02/11/24,8212100226 


■0212100230 Notice of violation from insp on 821001-1101, 

KNOP, R C Division of Project & Resident Programs 82/11/24 lp 
16376 090 24X Fiche 90-461.82/11/24,0212100326 


-'-02121 00240 IE Insp Rept 50-461/82-19 on 821001-1101 None amp 1 1 anc o 
noted containment gas control boundary structure pressure 
test performed w/o approved procedure, 

LlVERMORErH H , HAYES, D W Division of Project fc Resident 
Programs 02/11/24 6pp 16376 099 24X Fiche 90-461.02/11/24, 

8212100226 


B20Q190256 IE Info Notice 82-46, "Defective l< Obsolete Combination 
Padlocks 11 Svc list end 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Tnc 

I27pp 16411 065 24X Fiche 50-000,82/11/26,8208190256 


8208190257 IE Info Notice 82-47, "Transp ortat ion of Type A Quantities 
of Non-FI is 1 1 * Radioactive Mat! 11 Svc list end 
COBB, L 1 Division of Fuel Facilities, Materials & Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 35App 

16387 028 24X Fiche 50-000,82/1 1/30,8200190297 


821 2280485 Forwards minutes of 821026 meeting w/util Si Sargent i Lundy 
re use of ASME Code requiring Insp h y ABME authorized 
i ns pec tor 

BAER, R L Engineering it Technical Support Branch 92/12/01 
KNOP, R C Division of Project U Resident Programs 3pp 16592 247 
24 X Fiche 50-461,82/12/01,8212200485 


B2122B04G9 Forwards draft FSAR revisions for Section 3 B re ASME Code 
required insp to be discussed at 821026 meeting 
LAUNI.CM Sargent 6 Lundy, Inc 83/10/21 WILLIAMS, H 
Standard! zo tion l Special Projects Branch 32pp 16592 253 24X 

Fiche 50-46 1,82/12/01,82 1 2280 405 


0212080366 Confirms 021118 meeting & 021119 telcon w/util S. NRC 
concurrence in partial release of work addressed in B20991 
confirmatory action ltr re Stop Work Action 016 Release 
limited to 467 electrical conduits 

SPESSARD, R L Division of Project 6 Resident Program* 92/12/02 

OERGTNER.W C Illinois Power Co lp 163 53 320 24X 

Fiche 50-461,02/12/02.9212080366 


B20B190257 IE Bulletin 82-04, ’“Deficiencies in Primary Containment 
Electrical Penetration Assemblies ” Svc list end 
DEYOUNQ, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

1 13p p 1643 1 317 24 X Fiche 50-000,02/12/03,9200190259 


8200190261 IE Info Notice 02-40, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN, E L Division of Engineering U Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 06 4 24X 

Fiche 50-000. 82/12/03,8208190261 


0212090472 Confirms 021110 telcon discussing util 021115 ltr i 820901 
i 1006 confirmatory action Itrs re plans for overinsp 6 
record verification Concurs w/p Ians 

SPESSARD, R L Division of Project 8< Resident Programs 02/12/03 
QERSTNER, WC Illinois Power Co 2pp 16363 345 24X 

Fiche 50-461,02/12/03.8212090472 


0212170330 Forward s "Control Sys Failure Review 6 Evaluation Program," 
final rept re outstanding Issue* 14 k IS of 6ER, Nl/REO-0833 
Outstanding Issue 14 addressed for operating reactors par 
IE Bulletin 79-27 

HOLLER, OE I 1 1 ino fc a Power Co 82/12/09 BCHWENCER, A Licensing 
Branch 2 2p p 16458 070 24X Fichu 50 - 461,82/12/09,0212170330 


— 0212170335 ’’Control Sys Failure Review t< Evaluation Program," final 
rept 

* Guadr e * Corp QUAD- i -32-244 B2/J1/12 4S4pp I645B 072 

24X Fiche 50-461,02/12/09,0212170330 


02 1 2280375 Forwards IE Mg t Meeting Rept 50-461/02-23 on 021122 No 
■noncompliance noted 

KEPPLER, JO Region 3, Office of Director 03/12/10 GERSTNER, H C 
Illinois Power Co 2pp 16560 042 24X Fiche 50-461,82/12/10, 

8212200375 


— 82122B03B1 IE Mgt Meeting Rept 50-461/82-23 on 021122 No none omp 1 lance 
noted. Major areas discussed master mgt plan improvement 
program 

KEPPLER, J 0 Region 3, Office of Director KNOP , R C , HAYEB, D W 
Division of Project & Resident Program* 02/12/00 3pp 
16360 : 064 24X Fiche 50-461.92/12/10,0212280375 


8212210413 Confirms 82120? discussion between A Budnick & DU Hayes, 
extending response data re Items of noncortip 1 iance noted in 
IE Insp Rept 5O-461/B2-10 ta 830107 due to postal delays 
MOREL IUS, C E Division of Engineering i Technical Programs 
92/12/13 GERSTNER, W C Illinois Power Co lp 16493 0B5 24X 

riche 50-461.82/12/13,9212210413 


8208190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air 6 Gas Monitoring. ” Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement. 82/12/14 Consolidated Edison Co of New York, Inc 

127pp 16620 171 24 X Fiche 50-000, 02/1 2/ 16, 020 B1 9026 7 


8200190268 IE Info Notice 82-50, ’’Mod of Solid State AC Undervoltage 
Relays Type I TE-27 ” Svc list end. 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc lOBpp 1 4628 293 24 X 

Fiche 50-000, 02/12/20, 02001702 60 
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8 Reportable occurrence#, LEU* A related correspondence 


0512020333 Interim Deficiency Rept 82-11 re incorrect identification of 
b*a« matl & weld procedure* on piping hanger traveler# 

Initially reported on 821020 Review of addl traveler* 
continue* Final r«pt expected in approx 60 days 

HALL, 0, P Illinois Power Co 02/11/ 19 KEPPLEfl,J. 0 Region 3, 
Office Q f Director 4pp 16279,156 24* Fiche 50-461 , BZ/ 1 1 /17, 

82 1 2020333 


0212020324 Interim Deficiency Rept 02-12 re overriding at connection 
between *uray fttrut type pipe eyelet & threaded rod on 
affected male rpif extension piece Initially reported on 
02 1 02 1 Imp checklist revised on 021100 to include binding 
HALLiD P, 111 Inals Power Co 83/11/20 KEPPLER, J Q Region 3, 
Office of Director 4pp 16277 273 24* Fiche 30-461,02/11/20* 

8212020324 


Q21214QQ57 Interim deficiency rep t re instrument date sheet# Initially 
reported on 020902 In* trumemt data sheet book* collected 
& reissued a* Controlled copies Investigation continuing 
Final rept will he filed in 90 days 

HALL, D P Illinois Power Co 03/12/04 KEPPLER, j Q Region 3, 
Office of Director 4pp 16400 302 24X Fiche 30-461. 82/12/04, 

0212140097 


T Nearing trantcript* on non-anti tru* t matters 


8212220051 Forward* JY Lee testimony it ME Mangier testimony b affidavit 
re Clinton Contention V on effects of routine low level 
radioactivity to be released from plant 

PATTERSON, U F Hearing branch 3 82/12/17 FOY, J Prairie 

Alliance 3pp 16516 049 24X Flche 50-4 61, 02/12/1 7, 05 J 222005 J 


— 0212230066 Testimony of JY Lee re Contention Ua on method* used to 
calculate atmospheric effluent* Estimates used to calculate 
routine effluent releases not conservative Prof 
qualif ieation* end 

LEE, J Y Effluent Treatment System* Branch 82/12/17 4pp 
16516 092 24X FichS‘ 50-461, 82/12/17, 8212220051 


—0212230070 Testimony of ME Tangier re Prairie Alliance Contention ll(b> 
on effects of low level rad ia t £ on, I ttCMmr nta 1 risk to public 
health t safety from exposure to radiation fre/n plant 
operation is small 

HANDLER , M £ Radiological Assessment Branch 82/12/17 4pp 
16516 096 24X Flche 50-461,02/12/17,0212220031 


Q Inspection report*. IE Bulletins It c orreep ondence 


0208190240 IE Bulletin 02-03, ftevi * 1 on 1 , "Stress Crocking in Thick- 
Wal J, Large-Di ameter, 8 tain las* Steel, Rec ircu lotion 0 u* Pioino 
at BWR Plants " Svc list end 

DEYOUNG, R C Director '* Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edi*on Co of New York, Inc 

H 2 pp 16463 163 24X Fiche 50-000, 02/10/ 28, 82081 90240 


0200190345 IE Info Notice 02-42, ''Defects Observed in Panasonic Model 
001 & Model DOS Thermoluminescent Dosimeter* " Svc list 
end 

CCBGiL I Division of Fuel Facilities Material* & Safeguard* 
Q2/I1/05 Consol idated Edison Co of New York, Inc liOpp 
16372 142 24X Fiche 50-000,02/11/05,8200190245 


SJO0 190251 IE Info Notice 82-44, “Clarification of Emergency Plan 
Exercise Requirements " Svc list enc i 

JORDAN, E L Division of Engineering it Quality Assurance 92/l8/£fl 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24/ 

Flche 50-000, 82/11/18,8200190291 


8/00190256 IE Info Notice 82-46, "Defective & Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 92/11/26 Consolidated Edison Co of New York, Inc 

I27pp 1641J 065 24X Fiche 50-000, 82/11 /26, 82081 90256 


8200190257 IE Info Notice 82-47, “Transportation of Type A Quantities 
of Nan-Fi**ile Radioactive Matl " Svc list end 
COBBiL I Division of Fuel Facilities, Materials & Safeguards 
82/11/30 Consol idated Edison Co of New York, Jnc 356pp 
16337 028 24* Fiche 50-000,02/11/30,0200 190297 


9212280465 Forward* minutes of 621026 meeting w/util J, Sargent Si Lundy 
ro use of A5ME Cod* requiring insp by ASME authorized 
i nspector 

BAER, ft L Engineering it Technical Support Branch 82/12/01 
KNOP, f? C Division of Project 6 Resident Programs 3 pp 16592 24/ 
24X Fiche 30-461, 62/12/01, 8212200485 


0206190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Ini 

113pp 16411 317 24X Fiche 30-000, 02/1 2/03, 020a 190239 


— -8212250073 Af fldavit of ME Wangler re Contention V(b> on effects of 
low level radiation Incremental risk to public health it 
■safety from exposure to radiation released in normal plant 
operation 1 * imall 

WANGLER, M E Radiological Assessment Branch 82/12/16 34 pp 
16516 060 24X Fiche 50-461,82/12/17 , 8212320031 


DOCKET 50-462 CLINTON POWER STATION, UNIT 2 


A AppI 1 cation/ construe t ion stage document* & corresp on tfencfc 


02081902a! IE Info Notice 82-48, “Failures of Agaetat CR 0095 Relay 
Backets " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/03 
Consolidated Edison Cq of New York, Inc llOpp 16462 064 24Jf 
Fiche' go-ooo, 02/12/03, 8200190261 


8208190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air U Gas Monitoring “ Svc list and 

DEYOUNG, R C Director'* Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

I27pp 1 6620 191 24X Fiche 50-000, 02/1 2/ 16, 02001 90267 


0211230066 Generic Ltr 02-27 to all DWR licensees of operating Teactore 
except LACBWR.fiig Roc* Point, Dresden 1, Humboldt Bay, 
applicants for DL * holders of CP re transmittal oF 
Nl/ftEQ-0763 6 WUREG-0703 9vc list and W/o stated end 
EIECNhUT, D 0 Division of Licensing 02/11/15 Gerard Public 

Utilities - QPlf Service Corp 22pp 16307.004 24X 

Fiche 50-000, 82/ 11/15, 821 1 23006 6 


F Maturity, medical, emergency fc fir* protection plans 


8212220306 Di*cu«*t* layout of communication* equipment required in 
central room, onsite technical support ctr 6 near-site 
emergency operation* facility 

KEPPLEfl.J G Region 3, Office of Director. B2/12/I6 

Commonwealth Edison Co 3pp 16503*351 24X Fi che. 50-000, 02/12/16, 

02 1 2220306 


G Adjudicatory correspondence 


0212270322 Marked-up petition for leave to 
h earing. C»r ti ficate of Svc end 
SAMEL 8 QN, A Prairie Alliance 81/03/30 
Licensing Board Panel 36pp 16530 230 
82122 70322 


intervene fc request fur 

Atomic Safety and 
24X Fiche 50-461,01/03/30, 


02081 90268 IE Info Notice 02-50, "Mod of Solid State AC Undervo ltaflo 
Relay# Type I TE-27 " Svt list end 

JORDAN, E L Division of Engineering it Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc lOBpp 16628 293 24* 

Fiche 50-000,82/12/20,8200190260 


DOCKET 50-466 ALLENS CREEK NUCLEAR STATION, UNIT 1 
O Inspection reports, IE Bulletin* & correspondence 


8*00190240 IE Bulletin 02-03, Ravi « i on 1 , "Stress Cracking in Thick- 
Wall, Large-Di ametar, Stainless Steel , Rec ir c u lation Sys Piping 
at BWr Plant* " Svc list end 

DEYOUNG, f? C Director's Office, Office of Inspection and 

Enforcement, 82/10/20 Consolidated Edison Co of New York* Inc 

IlSpp 16462 163 24X Fiche, 50-000, 82 / 10 / 20 , 0200190240 


8208190245 IE Info Notice 02-42, "Defect* Observed in Panasonic Model 
801 It Model 002 Thermolumi nescent Dosimeters " Eve list 
uric J 

C0BB,L I Division of Fuel Facilities, Materials & Safeguards 

BS/H/05 Consol idated Edison Co of New York, Inc llOpp 
16372 142 24X Fiche 50-000,02/11/05,0200190245 


0200190251 IE Info Notice 82-44, "C lar i f i ca t i on of Emergency Plan 
Eierdse Requirements " Svc list end 

JORDAN, E L Division of Engineering fe Quality Assurance 82 / 11/18 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24* 

Fiche 50-000,82/11/10,0200190251 
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0200190256 IE Info Notice 82-46, "Defective & Obsolete Combination 
Fatfloclts " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York/ Inc 

I27pp 16411 065 24X Fiche 50-000.62/11/26.0200190256 


6200190257 IE Info Notice 82-47. "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl ** Svc list encl 
CO&Qi L I Division of Fuel Facilities. Materials & Safeguards 
02/11/30 Consolidated Edison Co of New York. Inc 356pp 

i 6387 028 24X Fiche 50-000.82/11/30.8208190237 


8208190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list encl 
DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

M3pp 16411 317 24X Fiche 50-000. 02/ 12/03, B2QB190259 


8P0B190261 IE Info Notice 82-40. "Failures of Agastat CR 0095 Relay 
Sockets " Svc list encl 

JORDAN. E L Division of Engineering it Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc ilOpp 16462 064 24X 

F i c h e SO - 000, 02/ f 2/03, 02001 9026 1 


8208170267 IE Info Notice 02-49, ’'Correction for Sample Conditions for 
Air tt Oas Monitoring " Svc list encl 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York. Inc 

127pp 16628 191 24X Fiche 50-000, 02/12/ 1 6. 0200190267 


8208190268 IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type ITE-27 " Svc list encl 

JORDAN, E L Division of Engineering U Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc 108pp 16628 293 24X 

Fiche 50-000,02/12/20,0208190260 


DOCKET 3TN- 50-482 WOLF CREEK GENERATING STATION 


A Ap p 1 1 ca t i on/c ons tr uc 1 1 on stage documents & correspondence 


8212140001 Addl response to FQIA request for five categories of 
documents re SEP Forwards documents listed in App A No 
documents located subj to Item 3 of request Review of 
remaining documents continuing Documents available in PDR 
FELTON, J » Division of Rules and Records 82/11/03 GALLO. J 
1 sham, Lincoln it Beale 2pp 16433 394 24X Fiche 50-000. B2/1 1/03, 

8212140001 


— 8001280032 Forwards NRC Response to WH Ward request that NRC partially 
suspended CP 5SE is adequately conservative Recommends that 
petition be denied 

JACKSON, RE Geosciences Branch BO/01/G4 PARR, 0 D Light 
Water Reactors Branch 3 7 pp 16436 339 24X 

Fiche 50-000,02/11/03,0212140001 


8212020005 Notification of B21214 meeting w/utils t 3NUPPB In Dethesda, 
MD to discuss equipment qualification 

EDISON, G E Licensing Branch I 02/11/22 YOUNGBLOOD. Q J 
Licensing Branch 1 4pp 16310 350 24X Fichu 50-000,82/11/22, 

82 1202000 5 


BLM2030127 Forwards application for amend to CPPR-147, ex tending const 
completion date to 860701 

KOESTER, Q L Kansas Oas Sc Electric Co 02/11/24 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 16306 018 24X 

Fiche 50-482, 02/11/24.0212030127 


--9212030135 Application for amend to CPPft-147. extend lng const completion 
date to 960701 

KOESTER, O L Kansas Gas h Electric Co 02/11/24 Zpp 
16306 019 24X Fiche 30-482,82/11/24,8212030127 


0PJ217O2BB Forwards Tech Spec revising visual exam, visual exam 
acceptance criteria S< functional testing of snubbers 
PETRICK, N A Standardiied Nuclear Unit Power Plant System 
82/12/15. DENTQN, H R Office of Nuclear Reactor Regulation, 
Director Ip 16456 119 24X Fiche, 50-000, 02/12/13, 0212170200 


— 8212290240 Revision 5 to QA programs for design St const 

* Standardiied Nuclear Unit Power Plant System 82/12/22 9pp 
16562 106 24X Fiche 50-000, 02/12/22,021 2280236 


C Utility Environmental Report <ER>« amends & correspondence 


8212270107 Forwards Revision 4 to environ rep t - CL stag t , da 1 e t ing 
Chapters 1.9, 11 & portion of Chapter 6, updating meteorology 
data In Chapters 2 It 6 It revising meteorolo g i cal 
concentration analysis in Chapter 5 Certificate of 8vc and 
KOESTER, 0 L Kansas Gas St Electric Co 02/12/07 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 7pp 16539 022 
24X Fiche 50-402,82/12/07,8212270187 


— 02122701 93 Revision 4 to environ rept - OL stage 

* Kansas Gas & Electric Co 82/11/30 26lpp 16539 029 24X 

Fiche 50-482,82/12/07,9212270187 


F Security, medical, emergency t< fire protection plans 


0212070222 Advises of status of emergency operation* facility 
activities Full operation expected after equipment delivery. 
Installation fc testing 

KOESTER. 0 L Kansas Gas U Electric Co 82/12/03 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 16336 310 
24X Fiche 50-482,02/12/03.8212070222 


8212270022 Forwards requests for addl info for review of Revision 9 to 
emergency plan Plan should be revised to reflect resolution 
of comments 

YOUNGBLOOD, B J Licensing Branch 1 02/12/06 KOESTER, Of- Kansas 

Gas it Electric Co 19pp I655i 317 24X Fiche 50-402,02/12/06, 

02 1 2270022 


H General correspondence 


8212170324 Notifies that util mgt organ i lat i on was further revised on 
621126 Nuclear activities responsibilities not affected 
FSAR will be revised to reflect revision W/o encl 
announc ament 

KOESTER i 0 L Kansas Gas Sc Electric Co 02/12/10 DENTON, M fl 
Office of Nuclear Reactor Regulation, Director Ip 16453 190 24X 

Ftche* 50-482, 02/12/10. 021 21703 24 


□ Advisory Committee on Reactor Safeguards reports Se correspondence 


821 2010502 Summary of 265th ACR8 meeting on 020506-08 in Washington, DC 
re Ginna restart safety e valuat ion, Wo! f Cr« * k OL review, 

Palisades SEP r * vi #w, eme r g ency response capability of plants 
& safety-related equipment qua 1 i f icat ion program 
« ACRS - Advisory Committee on Reactor Bafeguards 02/11/26 
ACRS - Advisory Committee on Reactor Safeguards 605pp IA294 131 

3 4X Fiche 90-000,82/11/26,0212010502 


0 Inspection reports, IE Bulletins St correspondence 


820B190240 IE Bulletin 02-03, Re v 1 s i on 1, "Stress Cracking in Thick- 
Wal 1, Large-DI ameter. Stain 1 ess Steel, Rec ircu 1 etion By* Piping 
at BWR Plants." Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

I 12pp. 16462 163 24X Fiche 50-000, 02/10/28, 82091 90240 


8212030109 Forwards IE Insp Rept 50-402/82-14 during Sept 1902 No 
noncompliance noted 

SE IDLE, W C. Division of Resident. Reactor Project S, Engineering 
Programs 82/11/02 KOESTER, 0 L Kansas Gas & Electric Co 2pp 
16303 029 24X Fiche 50-482,82/11/02,8212030109 


—8212030115 IE Insp Rept 50-402/02-14 during Sept 1982. No none omp liane e 
noted Major areas inspected followup on previous insp 
finding, observation of installation activities for RCPD 
piping & other piping sys 

VANDEL, T E , JOHNSON, W. 0 Division of Resident, Reactor Project fc 
Engineering Programs 02/10/27. 6pp 16303:031 24X 

Fiche 50-482, 02/1 1/02, 8212030109 


-**8212 i 70293 Proposed Tech Spec revising visual exam, visual exam 8212030046 Forwards IE Insp Rept 50-402/82-15 on 021004-08. No 

acceptance criteria & functional testing of snubbers noncomp 1 ianc# noted 

» Standardiied Nuclear Unit Power Plant System 82/12/15 Bpp SEIDLE.WC Division of Resident, Reactor Project & Engineering 

16456 120 24X Fiche 50-000,02/12/15,8212170280 Programs 92/11/03. KCEBTER, 0 L Kansas Gas * Electric Co 2pp 

16307: 150 24X Fiche 50-482,0-2/11/03,0212030046 


8212280236 Forwards Revision 5 to GA program* for design It const 

PETRICK.M A Standardiied Nuclear Unit Power Plant System —0212030058 IE Insp Rept 50-402/02-15 on 021004-08 No noncomp 1 lance 

62/12/22 DENTON, H R Offic* of Nuclear Reactor Regulation, noted Major areas inspected site tour, ob* erva ti an of work, 

Director Ip 16562 105 24X Fiche 50-000,82/12/22,8212200236 review of records for welding & nondestructive exam of 

safety-re la ted piping. 

GILBERT, L D„. JOHNSON, W D. , HUNNICUTT,D M Division of Resident, 
Reactor Project it Engineering Program* 92/11/02 5pp 
16307 152 24X Fiche 50-462,82/11/03,8212030046 
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8200190345 IE Info Notice 02-42. "Defects Observed in Panasonic Model 
001 it Model 302 Thermolumi nose* nt Don maters " Svc list 
one 1 

CO0D.L I Division of Fuel Facilities. Material* & Safeguards 
#2/11/09 Con soli da tod Edison Co of N*w York, Inc llOpp 

16372 142 24X Fi che 50-000.02/11/09.0208190245 


0208190251 IE Info Notice 02-44. ‘'’Clarification of Emergency Plan 
Exercise Requ i reman ta " Svc list end 

JORDAN . E L Division of Engineering & Duality Assurance 02/11/10 
Conse 1 i date d Edison Co of Mew York. Tnc I09pp 16411 199 24X 

Fiche 50-000, 82/11/10. 0208190251 


G20B19025& IE Info Notice 82-46. ‘’Defective fc Obsolete Combination 
Padlocks " Svc list end 

DEYOUWO. R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 065 24X Fldii 50-000, B2/J1 /2fi , 8200190236 


0209190257 IE Info Notice 02-47. “Transp ortat ion -of Type A Quantities 
of Nan-Fissile Radioactive Mat! " Svc list end 
COflfl.L I Division of Fuel Facilities, Materials L Safeguards 
QS/ii/30 Consolidated Edison Co of New York. Inc 356pp. 

16387 020 34X Fi che 50-000.32/11/30.0200190257 


0200190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies “ Svc list encl 
DEYOUNG . R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Cq of New York. Inc 

1 I3pp 16411 317 24X Ficb* 50-000,02/12/03.0200190259 


8200190261 IE Info Notice 82-40, “Failures of Agaatat OR 0093 Relay 
Sockets " Svc list encl 

JORDAN. E, L Division of Engineering tt Quality Assurance B2/12/03 
Conso 1 i date d Edison Co of New York. Tnc HOpp 16462 064 24* 

Fiche 50-000, 02/ 12/03.020819026 1 


821 2J7028B Forwards Tech Spec revising visual eram.visual exam 
acceptance criteria tc functional testing of snubbers 
PETRICK.N A Standar d£ led Nuclear Unit Power Plant System 
32/12/15 DENTON, H R Office of Nuclear Reactor R ejj ul a tian. 
Director Ip 16456 119 24X Fiche 50-000. 02/12/ 1 3, 02121 7O20B 


—0212170293 Propoeed Tech Gp-ac revising visual exam, visual exam 
acceptance criterfa & functional testing of snubbers 
# Standard I jed Nuclear Unit Power Plant System 02/12/15 Bpp 
16436.120 24X Fiche 50-000.02/12/15,0212170280 


0208190267 IE Info Notice 02-49. "Correction for Sample Conditions for 
Air lr Qa s Monitoring " Svc list encl 

DEYDlfNOrR C Director's Office- Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York. Inc 

i 27fp 16620 191 24X Fiche 90-000, 82/1 2/ J 6, 0200 1 90267 


82091 90260 IE Info Notice 62-50, "Mod of Solid Btate AC Undervo Itoge 
Relays Type ITE-27 " Svc list encl 

JORDAN, E L Division of Engineering b Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc. I08pp 16620293 24X 

Fich** 50-000, 82/12/20, ©200 J 90260 


8 Reportable occurrences, LEfts & related correspondence 


B212210U5 Final deficiency rapt re malfunction in GE IE 4B0-volt 
AKR 30/50 breakers Initially reported on 021100 Replacement 
spring lever will have ear on end to preclude breaker 
failures Alio reported per Par t 21 

KOESTER/O i. Kansas Gas it Electric Co #2/12/09 BEIDLE.W C 
Division of Resident. Reactor Project b Eng Jneer ing Programs 2pp 
16409 123 24X Fiche 50-402,02/12/09,8212210115 


0212280330 Interim deficiency rep* re inadequate mat! control for 
special scope items Initially reported on S20514 Numerous 
matl items identified prior to beginning analysis of 
installed special scope items- Next rept expected by 830601 
HOESTEfl,0 L Kansas Gas U Electric Co 82/12/13 SJEDLE, W C 
Division of Resident, Reactor Project & Eng i neeri ng Programs ip 
16361 052 24X Fiche 50-462,02/12/13,8212280338 


021S29D249 PNO-IV-02-091 on 821222. loos e par ts found In secondary 
side of steam generators B & C during insg Inside surfaces 
of steam generators also found covered w/thin layer of 
grit-type mati.No immediate safety concern identified 
JOHNSON, W- D , SCHGM.WS Region 4, Office of Director 02/12/24 
Ip. 16302:100 54X Fiche: 50-482. 02/12/24, 0212290249 


DOCKET STN-50-483 CALLAWAY PLANT, UNIT 1 


A Application/construction stage documents & correspondenc e 


8212020005 Notification of 021214 meeting w/utils & 5NJPPQ in Dethssda. 
MO to discuss equipment qualif i cation 

EDISON , Q E Licensing Branch 1 82/11/22 YOUNGBLOOD, B J 

Licensing Branch 1 4pp 16310 358 24X Fiche 90-000,82/11/22, 

0212 020005 


8212270419 Responds to FOIA request for documents re proposed revision 
fe/or update to reactor safety study referred to in 
NUREfr-0784, Cb ap ter 10 as RS II 8c all documents pertaining to 
reactor cooling methods Forwards documents listed in app 
FELTON, J M Division of Rules and Records 62/11/26 SHOLLY.SC 
Union of Concerned Scientists 3pp 16549 233 24X 

Fiche 50-000, 82/ i 1/26, 82122704 1 0 


— 0211050027 Forwards summary of semiscale test results & advises that 
board notification re test results Issued W/o encl 
NOYAK, T M Assistant Director for Licensing 02/09/24 
Division of Licensing Ip 16349 278 24X Fiche 30-000,82/11/26, 

8212270418 


8212220440 Board Notifications 82-125 L B2-125A forwards info re 
H Etherington evaluation of flow blockage during natural 
circulation of PHRs Results da not adversely impact present 
position on reliance an natural circulation 

NOVAK, T M Assistant Director for Licensing 02/12/14 Atomic 

Safety and Licensing Board Panel 5p p 16523 135 24X 

Fiche 50-000, 82/12/14, 8212220440 


82122204A1 Board Notification 82-124 forwards RJ Mattson 021123 merta r-e 
Servlscale S-UT-Q test results Phenomena of core level 
depression 6 loop seal clearing may be more complex than 
previously supposed 

NOVAK, T M Assistant Director for Licensing 82/12/14 Atomic 

Safety and Licensing Board Panel 7pp 16323 169 24-X 

Fiche 50-000, 02/12/14,0212220461 


B2i2l7028B Forwards Tech Spec revising visual exam, visual exam 
acceptance criteria b functional testing of snubbers 
PATRICK, N A Standard! led Nuclear Unit Power Plant System 
02/12/15 DENTON, H fl Office of Nuclear Reactor Regulation, 
Director lp 1645* 119 24X Fiche 50-000, 02/ 1 2/ 1 5, 82 1 2£ 70208 


— 8212170293 proposed Tech Spec revising visual exam, visual exam 
acceptance criteria & functional testing of snubbers 
■* Standardiied Nuclear Unit Power Plant System 82/12/15 8pp 
16456 120 24X Fiche 50-000,82/12/15,0212170288 


8212200236 Forwards Revision 5 to GA programs for design U const 
PETRICK.N A Standardiied Nuclear Unit Power Plant System 
82/12/22 DENTON, H R Office of Nuclear Reactor Regulation, 
Director lp 16562 185 24X Fiche 50-000, 82/ 1 2/22, 82i 2280 236 


—8212280240 Revision 5 to QA programs far design & const 

* Standardiied Nuclear Unit Power Plant System 02/12/22 Vpp 
16562 186 24X Fiche 50-000, 82/12/22, 021 2200236 


F Security, medical, emergency 5 < fire protection plans 


BP12080256 Forwards info re emergency operations facility foT NRC 
5 urvo y 

SCHNELL.DF Union Electric Co 82/12/03 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 4pp 16354 179 24X 

Fich* 50-483,82/12/03,8212080256 


8212200426 Forward* 821027 rept in response to NRC request for finding 
Si determinati on on adequacy pf offsite plans & preparedness 
for plant Insufficient factual basis available to render 
finding b determination 

KRlMMfR W Federal Emergency Management Agency 02/12/15 

GRIMES, B Division of Emergency Preparedness 3pp 16959 025 24X 

Fiche 50-483, 82/12/15,8212280426 


821222-0306 Discusses layout of communications equipment required in 
control room, onsite technical support ctr & near-site 
emergency operation* facility 

KEPPLER, J 0 Region 3, Office of Director 82/12/16 

Commonwealth Edison Co 3pp 16503 391 24X Fiche 50-000. 82/12/16, 

8212220306 
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G Ad jud i c atory correspondence 


021209009-3 Memorandum it order ruling on c onte n t i on s Contentions 1,2,4 
through 10. 13 it 14 portions of 3 8< 15 admitted 
Contention i2 denied Addl info on Contention 11 required 
BRIGHT, G D , KLINE. J R . GLEASON. J P Atomic Safety and Licensing 
Board Panel 82/12/07 Reed. J Q 6 PF > 16357 168 24X 

Fsche 50-403.82/12/07.0212090093 


0? 121 30 1 97 Memorandum it order granting applicant motion to compel 
JO Reed to answer listed portions of util B21020 
i nterTog-atqr 1 os 

KLINE.. J R . GLEASON. J P Atomic Safety and Licensing Board Panel 
0*?/ 12/09 Union Electric Co 5pp 16396 174 24X 

Fldi* 30-483. 02/12/09. 0212130197 


0212150026 Partial initial decision ruling on GA program it const 
defects No serious sa fety, environ or common defense it 
security matters exist All QA matters in controversy 
resolved in favor of authoming facility operation 
BRIGHT, G 0 , KLINE. J R . GLEASON. J P Atomic Safety and Licensing 
Board Panel 02/12/13 121pp 16421 009 24X 

Fiche 50-483. 02/12/13, 0212150026 


021 221 027 6 Answers to interrogatories per ASLB 821213 order Certificate 
of Svc end 

REED. J G Reed. JG 02/12/13 Union Electric Co 0pp 
J 6463 223 24X Fiche 50-403,02/12/13.8213210276 


0212200179 Motion for enlargement of time until S30I3I to file 
eiceptions to ASLB 021214 partial Initial decision Delay 
needed since decision is extensive t< counsel is involved w/ 
litigation in federal courts Certificate of Svc end 
CMACXES.K M Joint I n ter venors -Ca 11 away CHACKEB, K M Chad*?* & 

Hoare 03/12/23 Atomic Safety and Licensing Appeal Panel 3pp 
16362 314 24X Fiche 50-403,82/12/23,8212200179 


8212300226 Calls attention to errors on witness list <App I) to 821213 
partial initial decision BC Tye & JV Laux erroneously 
identified as employees of Bechtel Svc list end 

BAXTER* T A Shaw, Pittman. Potts it Trowbridge BAXTER, T A Union 
Electric Co 02/12/20 GLEASON. J P . BRIGHT, 0 0 . KLINE, J R 
Atomic Safety and Licensing Board Panel 3pp 16598 001 24X 

F* i C he 50-403,02/13/28,0212300226 


J Insurance L indemnity Information 


DPI 2230334 Forwards Endorsement 11 to NELIA Policy NF-264 

NADEL.M Marsh 6 McLennan. Inc , M 6 M Nuclear Conau 1 tan ts, Inc Div 
82/12/20 8ALTZMAN.J Assistant Director for State 4< Licensee 
Relations 2pp 16561 144 24X Fiche 50-483,82/12/20,0312200334 


O Inspection reports, IE Bulletins 6 correspondence 


G2O019O24O IE Bulletin 02-03, Revi sion 1, "Stress Cracking in Thick- 
Wall, Large-Ui ameter, Sta in less Stee 1 , Roc ire u 1 a ti on Sys Piping 
at BWR Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York. Int 

JI2pp 16462 163 24X Fiche 50-000,82/10/28,0208190240 


D 2081 9024 5 IE Info Notice 02-42, "Defects Observed £n Panasonic Model 
B01 & Model 002 Thermoluminescent Dosimeters " Svc list 
cnc 1 

C03U. L I Division of Fuel Facilities, Materials S< Safeguards 
02/11/05 Consolidated Edison Co of New York. Inc llQpp 

J 6372 142 24X Fiche 30-000,82/11/03 , 8208 1 9024 5 


8212010049 Forwards NRR input for SALP for 811001-021001 No comments 
received on draft SALP input 

YOUNGDLODDrB J Licensing Branch 1 02/11/17 EISENHUT, D G 

Division of Licensing 3pp 16271 333 24X Fiche 50-493,62/11/17, 

0212010049 


B2O81902S1 IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirements 11 Svc list end 

UCJRDAN.E L Division of Engineering & Quality Assurance 02/11/10 
Consolidated Edison Co of New York. Inc 109pp 164U 199 24X 

Fiche 50-000,92/11/18,0308190251 


62061 90256 IE Info Notice 02-46. "Defective it Obsolete Combination 
Padlocks ” Svc list enc I 

UE YOUNG , R C Director's Office, Office of Inspection and 

Enf orcamenfc. 02/11/26 Consolidated Edison Co of New York* Inc 

I27pp 1641 1 065 24X Fiche 90-000, 02/1 1 /26, 8208190256, 


QP 1 2 1 00234 Forwards IE Insp Rep t 50-483/02-15 an 821001-31 It notice 
of violation 

SPESSARD, R L Division of Project it Resident Programs 02/11/26 
HCHNELL.D F Union Electric Co 2pp 16376-192 24X 

Fiche 50-483* 82/1 1/26, 0212100234 


— 921 2 100236 Notice of violation from insp an 821001-31 

3PES6ARD, R L Division of Project it Resident Programs 02/11/26 
ip 16376 194 24X Fiche 30-403,82/11/26,0212100234 


— B212 100242 IE Insp Rapt 50-493/02-15 on 821001-31 Noncompliance noted 
inadequate design of Class IE conduit supports 
NEISLER, J H , KONKLIN, J E Region 3, Office of Director 
@2/11/26 9pp 16376 19 5 24X Fiche 50-403,02/11/26,0212100234 


0208190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fiisile Radioactive Ha 1 1 " Svc list end 

COBB.L I Division of Fuel Facilities, Materials & Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 

163S7 028 24 X Fiche 50-000,82/11/30,8200190257 


B20819O259 IE Bulletin B2-04. "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New Yorkj Inc 

1 1 3pp 16411 317 24 X Fiche 50-000,82/12/03,0200190259 


0209190261 IE Info Notice 82-40, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list enc 1 

JORDAN, E L Division of Engineering Sr Quality Aisurance 02/12/03 
Consolidated Edison Co of New York. Inc llOpp 16462 064 24X 

Fiche 50-000,02/12/03,0200190261 


0212170205 Forwards IE Insp Rept 30-403/82-16 on 021026-29 Nd 
noncompliance noted 

LITTLE, W 8 Division of Engineering t Technical Programs 02/12/03 
5CHNELL, D F Union Electric Co 2pp 16459 218 24X 

fiche, 50-403, 02/12/03,8212170205 


— 8212170286 IE Insp Rept 50-463/82-16 on 921026-29 No none omp 1 iance 
noted Major areas inspected Items identified during 
previous insps 

LOVE, R S t WILLIAMS, C C Division of Engineering & Technical 
Programs 02/12/01 Spp 16459 220 24X Fiche 30-403.02/12/03. 

0212170205 


021217O2BS Forwards Tech Spec revising visual exam, visual exam 
acceptance criteria it functional testing of snubbers 
PETRICK, N A Standard i i ed Nuclear Unit Power Plant System 
02/12/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director Ip 16436 1 19 24X Ficho 50-000.82/12/15,0212170200 


— 0212170293 Proposed Tech Spec revising visual exam, visual exam 
acceptance criteria 6 functional testing of snubbers 
a Standard i i ed Nuclear Unit Power Plant Gystem 02/12/19 Bpp 
16456 120 24X Fiche 50-000, B2/12/ 1 5, 021 21 70200 


B209190267 IE Info Notice 82-49, “Correction Fot Sample Conditions for 
Air t Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York., Inc 

127pp 16620 191 24X Fiche 50-000, 82/12/ 16, B20B190267 


02081 90260 IE Info Notice 02-50, "Mod of Solid State AC Undervoltagr 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering It Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc IO0pp 16628 293 24X 

Fiche 30-000,02/12/20,8200190268 


5 Reportable occurrences, LERt & related correspondence 


0212020259 Final deficiency rept re level on closing spring interlock 
of QE IE 480- vo I t AKR breakers overtraveling armatur* 
linkage pin Initially reported on 821 105 OE will replace 
levers Also reportable per Part SI 

SCHNELL, D F Union Electric Co 02/11/19 KEPPLER.JG Region 3, 
Office of Director Ip, 16279 3 54 24X Fiche 50-483,02/11/19, 

0212020259 


T Hearing transcripts on non-ant 1 trust matter* 


0212270204 Memorandum tt order making end transcript corrections to 
evidentiary record of proceeding 

GLEAGON, J P Atomic Safety and Licensing Board Panel 02/12/22 
16pp. 16534 338 24X Fiche 50-403. 82/12/22, 0212270204 



336 


DOCKETED ITEMS 


DOCKET STN-50-4B5 STERLINQ POWER NUCLEAR PROJECT, UNIT 1 


Q Inspection reports, It Bulletin* & correspondence 


8200190240 IE Bulletin 02-03, Revi « 1 on 1, "Stress Cracking in Thick- 
Me 1 1 , Lerge-Di am* ter. Stain 1 «** S tre 1 « R ec ire u la tl on Sys Piping 
at BUR Plant* 11 Svc list end 

DEVGliNOi R C Director's Office. Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York. Inc 

U2pp 16462 163 24X Fithe 50-000.82/10/20.8208190240 


B2O019O245 IE rnfo Notice 03-42. "Defects Observed in Panasonic Model 
801 & Nodal 802 Th ermolomin es c en t Dosimeters " Eve list 
cruel 

COBB. L I Division of Fuel Facilities, Materials 6 Safeguards 
02/11/05 Consolidated Edison Co of Neu York. Inc JlOpp 

16372 142 24X Ficho 50-000/ 82/11/05. 0208190245 


0208190251 IE Info Notice 82-44. "Clarification of Emergency Plan 
Exercise Requirements " Eve list met 

JORDAN . E L Division of Engineering & Quality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24X 

Fiche* 50-000, 82/11/10, 0208190251 


B20B190256 IE Info Notice 83-46. "Defective & Obsolete Combination 
Padlocks 11 Svc list end 

OEYaUNO.R C Director's Office, Office of Inspection and 

Enforcement 82/1 1/26 Consolidated Edison Co of New York, Inc 

127pp 16411 065 24X Fichu 50-000,82/11/26.8203190286 


0308 1 90257 IE Info Notice 82-47, "Transp ortat inn pf Type A Quantities 
of Nan-Fissile Radioactive Natl " Svc list end 
COSB.L I Division of Fuel Facilities. Materials fc Safeguards 
02/11/30 Consolidated Edison Co of New York. Inc 356pp 

16387 020 24X Fiche 50-000, 02/ 1 1 /30, B2O0 1 90257 


8208 I 90 259 IE Bulletin 82-04. "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R. C Director's Office. Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York. Inc 

i 13pp 16411 317 24X Fiche 50-000,02/12/03,8203190259 


8208190241 IE Info Notice 82-4B, "Failures of Agastat CR 0095 Relay 
Socket* Svc list end 

JORDAN, E L Division of Engineering & Ovality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc 1 lOpp 14462 064 24X 

Fiche 50 -000, 02/ 1 2/03. 820 0 1 9024 1 


BP08I 90267 IE Info Notice B2-49, ’'Corr e c t i on for Sample Conditions for 
Air 6 Gas Monitoring " Svc list end 

UEVOUNO. P C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consol tdafred Edison Co nf New York, Inc 

127pp 1662B 191 24X Fi che: 30-000, 02/ 12/ 14. 8200 190267 


0208190260 IE Info Notice 02-50, "Nod of Solid State AC Undervoltagc 
Relay* Type ITE-27 “ Svc list end 

JORDAN, E L Division of Engineering 1 i Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc IO0 PP 14620 293 24X 

Fiche 50-000, 02/ 1 2/20, 0208 1 90268 


POCKET STN-50-406 CALLAWAY PLANT, UNIT 2 


F Security, medical, emergency & fire protection plans 


0210300426 Fcruardi 021027 rept in response to NRC request for finding 
fc determination on adequacy of offsite plans U preparedness 
for plant Insufficient factual basis available to render 
finding & determination 

KRlMH.ft W Federal Emergency Management Agency 82/12/15 

GRIMES, D Division of Emergency Preparedness 3pp 165S9 025 24X 

Fiche 50-483, 02/13/15.0212200426 


0213330306 Discusses layout of communications equipment required in 
control room, onsite technical support ctr lc near-site 
emergency operations facility 

KEPPLER, J G Region 3. Office of Director 02/12/16 

Commonwealth Etfi*on Co 3pp 14503 331 24X Fiche 50-000, 02/12/16, 

0212230306 


DOCKET STN- 50-480 PERKINS NUCLEAR STATION, UNIT i 


0 Inspection report*. IE Bulletins S* correspondence 


0208190240 1 E Bulletin 02-03, Revi ai on 1, '’Stress Cracking in Thick- 
Uallj Large-Di am* ter, Stainless Steel , Rec ifeu lation 8y« Piping 
at BNR Plants," Svc list end t 

DEYOUNO, R C Director's Office, Office df Inspection and 

Enforcement 02/10/20 Consolidated Ed i sop Co of New York, Inc 1 

U2pp 16462 163 24X Fiche 50-000. 03/10/20, S20B 190240 ' 


0203190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
001 U Model 802 Thermoluminescent Dosimeters " Svc list 
enc 1 

COSD,L I Division of Fuel Facilities, Materials 6 Safeguards 
02/11/03 Consolidated Edison Co of New York, Inc llOpp 

16372 i 42 24X Fiche 50-000,82/11/05,02081 90245 


8209190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering 4, Quality Assurance 02/11/18 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche 50-000.82/11/18,0208190251 


0208190256 IE Info Notice 82-46, "Defective 6 Obsolete Combination 
Padlock* " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York. Inc 

1 37pp 16411 065 24 X Fiche 30-000,92/11/26,0200190256 


8PO019O257 IE Info Notice 82-47. "Transportat ion of Type A Quantities 
of Non-FIssile Radioactive Matl " 9vc list end 
CODA, L I Division of Fuel Facilities, Materials 6 Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 
16307 020 24X Fiche 50-000, 82/ 11 /30, 82001 90237 


0200190299 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

1 13pp 16411 317 24X Fiche 50-000, 02/12/03, 92001 90259 


820019026) IE Info Notice 82-48, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN, E L Division of Engineering tt Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc UOpp 16462 064 24* 

Fiche 50-000, 82/12/03, 8200190261 


ei'08190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air & Gas Monitoring ” Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New VoTk. Inc 

127pp 16628 191 24X Fiche 30-000, 82/12/ i6> 8208 1 90267 


0209190260 IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/1 2/20 
Consolidated Edison Co of New York, Inc 108pp 16620 293 24X 

Tiche 50-000, 02/12/20. 0208190260 


DOCKET STN-50-489 PERKIN0 NUCLEAR STATION, UNIT 2 


Q Inspection reports, IE Bulletins & correspondence 


9208190240 IE Bulletin 02-03, Rev i s i on 1, "Stress Cracking in Thick- 
Wall, Large-Di ame ter , Sta i n 1 ess S tee! , Rec ire u 1 ati on Sys Piping 
at BUR Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York, Inc 

I I2pp J4462 163 24X F i Che 50-000, 82/10/20, 8200190240 


8208190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
601 & Model 802 Thermo 1 um l nesce n t Dosimeters M Svc list 
end 

COBB.L I Division of Fuel Facilities, Materials ic Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc I lOpp 
16372 142 24X Fiche 50-000,02/11/05,02081 90245 


8200)90251 IE Info Notice 82-44, "C 1 ar i f i cat i on of Emergency Plan 
Exercise Requirements " Bvc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc 109pp 16411 199. 24X 

Fiche 50-000, 02/11/18,0200190251 


0208190256 IE Info Notice 82-46. "Defective & Obsolete Combination 
Padlocks " Svc list end 

DEYCJUNO.R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York/ Inc 

I27pp 16411 065 24X Fiche 50-000. 82/11/26, 0200190256 


8200190257 IE Info Notice 02-47, "Transportat ion of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
COBB i L I Division of Fuel Facilities, Materials & Safeguards 

82/11/30 Consolidated Edison Co of New York, Inc 3S6pp 
16307 020, 24X Fiche 30-000, 82/1 1/30, 82001 90257 


0208190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEVOUNO.R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York. Inc 

U3pp 16411 317 24 X Fiche 50-000,82/13/03,8208190259 



DOCKETED ITEMS 


337 


0200190261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Socket* " Svc list end 

JORDAN, E L Division of Engineering 4 Quality Assurance 82/ 12/03 
Consol l dated Edison Co of New York. Inc UOpp 16462 064 S4X 
F-iche 50-000, 02/ 12/03, 0209190261 


B208190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air 4c Oas Monitoring " Svc list enc 1 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

I27pp 16628 191 24X Fiche 50-000,82/12/16,0208190267 


B.^OB 190268 IE Info Notice B2-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering 4 Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOBpp 16628 293 24X 

Tithe 50-000, 32/ 1 2/20, 8200190260 


DOCKET STN-50-490 PER FINS NUCLEAR STATION, UNIT 0 


0 Inspection reports, IE Bulletins 4 correspondence 


8200190240 IE Bulletin 82-03, Revi sion i, "Stress Crocking in Thick- 
Mai 1 , Large -Diameter , Stain 1 ess 8 1 ee 1 , R cc ire u 1 a 1 1 on Sys Piping 
at BUR Plant* " Svc list end 

DEY<JUN<3<R C Director's Office, Office of Inspection and 

Enforcement 02/10/23 Consolidated Edison Ca of New York, Inc 

H2pp 16462 163 24X Fiche 50-000,02/10/23,0200190240 


0209 1 90245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
Etoi 5. Model 002 Thermoluminescent Dosimeters " Svc list 
end 

COBB, L I Division af Fuel Facilities, Materials 4 Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Fiche 50-000,82/11/05,8200190245 


020 01 9025 1 IE Info Notice 02-44, "Clarification of Emergency Plan 
E*erci«e Requ irements " Svc list end 

JORDAN, E L Division of Engineering 4, Quality Assurance B2/1J/1B 
Consolidated Edison Co of New York, Inr I09pp 16411 199 24X 

Fiche 50-000.82/11/18,0208190251 


0200190256 IE Info Notice 82-46, "Defective 4 Obsolete Combination 
Padlocks " Svc list enc 1 

DEYQUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

1 27pp 16411 065 24X Fiche 50-000,82/11/26,0200190256 


8200190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 

C08B,L I Division of Fuel Facilities, Materials 6 Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 336pp 
16307 020 24/ Fiche 50-000,82/11/30,8208190297 


QP08I90259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 02/12/03 Consd idatod Edison Co of New York, Inc 
II3pp I64U 317 24X Fiche, 50-000, 82/12/03, 0200190259 


0208 1 90261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Soc k et§ " Svc list enc 1 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc UOpp 16462 064 24x 

Fiche 50-000,82/12/03,0208190261 


0208190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air 4 Oas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

127pp 16620 191 24X Fiche 50-000,82/12/16,0200190267 


8208 190260 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type 1 TE-27 " Svc list enc l 

JORDAN, E L Division of Engineering 4 Quality Assurance 92/12/20 
Consolidated Edison Co of New York., Inc iOSpp 16628 293 34X 

Fiche 50-000,02/12/20,0200190268 


DOCKET 8TN-30-491 CHEROKEE NUCLEAR STATION, UNIT 1 


0 Inspection reports, IE Bulletins 4 correspondence 


0209190240 IE Bulletin 02-03, Revi sion 1, "Stress Cracking in Thick- 
W*1 1, Large-Di ameter, Stain less Steel, Recircu lation Sys Piping 
at BWR Plants M Svc list end 

DEYQUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York, Inc 

112pp 16462 163, 24X Fiche 90-000,02/10/29,020019024 0 


8208190243 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
801 8: Model 803 Thermoluminescent Dosimeter* " Svc list 
end 

COSB, L I Division of Fuel Facilities, Materials 6 Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 2 4X Fiche 50-000,82/11/05,0208190245 


0209190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirements 11 Svc list end 

JORDAN, E L Division of Engineering 4 Quality Assurance 32/11/10 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche 50-000, 02/11/10, 82 06 1 90251 


8203190256 IE Info Notice 82-46, "Defective 4 Obsolete Combination 
Padlocks " Svc list end 

DEYQUNO, R C Director's -Office, Office of Inspection and 

Enforcement 32/11/26 Consolidated Edison Co of New York, Inc 

1 27pp 16411 065 34X Fiche 50-000,83/11/26,8208190256 


820SI9Q257 IE Info Notice 82-47, "Tr ans p ortat i on of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
COBBiL I, Division of Fuel Facilities, Material* 4 Safeguards 
B2/11/30 Consolidated Edison Co of New York, Inc 356pp 

16307 Q2B 24X Fiche 30- 000,82/11/30,020019025 7 


0200190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNOrR C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

1 13pp 1641 1 317 24X Fiche 50-000,02/12/03,8300190259 


0208190261 IE Info Notice 82-48, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN, E L Division of Engineering 4 Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc UOpp 16462 064 24X 

Fiche 50-000,82/12/03,8200190261 


8200 190267 IE Info Notice 82-49, "Correction for Sample Condition* for 
Air 4 Oas Monitoring " Svc list end 

DEYQUNO.R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

I27pp 16633 191 24X Fiche 50-000,02/12/16,0209190267 


8200190268 IE Info Notice 33-50, "Mod of Solid State AC Undervoltage 
Relays Type ITE-27 " 9vC list end 

JORDAN, E L Division of Engineering 4 Quality Assurance 02/13/20 
Cotisd 1 i date tf Edison Co of New York, Inc IOSpp 16620 293 24X 

Fiche 30-000,02/12/20,8208190268 


DOCKET STN-50-492 CHEROKEE NUCLEAR STATION, UNIT S 


Q Inspection reports, IE Bulletins & correspondence 


8208190240 IE Bulletin B3-03, Revi s i on 1. "Stress Cracking in Thick- 
Hal 1, Large-Di ameter. Stain 1 es* Steel, Recirculation Sys Piping 
at BWR Plants " Svc list end 

DEYOUNG, R C. Director's Office, Office of Inspection and 

Enforcement. 82/10/23 Consolidated Edison Co of New York, Inc 

1 12pp 16462 163 24X Fiche 50-000, 82/10/20, 6300190240 


0208190345 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
801 4 Model 803 Thermoluminescent Dosimeters " Svc list 
enc l 

COSB, L I Division of Fuel Facilities, Materials 4 Safeguards 
02/11/05 Consolidated! Edison Co of New York, Inc i lOpp 
16372. 142 24X Fiche 50-000, 02/ li /05, B2O01 90243 


8208190251 IE Info Notice 03-44, "Clarification of Emergency Plan 
Etercise Requirement* " Svc list end 

JORDAN, E L Division of Engineering 4 Quality Assurance 02/11/18 

Consolidated Edison Co of Neui York, Inc 109pp 16411 199. 24x 

Fiche 50-000,82/11/18,8200190251 


0208190256 IE Info Notice 82-46, "Defective 4 Obsolete Combination 
Padlocks " Svc list end 

DEY0UN0,R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New Yorkp Inc 

127pp 16411 065 24 X Fiche 50-000,02/11/26,8208190236 


82O0I9O257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl “ Svc list end 
CDflB, L I Division of Fuel Facilities, Materials 4 Safeguards 
03/11/30 Consolidated Edison Co of New York, Inc 356pp 

16387 028 24X Riche 50-000, 03/1 i/30, 0208190237, 


8208190259 IE Bulletin 92-04, "Def identi es in Primary Containment 
Electrical Penetration Assemblies " 9vc list end 
DEYQUNO, R C Director's Office, Office of Inspection and 

Enforcement. 82/12/03 Consolidated Edison Co of New York, Inc 

1 13pp 16411 317 24X Fiche 50-000, 03/12/03, B20B1 90259 



338 


DOCKETED ITEMS 


0FOi9i?O261 IE Info Notice 82-40# “Failures, of Agastat CF 0095 Relay 
3ac-k<ti " Eve list enc 1 

JORDAN. E L Division of Engineering b duality Assurance 02/12/03 
Consolidated Edison Co of Mew York* Inc llOpp J6462 064 24X 

fiche 50-000. 62/12/03, 020019026 I 


0200190267 IE Itifo Notice 82-49, “Correction for Sample Conditions for 
Air b Gas Monitoring 11 Svc list e n c 1 

DEYOUNG# R C Director's Office# Office of Inspection and 
Enforcement 32/12/16 Cons o 1 1 da ted Edison Co of New York- Inc 

J 27pp >6628 191 24X Fiche 50-000# 02/ 1 2/ 16# 8208190267 


8200190268 IE Info Notice 02-50. "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN. E L Division of Engineering b Quality Assurance B2/12/20 
Consolidated Edison Co of New York# Inc 108pp 16628 293 24X 

Fiche 50-000, 02/12/20, 9208190260 


DOCKET STN- 50-493 CHEROKEE NUCLEAR STATION, UNIT 3 


Q Inspection reports. f£ Bulletins I. correspondence 


0208190240 IE Bulletin 0?-Q3# Revi s i on 1, "Stress Cracking in Thick- 
kail > i-a rg«-Di am® ter, S ta i n 1 e «s Steel , R*c Ircu latioti Sy» Piping 
at PUR Plants “ Svc list en-cl 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York. Inc 

1 1 2pp 16442 163 24X Fiche 50-000# 02/1 0/28, 0208 J 90240 


020 8 S 9024 5 IE Info Notice 02-42# "Defects Observed in Panasonic Model 
801 b Model 602 Th e rmo lum £ nascent Dosimeters ,r Svc list 
i nc 1 

LGSfl.L I Division of Fuel Facilities. Material* & Safeguards 
82/11/05 Con«o 1 i dated Edison Co of New York# Inc 1 1 Op p 

14372 142 24X Fiche 30- ODD, 82/11/05# 82001 90245 


0.^08190251 IE Info Notice 82-44. "Clarification of Emergency Plan 
Liercis* Requirements 11 Svc list end 

JORDAN. E L Division of Engineering b Quality Assurance 82/11/10 
Consolidated Edison Co of New York# Inc 10?pp 16411 199 24X 

Fiche 50-000, 62/ M/ 19# G20GI 90251 


0^00190256 IE Info Notice 82-46# "Defective & Obsolete Combination 
Pad locks " Svc list enc 1 

DEYOUNG# R C Director's Office# Office of Inspection and 

Enforcement 62/11/26 Consolidated Edison Co of New York# Inc 

I27pp 3 6411 065 24X Fiche 50-000.82/11/26,0200190256 


Qi'081 90257 IE Info Notice 02-47. "Transportation of Type A Quantities 
of Non-Flssile Radioactive Mat! " Svc li*t end 
CODE# L r Division of Fuel Facilities, Material* b Safeguards 
82/11/30 Consolidated Edison Ca of New York, Inc 336pp 

16387 028 24X Tic he 50-000,02/11/30,0200190257 


0208190259 IE Bulletin 02-04* "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list enc I 
DEYOUNG. R C Director's Office# Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York# Inc 

1 ( 3p p 16411 317 24X Fiche 50-000,82/12/03,0200190259 


0206190261 IE Info Notice 62-40. "Failure* of Agastat CR 0095 Relay 
Sockets " Svc list end 

JOR DAN# E L Division of Engineering & Quality AssurancB 02/1 2/03 
Consolidated Edison Co of New York. Inc llOpp 16462 064 24X 

Fiche 50-000. 02/12/03# 8208190261 


0. '00 1 90267 IE Info Notice 82-49# "Correction for Sample Conditions for 
Air U Oas Monitoring ” Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement B2/I2/16 Consolidated Edison Co of New York, Inc 

127pp 16628 191 24X F i c h e 50-000. 62/12/ 16, 02001 90267 


0208 190260 IE Info Notice 02-50# "Mod of Solid State AC Undervo 1 ta g e 
Relays Type T TE-27 *’ Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc iOSpp 16628 293 24 X 

Fiche 50-000.02/12/20.8200190260 


DOCKET STN-SO-490 SOUTH TEXAS PROJECT# UNIT 1 


A App 1 icatlon/ cons tructlon- stage documents I# correspondence 


0212020254 Forward* FSAR effective page 1 isti ng» through Amend 26 
W 1 8EN8UR0# M R Houston Lighting * Power Co 62/ 11/09 NOVAK# T H 
Assistant Director for Licensing 73pp 162BB 257# 24 X 

F i c h e , 50-490, 02/ 1 1 /0 9# 82 1 202025 4 


8211230066 Generic Ltr 02-27 to all J?WR licensees of operating reactor* 
except LACOWft .Big Rock Po i n t# Dr e sden 1# Humboldt Bay, 
applicants for OL b holders of CP re transmittal of 
NUREQ-0763 & NUREO-0783 8vC list end W/o stated end 
E rSENHUT# D 0 Division of Licensing 02/11/15 General Public 
Utilities - CPU Service Corp 22pp 16307 004 24X 

Fiche 50-000# S2/1 1/15, 021 1230066 


SPi 20104 1 4 Notification of B21207 meeting w/util b Bechtel in Bethssde, 
MO to discuss Bechtel review b assessment of Broun b Root 
soil structure interaction analysis 

SCHIERLINO. H Licensing Branch 3 02/11/10 KNIGHTON, 0 W 

Licensing Branch 3 3pp i6267 359 3 4X Fiche 50-490. 82/i 1 /IB, 

0212010414 


8212010443 Summary of 021005 meeting w/uti 1 , Bechtel , Westinghous e b 
Torrey Pines in Houston, TX re control room design review 
program plan 

SELLS# D Licensing Branch 3 02/11/10 Licensing Branch 3 

7lpp J6267 209 24X Fiche 30-490,82/11/10.8212010443 


BP1 2170450 Notification of 821215 meeting w/util in Houston#TX & 831216 
site visit to discuss statu* of pro jec t, Inc luding const 
activities 

□ CHIERLINO, H Licensing Branch 3 02/12/07 KNIGHTON, G W 

Licensing Branch 3 3pp 16478 158 24X Fiche 50-490,02/12/07, 

0212170430 


8,M 2220440 Board Noti f i ca 1 1 on* 82-125 b 02-125A forwards info re 
H Efcherington evaluation of flow blockage during natural 
circulation of PWR* Results do not adversely impact present 
position on reliance on natural circulation 

NOVAK# T M Assistant Director for Licensing 02/12/14 Atomic 
Safety and Licensing Board Panel 9pp 16323 135 24X 

Fiche 30-000# 02/12/14,0212220440 


8212220461 Board Notification 82-124 forwards RJ Mattson 021123 memo re 
Semiscale S-UT-0 test results Phenomena of core level 
depression b loop seal clearing may be more complex than 
previously supposed 

NOVAK# T M Assistant Director for Licensing 02/12/14 Atomic 
Safety and Licensing Board Panel 7pp 16323 169 24X 

Fiche 30-000, 02/12/14# 8212220461 


0212170120 Forwards Amend 8 to application for 0L»# SEC info, financial 
statements £ annual financial rept* 

GOLDBERG, J H Houston Lighting b Power Co 02/12/13 DENTON# H R 
Office of Nuclear Reactor Regulation# Director lp 16431 001 24X 

Fiche 50-490# 03/12/15,0212170120 


— 0212170124 Amend 0 to application for OLs, 

GOLDBERG# J H Houston Lighting b Power Co 02/12/15 34p p 

16431 002 24X Fiche 50-490, 02/12/ i 5# 821 21 70120 


—8212170128 Annual Financial Rept.yr ending 820131 

BICQB, 0 # BPRUCE, J K San Antonio City Public Service Board 
62/12/E 5 24 pp 16451 135 24X Fiche 50-498,02/12/15,0212170120 


—0212170131 Annual Financial Rept 1901 SEC info end 

BORCHELTiM L Central Power b Light 02/03/01 123pp 

16431 130 24X Fiche 50-490,02/12/15,8212170120 


—0212170133 Annual Financial Rept 1901 

JORDAN, 0 D Houston Industr 1 es # I nc 82/03/22 52pp 16451 203 
24 X Fiche 30-490,82/12/15,0212170120 


C Utility Environmental Report (ER># emends b correspondence 


82121403B1 Forwards Amend 6 tq snviron rept Amend describes high 
voltage dc terminal facility to be located onsite 
GOLDBERG, J H Houston Lighting b Power Co 82/12/10 DENTON, H R 
Office of Nuclear Reactor Regulation# Director 2pp 16401 240 
24X Fiche; 50-490,02/12/10, 0212140301 


— 0212140303 Amend 6 to environ rept 

GOLDBERG# J H Houston Lighting b Power Co 82/12/10 2lpp 
16401 250 24X Fiche 50-490# 02/12/ 10# 021 21 40301 


0 Adjudicatory correspondence 


8212060093 Comments on plant tour b general licensing process b warns 
that Commissioner concern for f eirne «*# lege 1 ity b truth is 
not shared by remainder of NRC 

SINKIN.L Affiliation Unknown 02/11/20. A8SEL8TINE, J K 
Commissioners 3pp 16314322 24X Fiche 30-499# 02/11/20# 

6212060083 
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8212100125 Motion to reopen record to take evident;* on TX Public Util 
Commission ruling* finding mi *manag em »nt of plant TX 
Commission special expertise should be heard Issue relevant 
to MAC hearings Certificate of Svc end 

SILKIN#L. Citiien* Concerned About Nuclear Power, Inc 32/12/06 
Atomic Safety and Licensing Board Panel 13pp 16376 029 24X 

FiCh* 50-498,82/12/06,0212100125 


0212280279 Advi set, per QL Lex tes 1 1 mony , tha t util & Bechtel executed 
contract providing for performance of AE & const mg t eves 
Certificate of svc end Related correspondence 

NEWMAN, J R Lowenstein. Neuman, Reis, Ax elrad L To 1 1 NEWMAN, J R 
Houston Light ing b Power Co 02/12/21 HECHHOEFER » C , LAMB, J C , 

HILL. E E Atomic Safety and Licensing Board Panel 3pp 16561 225 
24 X Fiche 30-493. 02/12/21, 0212200279 


BP 1 22 002 B 2 Response in opposition to Citizens Concerned About Nud ear 
Power 021206 motion to reopen record Receipt of evidence 
would involve ASLB in nonpertinent ratemaking matters 
Certificate of Svc end 

NEWMAN, J R Houston Lighting S, Power Co NEWMAN, J R 

Louenste i n, Ne wman. Re 1 s, Axelrad fc Toll 02/12/21 Atomic Safety 

and Licensing Board Panel Bpp 16561 217 24X 

Flrhe: 50-498, 02/ 12/21 , 021 2200282 


0212290003 Response In opposition to Citizens Concerned About Nuclear 
Power 021206 motion to reopen Phase I record Nexus between 
TX Public Util Commission findings on util financial ability 
b issue of util competence not shown W/Cert if icate of Svc 
GUTIERREZ, J M Hearing Branch 3 82/12/27 Atomic Safety and 

Licensing Board Panel 8pp 16583 240 24X Fiche 50-498,82/12/27, 

0212290003 


1 Financial information 


8212170120 Forwards Amend 0 to application for OLs, BEC inf o, f i n anc i ol 
statement* i< annual financial repts 

GOLDBERG, J H Houston Lighting U Power Co B3/12/15 DENTON, H R, 
Office of Nuclear Reactor Regulation, Director Ip 16451 OQK 24X 
Fiche 30-493, 82/12/19,0212170120 


— 3212170128 Annual Financial Rept,yr ending 020131 

D 1-008,0 , BPRUCE, J K Gan Antonio City Public Service Board 
02/12/15 24pp 16451 133 24X Fiche 50-493,02/12/15,0212170120 


— 02121 70131 Annual Financial Rept 1901 SEC info end 

BORCHELT. M L Central Power & Light 02/03/01 I23pp 
16451 158 24X Fiche 50-490, 02/12/15,0212170 1 20 


— B212170133 Annual Financial Rept 1931 

JORDAN, D D Houston Industr i es, Inc 02/03/22 92pp 16451 203 
24X Flch* 30-490,82/12/13,0212170120 


K Utility Final Safety Analysis Report (FSAR l & amends 


0212070262 Forwards Amend 27 to F8AR, incoT porating organizational 
changes, QA revisions, Tech 0p#c dalefci on*, revised responses 
to NRC questions L miscellaneous FSAR text revisions b 
editorial changes 

OQLDBERO, J H Houston Lighting & Power Co 02/11/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 16339 139 
24X Fiche 50-490.02/11/29,0212070262 


— B2 1 2070263 Amend 27 to FSAR 

* Houston Lighting L Power Co 02/11/29 825pp 16339:163 24X 

Fiche 50 -49 0,82/11/29,8212070262 


6212090377 Forward* Amend 20 to FSAR, describ 1 ng high voltage direct 
current <HVDC ) terminal facility to be located at site Info 
re removal of personnel from H7DC facility will be included 
in emergency plan FSAR Chapter 6 will be updated 

OOLDBERO.J H Houston Lighting L Power Co. 02/12/06 DENTQNr H R 
Office of Nuclear Reactor Regulation, Director 4pp 16364 195 
24X Fiche. 50- 490, 02/ 1 2/06 , 82 1 2090377 


—8212090302 Amend 20 to FSAR 

a Houston Lighting fc Power Co 02/12/06. 42pp 16364, 199 24X 

Fiche- 30-490, 02/12/06, 8212090377 


d, Inspection reports, IE Bulletins L correspondence 


0208190240 IE Bulletin 82-03, fttvi sion i, "Stress Cracking in Thick- 
Ha 1 1, LaTgfl-Pi amete r* Stain I* *s Steel , Rec ircu la t ion By* Piping 
«t BWR Plants *' Svc list end 

DEYOUNG, R C. Director's Office, Office of Inspection and 
Enforcement 62/10/28 Consolidated Edison Co of Now fork, trie 

1 1 2pp 16462.163 24X Fiche 50-000, 82/10/2S, 02OQ19O24O. 


0208190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 L Model BQ2 Thermoluminescent Dosimeter* u Bvc list 
one 1 

C08B,L I Division of Fuel Facilities, Materials & Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc 1 lOpp 

16372 142 24X Fiche 30-000, 82 / 1 I/O 5, 0200 1 90245 


0t'O819O2Sl IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirement* ” Svc list «nc 1 

JORDAN, E L Division of Engineering L Quality Assurance 02/il/lB 
Consolidated Edison Co of New York, Inc 109pp 16411 199 ,>4x 

Fiche 50-000, 02/11/10, 82001 90251 


8^0-0190256 IE Info Notice 82-46, '"Defective h Obsolete Combination 
Padlocks H Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

1 27pp 16411 065 24X Fiche 5 0-000,02/11/26,8200170256 


S2O019O257 IE Info Notice 05-47. "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list and 
COBB, L f Division of Fuel Facilities, Materials L Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 

16307 020 24X Fiche 50-000,82/11/30,8208190257 


0208190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

i 13pp 16411 317 24X Fiche 50-000,82/12/03,9209190257 


0200190261 IE 1 nf d Notice 02-40, "Failures of Agastat CR 0095 Relay 
Socket* " Svc List end 

JORDAN, E L Division of Engineering L Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc ilOpp 16462 064 24X 

Fiche 50-0004 82/12/03, 82QB190261 


8208190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air t* Oas Monitoring 11 Svc li*t end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of Now York, Inc 

I27pp 1662-8 l?i 24X Fiche 30-000, 82/1 2/ 16, B2O01 90267 


3200190260 IE Info Notice 02-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 » Svc list end 

JORDAN, E L Division of Engineering U Quality Assurance 02/12/dO 
Consolidated Edi*on Ca of New York, Int lO0pp 16620 293 24X 

Fiche- 30-000, 82/12/20, 02OB19O26B 


0 Reportable occurrences, LERb b related correspondence 


QJJJ2030100 Eighth interim deficiency rept re breakdown in quality 
program-procurement cyd* a f purchased matl* Initially 
reported or> 800613. Bechte 1 menrnent continuing Next rept 
will be submitted by 830603 

OPREA, G W Houston Lighting L Power Co 82/11/19 COLLINS, J T 
Region 4, Office of Director 4pp 16304 243 24X 

Tiche 50-493,82/11/19,8212030100 


8212270172 Supp 1 to final deficiency rept re structural steel beam to 
column connection design Initially reported on B00924 
Bechtel method of analysis & design in final phase 
t-umma ri i «d 

OPREA, 0 W Houston Lighting tc Power Co 82/12/16 COLLINS, J 7 
Region 4, Office of Director lOpp 16538 023 24X 

Fiche. 50-498, 02/12/16,8212270172 


BP 12290202 Sixth interim deficiency rept re computer verification 
program Initially reported on 810500 Bechtel method for 
reviewing Brown & Root, Inc computer calculations established 
L results discussed Next rapt expected by 830512 
OPREA, 0 W Houston Lighting fc Power Co 82/12/22 COLL INS, J T 

Region 4, Office of Director 4pp 16576.040 24X 

Fiche: 50-498, 82/12/22, 8212290202 


DOCKET BTN-50-499 SOUTH TEXAS PROJECT, UNIT 2 


A Application/constTUction stage document* L correspondence 


BPJ2020254 Forwards FEAR effective page 1 i s ti ng, through Amend 26 
WISENDUROiM R, Houston Lighting b Power Co 82/U/09 NOVAK, T H 
Assistant Director for Licensing. 73pp 4628B 257 24X 

Fiche 50-498,82/11/09,0212020254 


8211230066 Generic Ltr 83-27 to ail BWR licensees of oparating reactors 
except LACBWRiBig Rock Po int, Dresden 1, Humboldt Bay, 
applicants for OL b holders of CP re tTansmlttel of 
NURE0-0763 b NUREO-O703 Bvc list end W/o stated end 
ElBENHUTrD 0. Division of Licensing. 02/11/15 General Public 
Utilities - GPU Service Corp 22pp 16387 004 24X 

Fiche 50-000, 62/11/15, 82.1 1230066 
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9212010414 Notification of 021207 meting w/util Z* Bechtel in Dethesda, 
NO to discuss Bechtel review it assessment of Brpwn U Root 
soil structure interaction analysis 

SCHIERLINQ.H Licensing Branch 3 82/11/10 KNIGHTON, 0 W 

Licensing Branch 3 3pp 16267 35? 24X Fiche 30-490* 82/1 £ /18 j 

821201041 4 


B212290003 Response in opposition to Citixens Concerned About Nucjenr 
Power 821206 motion to reopen Phase I record Nexus between 
TX Public Util Commission findings on util financial ability 
& issue of util competence not shown W/Cert i f J cate of Svc 
GUTIERREZ* J M Hearing Branch 3 62/12/27 Atomic Safety and 

Licensing Board Panel 8pp 16583 240 24X Fiche 50-498,82/12/37* 

0312290003 


0312010443 Summary of 821005 meeting w/ut i 1 , B ech te 1 * We s ti ngh aui e «* 
Torrey Pines in Houston- TX re control room design review 
program plan 

SELLS* D Licensing Branch 3 82/11/10 Licensing Branch 3 

7 lp p 16267 209 24 X Fiche 50-490.02/11/10.0212010443 


0212170450 Notification of 821215 meeting w/util in Houston.TX I* 891216 
site visit to discuss status of project* inc luding const 
activities 

SCHlERLINOrH Licensing Branch 3 92/12/07 KNIGHTON* G W 

Licensing Branch 3 3pp 16478 158 24X Fiche 30-49B* 82/12/07, 

0212170450 


I Financial information 


821217012 0 Forwards Amend 8 to application for OLs.SEC 
statements & annual financial rept* 

GOLDBERG* J H Houston Lighting & Power Co 02/12/19 
Office of Nuclear Reactor Regulation* Director Ip 
Fiche 50-498,82/12/15*8212170120 


inf o. f i n ant i a 1 

DENTON, H If 
16451 001 24X 


— 8212170128 Annual Financial Rept*yr ending 920131 

01006*0 , SPRUCE* J K San Antonio City Public Service Soar d 
02/12/15 24pp 16451 133 24X Fiche 30-498. 02/ 1 2/ 1 3, 021 21 70120 


0212220440 Board Noti f ications 02-125 It 02-125A forward* info re 
H EtherJngton evaluation of flow blockage during natural 
circulation of PURs Results do not adversely impact present 
position on reliance on natural circulation 

NOVAK* T H Assistant Director for Licensing 02/12/14 Atomic 
Safety and Licensing Board Panel Spp 16523 135 24X 

Fiche 50-000*82/12/14*0212220440 


821222046 1 Board Notification 02-124 forward* RJ Mattson 021123 memo re 
Semiscale S-UT-8 test results Phenomena of core level 
depression U loop seal clearing may be more complex than 
previously supposed 

NOVAK* T M Assistant Director for Licensing 02/12/14 Atomic 
Safety and Licensing Board Panel 7pp 16323 169 24X 

Tiche 30-000, 82/12/1 4* B2 12220461 


8212170120 Forwards Amend B to application for OLs.SEC in f o* f i n anc ia 1 
statement* It annual financial repts 

GOLDBERG, J H Houston Lighting it Power Co 02/12/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 16451*001 24X 

FiCh* 30-490*82/12/15,8212170120 


— 8212170124 Amend 8 to application for QLs 

GOLDBERG, J H Houston Lighting & Power Co 82/12/13 34p p 

16431 002 24X Fiche 50-490*82/12/15,0212170120 


C Utility Environmental Report (Efth amends S< correspondence 


8212140331 Forwards Amend 6 to environ rept Amend describes high 
voltage dc terminal facility to be located onsite 

GOLDBERG* J H Houston Lighting & Power Co 82/12/10 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 16401 248 
24X Fiche 50-498.02/12/10,8212140381 


— 9212170131 Annual Financial Rept 1901 SEC info end 

BDRCHELT, M L Central Power 8* Light 82/03/01 I25pp 
16451 150 24X Fiche 30-498,02/12/15*9212170120 


—0212170133 Annual Financial Rept 1901 

JORDAN, DD Houston In d u*tr i e»* Inc 92/03/22 52pp 16451 20J 
24X Fiche 50-498* 02/ 1 2/ 1 5, 021 21 701 20 


K Utility Final Safety Analysis Report <FSAR ) 8« amends 


DPJ2070262 Forwards Amend 27 to FSAR* incorp or at ing organi rational 
changes, GA re vi s ions* Tech Spec deleti ons, revised responses 
to NRC questions St mi sc el laneous F0AR text revisions it 
editorial changes 

GOLDBERG* J H Houston Lighting & Power Co 02/11/29 DENTON* H H 
Office of Nuclear Reactor Regulation* Director 4pp 16339 159 
P*»X Fiche 50-490,02/11/29, 0212070262 


—□212070263 Amend 27 to FBAR 

* Houston Lighting 8* Power Co 82/11/29 325pp 16339 163 1?4X 

Fiche 50-490,02/11/2910212070262 


0212090377 Forwards Amend 28 to F8AR* describ i ng high voltage direct 
current <HVDC J terminal facility to be located at site Info 
re removal of personnel from HVDC facility will be included 
in emergency plan FBAR Chapter 8 will be updated 

GOLDBERG* J H Houston Lighting S, Power Co 82/12/06 DENTON.JH fl 
Office of Nuclear Reactor Regulation* Director 4pp 16364 195 
24 X Fiche 50-498* 02/12/06* 0212090377 


—8212090302 Amend 28 to FSAR 

* Houston Lighting U Power Co 02/12/06 42pp 16364 199 IMX 
Fiche 50-490* 82/12/06* 0212090377 


— 0212140303 Amend 6 to environ rept 

GOLDBERG* J H Houston Lighting 6 Power Co 02/12/10 21pp 

16401 230 24 X Fiche 50-490*82/12/10*0212140301 0 Inspection reports, IE Bulletins Zc correspondence 


G Adjudicatory correspondence 


B2 12060003 Comments on plant tour 6 general licensing process & warns 
that Commissioner concern for fairness* lega I ity 6 truth is 
not shared by remainder of NRC 

SINKINiL Affiliation Unknown 02/11/20 ASSEL9TINE* J K 
Commissioners 3pp 16314 322 24X Fiche 50-490*02/11/20* 

8212060083 


0212100123 Motion to reopen record to take evidence on TX Public Util 
Commission ruling* finding mismanagement of plant TX 
Commission specie! expertise should be heard Issue relevant 
to NRC hearings Certificate of Sve end 

SINKIN.L Ci t liens Concerned About Nuclear Power, Inc 02/12/06 
Atomic Safety and Licensing Board Panel 13pp 16376*02? 24X 

F i c h e 50-493* 02/ 1 2/ 06* 82 1 2 1 001 25 


821228027? Advises* per BL Lex tea fcimony * tha t util Z* Bechtel executed 
contract providing for performance of AE 6 const mgt sves 
Certificate of Svc end Related correspondence 
NEWMAN* J R Lowenstein* Newman* Reis* Axelrad it Toll NEWMAN* J J? 
Houston Lighting & Power Co 62/12/21 BECHH0EFER, C * LAMB, J C , 
HILL* E, E Atomic Safety and Licensing Board Panel 3pp 16561 229 
24 X Fiche 50-498*82/12/21.621228027? 


0^00190240 IE Bulletin 02-03* Revi s i on 1, "Stress Cracking in Thick- 
Wall. Large-Di ameter, Stainless Steel* Recirculation 8y* Piping 
at OUR Plants " Svc list end 

DEYOUNG* R C Director's Office* Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New YorJf* Inn 

J12pp 16462 1 63 24X Fiche 50-000* 82/1 0/28, 8SO01 70240 


8208190245 IE Info Notice 82-42* "Defects Observed in Panasonic Modo] 
0OJ L Model 802 Thermoluminescent Dosimeter* ,J Svc list 
end 

COBB* L I Division of Fuel Facilities/ Materials it Safeguards 
02/11/05 Consolidated Edison Co of New York* Inc llOpp 
16372 142 24X Fiche 50-000*82/11/05,02001 90245 


B2O019O251 IE Info Notice 02-44* "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN* E L, Division of Engineering it Quality Assurance 02/11/18 
Consolidated Edison Co of New York, Inc, 10?pp 16411 199 24 X 

Tiche 50-000, 02/11/18* 820319025! 


0200190256 IE Info Notice 82-46* "Defective it Obsolete Combination 
Padlocks a Svc list end 

DEYOUNO, R C, Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

127pp. 16411 065 24X Fiche, 30-000* 02/U/26* 0208190296 


821 2200202 Response in opposition to Citizens Concerned About Nuclear 
Power 021206 motion to reopen record Receipt of evidence 
would Involve ASLB in nonpertinent ratemaking matters 
Certificate of Svc end 

NEWMAN* J ft Houston Lighting it Power Co NEWMAN, J R 

Louens te in, Newman* Rei i* Ax el rad i* Toll 02/12/21 Atomic Safety 

and Licensing Board Panel Bpp 16561 217 24X 

Fiche 50-498, 82/ 1 2/31 . 821 2280282 


0200190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl M Svc list end 
COBB, L I Division of Fuel Facilities* Materials it Safeguards 
82/11/30 Consolidated Edison Co of New York* Inc 356pp 
I63B7 028 24X Fiche 50-000.02/11/30,8208190257 
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B;-0B190259 IE Bulletin 02-04. "Deficiencies in Primary Containment 
Electrical Penetration Assemblies ' Svc Mst end 
DEraiPNOjJl C Director's Office. Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York. Inc 

napp 16411 317 24X Fiche 50-000. 82/12/03. 0200190239 

8200190261 IE Info Notice 02-40, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN* E L Division of Engineering It Ovality Assurance 02/12/03 
Consolidated Edison Co of New York. Tnc I iOpp 16462 064 24X 

Fiche 50-000,62/12/03.0200190261 


8200190267 IE Info Notice 02-49. "Correction for Sample Conditions for 
Air & Gas Monitoring " Svc list end 

DEYOUNG. R C Director's Office. Office of Inspection and 
Enforcement 82/12/16 Cons ol idated Edison Co of New York# Tnc 
127pp 16620 191 24X Fiche 50-000*82/12/16.8200190267 


B5’Q8I9026B IE Info Notice 82-30. "Hod of Solid State AC Undervoltago 
t<e Jays Type I TE-27 " Svc list end 

JORDAN. E L Division of Engineering & Duality Assurance 02/12/20 
Consolidated Edison Co of New York. Inc lOGpp 16620 293 24X 

f-iche 50-000, 02/12/20, 02O019O26& 


& Reportable occurrences, LERs t« related cor reip on<J one* 


B2i 2030100 Eighth interim deficiency rept re breakdown In quality 
pT ogram—proc u r ement cycle of purchased matls Initially 
reported on 000613 Bechtel assessment continuing Next rept 
will be submitted by 030603 

OFREA. 0 W Houston Lighting it Power Co 02/U/19 COLLINS, J T 

Region 4, Office of Director 4pp 16304 243 24X 

fiche 50 - 490 . 02/1 1/19, 8212030100 


BL'l 2270172 8 uppl to final deficiency rept re structural steel beam to 
tdmrn connection design Initially reported on BD0924 
Bechtel method of analysis & design in final phase 
x, unmat lied 

■ 0 PREA* O W Houston Lighting It Power Co 82/12/16 COLLINS. J T 
Region 4* Office of DirectoT lOpp J6S36 023 24X 

Kiche 50-498, 02/12/16.8212270172 


Or* 1 2290202 Sixth interim deficiency rept re computer verification 
program initially reported on B1050B Bechtel method for 
reviewing Brou,n t Root, Int computer calculation® established 
(v results discussed Next rept expected by 030512 
OPREA , Q W Houston Lighting 6 Power Co 02/12/22 COLLINS, J T 

Region 4, Office of Director 4pp 1657B 040 24X 

M« 6 e 50-490, 02/12/22. 8212290202 


DOCKET STN-50-500 WPPSS NUCLEAR PROJECT, UNIT 3 
A Appl ication/construc tion stage documents & correspondence 


0^12130244 Notification of 051207 meeting w/util in Bethesda.MD to 
discuss shift of responsibility as project manager from D 
Wheel ct to A Vietti 

VIETTI.A Licensing Branch 3 82/11/29 KNIGHTON. 0 W Licensing 

Branch 3 3pp 16410 339 24X Fiche 50-500, 02/1 1 /29i 0212130244 


0212150021 Forward* marked-up FSAR pages transmitted as supplemental 
info ro conformance w/SRP {NUREO-O0OOJ Changes will be 
incorporated into subsequent FSAR amend 

DOUCHEYfC D Washington Public Power Supply System 82/11/30 
KNIGHTON, G W Licensing Branch 3 13pp 16421 219 24X 

Fiche 50-50B, 02/1 1/30. 0212150081 


0^12150029 Forwards responses to 820B20 acceptance review question® 
re OL application, scheduled for NRC review in Nov Marled-up 
F 5 AR pages included where changes became necessary due to 
responses 

B0UCMEY.G D Washington Public Power Supply System 02/11/30 
KNIGHTON, 0 W Licensing Branch 3 22pp, 16421.254 24X 

Fiche 50 - 500 , 02 / 11 / 30,0212150029 


821223020B Forwards Category 1 tank enclosure structure figures in 
response to acceptance review questions 

DOUCHE Y, 0 D Washington Public Power Supply System 82/12/21 
KNIGHTON, G W Licensing Branch 3 32pp, 16510 2B0 24X 

fiche 90-500, 02/12/21, 021 523020 B 


C Utility Environmental Report <ER). amends 1< correspondence 


GL 1 1 222001 l Forwards Siting Analysis Branch request for info re regional 
socioeconomic impact* per environ rept Responses expected 
no later than 830211 

KNIQHTQN, 0 W Licensing Branch 3 02/12/06 FERGUSON, R L 

Washington Public Power Supply System 3pp 16529 100 24X 

Fiche 50-508,02/12/06.0212220011 


£3212140194 Forward! Amend I to environ I'ept Distribution list end 
BCIUCHEY, G D Washington Public Power Supply System 02/12/09 

KNIGHTON, G W Licensing Branch 3 3pp 16407 055 24X 

Fiche 50-500* 02/J2/O9, 9212J40J 94 


— 0212140201 Amend t to environ rept 

* Washington Public Power Supply System 02712/31 I77pp 
16407 059 24X F ic h e - 50-508, 02/ i 2/09, 0212140194 


F Security, medical, « merg ency t< fire protection plana 


0^12070131 Forwards Revision 1 to physital security plan Revision 
withheld <ref 1QCFR73 211 

80UCHEY, 0 D Washington Public Power Supply System 02/12/01 
DENTON.HR Office of Nuclear Reactor Regulation. Director 2pp 
16327 030 24X Fiche 50-508,02/12/01,0212070131 


0212100256 Forwards util BQ0616 b 1212 6 010320 040B ltrs re 

emergency response facilities IERFI in response to Generic 
Ltr 01 - 10 , per NRC request Util doe* not plan to, provide 
backup ERF Requested info provided 

BOJCHEY.O D Washington Public Power Supply System 02/12/03 
DENTON, H R Office Df Nuclear Reactor Regulation, Director 2pp 
J 6376 149 24X Fiche 30-397,82/12/03,0212100236 


K General correspondence 


Bo J I 217031 4 Notifies that RL Fergu son* managing director of ut i 1. resigned 
on 021 129, effective 030601, due to health reasons 
BOUCHEY.G D Washington Public Power Supply System 82/12/00 
DENTON. H R Office of Nuclear Reactor Regulation, Director 2pp 
16456 159 J34X Fiche 50-397,82/12/00,0212170314 


K Utility Final Safety Analysis Report ( F 8 AR ) It amend® 


QF12130033 Forwards Amend 2 to F9AR Amend contain® supplemental info 
re conformance w/SRP CNUREG-OBOO> Ic response* to NRC Aug 
1902 acceptance review question* 

DOUCHEYiG D Washington Public Fewer Supply System 02/11/30 

KNIGHTON, O W Licensing Branch 3 Spp 16393 157 24X 

riche 50-506, 82/11/30, B2t 2130033 


— 8212130036 Amend 2 to FEAR 

* Washington Public Power Supply System B2/11/30 977pp 

16393 159 24X Fiche 50-508,02/11/30,0512130033 


Q Inspection reports, IE Bulletin® fc correspondence 


8^00190240 IE Bulletin 82-03, Re-vi < i on 1 , '’Stress Oracling in Thiel- 
Wa 1 1. Larg e-Di ameter , Sta in 1 e*s Steel. Recircu lation Sys Piping 
at BUR Plant® " Svc list encl 

DEYOUNG, R, C Director '* Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York# Inc 

I 12 pp 16462 163 24 X Fiche 50-000, 02/J 0/20. 0200190240 


02O019OS45 IE Info Notice 02-42. "Defects Observed ih Panasonic Model 
001 4, Model 802 Th ermol urn i nesc e nt Dosimeter* Svc list 
enc 1 

COBB , L 1 Division of Fuel Facilities, Materials It Safeguard* 
02/11/05 Consolidated Edison Co of New York, Inr JJOpp 

16372,142 24X Fiche 50-000,02/11/05.0200190545 


0212060560 Forward* IE Insp Rept 50-50B/82-19 on 021001-31 h notice 
of violation 

STEftNBERQrD H Division of Resident, Reactor Project 6 Engineering 
Program* 02/11/15. LEDDICK, R S Washington Public Power Supply 
Syifcem 2p p 16312 1 SO 24X Fiche 50-500,82/11/15,8212060260 


—0212060264 Notice of violation Prom in*p on 021001-31 

DODDS, R T Division of Resident, Reactor Project fc Engineering 
Program* 82/11/15 ip 16312 152 24X Fiche 50-500,02/11/15, 

8212060260 


—0212060274 IE Insp Rapt 50- 508/ 02- 19 on 021001-31 Noncomplianco noted 
tension ring weld* of left-in-place dome form uorft roade by 
unqualified weld procedure 

ALBERT, W G , DDDDS, fl T, Division of Resident, Reactor Project I, 
Engineering Programs 03/11/12 6 pp 16312,153, 24X 

Fiche 50-50 Sr 02/11/15, 921 2060260 


S;»O019O2S1 IE Info Notice 02-44, "C lari f icati on of Emergency Plan 
Exercise Requirements M Svc list end 

JORDAN, E L Division of Engineering l< Quality Assurance 82/11/10 
Consolidated Edison Co of New York, Inc 109pp 16411 17? 24X 

Fiche 50-000, 02/1 1/18, 020019023 1 
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0203190257 IE Info Notice 82-47; "Transp nrta t i on of Type A Quantities 
of Non-Fini] e Radioactive Katl “ Svc list end 
COBB# L I Division of Fuel Facilities; Material* & Safeguards 
fl2/li/30 Consolidated Edison Co of Non York. Inc 356pp 

163B7 020 24X Fiche 50-000, 02/1 J /30, 320SJ 90257 


02 1 21 70354 Forwards JE Insp Rept 50-500/82-20 on 021004-00 U 1101-03 & 
notice of violation 

STERNBERG. 0 ti. Division of Resident# Reactor Project Engineering 
Programs 02/12/02 LEDDICK# R S Washington Public Power Supply 
System 2pp 16439. 179 24X Fiche 50-509# 82/12/02, Q2121 703 54 


—8212170361 Notice of violation from insp on 821004-09 tt 1101-03 
DODDS, R T Division of Resident# Reactor Project & Engineering 
Programs 02/12/02 3pp 16459 181 24X Fiche 50-50S# 82/ 12/02# 

6212170354 


—0212170370 IE insp Rept 50-500/82-20 on 021004-08 k 1 101-03 
Noncompliance noted failure to perform design verification 
of onsite design changes per Ebasco Procedure E-76 & 
failure to conduct calculations per Fiasco Procedure £-30 
WAIST, D D . DODDS, R T Division of Resident# Reactor Project & 
Engineering Programs 82/11/30 7pp 1645? IB4 24X 
Fiche 50-5 OBr 92/ 1 2/02. 9212170354 


0212210189 Forwards IE Mgt Meeting Rapt 5O-5O0/B2-21 on 921104 

ENGELKEN.R H Region 5. Office of Director 02/12/02 LEDD JTCK# R S 

Washington Public Power Supply System ip 16404 332 24X 

Fiche 30-500. 82/12/02# 82 12210 1 a9 


—0212210195 IE Mgt Meeting Rept 30-508/82-21 on 021104 Major areas 
discussed results of 820902-06 & 30-0903 i n*p# i OC I ud i ng 
onsite design change control t* NRC actions to be taken 
FADLKEN8ERRY#B , DODDS, R T, ALBERT# W C Division of Resident# 
Reactor Project 8, Engineering Program! 02/J2/O2 3pp 
16484 333 24* Fiche 30-500,02/12/02,8212210109 


020 Bl 90259 IE Bulletin 02-04, “Def l clone i is in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYWNO.fl C Director's Office# Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of Mow York, Inc 

J13pp 164H 317 24X Fiche 50-000, 82/1 2/03# 8203190259 


6P0BI90261 IE Info Notice 02-49, "Failures af Agastat OR 0095 Rolan 
Rockets ° Svc list end 

JORDAN# E L Division of Engineering «, Quality Assurance 82 /13/03 
Consol Idats d Edison Co, of New York# Inc llQpp. 16462 064 24X 

Fjcfie 50-000,02/12/03,0209190261 


9212280121 Responds to NRC 921 1 J 5 1 tr* re violations noted in IE Insp 
Rept 50-500/92-19 Correctly* actions Ebaaco evaluating 
matter to determine whether problem was isolated occurrence 
Rept of corrective actions will be submitted by 830131 
LEDD1CK# R S Washington Public Power Supply System B2/J2/15 
STERNBERG# D M Division of Resident, Reactor project & Engineerino 

Programs lp 16364 IBO 24X Fiche 50-900# 02/12/1 9. B2122B0 121 


8208190267 IE Info Motic* 82-49, "Correction for Sample Conditions for 
Air 8c Gas Monitoring M Svc list end 

DEVOl/MG# R C Director's Office. Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Ca of New York# Inc 

J27pp, 1662B 191 24T Fiche 50-000.02/12/16,0200190267 


©208190260 IE Info Notice 82-30, "Mod of Solid State AC Undervo 1 tag* 
Relay* Type I TE-27 “ Svc list end 

JORDAN# E L Division of Engineering 6 Quality Assurance 82/12/20 
Consolidated Edison Co of New York# Inc, lOBpp 16629 293, 24X 

Fiche 50-000# 82/12/20# 9208190268 


B2I2280299 Forwards IE iKgt Meeting Rept 50-509/02-24 on 921209 No 
n one ompl lance noted 

CREWS, J L Division of Resident. Reactor Project U Engineering 
Programs 82/12/22 LEDDICK# R S Washington Public Power Supply 
System Ip 16S61 133 24X Fiche 50-300,92/12/22,9212280299 


— 0212290301 IE Mgt Meeting Rept 30-308/82-24 on B212Q9 No noncomp liante 
noted Major areas discussed site design change control & 
licensee involvement ®t actions taken to tighten site change 
control process 

CREWS, J L . STERNBERG, D ft , DODDS, R T Division of Resident. 

Reactor Project & Engineering Programs 92/12/2J 2pp 
16561 136 24 X Fiche 50-300, 92/12/22# 021 2280299 


0?i 2300070 Ack receipt of 021202 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-300/82-04 
STERNBERG# D M Division of Resident# Reactor Project & Engineering 
Programs 82/12/23. LEDDICK. R S Washington Public Power Supply 
System Ip 16399 OiQ. 24X F£ch* 90-50B# 02/ J 2/23, 82 12300070 


— 6212300075 Responds to NRC B20413 ltr re violations noted in It Insp 
Rept 50-500/02-04 Corrective actions Ebasco reviewed all 
Chicago Bridge & Iron Class D structures t* determined that 
failure would not affect components 

LEDDICK# R S Washington Public Power Supply System 02/12/02 
STERNQERO# D M Region 5# Office of Oirec tor 8pp 16599 019 
24/ Fiche 50-500# 02/12/23. Q212300070 


0212300269 Ac k receipt of 82t2|0 ltr informing NRC of status of 
nonconp 1 iance item noted in IE Insp Rept* 50-500/82-06 tr 
50-509/02-03 

STERNBERG, D M Division of Resident# Reactor Project 6 Erig in err trig 
Programs 82/12/23 LEDDICK# R S Washington Public Power Supply 
System Ip 16S95 253 24X Fiche 50-508, 02/ 12/23# 82! 2300268 


—8212300274 Suppls 020520 response to NRC 020426 ltr re violations noted 
in IE Insp Rept a 50-508/82-06 6 50-509/92-03 New compliance 
date re absence of specific preventive maint control for 
shutdown cooling MX will be submitted by 030315 
LEDDICK# R 8 Washington Public Power Supply System 92/12/10 
STERNPERQ# D M Division of Resident, Reactor Project S# Eng inser ino 
Programs lp 16593 234 24X Fi che 50-300, 02/12/23, 0212300268 


82J2300320 Ac k receipt of 821210 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-500/92-16 
STERNBERG#!) M Division of Resident, Reactor Project & Engineering 
Programs 82/12/23 LEDDICK, R S Washington Public Power Supply 
System Ip 16594 077 24X Fiche 50-500, 02/12/23. 821230(1320 


— 0212300324 Responds to NRC 821022 ltr re violations noted in IE Jntp 
Rept 50-508/02-16 Corrective actions resident engineering 
instruction will be issued#all concrete blocks in seismic 
rones will be examined & prism tests will continue 
LEDDICK, 8 S Washington Public Power 8upply System 02/12/10 
STERNBERO, D M Division of Resident, Reactor Project U Engineering 
Programs 4pp 16594078 24X Fi che 50-500# 02/12/23# 0212300320 


DOCKET STN-30-509 WPPSB NUCLEAR PROJECT. UNIT 5 


Q Inspection reports# IE Bulletins & correspondence 


0200190256 IE Info Notice 02-46# "Defective & Obsolete Combination 
Padlocks u Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

enforcement 02/11/26 Con s a 1 i dated Edison Co of New York, Inc 

J27pp 16411 065 24X Fiche 50-000# 02/1 1 /26# B2001 90256 


8212300070 Ack receipt of 821202 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-500/02-04 
STERNBERG, D fi Division of Resident# Reactor Project 6 Engineering 
Programs 02/12/23 LEDDICK, R S Washington Public Power Supply 
System lp 16599 019 24X F i c he 50-509# 02/ 1 2/23, 821 2300070 


8212300268 Ac k receipt of 021210 ltr informing NRC of status of 
noncompliance item noted in IE Insp Repts 50-500/02-06 & 
50-509/82-03 

8TERNDERG.D M Division of Resident# Reactor Project & Engineering 
Programs 92/12/23 LEDDICK# R S Washington Public Power Supply 
System lp 16395 333 24X Fiche 50-500,82/12/23,0212300260 


—8212300274 8uppl* 020528 response to NRC 020426 ltr re violations noted 
in re Insp Repts 30-500/82-06 5# 30-309/02-03 New compliance 
date r* absence of specific preventive maint control for 
shutdown cooling NX will be submitted by 030315 
LEDDICK# H S Washington Public Power Supply System 82/12/10 
STERNBERG, D M Division of Resident, Reactor Project !« Engineering 
Prog rams ip 16595 254 24X Fiche 50-500, 02/12/23# 821 2300268 


DOCKET 50-513 WFPS8 NUCLEAR PROJECT, UNIT 4 


A Appl i cation/conotruction stage documents & correspondence 


02I223O3&3 Trip rept of Commissioners Gilinsky & Abbott 821209 site 
visit Agenda & vleugraphs end 

ABSOTT, E C Commissioners 02/12/17 Commi ss 1 oners 26pp 
16511 170 24X Fiche 50-397,82/12/17.8212230363 


0 Reportable occurrences# LERs b related cor respondence 


8212210251 Interim deficiency rept r* potentially defective switch on 
GE electrically operated low voltage circuit breaker types 
AKR30 & AKR50 tffg before May 1900 Initially reported on 
021 115, Breakers will be corrected by Apr 1903 
ROOT,R, W Washington Public Power Supply System 02/12/06 
EfTERNSERG# D M Division of Resident# Reactor Project 5- Engineering 
Programs 2pp 16483.309 24X Fiche 50-460, B2/ 12/06, 0212210251 
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DOCKET 50-514 PEDDLE SPRINGS NUCLEAR PLANT, UNIT 1 


G Adjudicatory correspondence 


tir"M 2Q60002 Response to applicant 821112 motion to withdraw application 
For CPs it for termination of proceeding NRC doe* not oppose 
motion Certificate of Svc end 

GODDARD, R J Nearing Branch 3 02/12/02 Atomic Safety and 

Licensing Board Panel 3pp 16313 310 24X Fiche 30-314,02/12/02, 

0212060002 


Q Inspection reports, IE Bulletins It correspondence 


07' 09 1 90240 IE Bulletin 82-03, Rev i s ion 1, "Stress Cracking in Thick- 
klaH. Large-Di ameter , Sta in 1 ess Stee 1 , Rec irtu lat ion Sys Piping 
at BWR Plants “ Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

1 12pp 16462 163 24X Fiche 50-000, B2/ 10/ 28, 0208190240 


8? r 0B 190 245 IE Info Notice 82-43, "Defects Observed in Panasonic Model 
801 t± Model 002 Thermoluminescent Dosimeters 11 Svc list 
ene l 

LOSS, L 1 Division of Fuel Facilities, Materials & Gafeggards 

82/11/03 Consol idated Edison Co of New York, Itic 1 lOpp 

16373 H2 24X Fiche 50-000,82/11/05,0200190245 


9IPC8190251 IE Info Notice 82-44, "Clari f icati on of Emergency Plan 
fciercise Requirements " Svc li*t end 

JORDAN, E L Division of Engineering U Quality Assurance 02/11/10 
Consolidated Edison Co of New Yotk, Inc 109pp 16411 199 24X 

Mche 50- 000, 02/11/18, 0200190231 


Sr'OB 1 90256 IE Info Notice 82-46, "Defective U Obsolete Combination 
Padlocks 11 Svc list end 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Irit 

127>p 16411 065 24X Fiche 30-000.82/11/26,0208190256 


0300190257 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Mon-Fissile Radioactive Natl " Svc list end 
CGSBkL I Division of Fuel Facilities, Materials & Safeguards 
02/11/30 Consolidated Edison Co, of New York, Inc 3S6pp 

16397 028 24X Fiche 30-000,02/11/30,8200190257 


8» ,I Q019O259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
llecfcrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

1 1 3pp 16411 3t7 24X Fiche 50-000,02/12/03,0208170259 


Qr’OBl 90261 IE Info Notice 02-40, "Failures of Agastat CR 0095 Relay 
Dockets *■ Svc list end 

JORDAN, E L Division of Engineering fi, Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc liOpp 16462 064 24X 

fiche 30-000, 02/12/03, 8908190261 


0JOO19O267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air S* Oas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

I27pp 16620 191 24X Fiche 50-000,02/12/16.0200190267 


e:‘09l9026B IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc 108pp 1662B 293 24V 

Fiche 50-000,02/12/20,8200190260 


DOCKET 50-315 PEDDLE SPRINGS NUCLEAR PLANT, UNIT 2 


O Adjudicatory correspondence 


8215060002 Response to applicant 621112 motion to withdraw application 
for CPs, fi< for termination of proceeding NRC does not oppose 
motion Certificate of Svc end 

GODDARD, R J Hearing Branch 3 82/12/02 Atomic Safety and 

Licensing Board Panel 3pp 16313 310 24X Fiche 50-514,82/12/02, 

0212060002 


G Inspection reports, IE Bulletins t correspondence 


8200190240 IE Bulletin 02-03, Revi sion 1, "Stress Cracking in Thick- 
Nail « Large-Di ameter, Sta in less Steel, Rec ircu lotion Sys Piping 
at BWfl Plants " Svc list end 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

H2pp 16462 163, 24X Fiche 50-000,82/10/20,8208190240 


B2O019O24S IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 fit Model 602 Thermoluminescent Dosimeters " Svc list 
r tic 1 

COBB, L I Division of Fuel Facilities, Materials & Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc liOpp 

16372 142 24X Fiche 50-000,82/1 1/05 , 02001902 45 


8708190251 IE Info Notice 82-44, "CJar i f i cati on of Emergency Plan 
Exercise Requirements " Svc list enc 1 

JORDAN. E L Division of Engineering fi< Quality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc 109pp 16411 199 ,?4y 

Fiche 50-000,82/11/10,9208190251 


920B190256 IE Info Notice 82-46. "Defective & Obsolete Combination 
Padlocks " Svc list end 

DEYOUNOiR C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of Mew York, Inc 

127pp 16411 065 24 X Fiche 50-000,02/11/26,8208190256 


0DQ819O257 IE Info Notice 82-47, "Transportation of Type A Quantities 
Of Non-Fisslle Radioactive Mad " Svc list end 
COBB, L r Division of Fuel Facilities, Materials & Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 336pp 

16307 02a 24 X Fiche 50-000, 82/11/30,0200190257 


BP08190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNOiR C Director's Office, Office of Inspection and 

Enforcement, 82/12/03 Consolidated Edison Co of New York, Inc 

U3pp 16411 317 24X Fiche 30-000.02/12/03.8208190259 


0208190261 IE Info Notice 82-48, "Failures of Agastat CR 0095 Relay 
Lockets " Svc list encl 

-JORDAN, E L Division of Engineering fi< Quality Assurance 02/13/03 
Consolidated Edison Co of New York, Inc UOpp 16462 064 24X 

fiche 50-000.02/12/03,8208190261 


0708190267 IE Info Notice 82-49. "Correction far Sample Condition's for 
Air U Oas Monitoring " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York. Inc 

127pp 16623 191 24X Fiche 50-000,82/12/16,0200190267 


8 JOB 190268 IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list encl 

JORDAN, E L Division of Engineering fc Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc lOBpp 16620 293 24X 

Fiche 50-000, 82/12/20, 8200190260 


DOCKET STN-5Q-510 HAR T5VILLE NUCLEAR PLANT, UNIT I 


A AppI i cat i ori/cohstru’cti on stage documents 6 correspondence 


821 1230066 Generic Ltr 82-27 to a 1 1 HWR licensees of operating reactors 
except LACBWRiOtg Rock Po i n t , Dr e s den 1, Humboldt Bay, 
applicants for GL holder* of CP re transmittal of 
NUREO-0763 fit NUREG-07B3 Svc list and W/o stated encl 
EtSENHUT, D Q Division of Licensing 82/tl/lS General Public 

Utilities - GPU Service Corp 22pp 163B7 004 24X 

Fiche 50-000,82/11/15,0211230066 


8P1 2090055 Forwards "Socioeconomic Monitoring & Mlt i gati on Rep t « " k 
"Const Employee Monitoring Errata Rept " 

MILLS, LM Tenn«s»<?« Valley Authority 02/11/30 FIBENHUT, 0 G 
Division of licensing lp 16366 027 24 X Fiche 50-510,82/11/30. 
0212090055 


— 8212090056 11 3oc ioecon ami c Monitoring t. Mitigation Rept ° 

* Tennessee Valley Authority HNP SMR-12 02/10/31 llpp 
16366 02B 24X Fiche 50-518, 02/1 1/30, B21 2090053 


— 8212090058 "Const Employee Monitoring Errata Rept " 

* Tennessee Valley Authority 02/10/31 66pp 16366 039 24X 

Fiche 50-518,62/11/30,8212090053 


3 Inspection reports, IE Dulletins fit correspondence 


B2O019O34O IE Bulletin 82-03, Revi s i on 1. "Stress Cracking in Thick- 
W*1 1 , Larg e-Di ameter. 8ta in 1 e ss Steel» Recircula tion Sya Piping 
at DWR Plants " 8vc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/28 Com ol idated Edison Co of New York. Inc. 

1 1 2p p 16462 163 24X Fiche 50-000,82/10/28,8208190240 


82O0I9O245 IE Info Notice S2-42» "Defects Observed in Panasonic Model 
901 U Model 805 Thermo! uminescent Dosimeters " Svc list 
enc 1 

COBB , L I Division of Fuel Facilities, Materials fit Safeguards, 

82/11/05 Consolidated Edison Co of New York, Inc UOpp 

16372: 142 24X Fiche 50-000,82/11/03,0200190245 
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6206190254 IE Info Notice 82-44, |f CUn f lea ti on of Emergency 
Eiertive Requirement* " Svt list enel 

JORDAN, E L Division of Engineering fa Qual itg Assurance 
Con»o i idated Edison Co of New York, Inc 109pp lb4U 
Fiche. 50-000. 02 / 11 / 18 , 0200190251 


Plan 

02 / 1 1/10 
199 04* 


0200190256 IE Info Notice 92-46, "Defective fa Obsolete Combination 
Padlocks " Svc list end 

DEYQUNO, P C Director's Office* Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co. of New York* Inc 

t27pp 164 U 065 24X Fiche 50-000, 82/11/26, 0208 190256 


DOCKET STN-90'519 HARTSVILLE NUCLEAR PLANT, UNIT 3 
A App 1 1 cat e on/ cons true 1 1 on stage documents fa correspondence 


0211330066 Generic Ltr 02-27 to all DWR licensees of operating reactors 
except LACBMttjQig Rock Point, Dresden 1, Humboldt Day, 
applicants for OL fa holders of CP re transmittal of 
NUREQ-0763 fa NUPEG-Q703 Svc list end W/<i stated end 
EISENHLfT, 0 0 Division of Licensing 02/11/15 General Public 
Utilities - OPU Service Corp 22pp 16307 004 24V 

Fiche 30-000, 02/11/15. 021 1230066 


0209190257 IE Info Notice 02-47, "Transport* t ion of Type A Quantities 
of Non-Flss 1 1 » Radioactive Natl ” Svc list end 
COR6,L f Division of Fuel Facilities. Materials fa Safeguards 
02/11/30 Consolidated Edison Co of New York* Int 356pp 
16307 029 24X Fiche 50-000, 82/11 /30, 0208190257 


0208190259 IE Bulletin. 02-04, "De-f ic ienc i es in Primary Containment 
Electrical Penetration Assemblies fl five list end 
DEYOUNQ, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

U3pp 1641 i.317 24X Fi cho 5 0-000, 02/12/03,0206190259 


e?O0l9O2M IE Info Notice 02-40, "Failures of Agasfcat CR 0095 Relay 
Sockets ” Svc list end 

JORDAN, £ L Division of Engineering U Quality Assurance 02/1^/PJ 
Consolidated Edison Co of New York, fn< UOpp 16462 064 t 4X 
Fiche 50-000, 02/12/03.8200190261 


0200190267 IE Info Notice 02-49, "Cot rec t i an for Sample Conditions for 
Air fa Qai Monitoring " Svc list end 

D E YOONS, R C Director's Offlee# Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co nf New York* Inc 

1 27pp 16623 19 l 24X Fiche 50-000,82/12/16,02001902*7 


0209190260 IE Info Notice 02-50, "Nod of Solid State AC Undervpltage 
Relays Type ITE-27 " Svc list end 

JORDAN, EL Division of Engineering fa Quality Assurance 02/12/20 
Consolidated Edison Co of Net a York, Inc IO0pp I662B 293 24X 

Fiche 50 - 000 , 02 / 12 / 20 , 02C-BI 90268 


S Reportable occurrences, LERs & related correspondence 


Q2 12100270 Fifth interim deficiency rept re lack of Div nf Engineering 
design *y* to ensure QA procedures Issued before work 
begins Initially reported on 01 1020 Final rept will not be 
submitted until decision made on deferral of projects 
MILLS, L H Tennessee Valley Authority 82/12/06 Q ''REILLY, J P 
Region 2, Office Of Director Ip 16377 136 24X 

Fiche 50 - 000 . 02 / 12 /D 6 , 8212100270 


ii Inspection reports, IE Bulletins fa correspondence 


02OB19O24O IE Bulletin 82-03, Re vi s i on 1. "Stress Cracking in Thitk- 
{Jall, Large-Diameter, Stainless Steel, Ree ircu lation Sys Piping 
at BUR Plants " Svc list end 

DEYOUNG# f? C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York* li,t 

1 I2pp 16462 163 24X Fiche SO-OO0, 82/10/20, 02001 90240 


0200190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 fa Model 002 Thermoluminescent Dosimeters " Svc list 
me i 

COBB, L I Division of Fuel Facilities, Materials fa Safeguards 
02/11/05 Consolidated Edison Co of Now York. Inc llOpp 

16372 142 24X Fiche 50-000, 82/1 1/05, 82001 90245 


0200190251 IE Info Notice 02-44, "C Jan f i cati on of Emergency Plan 
fxercise Requirements Svc list end 

JORDAN, E L, Division of Engineering fa Quality Assurance 82/11/18 
Consolidated Edison Co of Mew York, Inc 109pp 16411 199 24X 

Fiche 50-000,82/11/19,9200190251 


0. *00190256 IE Info Notice 82-46, "Defective fa Obsolete Combination 
Padlocts n Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/U/26 Consolidated Edison Co Df New York, Inc 

127pp 1 6411 065 24X Fiche 50-000,02/11/26,9200190256 


9P08I90237 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Non-Fi s ill e Radioactive Mat! " Svc list end 
COBB, L 1 Division of Fuel Facilities, Materials fa Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 3 S 6 pp 

J 6337 02a 24X Fiche 50-000, 02/ 1 J /30, 02031 90257 


0^00190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies ” Svc list end 
DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New Yor k, Inc 

I|3pp 16411 317 24X Fiche 50-000, 82/1 2/03, Q20B1 90299 


B 2 j 2140141 First interim deficiency rept re Henry Pratt pneumatic 
butterfly valve actuator yoke failure Initially reported on 
821109 Valves will be modified on site Next rept due 030607 
Also reportable per Part 21 

MILLS, L 14 Tennessee Valley Authority 82/12/07 □ REILLY, J P 

Region 2# Office of Director 3pp 16408 166 24X 

Fiche 30-000. 92/12/07, & 21 21 401 41 


B 2122 D 0001 Third interim deficiency rept re generic deficiency in 
design review Initially reported on 011215 No- addl info 
available until action team 02121S rept Nest rept will be 
submitted by 030420 

MILLS, L M Tennessee Valley Authority B2/J2/13 O'REILLY.J P 
Region 2* Office of Director ip 16473 362 24X 

Ficb* 50-0-00, 02/12/13,8212200001 


0212200017 Fifth interim deficiency rept re design review process 
interface coordination activity Initially reported on 
810717. Carrec tive action to be based on action teem rept to 
be issued appro* 821213 Next rept expected 6 y 030422 
MILLSjL M Tennessee Valley Authority 02/12/13 O'REILLY, J. P 
Region 2, Office of Dirac tor 2pj>* 16473 095 24K 

riche; 50-000, 02/12/13, 6212200017 


8312200052 Fine 1 deficiency rept re Atlas QA documents Hon an auxiliary 
fa fuel bldg structural eteel Initially reported on 811113 
UA hold placed pn suspect items until further testing 
performed. Also reportable under Part 21 

HILLS, L ft Tennessee Valley Authority 02/12/13 O'REILLY, J P 
Region 2, Office of Director 4pp 16470 011 24X 

Fiche; 50-518. 82/12/13,0512200052 


0208190261 IE Info Notice 02-40, “’Failures of Agastat CR 0095 Relay 
Uockets “ Svc list end 

JORDAN# E L Division of Engineering & Quality Assurance 82/15/03 
Consolidated Edison Co of N«w York, Inc llOpp 16462 064 54/ 

Fiche 50-000, 82/12/03, 0200190261 


8P08 190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air fa Gas Monitoring " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement, 82/12/16 Cons d I i da ted Edison Co of New York, Inc 
1 27pp 16620 191 24* Fiche, 50-000, 92/12/16,8200190267 


0209190260 IE Info Notice 02-50, "Mod of Solid State AC Undervo ltaye 
Relay* Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering fa Quality Assurance 02/12/20 
Consolidated Edison Co of New York. Inc lOBpp 16628 293 24X 

Fiche 50-000, 82/13/20,0200190268 


0 Reportable occurrences, LERs fa related cor respondence 


0212140141 Fir* t interim deficiency rept re Henry Pratt pneumatic 
butterfly valve actuator yoke failure Initially reported on 
0211 09, Valve# will be modified on site Next rept due 830607 
Also reportable per Part 21 

MILLS, L M Tennessee Valley Authority 82/12/07 O'REILLY, J P 
Region 2, Office of Director 3pp 16400 166 24X 

Tiche 50-000, B2/ 12/07, 8212140141 


0F122IO43I Fourth interim deficiency rept re resolution of 
unanticipated vibratory loading concern* Initially reported 
on 820120 Cpn*t activities for Yellow Creek fa Martsvijle 
deferred Next rept will be sent by 830322. 

MILLS, L M Tennessee Valley Authority 82/12/15 O'REILLY, J P 
Region 2i Office of Director 2pp 16409' I 6 B 24X 
Fiche* 50-000. 02/12/19# 8212210431 
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DOCKET STN-S0-520 HARTSVILLE NUCLEAR PLANT, UNIT 3 


A App I i c at i o n/ cons true t * on stage document! & correspondence 


8211530066 Generic Ltr 02-27 to all BNR licensees of operating reactor** 
except LACBWR, Big Rock Po int, Dros den 1, Humboldt Dag, 
applicants for OL fc holders of CP r e transmittal of 
NUREG-0763 S, NJREO-0783 Svc list encl N/o stated encl 
EISENHJT, D 0 Division of Licensing B2/11/15 General Public 

Utilities - GPU Service Corp 22pp 16367 004 24X 

Fiche 50-000, 02/ 1 1 / 1 5, 82 1 1 230066 


Q;P12090055 Forward s "Soc i oe c onomi c Monitoring & Mitigation Rept," «, 
"Const Employee Monitoring Errata Rept " 

MILLS, L M Tennessee Valleg Authority 82/11/30 EISENHUT, D Q 

Division of Licensing Ip 16366 027 24X Fiche 50-5 IB, B2/ 1 1 /30, 

8212090035 


--9212090056 "Socioeconomic Monitoring $i Mitigation Rept " 

* Tennessee Valley Authority HNP Sf«-12 B2/10/31 Upp 

16366 020 24 X Fiche SO-518, 02/11 /30, B2i 2090055 


— 92 12090058 "Const Employee Monitoring Errata Rept " 

« Tennessee Valley Authority 02/10/31 66pp 16366 039 24X 

Fiche 50-518, 02/ 1 1 /30, 0212090055 


0 Inspection reports, IE Bulletins & correspondence 


0200190240 IE Bulletin 02-03, Revi sion l, "Stress Cracking in Thick- 
Wall- Large-Di ameter, Sta in 1 ess Steel, Rec ircu la tion Sy* Piping 
flt BUR Plants " Svc list encl 

DEYCUNQ.R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

1 I2pp 16462 163 24X Fiche 50-000,82/10/20,8200170240 


£208190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
801 t Model 002 Thermoluminescent Dosimeters M Svc list 
enc 1 

COO 0 ,L 1 Division of Fuel Facilities, Materials b Safeguards 
82/11/05 Consolidated Edison Co of New York- Inc UOpp 

16372 142 24X Fiche 30-000,82/11/03,8208190245 


0206190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements “ Svc list end 

JORDAN, E L Division op Engineering & Quality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc i09pp 16411 199 24X 

Fiche 90-000,02/11/10,0200190251 


□208190256 IE Info Notice 82-46, "Defective t< Obsolete Combination 
Padlocks " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 063 24X Fiche 30-000,02/11/26,0208190256 


□208190257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list encl 
COBB.L I Division of Fuel Facilities, Materials t< Safeguards 
02/11/30 Consolidated Edison Co of New York, Ire 356pp 

16397 020 24X Fiche 90-000,02/11/30,0208190257 


a;'O0l9O259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list encl 
DEYOUNG, ft C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

1 13pp 16411 317 24X Fiche 50-000,02/12/03,8208190259 


BJ'08 1 7026 1 IE Info Notice 02-40, "Failures of Agastat C« 0095 Relay 
Dockets " Svc list encl 

JORDAN, E L Division of Engineering 6 Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc UOpp 16462 064 24x 

f ithe, 50-000, 82/12/03, 8200190261 


8P0BI90267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air t Gas Monitoring " Svc list end 

DEYOUNG, R, C Director's Office, Office of Inspection and 

enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

127pp 16628 191 24X Fi che 50-000, 02/ 12/ 16, 02001 90267 


8208190268 IE Info Notice 02-50, "Mod of Solid State AC Und ervo 1 tago 
Relay* Type ITE-27 " Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOQpp 16626 293 24X 

Fiche 00-000,82/12/20,0200190268 


B Reportable occurrences, LERs & rotated correspondence 


0212100270 Fifth interim deficiency rept re lack of Div cf Engineering 
design, sys to ensure GA procedures issued before work 
begins Initially reported on 811020 Final rept will not be 
submitted until decision made on deferral of projects 
MILLS, L M Tennessee Valley Authority 02/12/06 O'REILLY, J P 
Region 2, Office of Director lp 16377 136 24X 

Fiche 50-000, 02/ 12/06, 821 2100270 


0212200001 Th*rd interim deficiency rept re generic deficiency in 
design review Initially reported on 811215 No addl info 
available until action team 821215 rept Next rept will be 
submitted by 030420 

MILLS, L N Tennessee Valley Authority 82/12/13 O'REILLY, J P 
Region 2, Office of Director lp 16473 362 24X 

fiche 50-000, 82/1 2/t3, 8212200001 


8212200017 Fifth interim deficiency rept re design review process 
interface coordination activity Initially reported on 
QI0717 Corrective action to be based on action team rept to 
be Issued approx 021215 Next rept expected by 830422 
MILLS, L M Tennessee Valley Authority 02/12/13 O'REILLY, J P 
Region 2, Office of Director 2pp 16473 085 24X 

Fiche 50-000.82/12/13,0212200017 


8212200052 Final deficiency rept re Atlas GA documentation on auxiliary 
& fuel bldg structural steel Initially reported on 811113 
GA hold placed on suspect items until further testing 
performed Also reportable under Pert 21 

MILLS, L. M Tennessee Va 1 1 e y Au fchor i t y 82/12/13 O'REILLY, J P 
Region 2, Office of Director 4pp 16470 Oil 24X 
fiche 50-518,82/12/13,8212200052 


0212210431 Fourth interim deficiency rept re resolution of 
unanticipated vibratory loading concerns Initially reported 
on Q20120 Const activities for Yellow Creek it Hartsville 
deferred Next rept will be sent by 830322 

MTLLSr L M Tennessee Val ley Authority. 82/12/15 O'REILLY. J P 
Ftegton 2, Office of Director 2pp 16409 16B 24X 

Fiche 50-000,02/12/15,0212210431 


DOCKET STN-S0-52I HARTSVILLE NUCLEAR PLANT, UNIT 4 


A Applicatlon/constructlon stage documents It correspondence 


8211230066 Generic Ltr 82-27 to all BWft licensees of operating reactors 
except LACBWR , D i g Rock Point, Dresden 1. Humboldt Day, 
applicants for OL l> holders of CP re transmittal of 
MURE0-0763 & MUR EG -0793 Svc list she 1 U/o stated encl 
EISENHUT, D o Division of Licensing 82/11/15 General Public 
Utilities - GPU Service Corp 22pp 16307 004 24X 

Fiche 50-000,82/11/13,821 1230066 


Q Inspection reports, IE Bulletins It correspondence 


0200190240 IE Bulletin 02-03, Revi sion 1, "Stress Cracking in Thick- 
Wall, Large-Diameter, Stain 1 ess St* * 1 , Rec ire u la ti on Sy* Piping 
at BUR Plants ■’ Svc List encl 

DEYOUNG, fi C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York, Inc 

112pp. 16462 163 24X Fiche 50-000,82/10/20,8208190240 


0200190245 IE Tufa Notice 92-42, "Defects Observed in Panasonic Model 
001 U Model 802 Th e rmo 1 umine* c ent Dosimeters " 3vc list 
one 1 

C03B,L I Division of Fuel Facilities, Materials & Safeguards 
02/11/03 Consolidated Edison Co of New York, Inc UOpp 

16372 142 24X Fiche 50-000,82/11/05,0200190245 


8200 1 902 5 t IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list encl, 

JORDAN, E L Division of Engineering fc Quality Assurance. 02/11/18 
Consolidated Edison Co of New York, Inc, I09pp 16411.199 24X 

Fiche 50-000,82/11/18,8200190251 


0PO0I 90256 IE Info Notice 82-46, "Defective fc Obsolete Combination 
Padlock* " Svc list end, 

DEYOUNG, R C Director's Office, Office of Inspection end 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

1 27 pp 16411 06S 24X Fiche, 50-000, 82/11/26, 8203 1 90256 


B208I90257 IE Info Notice 02-47, "Transportation of Type A Quantities 
of Non-Fisslle Radioactive Matl Svc list end 
COQB,L I Division of Fuel Facilities, Materials & Safeguard s 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 
J 6307 020 24 X Fiche: 50-000, 02 /l 1/30, 02001 90237 
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0200190259 IE Bulletin 03-04. "D* f i ci enc j e s in Primary Containment 
Electrical Penetration Assemblies *' Svc list end 
OEYOl/MO.R C Director's Office, Office of Inspection and 

Enforcement 02/12/0-0 Consolidated Edison Co of Npuj York. Inc 

H3pp 16411 317 24X Fiche 50-000. 82/12/03. 0300190259 


0208190261 IE Inf* Notice 02-48. "Failures of Agastat CR 0095 Relay 
Sockets u Svc list end 

JORDAN. E L Division of Engineering it Quality Assurance 82/12/03 

Consolidated Edison Co of New York. Inc llOpp 16462 064 24X 

Fi che 50-000 . 82/ 12/03, 8208-1 9026 1 


0208190267 IE Info Notice 82-49. "Correction for Sample Conditions For 
Air 6 Gas Monitor in} " Svc list end 

DEYOUNG i -ft C Director's Office. Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York. Jnc 

I27pp 16620 191 24 X Fiche 50-000.02/12/16.0200170267 


0200190268 IE Info Notice 02-50, '’Hod of Solid State AC Urtderva Hage 
Relays Type ITE-27 " Svc list end 

JORDAN. E L Division of Engineering & Quality Assurance 82/12/20 
Consolidated Edison Co of New York. Jnc lOBpp 16620 293 24X 

Fiche 50-000.82/12/20.9208190268 


DOCKET SO- 522 SKAGIT NUCLEAR POWER PROJECT. UNIT 1 


A Appl Jc ation/cpnstr uct i on stage document* it corr espondenc e 


B2H230066 Generic Ltr 82-27 to ell BWR licensees o-f operating reactors 
except LAC BUR .Big Rock Point, Dresden 1, Humboldt Bay. 
applicants For QL it holders of CP re transmittal of 
NUREQ-0763 It NUREQ-0 703 Svc list enc 1 If/o stated end 
EJSENHUT.OG Division of Licensing B2/|l/t5 General Public 
Utilities - GPU Service Corp 22pp 16307 004 24X 

Fiche 50-000r 82/11/15. 8211230066 


9:212140419 Forwards suppl to 820222 response to request for info re 
Unresolved Safety l««ue A-39 concerning safety relief valve 
pool dynamic loads, per NLfRFG-0802, NUflEG-0703 6 NUHE0-Q763 
MYERS.R V Puget Sound Power & Light Co 82/12/08 DENTON. H R 

Office of Nuclear Reactor Regulation. Director 4pp 16404 186 
24X Fiche 50-522.02/12/08.8212140419 


Q Utility Preliminary Safety Analysis Report, amends 


8210190729 Forwards Final draft of Amend 28 to PEAR. eons i sting of 
responses to NRC Questions 231 5.231 14 6 231 IS. revisions 
to PSAR Section 2 5 & Apps 2H U. 2R W/25 oversize figures 
Aperture cards are available in PDA 

0PAN3ENBER0J F Northwest Energy Services Co 82/10/15 ADENSAM. £ 
Licensing Branch 4 201pp 1375] 035 24X Fiche 50-522.82/10/15, 

B2 10 J 90729 


Q Adjudicatory correspondence 


G212010036 Brief -opposing admission of Yakima Indian Nation reworded 
proposed Contention 10 Nation special relationship w/US does 
not exempt Nation from Commission rules & regulations 
Specificity requirements not met Certificate of Svc end 
DEWEY. L S Hearing Branch 3 B2/11/30 Atomic Safety and 

Licensing Board Panel 7 pp 16260 334 24* Fiche 5 Q- 322. 02/ 1 1/30. 

8212010030 


0212020376 Memorandum U order granting NRDC motion for amend to 
Contention 3 as adopted In ASLIJ 021102 memorandum & order 
WOLF. J F Atomic Safety and Licensing Board Panel 02/11/30 
Natural Resources Defense Council 2pp 16270 090 24X 

fiche 50-922, 02/ 11/30. 821 20203 76 


8212020379 Memorandum & order granting NRDC 921122 motion to substitute 
NRDC for Coalition far Safe Power as lead party for 
Contention 3 

WOLF, J F Atomic Safety and Lit msing Board Panel 02/ 11/30 
Natural Resources Defense Council 2pp 16278 102 24X 

Fiche ' 50-522. 82/ 1 1 /30. 021 2020379 


67*12070172 Request for production of documents L in terrog atari e s. per 
10CFR2 740 (bl it I0CFR2 741 Certificate of Svc end Related 
corresp ondenc a 

THATCHER. T.L National Wildlife Federation THATCHER. T L Oregon 
Environmental Council -02/12/01 Portland General Electric Co 

IQpp 16334 331 24X Ficrh S' 50-522. 82/12/01. 0212070172 


02120 70239 Brief re adini ssih i Iity o# Yaking Indian Nation Proposed 
Contention 10 Cl ari f i cati on needed on procedural rule of 
Commission 6 scope of contention Certificate Of Svc end 
THOMSEN. F. T Puget Sound Power 6 Light Co THOMSEN, F T Perkins, 

Cole. Stone. Olsen * Williams 82/12/01 Atomic Safety and 

Licensing Board Panel I3pp, 16329.290 24X Fiche 50-522, 02/ 1 2/Of , 

0212070239 


0212100116 Advise* that time for Commission to act to review ALAB-/00 
has expired Commission declined review Decision became final 
agency action on 031208 

CHILK, S J Office of the Secretary of the Commission 82/12/09 
Office of the Executive Legal Director Ip 16376 019 24X 

Fiche 50-523. 82/12/09, 0212100116 


8212140333 Certifies svc of brief on admissibility of reworded 
propo*ed Contention 10, motion for reconsideration of ABLE 
821029 memorandum L order, R Jim affidavit & notice af 
counsel law firm change on 821210 

HOVIS. J B Yakima Indian Nation HOVIS. J 0 Hovis, Cockrill, 
Weaver 5t Bjur 82/12/10 4pp 16402 000 24X 

fiche 50-522,09/12/10,0212140333 


9212140345 Grief supporting admissibility of Yakima Indian Nation 
reworded proposed Contention 10 Attempt to terminate 
reserved rights of Yakima Indian Nation violates fifth 
amend Land cannot be taken by inverse condemnation 
MOV IB. J fl Yakima Indian Nation HOVIS, J B Hovis, Cockrill. 
Weaver & Bjur 82/12/10 Atomic Safety and Licensing Board Panel 

9pp 16401 010 24X Fiche 50-522, 02/12/10, 8212140345 


82 12140-354 Motion for r econs idera tion of ASLB 821029 memorandum & order 
re Yakima Indian Nation Contentions 7,0 it 9 Nation right to 
enjoy reservation peacefully given by 1095 treaty should be 
protected by ASLP 

HOVIS. J B Yakima Indian Nation HDVIS, J B Hovis, Cockrill, 
Weaver & Bjur 02/12/10 Atomic Safety and Licensing Boar d Panel 

3pp 16401 035 24X Fiche 50-522, 82/12/10, S212140354 


S8J2I4O306 Notice of counsel new law firm af f i 1 la 1 1 on, a s of 820901 
HOVIS, J B Yakima Indian Nation HOVIS, J 0 Hovis, Cockrill, 
Weaver it Bjur 82/12/10 ip 16401 305 24X Fiche 50-522, 

82/12/10, 8212 140386 


B2121404S5 Affidavit of R Jim supporting Yakima Indian Mati-on brief an 
admissibility of Nation reworded proposed Contention JO it 
motion for reconsiderat ion Nation has right to pasture 
horse* it gather roots even though US holds title to land 
JIM, R Yakima Indian Nation 02/12/ JO 3pp 16403 154 24X 

Fich* 30-522. 92/12/10.0212140455 


0212160267 Motion to clarify & amend Contentions 760 Contentions 
should be reorganiied to facilitate coordinated evidentiary 
presentations for environ matters ASLB set out as 
Contentions 4. 7 & 0 Certificate of Svc end 

THATCHER, T L National Wildlife Federation WAPATO, S T Columbia 
River Inter— Tribal Fish Commission BELL, N Coalition for Safe 
Power 82/12/13 Atomic Safety and Licensing Appeal Panel 10pp 
16446 048 24X Fiche 50-522,02/12/13,0212160267 


02 12270225 Response to 821201 discovery requests Certificate of Svc 
one 1 

THOMSEN. F T Puget Sound Power & Light Co THOMSEN. F T Perkins, 
Cole, Stone, oi*en & Williams 82/12/20 National Wildlife 
Federation !&pp 16536 237 24X Fiche 50-522,02/13/20,8212270225 


0212200209 Response supporting intervenor 021213 motion to clarify *< 
amend Contentions 7 it 0 Quanti f ication of environ impacts 
not practicable due to subjective nature Certificate of Svc 
end 

FRANTZ, S P Puget Sound Power & Light Co FRANTZ, S P 
Lowenstuin, Neiuman, Rei s, A* elred it Toll 02/12/23 Atomic Safety 
and Licensing Board Panel ljpp 16561 075 24X 

Fiche 50-522, 82/ 1 2/23, 821 2280209 


Q Inspection reports, IE Bulletins it correspondence 


9P0B190240 IE Bulletin 82-03, Revi * ion 1, "Stress Cracking in Thick- 
Wall , Large-Oi ame ter, Stainless Steel. Rec ireu lation Sys Piping 
at BWR Plants « Svc list end 

DEY0JNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/29 Consolidated Edison Co of New York, Inc 

llSpp J 6462 163 24X Fiche 50-000. 02/10/20, 0200190240 


9200190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
BOl it Model 002 Thermoluminescent Dosimeters " Svc list 
encL 

COBB, L I Division of Fuel Facilities, Materials 6 Safeguard® 
82/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372* 142 24X Fiche 50-000,02/11/05,8200190243 


0200190251 IE Info Notice 02-44, "Clar i f t cati on of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering it dual i ty 'Assuranc « 02/11/18 

Consolidated Edison Co of New York, Inc I09pp 16411 199 24 X 

Fiche 50-000,02/11/18.8208190251 
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0JO819O256 IE Info Notice 82-46, "Defective & Obsolete Combination 
Padlocks “ Svc list encl 

DEYOUNG, R C Director's Office- Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of Neu York- Inc 

I27pp 16411 065 24X Fiche 50-000,02/11/26-0200190256 


Q2GGI9Q257 IE Info Notice 82-47, "Transporto t ion of Type A Quantities 
of Npn-Fisi il e Radioactive Matl " Svc list encl 
COBB-L I Division of Fuel Facilities- Materials 6 Safeguards 
02/11/30 Consolidated Edison Co of Neu York- Inc 336pp 

16387 020 2 4X Fiche 50-000, B2 / 1 1 /3D, 82081 90257 


0208190259 IE Bulletin 02-04. *'De f l £ i en r 1 es in Primary Containment 
Electrical Penetration Assemblies ,J Bvc list encl 
DEYOUNQ, R C Director's Office, Office of Inspection and 

Enforcement 02/12/00 Consolidated Edison Co of Neu York, Inc 

1 1 3p p 16411 317 24X Fiche 50-000,02/12/03,0200190259 


0208190261 IE Info Notice 82-40, '‘Failures af Agastat CR 0095 Relay 
Packets " S\c list and 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/03 
Consolidated Edison Co of Neu York, Inc llOpp 16462 064 24X 

Ftch© 50-000,82/12/03,8200190261 


8FO019O267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air L Gas Monitoring " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of Neu York, Inc 

1 27pp 16628 191 24X Fiche 50-000,82/12/16,8208190267 


0, ’00190268 IE Info Notice 02-50, "Mod of Solid State AC Undervo ltage 
Relays Type ITE-27 " Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 82/12/20 
Consol idated Edison Co of New York, Inc lOSpp 1662B 293 ?4X 

Tichc 30-000,02/12/20,0200190269 


1 Hearing transcripts on non-antitrust matters 


0fj:1 20703-34 Transcript of 821202 prehearing conference in Olympia,WA 
Pp 78-175 

* Atomic Safety and Licensing Board Panel 02/12/0-2 102pp 

16337 306 24X Ficho 50-522, 02/12/0?, 821 2070334 


DOCKET 50-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


A App l ication/ construe ti on stage documents tc correspondence 


Gf 1 1 1230066 Generic Ltr 02-27 to all BUR licensees of operating reactors 
creep* LACDWR < Big Rock Po i nt. Dr esden 1, Humboldt Day, 
applicant* far BL 6 holders of CP re transmittal of 
NUflEG-0763 6 NUREG-0783 Svc list end W/a stated encl 
CISENHUT, D 0 Division of Licensing 02/11/15 General Public 

Utilities - GPU Service Corp 22pp 16307 004 24X 

Mch« 50-000,02/11/15,0211230066 


8212140419 Forwards suppl to 020222 response to request for info re 
Unresolved Safety Issue A-39 concerning safety relief valve 
pool dynamic loads, per NUREG-0802, 14UREG-0783 fc NURE0-0763 
MYERS, R V Puget Sound Power it Light Co 02/12/00 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 4pp 16404 186 
r *4X Fiche 50- 522, 02/ 12/08 , 821 2 1 404 1 9 


Q Utility Preliminary Safety Analysis Report, amends 


0210190729 Forwards final draft of Amend 20 to PSAR , c ons i s t ing of 
responses to NRC Questions 231 3,231 14 * 231 15, revision* 
to PSAR Section 2 5 * Apps 2K * 2R W/25 oversiie figures 
Aperture cord* are available in PDR 

SPANG END-ERG, F Northwest Energy Services Co 92/10/15 ADENBAM* E 
Licensing Branch 4 SOlpp i5751 033 24X Fiche 50-322,02/10/13, 

132 1 G 1 90729 


G Adjudicatory correspondence 


DPI 20 10038 Brief opposing admission of Yakima Indian Nation reworded 
proposed Contention 10 Nation special relationship u/US doe* 
not exempt Nation from Commission rules it regulations 
Specificity requirements not met Certificate of Svc encl 
DEWEY, L B Hearing Branch 3 B2/11/30 Atomic Safety and 

Licensing Board Panel 7pp 16260 334 24X Fiche 50-522,02/11/30, 

0212010038 


8212020376 Memorandum L order granting NRDC motion for amend to 
Contention 3 as adopted in ASLB 021102 memorandum * order 
WOLF, U F Atomic Safety and Licensing Board Panel 82/11/30 
Natural Resource* Defense Council 2pp 16270 090 24X 

Fiche 50-522,82/11/30,8212020376 


0212020379 Memorandum * order granting NRDC 821122 motion to substitute 
NRDC for Coalition for Safe Power as lead party for 
Contention 3 

WOLF, J F Atomic Safety and Licensing Board Panel B2/11/30 
Natural Resource* Defense Council 2pp 1 6270 102 24X 

Fiche 50-522,02/11/30,0212020379 


0212070172 Request for production of documents l» int arrog ator i e s» p er 
J0CFR2 740(b) ii 10CFR2 741 Certificate of Svc encl Related 
c orresp ondenc e 

THATCHER, T L National Wildlife Federation THATCHER, T L Oregon 
Environmental Council 02/12/01 Portland General Electric Co 
lOpp 16334 331 24X Fiche 50-522,02/12/01,0212070172 


0212070239 flTief r e admits i bill ty of Yaking Indian Nation Proposed 
Contention 10 Clarification needed on procedural rule of 
Commission U scope of contention Certificate of Svc encl 
THOMSEN, F T Puget Sound Power lc Light Co THOMSEN, F T Parkins, 

Cole, Stone, Olson U Wi i 1 iams 02/12/01 Atomic Safety and 

Licensing Board Panel 13pp 16329 290 24X Fiche 50-922,02/12/01, 

0212070239 


8212100116 Advise, that time far Commission to act to review ALAB-700 
ha* expired Commission declined review Decision became final 
agency action on 821200 

CHILftfS J Office of thft Secretary of the Commission 02/12/09 
Office of the Executive Legal Director ip 16376 019 24X 

Fiche 90-522,82/12/09,0212100116 


DIM 2140333 Certifies svc of brief on admissibility nf reworded 
proposed Contention 1G, motion for ret ons 1 de ra tl on of ASLB 
B21029 memorandum order, R Jim affidavit U notice of 
counsel leu firm change on 021210 

HOY IS, J B Yakima Indian Nation HBVIS.J B Rovi«, Cockril 1. 

Weaver U Djur 62/12/10 4pp 16402 000 24X 

fiche’ 50-522- 02/12/10,9212140333 


□212140345 Brief supporting admissibility of Yakima Indian Nation 
reworded proposed Contention 10 Attempt to terminate 
reserved rights of Yakima Indian Nation violate* fifth 
amend Land cannot be taken by Inverse condemnation 
HOY IS, J 8 Yakima Indian Nation HdVIS, J B Novi s, Cuckrill, 
Weaver it Djur 82/12/10 Atomic Safety and Licensing Board Panel 

9pp 16401 010 24X Fiche 50-522,02/12/10,0212140343 


8212140354 Motion for reconsideration of ASLB 821029 memorandum *t order 
re Yakima Indian Nation Contention* 7,0 *, 9 Nation right to 
enjoy reservation peacefully given by 1855 treaty should be 
protected by ASIA 

HOYTS, J 13 Yakima Indian Nation HOVIS, J 8 Hovis, Cockril I, 

Weaver it Bjur 82/12/iO Atomic Safety and Licensing Board Panel 

3p p 16401 035 24 X Fiche 50-522,02/12/10,0212140354 


62121 40306 Notice of counsel new law firm af f i 1 ia t i on, as of 920901 
HOYIS. J 8 Yakima Indian Nation HDVIS, J JJ Hovis, Cockril 1, 
Weaver i Bjur 02/12/10 Ip 16401 305 24X Fiche 50-522, 

82/12/10, 0212140306 


9212140 455 Affidavit of R Jim supporting Yakima Indian Nation brief on 
admissibility of Nation reworded proposed Contention 10 I< 
motion for r a t on a i d er a t i bn Nation bas right to pasture 
horses & gather roots even though US hold* title to land 
JIM, R Yakima Indian Nation 02/13/10 3pp 16403 154 24X 

Fich* 50-522,82/12/10,6212140455 


0212160267 Motion to clarify U amend Contention* 7 L 0 Contentions 
should be reorgannerf to facilitate coordinated evidentiary 
presentations for environ matter* ASLB set out as 
Contentions 4,7 1 8 Certificate of Svc encl 

THATCHER, T L National Wildlife Federation WAPATCLS T Columbia 
River Inter-Tribal Fish Co-mmia » ion BELL, N Coalition for Safe 
Power 02/12/13 Atomic Safety and Licensing Appeal Panel IQpp 
16446 040 24X Fiche 50-522.02/12/13,0212160267 


BP 1 2270225 Response to 821201 discovery request* Certificate of Bvc 
encl 

THOMSEN, F T Puget Sound Power it Light Co THOMSEN, F T Perkin*. 
Coie, Stone, Olsen fc Williams 02/12/20 National Wildlife 
Federation I6pp 16536 237 24X Fiche 50—522 , 02/12/20,921 2270225 


0212280289 Response supporting intervenor 021213 motion to clarify & 
amend Contention* 7 b 6 ttuanti f ication of environ impact* 
not practicable due to subjective nature Certificate of Svc 
one 1 

FRANTZ, S P Puget Sound Power U Light Co FRANTZ. S P 
Lourenstein, Nswjnan, Reid, Ax elrad & Toll 02/12/23 Atomic Safety 

and Licensing Board Panel lipp 16361 075 24X 

Fiche 50-522, 82/12/23. 021 2260209 


i 
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Q Infection reports, IE Bulletin# & correspondence 


8208190240 IE Bulletin 02-03, Rev 1 slon 1 ■ "Stress Cracking in Thick — 
Wa 11, Large-Di awe ter , Stain 1 ass Steel , Rec Irculat i an Sys Piping 
at BWR Plants." Svc list encl 

DEYOUNQ.fl c Director's -Office. Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of New York* Inc 

I13pp 16462*163 24X Fiche, 50-000, 82/10/20,0208190240 


8200190245 IE Info Notice 82-42, “Defects Observed in Panasonic Model 
801 6 Model 802 Thermoluminescent Dosimeters " five list 
end 

CQBB.L I Division of Fuel Facilities, Materials U Safeguards 
62/11/05 Consolidated Edison Co of New York, Inc llOpp 

J 6372 142 24X Fiche 80-000,02/11/09,8208190243 


0206190231 IE Info Notice 82-44, "Clar i f icafcl on of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Divlfliun of Engineering It Quality Assurance 82/11/10 
Consolidated Edison Co of New Vo Hr, Inc I09pp J64I1 199 24k 

Fiche 50-000, 82/11/18, 0208190251 


0200190296 IE Info Notice 02-46, "Hefei: tive Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Conso 1 i da turf Edison Co of New York, Inc 

I27pp 16411 063 24X Fiche 50-000, 82/1 1 /26, 0203190256 


0206190237 IE Info Notice 82-47, "Transportat ion of Type A Quantities 
of NoifFi ssl 1 e Radioactive Matl " five list end 
CO»B,L I Division of Fuel Facilities* Materials it Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 336pp 
1 6307 028 24 X Fiche 30-000,02/11/30,8200190237 


8200190259 IE Bulletin 82-04, "De f i cl an c l es in Primary Conta inme nt 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/1 2/03 Consolidated Edison Co of New York, Inc 

M3pp 16411 3J7 24X Fiche 50-000,82/12/03,0208190259 


8PO0I9O261 IE Info Notice 02-46, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/12/03 
Consol dated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 50-000, 02/ 12/03, 8200190261 


B20Q19D367 IE Info- Notice B2-49, "Correction for Sample Condi felons For 
Air It Gat Monitoring M Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

I 27pp 16623 191 24 X Fich* 50-000, 02/12/ 16, B20S19026? 


8208190269 IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-2 7 * Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Tnc lO0pp 16628 293 24X 

Ficfie 50-000,92/12/20,8209190268 


T Hearing transcripts on non-ant i trus t matters 


0212070-334 Transcript of B21202 prehearing conference in Olympia, UA 
Pp 76-175. 

# Atomic Safety and Licensing Board Panel 82/12/02 I02pp 
16337 306 24X Fichu 50-522,02/12/02,8212070334 


DOCKET STN-5G-928 PALO VERDE NUCLEAR STATION, UNIT 1 


A Ap pi ic-ati an/cons tr uction stage documents Sc c orre sp onden c e 


0212010440 Summary of 821020 meeting u/util,C-E Sc Bechtel in Bethesda, 
MD re pipe whip restraints 

LICITRA,E A Licensing Branch 3 02/11/iB Licensing Branch 3 

5pp 16270 226 24X Fic h * 50-320, 82/1 1/18, 8210010449 


8211290135 Forwards "Independent GA Evaluation of Palo Verde Nuclear 
Generating Station Units 1,2 i, 3," Vo 1 J, "Executive 
Summary,'' Vol 2, "Program Results" it Vol 3, "Potential 
Finding Repts *' 

TURLEY, K L Ariiona Public Service Co 02/11/19 DENTON, H R 
Offic# of Nuclear Reactor Regulation, Director 2pp 16298*001 
24X Fiche 50-520,82/11/19,0211290135 


— 021 1290142 Forwards, under separate cover, "Independent QA Evaluation 
of Palo Verde Nuclear Generating Station Units 1, 2 & 3," 

Vole 1,2 & 3 Mo reason teen to prohibit issuance of full 
power GL for Units 1,2 it 3 

SIMON, W A Torrey Pine* Technology 02/11/19. DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 16293:003, 
24* Fich# 30-528, 82/11/19, 021 1390 £35 


— 821 1290140 "Independent <3A Evaluation of Palo Verde Nuclear Generating 
Station Units 1,2 & 3," Vol 1, "Executive Summary " 

* Torrey Pines Technology GA-CJ6924 VO 1 82/10/31 27p p 

16298 004 24X Fiche 50-520,82/11/19,8211290135 


— B211290150 "Independent OA Evaluation of Palo Verde Nuclear Qeneratini 
Station Unit* 1,2 It 3," Vol 2, "Program Resultu " 

* Torrey Pines Technology 0A-CI6924 V02 82/10/31 163pp 

16296 192 24X Fiche 50-520,82/11/19,8211290135 


— 9211290155 "Independent GA Evaluation of Palo Verde Nuclear Generating 
Station Units 1,2 it 3," Vol 3, "Potential Finding Repts, " 

Books 1 it 3 

* Torrey Pine* Technology 0A-C1A924 VOS 02/10/31 1406pp 

16296 355 24X Fiche 50-520,82/11/19,8211290135 


0212080564 Requests addl info re probability study of tornado missile 
damage to UHS fspray pond) to complete review of PRA open 
item Response should be provided by 021215 W/o stated pncl 
KNIGHTONiGW Licensing Branch 3 02/11/23 VAN BRUNT, E E 

Ariiona Public Service Co ip 16368 332 24X 

Fiche 30-526, 82/ ii/23, 02 i 2080564 


8212130409 Responds to 821028 request to authoriie use of ASME Cpde 
Cases N-33B It N-33? in component con»t Code Case N-338 
condition* 1 ly acceptable sub j to indicated conditions Code 
Case N-33? approved for general use 

KNIGHTON, G W Licensing Branch 3 82/11/23 VAN BRUNT, E E 

Aritona Public Service Co 2pp 16412 100 24X 

Fiche. 50-528, 02/11/23,821213040 5 


82J2270410 Respond* to FOIA request for documents re proposed revision 
1,/or update to reactor safety study referred to in 
NUREG-07S4, Chapter 10 as Rfi 11 it alt documents pertaining to 
reactor cooling methods Forwards document* listed in app 
FELTON, J,M Division of Rules and Records 82/11/26 8H0LL Y, E C 
Union of Concerned Scientists 3pp 16549 233 24X 

Tiche 50-000,82/11/26,8212270418 


— 0211050027 Forwards summary of semiscale test results It advises that 
board notification re test results issued W/o end 
NOVAK, T N Assistant Director for Licensing 82/09/24 
Division of Licensing Ip 16549 278 24X Fiche SO-OOO, 83/ l I /26, 

0212270418 


BP120606A6 Notification of 821208 meeting ui/u til, 8ANL, C-E & Burns it 
Roq In Maricopa County, AZ to discuss shutdown heat removal 
tys design for CES5AR Sys GO plant 

LICITRA, E A Licensing Branch 3 82/12/0i KNIGHTON, 0 W 

Licensing Branch 3 3pp 16379 243 24X Fiche 50-528,02/12/01. 

0212080666 


0212220063 Summary of 821117 meeting w/gtil & Bechtel in Bathes da, MU re 
natural circulation testing 5, training per TMI Action Item 
I o 1 

L IC ITRA, E A Licensing Branch 3 02/12/01 Licensing Branch 3 

5pp 16526 348 24X Fiche 50-520,82/12/01,8212220063 


8212070109 Forward* comments on draft environ protection plan NRC 
should accept other federal agency findings w/o further 
review 

VAN BRUNT, E E Ariiona Public Service Co 82/12/02 NOVAK, T M 
A«*i stant Director for Licensing 4pp 16327 291 24X 

Fiche 50-528* 82/12/02,8212070109 


8212060179 Forwards Amend 3 to CPPR-141 , CPPR-142 & CPPR-1 43. saf ety 
evaluation it notice of issuance it availability Amend deletes 
N-S-H Public power Agency as co-owner 

EISENHUT.DO Division of Licensing 02/12/06 VAN BRUNT, E h 
Arizona Public Service Co 4pp 16354 061 24X 

Fiche 50-528, 82/12/06, B212060179 


— 8212060108 Amend 5 to CPPR- Ml , CPPR-1 42 t « CPPR-1 43, d e 1 e t ing M-B-R 
Public Power Agency as co-owner 

E1SENHUT, D Q Division of Licensing 82/12/06 6pp 163 54 0 65 
24X Fiche 50-520,82/12/06,0212000179 


—0212080195 Safety evaluation supporting Amend 5 to CPPR-141, CPPR-1 42 It 
CPPR-U3 

* Office of Nuclear Reactor Regulation, Director 02/12/06 Ppp 
16354.071 24X Fiche 50-528,02/12/06,0212080179 


—8212080204 Notice Df issuance fc availability of Amend 5 to CPPR-141, 
CPPR-1 42 it CPFR-143 

KNIGHTON, G W Licensing Branch 3 82/12/06 2pp 16354 073 

24X Fiche 50-528, 82/12/06, B21 20801 79 
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0212290473 Trip rept Of 021103-04 site visit by Instrument * Control 
&ys Branch re physical arrangement L installation of 
instrumentation 4c control electrical equipment in accordance 
w/de*ign criteria Control cabling acceptable 

LICITRA, E A Licensing Branch 3 32/12/13 Licensing Branch 3 

J Opp 16*06 040 24X Fiche 50-528, 82/12/13, 0212290473 


8212220440 Board Notifications 02-125 L 82-12SA forward* info re 
H Etb&rington evaluation of flow blockage during natural 
circulation Of PWRs Results do not adversely impact present 
position on reliance on natural circulation 

NOVAK, T II Assistant Director for Licensing 02/12/1-4 Atomic 
Safety and Licensing Board Panel 5p p 16523 133 24 X 

Fiche 50-000* 02/12 / 1 4, 8212220440 


0212220461 Board Notification 82-124 forwards RJ Mattson 821123 memo re 
Samiscale S-UT-0 test results Phenomena of core level 
depression U loop seal clearing may be more complex than 
previously supposed 

NOVAK, T M Assistant Director for Licensing 02/12/14 Atomic 
Safety and Licensing Board Panel 7pp 16523 149 24 X 

Fich# 50-000,82/12/14,6212220461 


0212270129 Forwards change to F9AR Section 1 0, adding fission chamber 
detectors 6 sealed sources to exception taken to Reg Guide 
1 30 Change will be included in upcoming FSAR amend 
VAN SRUNF.E E Arizona Public Service Co 82/12/21 NOVAK, T M 
Assistant Director for Licensing 3pp 16530 149 24X 

Fiche 30-529,82/12/21,0212270129 


fc. NftC Bafety Evaluation Report ( SER ) , suppl* t* correspondence 


0312210107 Discusses confirmatory issue re motor operators powered from 
vital sources, per SER (NUREG-0897) Plant design modified to 
include motor operators on appropriate valves 

VAN DRI/NT, E E Ariiona Public Service Co B2/ 10/20 NDVAK, T M 
Assistant Director for Licensing 2pp 16491 049 24X 

Fiche 50-320,02/10/20,8212210107 


0212030031 Forwards schedule for submitting requested info t* remaining 
outstanding & confirmatory issues discussed in Suppl 3 to 
SCR. par NRC 023929 Itr 

VAN BRUNT, E E Arizona Public Service Co 02/11/29 NDVAK, T M 
Assistant Director for Licensing 6pp 16305 076 24X 

Fich* 90-528, 82/ 1 1/29, 021203003 1 


0212130292 Advises that all piping component* In essential AGUE Code 
Class 1,2 It 3 piping sys designed to Levels C & D svc limit* 
evaluated against emergency & faulted conditit>n.o imposed by 
screening criteria All criteria met 

VAN BRUNT, E E Ariiona Public Service Co 82/12/09 NDVAK, T M 
Assistant Director for Licensing 6pp 16390 062 £4X 

Fiche 50-528,82/12/09,8212130292 


F Security, medical, emergency fc fire protection plan* 


0212000157 Forwards response to 021202 telephone request re emergency 
operations facility Conceptual design for upgraded emergency 
response facilities under NRC review 

VAN ORUNT, E E Arizona Public Service Co 02/12/06 NOVAK, T M 
Assistant Director for Licensing 4pp 16354 OB0 24X 
Fiche 50-528, 83/12/06, 821 206015 7 


0 Adjudicatory correspondence 


B2120I0B02 Requests consideration of West Valley Agricultural 
Protection Council, Inc supplemental memorandum supporting 
Council petition to intervene Brief includes useful 
ana 1 y s is 

BERLIN, K Affiliation Unknown 92/11/29 LAZO, R M , CALLJHAN, D , 
COLE, R F Atomic Safety and Licensing Board Panel lp 16250 053 
24X Fiche 50-520,82/11/29,8212010202 


0212060095 Requests West Valley Agricultural Protection Council, Inc 
021019 supplemental memorandum supporting petition to 
intervene be stricken from Tecord If not stric ken. Joint 
Applicants answer should be allowed 

CRAWFORD, V A Snell & Wilmer CRAWFORD, V A Joint Ap p 1 Kan ts-P a 1 o 
Verde 82/11/29 LAZO, R M ■ CALLIHAN, D , COLE.R-F Atomic Safety 
and Licensing Board Panel 2pp 16316 073 24X 

riche 50-520, 82/1 1/29, 8212040095 


0212220110 Forward* Torrey Pines Technology 820714 Itr L revision to 
Tor rey Pints OA/OC plan 

DEWEY, L S Hearing Branch 3 82/12/09 BERNABE I, L Harmon & 

Weiss, BERNABEIrL Hounhan, P 3pp 16503 022 24X 

fiche 50-520,02/12/09.0212220110 


K Utility Final Safety Analyst* Report {FSAR ) U amends 


0212070328 Forwards Amend 10 to FSAR 

VAN BRUNT, E E Arizona Public Service Co 02/12/06 Office of 

Nuclear Reactor Regulation, Director 2p p 16345' 047 24X 

Fiche 50-520, 82/ 12/04, Q2 1207032 B 


— 0212070331 Amend 10 tn FSAR Two oversize drawings sncl Aperture cards 
are available in PDR 

* Ariiona Public Barvic* Cp 02/12/31 3l0pp 16345 049 24X 

Fiche 30-528, 02/12/06, 8212070328 


0212210075 Forwards Proof of Svc for Amend 10 to F8AR 

VAN BRUNT , E E Arizona Public Service Co 02/12/19 Office of 

Nuclear Reactor Regulation, Director 3pp 16485 252 24X 

Fiche 50-528, 62/12/19, 8212210075 


M Antitrust correspondence 


821 20B0179 Forwards Amend 5 to CPPR-141 , CPPR- 142 it CppR-143, saf ety 
evaluation & notice of Issuance L availability Amend deletes 
M-B-fl Public Power Agency a* co-owner 

EISENHUT, D 0 Division of Licensing 82/12/06 VAN BRUNT, E E 
Arizona Public Service Co 4pp 16354 061 24X 

Fiche 50-5201 02/12/06,0212000179 


— 0212O8O1B0 Amend 5 to CPPR- Hi, CPPR-i 42 fc CPPR-143, deleting H-S-R 
Public Power Agency as co-owner 

E1SENHUT, D 0 Division of Licensing 82/12/06 6pp 16354 065 
24X Fiche 50-528, 02/ 12/06. B21 2080179 


— 0212000195 Safety evaluation supporting Amend 5 to CPPR-141, CPPR-142 & 
CPPR-143 

a Office of Nuclear Reactor Regulation, Director 82/12/06 2pp 
16394 071 24X Fiche 50-528,02/12/06,8212000179 


— 02I2OBO2O4 Notice of issuance St availability of Amend 5 to CPPR-141, 
CPPR- 1 42 * CPPR-143 

KNIGHTON, 0 U Licensing Branch 3 02/12/06 2pp 16354 073 

24 X Fiche 50-528,82/12/06,8212000179 


G Inspection reports, IE Bulletins L correspondence 


8200 1 90240 IE Bulletin 92-03, Re vi s ion 1, "Stress Cracking In Thick- 
Wall , La r ge-Di ame ter, Sta i n 1 e-s* fi t eel , Rec ireu lat i on Eyt Piping 
at BHR Plants " Svc lift and 

DE/OUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York, Inc 

t 1 2 pp 16462 163 24X Fiche 50-000, 82/10/20, S20B 1 90240 


0200190245 IE I-nfo Notice 82-42, "Defects Observed in Panasonic Model 
801 I, Model 002 Thermoluminescent Dosimeter* M Bvc list 
end 

COBBiL I Division of Fuel Facilities, Materials U Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc llOpp 

16372 142 24X Fiche 50-000,02/11/05,0208190245 


B21 2060143 Request* extension to respond to Items of noncomp 1 lance in 
IE Insp Rept* 50-523/02-2 &, 50-529/82-09 «. 50-530/02-10 Rept 
Will be submitted by S21119 

VAN BRUNT, E E Arizona Public Service Co 02/U/1O 9TERN9ERG, D H 
Division of Resident, Reactor Project 6 Engineering Programs Ip 
16314 069 24X Ficha 50-520,02/11/10.0212060143 


0200190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements M Svc list end, 

JORDAN. E L Division of Engineering *< Ouality Assurance 02/11/10 
Consolidated Edison Cp of New York, Inc 109pp 16411 199 24X 

Fiche SO-OOO, 02/11/19,0200190231 


0200 190256 IE Info Notice 02-46, "Defective 4< Obsolete Combination 
Padlock* " Svc list one l 

DEYOUNG, R C Director'* Office, Office of Inspection and 

Enforcement 02/11/96 Consolidated Edison Co of New York, Inc. 

1 27pp 16411 069 24X Fiche 50-000, 02/11/26,8208190256 


0212130207 Forwards IE Insp Rept 50-528/02-30 on 821010-1119 * noticB 
ttf violation 

STERNBERG, D M Division of Resident, Reactor Project U Engineering 
Programs, 82/11/29 ANDOGNINI.OC Ari zona Pub 1 ic Service Co 
2pp 16397 005 24X Fi c h e SO- 528, 02/ 1 1/29, B2I21 30207 


—0212130209 Notice of violation from Insp on 821010-1119 

YOUNG, T Division of Resident, Reactor Project 6 Engineering 1 
Programs 82/11/2? ip 16397 007 24X Fiche 50-320,82/11/29, 

0212130207- 
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—0212130215 !£ Tntp .Rept S0-528/82-30 on 821018-1119 No nccmp 1 1 a t>t» 
noted unplanned introduction of water into steam generator 1 
did not meet chemical spec* 

FlOREU.fi 0 . JOHNSTON. G , YOUNG, T Division of Resident. Reactor 
Project ft Engineering Programs 02/11/29 7pp 16397 000 24 X 
FJcfie 50"528. 82/ U/29.S2 1 2130207 


8212060233 Final Deficiency Rept DER 02-59 re Cooper Energy Svc 5 diesel 
generator crankcase sumps internal coating flaking off into 
Juba ail Initially reported on 021021 Condition not 
reportable since flaking i^ill not affect lute oil «ys 
VAN BRUNT. E E Arizona Public Service Co 02/11/22 STERNBERG, D N 
Division of Resident# Reactor Project ft Engineering Programs 3pe 
14312 074 24X Fi cho 50-528# 82/1 1/22, 8212060283 


820B190297 IE Info Notice 02-47. "Transportation of Type A Quantities 
of Mon-Fissile Radioactive Katl 11 Svc list end 
COBS , L 1 Division of Fuel Facilities. Materials ft Safeguards 
02/11/30 Consolidated Edison Co of New York* Inc 356pp 
16307 028 24X Ftcha 30-000.02/11/30,8208190257 


821 2210203 Forwards JE Insp Repts 50-328/02-29.50-529/82-12 & 
50-530/82-13 on 621004-08 No noncomp 1 lane e noted 

STERNBERG. D H Division of Resident. Reactor Project ft Engineering 
Programs 82/11/30 VAN BRUNT. £ E Arirona Public Service Co 
2pp I MBS 022 24X Fiche 50-528. 82/ 1 1/30. B2 12210203 


—8212210211 IE Insp Repts 50-928/82-29,30-529/02-12 ft 50-530/82-13 on 
02IOO4-OB No noncompliance noted Major areas Inspected 
licensee action on previous insp findings . elec trical cable 
Installation & containment structural steel melding 
ECKHARDT# J H , D 'ANGELO# A , YOUNG, T Division of Resident. Reactor 
Project ft Engineering Programs 02/11/29 7pp 16405 024 24X 

Fiche 50-528,82/11/30.0212210203 


0200190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies n Svc list end 
DEYOUNG. R C Director's Office* Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York. In-c 

1 J3pp 1641 1 317 24X Fiche 50-000, 82/12/03, 0200190259 

/ 

0200190261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Socket* " Svc list encl 

JORDAN, E L Division of Engineering ft Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc UOpp 16462 064 24X 

Fiche 50-000. 02/ 12/03, 0200 1 9026 1 


8212130267 Interim Deficiency Rept DER-02-61 re reactor coolant pumps 
diffusoi — ring cap screws which may fail ft damage pump Cap 
screw matl heat treatment will be changed so that matl pi 1 1 
not bo susceptible to cracking 

VAN BRl/MT, E E Arizona Public Service Co 02/11/22 STERNBERG, D H 
Division of Resident. Reactor Project ft Engineering Programs 3pp 
16390 159 24X Fiche 30-523, 02/1 i/22# 82121 30267 


9212130320 Interim deficiency rept re failure of E8F actuation $ys dc 
power supply ground detectors supplied by C-E to meet 
p r* op e ra t i ona 1 test requirements Initially reported on 
821021 Evaluation continuing Final rept expected by 830209 
VAN BRUNT, E E Arizona Public Service Co 02/1 j/22 STERNS ERG# D M 
Division of Resident, Reactor Project ft Engineering Programs 3pp 
16309 329 24X Fiche 50- 520, 02 /1 1 /22, 921 21 30320 


8212130216 Interim Deficiency Rept DER 02-63 re design calculation 
emir in refueling water tank Initially reported on 821026 
Bechtel performing independent detailed analysis Final rept 
expected by 830210 

VAN BRUNT# E E Arizona Public Service Co 02/11/24 STERNBERG, D tf 
Division ot Resident, Reactor Project ft Engineering Programs Bpp 
16390 120 24X Fiche 50-520, 02/11/24, 9212130216 


0212210077 Interim. Deficiency Rept DER 81-14 re A-354 anchor bolt 
failures Initially reported on 010529 Final rept including 
Teledyne ft Dattelle repts will be submitted by 830131 Delay 
due to extensive evaluations 

VAN BRUNT, E E Ariiona Public Service Co 02/11/29 STERNBERG. D H 
Division of Resident, Reactor Project ft Engineering Programs 2pp 
16485 240 24X Fiche 50-528,02/11/29,0212210077 


0212090546 Ac k receipt of 021122 1 tr informing NRC of steps taken feu 
correct Violation* noted in IE insp an 820034-0903 

STERNBERG, D M Division of Resident, Reactor Project ft Engineering 
Program* 82/12/03 VAN BRUNT, E E Ariiona Public Service Co ip 
16366 344 24X Fiche 50-528, 02/ j 2/03, 821 2090546 


— 8212090552 Respond* to NRC 821008 Itr re violations noted in IE in&p 
on 020030-0903 Corrective action* as-built weld pattern 
reconciled against weld pattern of Comsip Customline Cotp 
VAN BRUNT. E E Arizona Put He Service Co 02/11/22 
STERNBERG, D M Division of Resident# Reactor Project ft Engineering 
Program* 6pp 16366 345 24X Fiche 50-323,92/12/03,8212090546 


8208190267 IE Info Notice 62-49, "Correction for Sample Condition* for 
Air ft Gas Monitoring " Svc list »ncl 

DEYOUNG. R G Director's Office# Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York. Ine 

I27pp 16620,191 24X Fiche 50-000, 02/12/ 16# 02OSI 90267 


0200 J 90260 IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relay* Type ITE-27 " 9vc list encl 

JORDAN, E L Division of Engineering ft Quality Assurance 92/12/20 

Con *o I Ida ted Edison Co of New York, Inc 100pp. 1663B 293 24X 

Fiche 30-000# 02/12/20, 62081 9026 3 


B Reportable occurrence*# LERs ft related correspondence 


B2I2060229 Interim deficiency rept re Bechtel supplier document 
register error* which may allow outdated C-E procedures to 
be used for Instrument callbr Initially reported on 820421 
Final rept delayed until 82120? due to evaluation 

VAN BRUNT. E E. Ariiona Public Service Co 02/11/22 STERNBERG# D M 
Division of Resident. Reactor Project ft Engineering Programs, 2pp 
16312 231 24X Fiche: 50-528, 82/1 1 /22# 021 2060229 


0212060240 Interim deficiency rept re instrument ac circuit breakers 
left set below trip range after testing Initially reported 
on 020806 Extension requested to submit final rept until 
821229 due to extensive investigation ft evaluation 

VAN BRUNT. E E Ariiona Public Service Co, 82/11/22 STERNBERG, D M 
Division of Resident, Reactor Project ft Eng ineer ing Programs 2pp, 
16312 237 24* Fiche 50-520,82/11/22,0212060240 


6212060275 Final Deficiency Rept DER 82-50 re Cooper Energy Svc* diespl 
generator high voltay* cubicle* w/o selsmJcaJIy qualified 
des Ign. Ini tia lly reported on 821021 Anchorage will be 
provided on all four tide* Also reportable under p*Tt 21 
VAN BRUNT. E E. Arizona Public Service Co 02/11/22 STERNBERG, D tf 
Division of Resident# Reactor Project ft Engineering Program* 3pp 
16312,129. 24 X Fiche 50-520, 62/11/22, 0212060275 


82 1 2210036 Deficiency Evaluation Rept 92-64 re installation of 
dissimilar metal socket welds, restric ted by Revision 10 of 
PM-204, due to delay in receipt of revised drawings 
Deficiency not reportable per 10CFR30 5Sfe> 

VAN BRUNT, E E Ariiona Public Service Co 02/11/29 STERNBERG, D M 
Division of Resident, Reactor Project ft Engineering Program* 2pp 
16493 010 24X Fiche 50-520, 82/ 1 1 /29# 021 22 100B6 


8212210237 Interim Deficiency Rept DER 02-51 re Pul lman-Kel logg pipe 
lining failure in ERCW ay* Initially reported on B209 I 0 
Final rept will be submitted by 030200 

VAN BRUNT, E E Ariiona Public Service Co 82/12/01 STERNBERG, D M 
Division of Res i dent. Reactor Project ft Engineering Programs 2pp 
16493 343 24X Fiche 50-320, 02/i 2/01 , 02122 10237 


0212210097 Final Deficiency Rept DER-4B re Dragon Valve Co instrument 
line check valves seized open by welding heat Movable 
internal poppet for euei* flow check valve redesigned by 
vendor to preclude binding from welding valve in place 
VAN GRUNT, E E Arizona Public Service Co 02/J2/O7 STERND ERG, D M 
Division of Resident# Reactor Project ft Engineering Program* Spp 
J 6491 003 24 X Fiche 50-520,92/12/07.0212210097 


0212210225 Final Deficiency Rept DER 82-44 re Gould-Brown Dover! 1 ood 
etrs w/improperiy crimped AMP termination lugs Initially 
reported on 020013 All terminations utilizing AMP crimp type 
lugs will be inspected for compliance 

VAN PRUNT.E E Arizona Public Service Co 02/12/07 STERNBERG, D M 
Division of Resident, Reactor Project ft Engineering Programs 4pp 
16404 227 24X Fiche 50-520, 02/12/07# 821 2210225 


8212260148 Final Deficiency R e pt DER 82-17 re C-E documents for 
instrument ealibr not updated in Bechtel supplier document 
register Initially reported on Q20421 Condition not 
reportable under 10CFR9G 55<e) 

VAN BRUNT, £ E Arizona Public Service Co 02/13/09 STERNBERG, D W 
Division of Resident, Reactor Project ft Engineering Programs 4pp 
16563 115 24X Fiche 50-528,82/12/09,0212200140 


B2122G0227 Interim Deficiency Rept 82-60 re underground cables to 
startup transformers Initially reported on 021126 Cables 
may not be adequately sized for worst case sit# soil temp ft 
thermal resistivity conditions Next rept due by 630222 
VAN BRUNT, E# E Arizona Public Service Co 82/12/13 STERNS ERG#- D N 
Division of Resident, Reactor Project ft Engineering Program* 3pp 
16562 261 24X Fiche 50-526,82/12/13,8212200227 
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DOCKET STN-SO-529 PALO VERDE NUCLEAR STATION, UNIT 2 


A App 1 1 cat i on/cons true t ion stag* document* b c of r o spond e nc e 


B212010449 Summary of 821020 meeting w/util,C-E it Bechtel in Bethesda, 
MD re pipe whip restraint* 

LICTTRA.E A Licensing Branch 3 82/11/10 Licensing Branch 3 

5pp 1 62 70 226 24X F*iche 50-528,82/11/10, B21201044B 


0211290135 Forwards "Independent OA Evaluation of Palo Verde Nuclear 
Generating Station Units 1,2 & 3, " Vo 1 1, "Executive 
Summary." Vo 1 2, "Program Results" & Vol 3, "Potential 
Finding flept* " 

TURLEY, K L Arixona Public Service Co 82/11/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16298 001 
24X F iche 50-528,02/11/19,0211290135 


— 8211290142 Forwards, under separate cover, "Independent QA Evaluation 
of Palo Verde Nuclear Generating Station Unit* 1,2 b 3," 

Vole 1,2 & 3 No reason seen to prohibit Issuance of full 
power OL for Units 1,2 & 3 

SIMON, W A Torre y Pines Technology 02/11/19 DENTON, H R 

Office of Nuclear Reactor Regulation, Director lp 16298 003 

24X Fiche 30-328,02/11/19,0211290139 


— B2i 1290 1 4Q "Independent QA Evaluation of Palo Verde Nuclear Generating 
Station Units 1,2 & 3," Vol 1, "Executive Summary " 

* Tarrey Pines Technology GA-C16924 VO 1 82/10/31 27pp 

16298 004 24 X Fiche 30-920,92/11/19,0211290135 


— 8211290130 “Independent QA Evaluation of Palo Verde Nuclear Generating 
Station Units 1,2 1 3," Vol 2, "Program Results " 

* Torrey Pines Technology GA-C16924 VQ2 82/10/31 163pp 

16298 192 24X Fiche 30-520,82/11/19,821 1290135 


— 8211 29 0155 "Independent QA Evaluation of Palo Verde Nuclear Generating 
Station Units 1,2 & 3," Vol 3, "Potential Finding Repts, " 

Bool* 1 t* 2 

* Torrey Pines Technology GA-C16924 V03 02/10/31 1406pp 

162 7B 335 24X Fiche 50-530, 82/11/19,0211290 139 


8212080564 Requests addl info re probability study of tornado missile 
damage to UHS (spray pond) to complete review of PRA open 
item Response should be provided by 021215 N/o stated end 
KNIGHTON. 0 W Licensing Branch 3 02/11/23 VAN BRUNT, E E 

Arizona Public Service Co lp 16360 332 24X 

Fiche 50-928,02/11/23,0212000564 


8212130405 Responds to 021028 request to authorize use of ASME Code 
Cases N~338 b N-339 in component const Code Case N-33B 
conditionally acceptable subj to indicated conditions Code 
Case N-339 approved for general use 

KNIGHTON , 0 U Licensing Branch 3 82/11/23 VAN BRUNT, E E 

Ariiona Public Service Co 2pp 16412 100 24X 

Fiche 50—528, 02/1 1/23, 0212130405 


0212370418 Responds to FQIA request for document* re proposed revision 
b/or update to reactor safety study referred tq In 
NUREQ-0704, Chapter 10 as R8 II b all documents pertaining to 
reactoT cooling methods Forwards documents listed in app 
FELTON, J M Division of Rules and Records 03/11/26 BH0LLY, S C 
Union of Concerned Scientists 3pp, 16549 233 24X 

Fiche 50-00 0,02/11/26,0212270418 


— 82 J 10S0027 Forwards summary of semiscale test results b advises, that 
board notification re test results issued W/o end 
NOVAK, T M Assistant Director for Licensing 02/09/24 
Division of Licensing ip 16549 270 24X Fiche 50-000,02/11/26, 

0212270410 


8212000666 Notification of 821200 meeting w/u til, SANL, C-E b Burns b 
Roe in Maricopa County, AZ to discus* shutdown heat removal 
!, y » design for CESSAR Sys 80 plant. 

LlClTftArE A Licensing Branch 3 02/12/01 KNIGHTON, G W 

Licensing Branch 3 3pp 16379 243 24X Fiche’ 90-320, 82/12/01, 

0212080666 


DP 1 2220063 Summary of 821117 meeting u/util b Bechtel in Bethesda.MD re 
natural circulation testing b training per TMI Action Item 
1 0 t 

LIC ITRA. £ A Licensing Branch 3 82/12/01 Licensing Branch 3 

5pp 16526 340 24X Fiche 50-528,02/12/01,8212220063 


G.TJ207O1O9 Foruards comments on draft envir&n protection plan. NRC 
should accept other federal agency findings w/o further 
review 

VAN BRUNT, E E Arixona Public Service Co 82/12/02 NOVAK. T M 
Assistant Director for Licensing 4pp 16327:291 24X 

Fiche 50-328,02/12/02,8212070109 


8212000179 Forwards Amend 5 to CPPR-141 , CPPR- 142 b CPPR-143. safety 
evaluation h notice of issuance b availability Amend deletes 
N-S-R Public Power Agency as co-owner 

EISENHUt.D 0 Division of Licensing 02/12/06 VAN BRUNT, E E 
Arizona Public Service Co 4pp 16354 061 24X 

Fiche 50-328, 82/ 1 2/06, 82 1 20 BO 1 7 9 


—8212080100 Amend S to CPPR-141. CPPR-1 42 b CPPR-143, deleting M-S-R 
Public Power Agency as co-owner 

EISENHUT, D G. Division of Licensing 02/12/06 6pp 16354 065 
24X Fiche 50-528, 02/L2/O6, 02 1 2000 179 


— 8212080195 Safety evaluation supporting Amend 5 to CPPR-141, CPPR—142 b 
CPPR-143 

a Office of Nuclear Reactor Regulation, Director 02/12/06 2pp 
16354 071 24X Fiche 50-528,82/12/06,0212000179 


—8212080204 Notice of Issuance U availability of Amend 5 to CPPR-141. 
CPPR- 1 42 b CPPR-143 

KNIGHTON, G W Licensing Branch 3 82/12/06 2pp 16354 073 

24X Fiche 50-528.02/12/06,8212080179 


0212290473 Trip rept of B2H03-04 site visit by Instrument b Control 
Sy» Branch re physical arrangement & installation of 
instrumentation b control electrical equipment in accordance 
W/design cri teria. Contro 1 cabling acceptable 

LICITRA, E A Licensing Branch 3 02/12/13 Licensing Branch 3 

lOpp 16606 048 24X Fiche 50- 928,82/12/13,0212290473 


0212220440 Board Notification* 82-125 b 82-125A forwards info re 
H Etherington evaluation of flaw blockage during natural 
circulation of PWRs Results do not adversely impact present 
position on reliance on natural circulation 

NOVAK, T M Assistant Director for Licensing 02/12/14 Atomic 
Safety and Licensing Board Panel Spp 16923 135 24X 

Fiche 50-000,82/12/14,8212220440 


0212220461 Board Notification 02-124 forward* RJ Mattson B21123 memo re 
Bemisca 1 r S-UT-0 test result* Phenomena of euro level 
depression b loop seal clearing may be more complex than 
previously supposed 

NOVAK, T N Assistant Director for Licensing 02/12/14 Atomic 
Safety and Licensing Board Panel 7pp 16923 169 24X 

Ficha 50-000, 02/12/14, 821 222046 1 


0212270129 Forwards change to FSAR Section 1 9, adding fission chamber 
detectors b sealed source* to exception taken to Reg Guide 
1 30 Change will be included in upcoming FSAR amend 
VAN 0RUNT , E E Arizona Public Service Co 02/12/21 NOVAK, T M 
Assistant Director for Licensing 3pp 16530 14? 24X 

fiche 50-529, S2/ 12/21, B2 12270 129 


E NRC Safety Evaluation Report (SER), suppls b correspondence 


□312210107 Discusses confirmatory issue re motor operators powered from 
vital »ource* , p »r BER (NUREG-0057) Plant design modified to 
include motor operators on appropriate vaWes 

VAN DRUNT , E E Arizona Public Service Co 02/10/20 NOVAK, T M 
Assn tent Director for Licensing p 16491,049 24X 

Fiche 50-529,82/10/20.0212210107 


8212030031 Forwards schedule for submitting requested info b remaining 
outstanding b confirmatory Issues discussed in Suppl 3 to 
8ER, per NRC 02092? 1 tr 

VAN BRUNT, E E Arizona Public Service Co 02/11/29 NOVAK, T M 
Assistant Director for Licensing 6pp 16305 076 24X 

Fiche 90-520,82/11/29,8212030031 


BP1213QS92 Advi*o» that all piping components in essential A6ME Code 
Class 1,2 b 3 piping sy» designed to Levels C b D sve limits 
evaluated against emergency b faulted conditions Imposed by 
screening criteria All criteria met 

VAN BRUNT, E E Arizona Public Service Co 02/12/09 NOVAK, T. M 
Assistant Director for Licensing. 6pp 16390*062 24X 

Fiche- 50-529, 02/ 12/0?, 02 1 2130292 


F Security, medical, emergency U fire protection plan* 


0212080157 Forwards response to 821202 telephone request re emergency 
operations facility Conceptual design for upgraded emergency 
response facilities under NRC review 

VAN BRUNT t E E Arizona Public Service Co 82/12/06 NOVAK, T N 
Assistant Director for Licensing 4pp 16354 08Q 24X 

Fiche 30-528, 02/12/06,8212080157 
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0 Adjudicatory torr^iponds nee 


9312010202 Request* consideration of Uesfc Valley Agricultural 
Protection Coundlrlnc supplemental flUmorandum supporting 
Council petition to intervene Brief include* useful 
anal y « i a 

BERLIN* K Affiliation Unknown 92/11/29 LAZO, F M * CALL I HAN, 0 , 
COLE'. F F Atomic Safety and Licencing Board Panel J p 14296 093 
24X Fi Che 90-926.62/11/29.0212010202 


021204009-9 Request* We*t Valley Agricultural Protection Council. Inc 
821010 supplemental memorandum supporting petition to 
intervene be stricken from record if not stricken. Joint 
Applicants answer should be allowed 

CRAWFORD* V A Snell NWilmer CRAWFORD* V A Joint Appliran ts-Palo 
Verde 62/11/29 LAZO. R H , CALL I HAN. D * COLE, ff F Atomic Safety 
and Licensing Board Panel, 2pp. 14316 073 24X 

Fi che 30-526; 62/11/29. 0212O&OO9S 


8212220110 Forward* Torrey Pine* Technology 020714 ltr fc revision to 
Torrey pine* OA/GC plan 

DEWEY. L S Hearing Branch 3 62/12/09 BERNABEI.L Harmon & 

Wei** BERNrt&El.L Hour lhan* P 3p p 16503 022 SAX 

Fich«r 50-928. 02/12/09. 82122201 10 


K Utility Final Safety Analysis Report JFBARI & amend* 


8212070320 Forward* Amend 10 to FSAR 

VAN Ofit/NT. £ E Arixona Public Service Co 02/12/04 Office of 

Nuclear Reactor Regulation* Director 2pp 16345 047 24X 

FI the 50-330 . 02/ 12/06. 021 2070320. 


— 8212070331 Amend 10 to FSAR Two oversize drawing* end Aperture cards 
are available in FDR 

* Arizona Public Service Co 02/12/31 3l6pp 16345 049 24X 

Fich*. 50-326* 82/12/06,6212070328 


0212 210075 Forward* Proof of five for Amend 10 fcn FSAR 

VAN BftJNT. E. E Arizona Public Service Op 82/12/15, Office of 

Nuclear Reactor Regulation* Director 3pp* 16405 292 24X 

Fi che* 50-526. 03/ 12/ 1 9. 8212210075 


M Antltru»t eorreipondenc * 


0212060179 Forwards Amend 5 to CPPft-14 1 , CPPR-142 * CPPR-M3, saf e ty 
evaluation 6 notice -of issuance & availability Amend deletes 
M-S-R Public Power Agency a* co-owner 

ElSENNUTrD 0 Division of Licensing 02/12/06 VAN BRUNT, E £ 
Arizona Pub 1 1 c Service Co 4pp. 16334 061 24X 

Fiche 5 0-520 , 02/ 1 2/06. 83 1 2080 1 79 


—0212000103 Amend 5 to CFPR-141 , CPPR-142 U CPPR-143, del ■ ting M-S-ff 
Public Power Agency a* co-cutter 

EISENHUT. D. O Division, of Licensing, 02/12/06 6pp. 16394 065 
24-X Fiche 90-320. 82/12/06. 021 2000 1 79 


—0218030195 Safety evaluation supporting Amend 5 to CPFR-141. CPPR-1 42 L 
CPPR-143 

* Office of Nuclear Reactor Regulation* Director, 02/12/06 2pp 
16394 071 24X Fichr 50-520; 82/12/06. 02 J 20001 79 


—6212000204 Notice of issuance U availability of Amend 5 to CPPR~i4l* 
CPPR-142 & CPPR-143 

KNIGHTON. 0 » Licensing Branch 3 62/12/06 2pp 16354 073 

24X Fiche 50-528.82/12/06.0212080179 


Q Inspection report*. fE Bulletin* & c orre*p ondenc# 


6208190240 IE Bu 1 letin 82-03. Revt s 1 an 1. "Btr*** Cracking In Thick- 
Mall* Large-piameter. Sta £nl ess Stee 1. Rec Ircu lafcion Sys Piping 
at BUR Plants « five list end 

DEYOUNO. R,C. Director's Officer Office of Inspection and 
Enforcement 62/10/20 Consol i dated Edison Go of New York. Inc 
1 I2pp 16462 163 24X Fiche 30-000, 02/10/26. 0208 1 90240 


0208190245 IE Info N-otice 82-42* ''Defect* Observed in Panasonic Model 
601 &< Hodef 80-2 Thermoluminescent Dosimeter* “ 3vc list 
end 

COBB. L I. Division of FubI Facilities, Material* & Safeguards 
02/1 1 /OS Consol lrfated Edison Co of New York. Inc UO-pp 

16372 142. 24* Fiche 50-000, 02/1 1 /OS* 82081 90249 


021 2060143 Requests extension to respond to Item* of none omp 1 1 anc* in 
IE In*p Rep ts 30-528/02-35,50-529/82-09 b 30-530/62-10 flept 
will be submitted by 021119. 

VAN BRUNT, E. E Arizona Public Service Co S2/U/10 STERNBERG* D M 
Division of Resident. Reactor Project it Engineering Programs Ip 
16314:069 24X Fiche SO- 520, 02/1 1/30, 0212060 J 43, 


8200190251 IE Info Notice 02-44, "Clar 1 f Icati on of Emergency Plan 
Emrclte Requirement* “ Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 02dl/10 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24 X 
Fiche 30-000,02/11/10.0200190251 


Q20S190256 IE Info Notice 82-46, "Defective & Obsolete Combination 
Padlock* " Svc list end 

DEYOUNG* R C Director's Office. Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

127pp 16411 065 24X Fiche 50-000, 62/1 1/26, 02OQ19O256 


0208190257 IE Info Notice 82-47. "Transportat ion of Type A Quantities 
of Non-Fis*ile Radioactive Natl " Svt list end 
C03B.L I Division of Fuel Facilities, Materials N Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 
16307 020 24X Fiche 50-000, 02/1 1/30, 02081 90257 


8212210203 Forward* IE Insp Repts 50-520/02-29, 50-529/02-12 Ik 
50-530/02-13 on 821004-00 No noncomp dance noted 

STERNBERG, D M Division of Resident, Reactor Project 8, Engineering 
Programs 82/11/30 VAN BRUNT, E & Ariiona Public Service Co 
2pp 16403 022 24X Fiche 30-920,62/11/30,0212210203 


— 0212210211 IE Insp Repts 50-528/62-29,50-529/02-12 It 50-530/92-13 or 
821004-00 No noncompliance noted Major areas inspected 
licensee action on previous insp f i ndinge , electr i cal cable 
installation & containment structural steel welding 
ECKHARDT, J H , D'ANGELO. A , YOUNG, T Division of Resident, Reactor 
Project tt Engineering Programs 62/11/29 7 pp 16485 024 24X 

Fiche 50-528. 82/11/30, 8212210203 


8P0B190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R, C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Ir»t 

1 13pp 16411 317 24 X Fiche 50-000,82/12/03,8208190259 


0206190261 IE Info Notice 02-40, "Failures of Agastat CR 0095 Relay 
Socket* " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/03 
Consol i date d Edison Co of New York. Inc llOpp 16462 064 24X 

Fich* 30-000, 82/12/03,6200190261 


B21 2090546 Ack receipt of 021122 ltr informing NRC of steps taken tn 
correct violations noted in IE insp on 820834-0903 

STERNBERG, D H. Division of Resident. Reactor Project & Engineering 
Program* 82/12/03 VAN BRUNT, E E Arizona Public Service Co Ip 
16366 344 24 X Fiche 30-520.02/12/03,0212090346 


—0212090552 Respond* to NRC 021008 ltr re violations noted in lb insp 
on 820830-0903 Corrective actions as-built weld pattern 
reconciled against weld pattern of Comsip Customline Corp 
VAN BRUNT. E E Arizona Public Service Co 02/11/22 
STERNBERG, D M Division of Resident, Reactor Project & Engineering 
Programs 6pp 16366 345 24X Fiche 50-520.82/13/03,8215090546 


0200190267 IE Info Notice 92-49, "Correction for Sample Conditions for 
Air it Gas Monitoring 11 Svc list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York. InC 

J27pp 16628 191 24X Fiche 50-000, 02/1 3/ 16, 82081 90267 


02001 90268 IE Info Notice 02-50, "Mod of Solid State AC Undervo Has t> 
Relay* Type r TE-27 " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/15/50 
Consolidated Edison Co of New York, Inc iOQpp 16620 293 24X 

Fiche 50-00 0, 02/12/2 0, 02001 90260 


S Reportable occurrences, LERs & related correspondence 


8512060275 Final Deficiency Rept DER 02-50 re Cooper Energy Bvcs dUeel 
generator high voltage cubicle* w/o sexsmically qualified 
design Initially reported on 821021 Anchorage will be 
provided on all four sides Also reportable under Part 21 
VAN BRUNT. E E Arizona Public Service Co 62/11/22 STERNBERG, D M 
Division of Resident, Reactor Project & Engineering Program* 3pp 
16312 139 24X Fiche 50-526, 82/1 1/22, 0212060273 


8212130267 Interim Deficiency Rept DER-02-6! re reactor coolant pumps 
d i f f usor-r i ng cap screws which may fail & damage pump Cap 
«cr*w mail heat treatment will be changed so that mat! will 
not be susceptible to cracking 

VAN BRUNT, E E Arizona Public Service Co 82/11/22 STERNBERG. D N 
Division of Resident, Reactor Project & Engineering Program* 3PP 
16390 199 24X Fiche 30-520,02/11/22,0212130267 



DOCKETED ITEMS 


353 


8212130216 Interim Deficiency Rept DEfl 92-43 re de-sign calculation 
error in refueling water tank Initially reported on 821026 
Bechtel performing independent detailed analysis Final rep t 
expected by 030210 

VAN BRUNT. E E Arizona Public Service Co 02/11/24 STERNBERG, D M 
Division of Resident. Reactor Project 6 Engineering Programs 3pp 
16390 120 24X Fiche 90-920,82/11/24.0212130216 


8212210077 Interim Deficiency Rept DEFl 01-14 re A-354 anchor bolt 
failures Initially reported on 010529 Final rept including 
Teledyne 4 flattelle rept* will be submitted by 030131 Delay 
due to extensive evaluations 

VAN BRUNT. E E Arizona Public Service Co 02/11/29 STERN3ER0, D M 
Division of Resident, Reactor Project V Engineering Programs 2pp 
16483 240 24X Fiche 30-320,82/11/29,0212210077 


□212210006 Deficiency Evaluation Rept 02-64 re installation of 
dissimilar metal socket we Ids, re str i c ted by Revision 10 of 
PM-204, due to delay in receipt of revised drawings 
Deficiency not reportable per 10CFR50 53(e) 

VAN BRUNT, E E Arizona Public Service Co Q2/U/29 STERNBERG, D M 
Division of Resident, Reactor Project <« Engineering Programs 2pp 
16493 010 24X Fiche 50-520,02/11/29,0212210006 


B212210225 Final Deficiency Rept DER 02-44 re Gould-Brown Dover i load 
c trt w/i mprop er 1 y cnmped AMP termination lugs Initially 
reported on 020013 All termination* utilizing AMP crimp type 
lug* will be inspected for compliance 

VAN BRUNT, E E Arizona Public Service Co 02/12/07 STERNBERG, D M 
Division of Resident, Reactor Project ^Engineering Programs 4pp 
16404 227 24X Fiche 50-528,02/12/07.0212210225 


8212280227 Interim Deficiency Rept 82-69 re underground cable* to 
startup transformers Initially reported on 021126 Cables 
may not be adequately sized for worst case site soil temp S< 
thermal resistivity condition* Next rept duo by 030222 
VAN BRUNT, E £ Arizona Public Service Co 05/12/13 STERNBERG, D M 
Division of Resident, Reactor Project 6 Engineering Programs 3pp 
16562 261 24X Fiche 50-520,02/12/13.0212200227 


9212280407 Interim Deficiency Rept DER 02-43 re Comsip main control 
panels w/ impr op er I y crimped termination lugs Initially 
reported on 020013 Due to extensive eva luot ion, next rept 
will not be submitted until B30207 

VAN BRUNT, E E Arizona Public Service Co 02/12/13 STERNBERG, D M 
Division of Resident, Reactor Project & Engineering Programs 2pp 
J6SS9 039 24X Fiche 50-529,02/12/13,0212200407 


DOCKET STN-50-530 PALO VERDE NUCLEAR STAT IQN. UNIT 3 


A App 1 i cat! out/ construct ion stage documents Sc correspondence 


G21201044S Summary of 021020 meeting w/util.C-E It Bechtel in Bethesda, 
HD re pipe whip restraint* 

L ICITRA, E A Licensing Branch 3 02/11/10 Licensing Branch 3 

3pp 16270 226 24X Fi c h e 50- 529, 82/ 1 1 /10, 021 201 044B 


0211&9O135 Forward* "Independent GA Evaluation of Palo Verde Nuclear 
Generating Station Units 1,2 & 3, " Vo 1 1, "Executive 
Summary , " Vol 2. ''Program Result*" *< Vol 3, "Potential 
Finding Repts " 

TURLEY, K L Arizona Public Service Co 82/1 1/J? DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16298 OOl 
24X Fiche 50-328.02/11/19,8211290135 


— B2U290142 Forwards, under separate cover, "Independent QA Evaluation 
of Palo Verde Nuclear Generating Station l/nit* 1, 2 & 3, *' 

Vol* 1,2 & 3 No reason seen to prohibit issuance of full 
power OL for Unit* 1,2 8, 3 

3rM0H, U A Torrey Pines Technology 82/11/19 DENTON, H R 

Office of Nuclear Reactor Regulation, Director lp 16293 003 

24X Fiche 50-520,02/11/19,0211290139 


— 8211290146 "Independent GA Evaluation of Palo Verde Nuclear Generating 
Station Units 1, 2 6 3, “ Vol 1» "Executive Summary '* 

* Torrey Pine* Technology GA-C16924 V01 82/10/31 27pp 

16293 004 24X Fiche 50-520,82/11/19.0211290135 


—021 129015-0 "Independent QA Evaluation of Palo Verde Nuclear Generating 
Station Unit* 1,2 & 3," Vol 2, "Program Results " 
a Torrey Pine* Technology GA-C16924 V02 02/10/31 i63pp 

16290 192 24X Fiche 50-528,02/11/19,8211290135 


— 0211290155 "Independent QA Evaluation of Palo Verde Nuclear Generating 
Station Unit* 1,2 6 3," Vol 3, "Potential Finding Rept*," 

Baokw 1 It 2 

* Torrey Pine* Technology GA-C16924 V03 02/10/31 1406pp 

16290:353 24X Fiche 50-520,82/11/19,0211290133 


8212090364 Raqueet* addl info re probability study of tornado missile 
damage to UHS <*pray pond } to complete review of PRA open 
item Response should be provided by 021215 W/o stated end 
KNrGHTDN.G M Licensing Branch 3 82/11/23 VAN BRUNT , E E 

Arizona Public Service Cn lp 16369 332 24X 

Fiche 50-520. 82/1 1/23,821200056 4 


8212130405 Responds to 821020 request to authorize use of ASME Code 
Case* N-338 t, N-339 in component const Code Case N-33B 
conditionally acceptable subj to indicated conditions Coda 
Case N-339 approved for general use 

KNIGHTON, G W Licensing Branch 3 02/11/23 VAN BRUNT, E E 

Arixona Public 8ervfce Co 2pp 16412 100 24X 

Fiche 50-920,02/11/23,0212130405 


02122704-10 Respond* to FDIA request for documents r» proposed revision 
St/or update to reactor safety study referred to In 
NUREQ-0704 , Ch a p ter 10 as R8 II 6 all document* pertaining to 
reactor cooling method* Forwards documents listed in app 
FELTON, J 11 Division of Rule* and Records 02/11/26 BROLLY, S C 
Union or Concerned Scientist* Jpp 16549 233 SAX 
Fiche 50-000,82/11/26,0212270410 


- -821 1 050027 Forwards summary of semiscale test result* S, advises that 
board notification re test results issued W/o enc 1 
NOVAK, r IT Assistant Director for Licensing BS/09/24 
Division of Licensing lp 16549 270 24X Fiche 50-000,02/11/26, 

0212270410 


0212030666 Notification of B2120B meeting w/uti 1, 8ANL, C-£ U Burns 8. 
Roe in Maricopa County. AZ to discus* shutdown heat removal 
sys design for CESSAR 9ys BO plant 

LICITRA.E A Licensing Branch 3 82/12/01 KNIGHTON, G W 

Licensing Branch 3 3pp. 163 7 9 243 24X Fiche 50-528,82/12/01, 

0212080666 


0212220063 Summary of 021117 matting u/util 6 Bechtel in Bathes da, MD re 
natural circulation testing & training per TMI Action Item 
I 0 1 

L1CITRA, E A Licensing Branch 3 02/12/01 Licensing Branch 3, 

5pp 16326 340 24 X Fiche 50-520,02/12/01,0212220063 


0212070109 Forward* comments on draft environ protection plan NRC 
should accept other federal agency findings w/o further 
r ftvtew 

VAN DAUNT ■ E E Arizona Public Service Co 02/12/02 NOVAK, T M 
Assistant Director for Licensing 4pp 16327 291 24X 

Tiche 30-528,02/12/02,0212070109 


0212080179 Forward* Amend 5 to CPPR-141 , CPPR-142 $, CPPR-143. safety 
evaluation 6 notice of issuance U availability Amend deletes 
M-e-R Public Power Agency as co-owner 

EISENHUT.DG Division of Licensing B2/12/06 VAN BRUNT, E E 
Arizona Public Service Co 4pp 16354,061 24 X 

Fiche 50-528, 02/12/06,0212080179 


—0212000100 Amend 5 to GPP R- 14 l , CPPR-1 42 U CPPR-143, de 1 et ing H-B-R 
Public Power Agency as co-ouner, 

EI8ENHUT, D 0 Division of Licensing 02/12/06 6pp 16354 065 
24 X Fiche 50-520. 82 / 12 / 06 . 0212000179 


— 8212090195 Bafety evaluation supporting Amend 3 to CPPR-1 4 1, CPPR-142 fc 
CRPR-I43 

a Office of Nuclear Reactor Regulation, Director 02/12/06 2pp 
16354 071 24 X Fiche 50-320,82/12/06,0212000179 


— 8212080204 Notice of Issuance 6 availability of Amend 9 to CPPR-141, 
CPPR-142 6 CPPR-J43 

KNIGHTON, 0 W Licensing Branch 3 82/12/06 2pp 16354 073 

24 X Fiche 30-520, 02/12/06, 8212000179 


5212290473 Trip rept of 821103-04 *it* visit by Instrument 8, Control 
By* Branch re physical arrangement h instal lation of 
instrumentation 6 control electrical equipment in accordance 
w/tieslgn criteria Control cabling acceptable 

LICITRA.E A Licensing Branch 3 02/12/13 Licensing Branch 3 

10pp 16606 040 24X Fiche 50-528,02/12/13,0212290473, 


0212220440 Board Notification* 02-125 h 02-I25A forwards info re 
H Etherington evaluation of flow blockage during natural 
circulation of PWR* Remits do not adv«r*ely Impact present 
p<o*£tion on reliance on natural circulation 

NOVAK, T, M Assistant Director for Licensing 02/12/14 Atomic 
Safety and Licensing Board Panel. Spp 16523 135 24X 

Fiche 50-000. B 2 / 12/ 14, 8212220440 


8212220461 Board Notification 02-184 forwards RJ Mattson 821123 memo re 
Semitcale S-UT-S test r e»u 1 1*. Phenomena of cor# level 
depression U loop seel clearing may be more complex than 
previously supposed 

NOVAK, T M Assistant Director for Licensing. 02/12/14 Atomic 
Safety and Licensing Board Panel 7pp 16523 £69 24X 

Fiche 50-000,82/12/14,8212220461 
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0212270129 Forward* change to FSAR Section 1 8, adding fission chamber 
detectors & sealed source* to exception taken to -Reg Guide 
1 30 Change will be fncluded In upcoming FSAR amend 
VAN BRUNT. £ E Ariiona Public Service Co 82/12/21 NOVAK. T M 
Assistant Director for Licensing 3pp 16533 149 24X 

Fiche 50-520. 82/12/21. 02 1 2270 129 


E NflC Safety Evaluation Report (SER), supple & correspondence 


8212210107 Discusses conf inflatory issue re motor operator* powered from 
vital sources. per 5ER (NURE(?-Q857> Plant design modified to 
include motor operators on appropriate valves 

VAN BRUNT. E E ArUona Public Service Co 82/10/28 NQVAK, T M 
Assistant Director for Licensing 2pp 16491.049 24X 

Fiche 5 0-S28, 02/10/20. 8212210107 


B212030031 Forward* schedule for submitting requested info & remaining 
outstanding & confirmatory issues discussed in Suppl 3 to 
8ER, per NRC 820929 ltr 

VAN BRUNTiE E Ariiona Public Service Co 62/11/29 NOVAK, T N 
Assistant Director for Licensing 6pp 16305 076 24 X 

Fiche 30- 528. 62/11/29. S2 1 203003 1 


0212130292 Advises that all piping component* in essential ASMS Code 
Claes 1.2 fc. 3 piping *ys designed to Levels C fc D svc limits 
evaluated against emergency 8, faulted conditions imposed by 
screening criteria All criteria net 

VAN BRUNT. E E Ariiona Public Service Co 82/12/09 NOVAK. T M 
Assistant Director for Licensing 6p p 16370-062 24X 

Fiche 50-328,82/12/09.8212130292 


F Security, medical, emergency it fire protection plans 


8212000157 Forwards response to 821202 telephone request re emergency 
operations facility Conceptual design for upgraded emergency 
response facilities under NRC reviews 

VAN BRUNT. E E Ariiona Public Service Co 82/12/06 NOVAK. T M 
Assistant Director for Licensing 4pp 16354 088 24X 

Fiche 50-520, 02 / 1 2/06 , 82 1 2080 15 7 


0 Adjudicatory correspondence 


B2 1 2010202 Requests cons i dare t i on of UeSt Valley Agricultural 
Protection Council, Inc supplemental memorandum supporting 
Council petition to Intervene Brief includes useful 
analysis 

BERLIN. K Affiliation Unknown 02/11/29 LAZO, R M , CALL THAN. D . 
COLE, R F Atomic Safety and Licensing Board Panel Ip 16258 053 
24X Fiche SO” 520, 82/1 1 /27, 8212010202 


8212060095 Requests West Valley Agricultural Protection Council, Inc 
82 1018 supplemental memorandum supporting petition to 
intervene be stricken from record if not s tricken, Joint 
Applicants answer should be allowed 

CRAWFORD, V A Snell U Wilder CRAWFORD, V A Joint Ap p 1 i c an ts-Pa 1 o 
Verde 02/11/27 LAZO, R M , CALLIHAN, D . COLE, ft F Atomic Safety 
and Licensing Board Panel 2pp 16316 073 24 X 

Fiche 50-528, 02/1 1/29, 8212G60095 


8212220110 Forward* Torrey Pines Technology 020714 ltr & revision to 
Torrey Pines GA/GC plan 

DEWEY, L S Hearing Branch 3 82/12/09 DEKNABET, L Harmon 6 

Weiss BERNAUEI.L Hourfhan, P 3pp 1&503 022 24X 

Fiche 5 0-52B, 02/12/09, 821 2220J 18 


; Utility Final Safety Analysis Report IFSARJ Sc amends 


)S 12070328 Forward* Amend 10 to FSAR 
VAN BRUNT, E E. Ariiona Public Service Co 82/12/06 Office of 

Nuclear Reactor Regulation, Director. 2pp 16345 047 24X 

Fiche 50-528. 62/12/06. 0212070328 


-B2J20'70331 Amend 10 to FSAR Two oversite drawings end Aperture cards 
are available in RPR 

* Ariiona Public Service Co 02/12/31 3i8pp 16345 049 34X 

Fiche 50-528, 02/1 2/06 , 82 1 207032 8 


212210075 Forwards Proof of Svc for Amend 10 to FSAR 
VAN BRUNTrE. E Aritona Public Service Co 02/12/15 Office of 

Nuclear Reactor Regulation, Director 3 j>j> 16465 252 24X 

F i c h e : 50-528, 92/ 1 2/ 1 3, 82 1 2210075 


Antitruit correspondence 


312080179 Forward* Amend S to CPPR-141 , CPPR- M2 it CPPR-143. safety 
evaluation & notice of issuance & availability Amend deletes 
M-S-R Public Power Agency as co-owner 

EI8ENHUT.D 0 Division of Licensing 82/12/06 VAN BRUNT, E, E 
Ariiona Public Service Co 4pp 16334,061. 24 X 

Fiche 30-320,82/12/06,0212080179 


—8212080100 Amend 3 to CPPR-141, CPPR-1 42 6 CPPR-I43, deleting M-S-R 
Public Power Agency as co-owner 

EISENHUT.D 0 Division of Licensing 02/12/06 6pp <6354 0 6b 
JMX Fiche 30-528.82/12/06,0212080179 


— 8212000195 Safety evaluation supporting Amend 5 to CPPR-141, CPPR-14-2 
CPPH-143 

# Office of Nuclear Reactor Regulation, Director 02/12/06 2fp 
16354 071 24 X Fiche 90-320, 02/ i 2/06. 82 120B01 79 


— 8212080204 Notice of issuance it availability of Amend 5 to CP PR- HI, 
CPPR-142 * CPPR-1 43 

KNIGHTON, 0 W Licensing Branch 3 02/12/06 2pp 16334 073 

24X Fiche 56-520.82/12/06,8212080179 


Q Inspection reports, IE Bulletins l« correspondence 


8208190240 IE Bulletin 02-Op, Rev i s ion i, "Stress Cracking in Thick- 
Wall, Large-Di ame ter, Stain] ess Steel, Rec ircu lation Sy* Piping 
at BWR Plants *’ Svc list end 

DEYOVNQiR C Director's Office, Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York, Inc 

l|2pp 16462 163 24X Fiche 50-000,82/10/20,8208170240 


8208190249 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
001 t .Model 80S Thermo 1 umi nesc e n t Dosimeters " Svc list 
end 

COQD.L I Division of Fuel Facilities, Material* & Safeguards 
82/11/09 Consolidated Edison Co of New York, Inc IlOpp 
16372 1 42 24X Fiche 90-000, 02/1 1 /05, 82081 90245 


6212060143 Requests extension to respond to items of noncompliance in 
IE Insp Rep te 5O-520/82-25, 50-529/82-09 * 50-530/82-10 Rapt 
will be submi feted by 821119 

VAN BRUNT, E E Ariiona Public Service Co 02/11/10 STERNBERG. D H 
Division of Resident, Reactor Project it Engineering Programs Ip 
i 6314 069 24X Fiche 50-528. 82/1 1/10, 8212060143 


020819029 1 IE Info Notice 82-44, "Clar i f 1 cat! on of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering L Quality Assurance 92/11/18 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24X 

Fiche 30-000, 82/11/18, S208J90231 


820B1 90256 IE Info Notice 02-46, "Defective & Obsolete Combination 
Padlocks " Svc list enc 1 

DEYOUNG, f? C Director's Office, Office of Inspection and 

Enforcement 82/1 I/P6 Consolidated Edison Co of New York, Inc 

I27pp 16411 065 24X Fiche 50-000,82/11/26,8200190256 


8208190257 IE Info Notice 02-47, "Tran s p or ta t i on of Type A Quantities 
of Non-Fissile Radioactive Matl " Svc list end 
COBB.L I Division of Fuel Facilities, Materials & Safeguard* 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 

16387 028 24X Fiche 50-000, 82/1 1/30, 02OB1 90237 


0212210203 Forward* IE Insp Repts 50-528/02-29, 50-529/82-12 fc 
50-530/02-13 an 021004-00 No noncompliance noted 

8TERNHEH0.D M Division of Resident, Reactor Project If Engineering 
Programs 02/11/30 VAN BRUNT , £ E Ariiona Public Service Co 
2pp 1 64S3 022 24X Fiche 50-520,92/11/30,8212210203 


— 8212210211 IE Insp Repta 50-528/83-29,50-52 9/82-12 1 . 50-530/02-13 cm 
821004-08 No none omp 1 ianc e noted Major areas inspected 
licensee action on previous Insp findings, elec trical cable 
installation & containment structural steel welding 
ECKHARDT, J„ H , D'ANGELO, A , YOUNG, T Division of Resident, Reactor 
Project !< Engineering Programs 02/11/29 7pp 16405 02-4 24X 

Fiche. 50-528, 82/11/30, 8212210203 


0208190259 IE Bulletin 82-04, "Oe f i c i en c i es in Primary Containment 
Electrical Penetration Assemblies M Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

I iPpp 16411 317 24X Fiche 50-000, 82/12/03,8200190259 


0200190361 IE Info Notice 02-40, "Failures of Agastat CR 0095 Relay 
Sockets ” Svc list end 

JORDAN, E L Division of Engineering It Duality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc IlOpp 16462 064 34X 

Fiche, 30-000, 82/12/03, 8208190261 


8212090546 Ack receipt of 021122 ltr informing NRC of steps taken to 
correct violation* noted in IE irtsp on 020834-0903 

STERNBERG, D M Division of Resident, Reactor Project & Engineering 
Programs. 82/12/03 VAN BRUNT, E E Ariiona Public Service Cu Ip 
16366 344 24X Fiche 50-528, 82/12/03, 0212090546 
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-82I2090S52 Respond* to NRC B 21008 ltr re vaolation-s noted in IE insp 
on 020030-0903 Corrective actions as-built weld -pattern 
reconciled against ueld pattern of Ccmsip Customlin* Corp 
VAN BRUNT , E E Arizona Public Service Co 02/11/22 
STERNBERG, D M Division of Resident. Reactor Project & Engineering 
Programs ipp 16366 345 24X Fiche 50-520,02/12/03.0212090546 


9200190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air i Gas Monitoring " Bvc list encJ 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York. Inc 

I27pp 16&2B 191 24X Fiche 50-000.02/12/16,8208190267 


0200190260 IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type 1 TE-27 " Svc list end 

JORDAN, E L Division of Engineering 4, Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOQpp 16620 293 24X 

Fiche 50-000,82/12/20,0208190260 


9 Reportable occurrences, LERs & related correspondence 


821 2060082 Final deficiency rept re Pullman 24-inch pipe spools 
^/internal surface indications violating min mall thickness 
Initially reported on 820031 Visual exam performed 
Deficiency determined not reportable per 10CFR50 55(e) 

VAN BRUNT. £ E Arizona Public Service Co 02/11/19 STERNBERG, D M 
Division of Resident, Reactor Project 6 Engineering Programs 4pp 
I631& 069 24X Fiche 50-530,02/11/19,0212060002 


BP12060275 Final Deficiency Rept DER 82-58 re Cooper Energy Svc s diesel 
generator high voltage cubicles w/o Beismically qualified 
design Initially reported on 821031 Anchorage will be 
provided on all four sides Also reportable under Part 21 
VAN BRUNT, E E Arizona Public Service Co 82/11/22 STERNBERG, D M 
Division of Resident, Reactor Project & Engineering Program* 3pp 
16312 139 24X Fiche 50-528,92/11/22,0212060275 


H«M 2130259 Final deficiency rept re nonconforming matl certification 
for diesel generator piston Initially reported on 020930 
Nonconformance Rept MG-1445 issued to control 8. document 
piston replacement prior to unit startup 

VAN BRUNT, E E Arizona Public Service Co 82/11/22 STERNBERG, D M 
Division of Resident, Reactor Project & Engineering Programs. 3pp 
16396 244 24X Fiche 50-330,82/11/22,0212130259 


0212130267 Interim Deficiency Rept DER-B2-61 re reactor coolant pumps 
d i f fuicr-r ing cap screws which may fail damage pump Cap 
screw mat! heat treatment will be changed so that matl will 
not be susceptible to cracking 

VAN BRUNT. E E Arizona Public Service Co 82/11/22 STERNBERG, D M 
Division of Resident, Reactor Project & Engineering Programs 3pp 
16390 15B 24X Fiche 30-528,82/11/22,0212130267 


8^12130309 Final deficiency rept re improperly crimped termination luge 
in control bldg switchgear supplied by GE Initially reported 
on 030802 Connectors not meeting vendor specs will be 
corrected Also reported per Part 21 

VAN BRUNT , E E Arizona Public Service Co 02/11/23 STERNBERG, P M 
Division of Resident, Reactor Project 8< Engineering Programs Spp 
16389 340 24X Fiche 50-530,02/11/33,0212130309 


0212130216 Interim Deficiency Rept DER 02-63 re design calculation 
error in refueling water tank Initially reported on 021026 
Bechtel performing independent detailed analysis Final rept 
expected by 830210 

VAN BRUNT , E E Arizona Public Service Co 02/11/24 STERNBERG, D M 
Division of Resident, Reactor Project & En g inee r i hg program* 3pp 
16390 120 24X Fiche 50-528,82/11/24,8212130216 


0FI22LOO77 Interim Deficiency Rept DER 01-14 re A-354 anchor bolt 
failures Initially reported on 810529 Final rept including 
Teledyne & Dattelle repts will be submitted by 030131 Delay 
due to extensive evaluations 

VAN BRUNT, E E Arizona Public Service Co 02/11/29 STERNBERG, D M 
Division of Resident, Reactor Project & Engineering Programs 2pp 
1 6485 240 24X Fiche 50-520,82/11/29,0212210077 


92 1 2210086 Deficiency Evaluation Rept 82-64 r» installation of 
dissimilar metal socket we Ids, res tr i c ted by Revision 10 of 
ptf-204. due to delay in receipt of revised drawings 
Deficiency not reportable per 10CFR50 55(e) 

VAN BRUNT, E E Arizona Public Service Co 82/11/59 8TERNBERG, D_ n 
Division of Resident, Reactor Project $t Engineering Programs 2pp 
16493 018 24X Fiche 50-528,82/11/29,0212210086 


0212210225 Final Deficiency Rept DER B2-44 re Gould-Brown Dover! load 
ctri w/ i mprop er ly crimped AfP termination lugs Initially 
reported on 830013 All terminations utilizing AMP crimp type 
lugs will be inspected for compliance 

VAN BRUNT, E E Arizona Public Service Co 82/12/07 STERNBERG, D M 
Division of Resident, Reactor Project 6 Engineering Programs 4pp 
16484 227 24X Fiche 50-520,02/12/07,8212210225 


8212200227 Interim Deficiency Rept 02-60 re underground cables to 
startup transformers Initially reported on 821126 Cables 
may not be adequately sized for worst case site soil temp 6 
thermal resistivity conditions Next rept due by 030222 
VAN BRUNT, E E Arizona Public Service Co 82/12/13 STERNBERG, D M 
Division of Resident, Re-actor Project & Engineering Programs 3pp 
16562 261 24X Fiche 50-528,02/12/13,8212280227 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


A Application/construction stage documents & correspondence 


3212230253 Forwards radiological dose calculations used in assessing 
potential impact of CRBR accidents on Oak Ridge Gaseous 
Diffusion Plant tc Y-12 Plant operation 

LQNQENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
82/10/28 CHECK, P S Clinch River Breeder Reactor Program Office 
Spp 16511 049 24X Fiche 50-537,82/10/28,0212230233 


8P 1 2270484 Notification of contract execution "Ca s ewor It -CRBR „ " awarded 
to SB A 

FL£EN0R,C Technical Assistance Contracts Branch FIN B-8601 
02/U/O5 CHECK* P S Clinch River Breeder Reactor Program Office 

NORRIS, B NRC - No Detailed Affiliation Given lp 16549 360 24X 

Fiche 30-337,02/11/05,8212270464 


—0212270301 Contract Casewo rk-C RBR, " awarded to 8BA 

* Engineering U Economics Research, Inc * Small Business 
Ad,ninis trat ion HAGAN, T F Division of Contracts FIN 0-8601 
02/ II /OS 2pp 16349 361 24X Fiche 50-537,02/11/05,0212270404 


0212060395 Supplemental response to S20906 FOIA request for eight 
categories of document* Forwards documents listed in App A 
for Items U 5 No other documents subj to request located 
FELTON, J M Division of Rules and Records 82/11/00 AUDIN, L 
Affiliation Unknown 2pp 16322 342 24X Fiche 50-320,02/11/00, 

8212060395 


— 8212060403 Items of interest re CRBR fuel cycle environ review, spent 
fuel reprocessing 6 TMI-2 waste mgt task force fOT wk ending 
820709 

* Office of Nuclear Material Safety & Saf eguar ds , Direc tor 
02/07/09 lp 16322 343 24X Pic he 30-000,82/11/00,0212060395 


0212230262 Summarizes 021100 meeting re CRBR plant steam supply sys 
component degradation monitoring VI ewgrap h s end 

LONQENECKER, J Energy, Dept of. Clinch River Breeder Reactor Plant 
82/11/09 CHECH, P S Clinch River Breeder Reactor Program Office 
ilpp 16500 109 24X Fiche 50-537,02/11/09,0212230262 


021 20 1 016 l Forwards summary of 820913 meeting w/NRC in OethesdaiMD re 
thermal margin beyond design basis Meeting agenda, viewgraphs 
6 attendance list end 

LONOENECKER, J Energy, D« p t of, Clinch River Breeder Reactor Plant 
02/11/12 CHECK, P 3 Clinch River Breeder Reactor Program Office 
I40pp 16259 253 24X Fiche 50-537,82/11/12,0212010161 


0212030323 "S5C De ve I opmen t , Va 1 i d a t i on &. Application & CRBR Balance of 
Plant Modeling,'* monthly highlights for Oct 1902 

GUPPY, J G Brookhaven National Laboratory FIN A-3015 0212030323 

B2/I1/12 CURTIS, R T Severe Accident Assessment Branch 7pp 

16316 329 24X Fiche 30-337,02/11/12,0212030323 


0212010146 Forwards add 1 info for items identified in DOE B20904 Itr re 
summary for Mechanical Engineering Branch/CRBR 820900-09 
meet 1 ng 

LONOENECKER, U Energy, Dept of. Clinch River Breeder Reactor Plant 
B2/11/23 CHECK, P 3 Clinch River Breeder Reactor Program Office 
27p p 16260 239. 24X Fiche 50-937,82/11/23,0212010146 


B?1 21301 57 A SIMULANT-MATERIAL EXPERIMENTAL INVESTIGATION OF FLOW 
DYNAMICS IN THE CRBR UPPER CORE STRUCTURE 

WILHELM, D , STARKOVICH, V S . CHAPYAK, £ J Los Alamos Scientific 
Laboratory FIN A-7235 NUR60/CR-2B66 82/11/30 Division of 

Accident Evaluation 02p p 16415 204 24X Fiche 50-337,02/11/30, 

02121301 57 


8212020262 Summarizes 621123 meeting w/NRC, Burns & Roe,GE & 

We t t ing house re resolution of equipment qualification Items 
LONOENECKER, J Energy, Dept of B2/12/01 CHECK, P 8 Clinch 
River Breeder Reactor Program Office. Spp 16279 347 24X 

Fiche 50-537. 02/12/01,0212020262 


8212020303 Forwards update to PSAR Section 6 2 re open containment 
Update responds to Item 6 of action items from 021010 
containment «y* meeting Remaining PSAR amends will be 
submitted in early Dec 

LQNQENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
82/12/01. CHECK, P 8 Clinch River Breeder Reactor Program Office, 
9pp. 16270 166 24X Fiche 50-537,82/12/01,0212020303 
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8.212080127 Notification of 021216 meeting w/app 1 i can t n & DDE in 
Bethe»ila,MD to discuss shutdown heat removal sys 

STARK, R « Clinch River Breeder Reactor Program Office 03/12/03 

CHECK. P 8 Clinch River Sreeder Reactor Program Office 3pp 

16360 285 24X Fiche S0-S37, B2/I2/02. S21200O127 


8312300077 Forward* addl clarification re training program per P&AIt/ 
SRP, Section 13 2 Hod will be incorporated info future amend 
LONOENECKER, J Energy. Dept of, Clinch River Breeder Reactor Plant 
82/12/17 CHECK. P S Clinch River Breeder Reactor Program Office 
3pp 16470 038 24X Fiche 30-537.82/13/17,8312200077 


8212080143 Notification of 821208-09 meetings w/ap plicanfcs «, DOE 
in Bethesda.MD to discuss structural engineering review 
1 terns 

STARK, R M Clinch River Breeder Reactor Program Office 82/12/02 

CHECK, P 8 Clinch River Breeder Reactor Program Office 3pp 

16367 3 59 24X Fichs 30-937,82/12/02,82120 80143 


0212070226 Forwards revised responses to NRC 430 Series questions 
Revisions incorporate mods re electric power b mechanical 
sy* PSAR Sections 0312 14 4031 4 revised Responses 
will be incorporated into P8AR, Amend - 74 

LONOENECKER, J Energy. Dept of, Clinch River Breeder Reactor Plant 
02/12/06 CHECK, P 8 Clinch River Breeder Reactor Program Office 
320pp 16335338 24X Fiche 50-537, 02/12/06, 8212070226 


BPl 207-0-243 Forward* addl info requested during 820921-22 4 1118-19 
instrumentation working meetings Amended PSAR pages will be 
incorporated into future PSAR revision 

LONOENECKER, J Energy, Dept of. Clinch River Breeder Reactor Plant 
02/12/06 CHECK, P S Clinch River Breeder Reactor Program Office 
77pp 16333 214 24 X Fiche 50-537, 82/12/06, 6212070243. 


0212210045 Summarises B21216 meeting w/NRC. BNL, ANL, West mghouse , EG&G 
4 Barthold 4 Assoc re shutdown heat removal Viewgraphs end 
LONO&NECKER, J Energy, Dept Of, Clinch River Breeder Reactor Plant 
82/12/20 CHECK.P S Clinch River Breeder Reactor Program Office 
40pp 16490 227 24X Fiche 50-537, 02/ 12/20, 821 221 0045 


0212210050 Forward* responses to NRC comments It amended sections of 
PSAR Chapter 9, "Plant Auxiliary 8ys. ” per 821215 meeting 
w/NflC Info will be incorporated into Amend 75 of PSAR, 
scheduled for Jan 1983 

LONOENECKER, J Energy, Dept of. Clinch River Breeder Reactor Plant 
82/12/20 CHECK, P 6 Clinch River Breeder Reactor Program Office 
lOlpp 16490 567 24X Fiche 50-537,82/12/20,0212210050 


8212210095 Forwards addl info requested at 820921 & 22 * 1110 t* 19 
working meetings on PSAR Chapter 7, "Instrumentation" ?< 
info inadvertently omitted from 821206 submittal Info will 
be incorporated into future PSAR revision 

LONOENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
82/12/20 CHECK, P S Clinch River Breeder Reactor Program Office 
llpp 16492 237 24X Fiche 50-537,82/12/20,0212210055 


0212070311 Discusses reactor design (Chapter 41 open items raised at 
#21125-26 working meeting A forwards addl Info documenting 
NRC issues & project resolutions 

LONOENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
82/12/06 CHECK, P S Clinch River Breeder Reactor Program Of Pice, 
1 3pp 16343 168 24X Fiche 50-537,82/12/06,8212070311 


8212230007 Summariies 021220 environ qua I j f l c at i on meeting w/Burns & 
Rqe, We s t i ngho use, NRC & GE Agreements, commi tments & 
viewgraphs end 

LONOENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
82/12/21 CHECK, P S Clinch River Breeder Reactor Program Office 
3Bpp 16511 067 24X Fiche 50-537,82/12/21,0212230007 


02 J 2160200 Document* commitments made at 8212 02-03 meeting w/ 

Westing house, 0RNL & Burns fc Roe re CRBR control room design 
Draft revisions to App H, Item T D 1 enc 1 

LONOENECKER, J En«rgy»D«pt of, Clinch River Breeder Reactor Plant 
82/12/06 CHECK, P 8 Clinch River Breeder Reactor Program Office 
7pp 16446 i 16 24X Fiche. 50-537, 82/12/06,8212160200 


0212140374 Forwards info on thermal margins beyond design base, per 
820915 meeting between NRC & CRBR project mg t 

LONOENECKER, J Energy, D«pt of.. Clinch River Breeder Reactor Plant 
82/12/07 CHECK. P S Clinch River Breeder Reactor Program Office 
2pp 16401 156 24* Fic he' 50- 507, 62/1 2/07. 821 21 40374 


— 82 121 40380 "Aerosol Release From Sodium-Concrete Reactions " 
Prototype hydrogen filter preliminary test results enc I 
MUHLE67EIN, L, 0 , COLBURN, R P. Han f ord Eng J ne er ing Development 
Laboratory 82/10/31 23pp 16401 150 24X 

Fiche 50-537, 02/12/07, 8212] 40374 


— 02121 40399 "Hydrogen Distribution in Breeder Reactor Conia i nmen is, " 
summary rept MUcel 1-aneous updates to CRBRP-3, Vol 2 info on 
containment cleanup ays U revised response to Question 
C8760 144 on #xi*ymm* tr ic d i s tr i but i on of temps one 1 
BLOOM, 0 R Hanford Engineering Development Laboratory 02/10/31 
67pp 16401 101 24 X Fiche 50-537.32/12/07,8212140374 


821 2170390 Forwards marked-up revision to CRBRP-3, Vol 1. "Structural 
Margin Beyond Design Base," in response to Question 
CS76Q 162 

LONOENECKER, J En*rgy»D*pt of. Clinch River Breeder Reactor Plant 
02/12/13 CHECK, P S Clinch ftiv*r Breeder Reactor Program Office. 
Spp 16450 001 24X Fiche' 50-537, 02/12/13, 8212170190 


0212520160 Summary of 020915 meeting w/8andie in Bethesda.MD re detail* 
on venting of reactor cavi ty» op erabi 1 ity of containment 
vent, purge tc cleanup sys 1< open issue* from B20817 meeting 
STARK, R M Clinch River Breeder Reactor Program Office B2/12/13 
Clinch River Breeder Reactor Program Office. 5pp £6525 347 24X 

Fiche 30-537, 92/12/13, 8212220160 


D212150054 flummariies Mechanical Engineering Branch/CRBR Project 
821122-23 meeting Matrix indicating resolution status fc/or 
odd! Info for Items identified in 020904 Itr 8, PSAR page* 
documenting resolution of item* end. 

LONOENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
02/12/14 CHECK, P S Clinch River Breeder Reactor Program Office 
3I5pp 16426 241 24X Fiche 50-337,02/12/14,8212150054 


8212150133 Forwards addl info requested during 820921,22 6 1116 h 19 
meetings re i nstrumentat ion & control (PSAR Chapter 7J Enel 
amended PSAR pages will be incorporated into future PSAR 
revision. 

LONOENECKER, J Energy, Dept, of 02/12/14. CHECK, P 8 Clinch 
Rivtr Breeder Reactor Program Office MAUCH, J L Instrumentation fc 
Control Systems Branch. 33pp 16422 333 24X FicM 50-537, 

82/12/14, 8212190133 


0212230237 Forwards responses to action item* generated at 021203 
meeting w/NRC re filter efficiency for venturi scrubber !< 
plugging of vent pipes behind liners during DBA S< thermal 
margin beyond design base condition* 

LONOENECKER, J Energy, Dept of. Clinch River Breeder Reactor Plant 
82/12/21 CHECK , P S Clinch River Breeder Reactor Program Office 
6pp 16311 054 24X Fiche 50-337, 02/12/21 ,8212230237 


0212230263 Summariies 021220 reliability program meeting Viewgraphs 
i nc 1 

LONOENECKER, J Energy, Dept of, Clinch RiVBr Breeder Reactor Plant 
82/12/21 CHECK, F S Clinch River Breeder Reactor Program Office 
25pp i 6500 213 24X Fiche 50-337, 82/12/2 1 , 8212230263 


8212230300 Forwards analysis of structural margin beyond design base 
loads on reactor vessel support ledge, in response to 
021209 request 

L ONGENECKER , J EnergyrDept of. Clinch River Breeder Reactor Plant 
02/12 /2i CHECK, P S Clinch River Breeder Reactor Program Office 
I3pp 16305 206 24X Fiche 50-537,02/12/21,0212230300 


0212230321 Forwards addl info re secondary control rod sys.per 621015 
Itr re meeting »ummary far reactor mechanical shutdown ays 
821014 working meeting 

LONOENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
02/J2/21 CHECK, P S Clinch River Breeder Reactor Program Office 
20pp 16507 03 1 24X Fiche 50-537, 02/12/2 1 , 8212230321 


8212270231 Forward* response to NRC 821012 request for addl Info re 
intermediate heat transport sys tee overtemp problem 
LONOENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
82/12/22 CHECK, P S Clinch River Breeder Reactor Program Office 
5pp 16537 207 24X Fiche 50-537, 82/ J 2/22, S2| 2270231 


021 2270302 Forward* response to request for addl info re DDE 021214 
Itr summariring Machancial Engineering Branch & CRBR 
821122-24 meeting Enel info will be incorporated into Amend 
75 to PSAR 

LONOENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
02/12/22 CHECK , P S Clinch River Breeder Reactor Program 0f f ice 
33pp 16530 120 24 X Fiche 50-537,02/12/22,0212270302 


GIM 22701 05 Forward* addl info re PSAR Chapter 4, "Reactor" 

Chapter 4 3, Item 1 e & Chapter 4 4, Item 1 d will be 
incorporated in Amend 75 to PSAR scheduled for submittal 
Jan 1903 

LGNAENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
02/12/23 CHECK, P S Clinch River Breeder Reactor Program Office 
9pp 16539 013 24X Fiche 50-537, B2/12/23, 0212270185 


0212270229 Forwards addl info requested at 021110-19 meeting* re 
instrumentation (Chapter 71 Amended PSAR page* will be 
incorporated into Amend 79 of PSAR to be submitted in Jan 
1983 

LONOENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
82/12/23 CHECK, P 3. Clinch River Breeder Reactor Program Office 
8pp 16537 aiB, 24X Fiche 50-537,82/12/23,8212270229 



DOCKETED ITEMS 


821227024-9 Forward* addl info requested at 020721 meeting cm energetics 
anal y* 1 s 

LQNCENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
B2/I2/23 CHECK, P 3 Clinch River Breeder Reactor Program Office 
lOpp 16534 03B 24X Fiche 90-537, 82/12/23, 0212270240 


— 92132702SQ "Assessment of Unprotected Loss of Flaw Accident at End of 
Cycle-4 in CRBR Heterogeneous Core Design H 

CAHALAN,J E , DUNN, F E , GRUBER, E E Argonne National Laboratory 
62/12/31 07pp 16534 040 24X Fiche 30-537, 82/ 1 2/23i 021 2270248 


— B2 12270254 "Freezing of Driver Fuel Upon Entry to Inner Blanket " 
EPSTEIN, M Fauske U Associates, Irlc 02/12/23 4pp 16334 136 
24/ Fiche 50-537,82/12/23,8212270240 


— 0212270260 "Results of Reactor Matl Fuel Dispersal Tests GAP-3 & 
GAP-4 " 

SPENCER, B W , VETTER, D L , WESEL, R Argonne National Laboratory 
82/12/23 36pp 16534 140 24X Fiche 50-537.02/12/23,0212270240 


02 123 002 1 5 Forwards addl info re plant procedure?, per agreement 
Response will be incorporated into PSAR Amend 75, scheduled 
for submittal in Jan 1903 

LONGENECKER, J Energy, Dept of. Clinch River Breeder Reactor Plant 
82/12/20 CHECK, P S Clinch River Breeder Reactor Program Office 
3pp 16590 047 24 X Fiche 50-537,82/12/28,0212300215 


G212300253 Forwards addl info re seismic qua 1 i f i c at l an discussed in 
PSAR Section 3 10 & revision to Question 270 10 per 021123 
r eques t 

LQNGENECKER, j Energy, Dept of. Clinch River Breeder Reactor Plant 
02/12/20 CHECK, P S Clihch River Breeder Reactor Program Office 
6pp 16595 228 24X Fiche 30-337,82/12/28,0212300253 


0212300279 Forwards updated responses to Questions 412 1,2 it 4 re 
project technical resour cet, tra ining ?< utilization of 
industry experience Updated PSAR Pages H-7 St 0 end 
Response* U question* will be incorporated in PSAR amend 
LONOENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
02/12/20 CHECK, P S Clinch River Breeder Reactor Program Office 
lllpp 16594 084 24X Fiche 50-537,02/12/20,0212300299 


BJ.i'i 2300343 Forwards illustration of margin in plant protection sys 
setpoint* demonstrating application of instrument channel 
unc erta i nt lea , per NRC request 

LONGENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
□2/12/26 CHECK, P B Clinch River Breeder Reactor Program Office 
Ppp 16374 225 24X Fiche 30-537,82/12/20,6212300343 


01LJI 230024 0 App 1 i cation to amend application for CP, c on s i s t tng of 
Amend 74 to PSAR Amend revise* responses to NRC Questions 
C8430 1 through 104 

LONGENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant, 
□2/12/30 CHECK, P S Clinch River Breeder Reactor Program Office 
4pp 16395 284 24K Fiche 50-337,82/12/30,8212300248 


0 Utility Preliminary Safety Analysis Report, amends 


Si; 1 2150177 Forwards JR Ellwanger affidavit certifying distribution of 
PSAR. Amend 73 to listed govt agencies U officials on 021130 
LONOENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
B2/I2/07 DENTON, H Office of Nuclear Reactor Regulation, Director 
2pp 16430 15Q 24X Fiche 50-537, 82/12/07, 0212150177 


051 2300248 App 1 i cat ion to amend application for CP, cons i sting of 
Amend 74 to PSAR Amend revises response* to NRC Questions 
CS430 l through 104 

LONGENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
02/12/30 CHECK, P 8 Clinch River Breeder Reactor Program Office 
4 pp 16375 284 24X Fiche 30-537,82/12/30,8212300348 


— B212300249 Amend 74 to PSAR 

# Energy, Dept of. Clinch River Breeder Reactor Plant 82/12/31 
7 1 5p p 16573 288 24X Fiche 30-537,82/12/30,6213300248 


D NRC Draft/Final Environmental Statements, euppls fc correspondence 


F Security, medical, emergency & fire protection plans 


6212010011 Forwards Draft D to "CRBR Fire Hazard Analysis Rapt, " for 
NRC assessment of intended coverage for plant Addl work will 
he required at FBAR stage to completely define & describe 
procedures & techniques 

LONOENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
82/11/30 CHECK, P 3 Clinch River Breeder Reactor Program Office 
Ip 16261 007 24 X Fiche 50-537, 62/ 11 /30, 821201 0011 


—8212010013 "CRBR Fire Hazard Analysis Rept, " Draft B 

HONG, C Burns 6 Roe Co EB-26NS-I0-0O4 DRF 0 82/11/01 666pp 

16261 010 24X Fiche SO-537, 82/11 /SO, 021201001 1 


82)2270294 Forwards responses to requests for addl info re emergency 
p lann i ng, incl uding location of plant emergency personnel 6 
plant data transmission & control room locations Enel info 
will be included in Amend 75 to PSAR 

LONGENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
82/12/22 CHECK, P 3 Clinch River Breeder Reactor Program Office 
7 pp 16330 001 24X Fiche 50-537,82/12/22,0212270274 


G Adjudicatory correspondence 


0212060113 Notification of pending litigation Cases include petition 
For review & application for stay of Commission 020917 
order, EPA U NRC CRBR Project Of c agreement issue h LMFBR 
program statement Certificate of Svc end 

EDOAR, 0 L Project Management Corp BERGHOLZ, W E Energy, Dept 
of 82/12/03 17pp 16316 063 24X Fi ch e 50-537, 02/12/03, 

9212060113 


0212000257 Suggestion* for procedures t* scheduling re Court of Appeals* 
DC Circuit* 621202 remand of applicant exemption requests to 
Commission Certificate of 3vc end 

GREENDERO, E J , FINAMORE, B A Natural Resources Defense Council 

GREENBERG, E. V Sierra Club 02/12/07 7pp 16354 117 24X 

Fiche 50-537, 82/12/07, 821 20B0257 


0212150123 Forward* chart illustrating proposed witness schedule for 
contentions to be addressed on 851213-17 during concluding 
phase -of LWA evidentiary hearings 

SWANSON, DT Hearing Branch 1 82/12/07 MILLER, M, , HAND, C H , 

LINENBERGER, G Atomic Safety and Licensing Board Panel 2pp 
16425 240 24X Fiche 30-537,82/12/07, 8212150123 


0512090092 Notification of pending litigation Court of Appeals, DC 
C ircui t, remanded case re exemption to allow site 
preparation- activities to Commission to reconsider 
10CFR50 12 availability W/Cerfci f i cate of Svc 

EDGAR, Q L Project Management Corp BERGHOLZ, M E Energy, Dept, 
of 02/12/08 llpp 16357 335 24 X Fi ch e 50-537, 82/ 12/08, 

6212070082 


821213-0203 Order establishing procedures for reconsidering whether 
exigent circumstance* exist warranting grant of applicant 
request for exemption Order issued per Court of Appeals, DC 
Circuit remand of record re exemption request 

CHILK, 8 J Office of the Secretary of the Commission. 02/12/10 
6p p 16376 193 24X Fiche 30- 537* 62/ 12/10, B2 121 30205 


8212200015 Grief in response to Commission 821210 or der. Commi s s I on 
should reaffirm 020817 decision Section 30 12 procedures 
appropriately invoked due to compelling or extraordinary 
circumstances present Certificate of Svc enel 

EDOAR* G L Project Management Corp SILVERSTRQM, L Energy, Dept 
of 82/12/13 27p p 16473 0-33 24X Fiche 30-537*82/12/15, 

0212200015. 


8212210326 Forwards corrected Page 3 to Commission 821210 order. 

STOCKY, 8 W Docketing 8< Services Branch 02/12/17 Office of the 
Executive Legal Director 1 p . 16496 244 24X Fiche 50-537, 

02/12/17, 6212210326 


— 0212210320 Corrected Page 3 to Commission 021210 order 
« Commissioners 02/12/17 Ip 16496 245 24X 

Fiche 50-537,02/12/17,8212210326 


8212080201 
NEEL, A W 
CHECK, P 8 
163 53 362 


Offers no comments on Suppl 1 to FEB for facility 
East Tennessee Development District 82/11/10 
Clinch River Breeder Reactor Program Office 
24X Fiche 30-537, 02/ 1 1/1 B, 02 1 2080201 


IP 


0212230200 Brief in response to Commission 821210 order establishing 
procedure for reconsideration of existence of exigent 
circumstances warranting licensing relief under 10CFR50 12 
No such circumstances exist Certificate of Bvc end 
GREENBERG, E V , FINAMORE. B A Natural Resources Defense Council 

GREENBERG, E v Sierra Club 82/12/21 Commissioners 33pp. 

16510 237 24X Fiche 30-537*82/12/21,8212230200 



358 


DOCKETED ITEMS 


0212270245 Advlcn that "Conftrrn c e Rapt on Continuing Resolution for 
FVS3- “ published in 021220 Cong re is i one 1 Record Language 
cc tcd in NRDC t Sierra Club 021221 brief appears on Page 
HI 0636 

GREENBSaO'E V Oallcuay S, Greenberg 02/12/23 PALLAD JNO, N J , 
GfLlNS^Ti V t ROBERTS' T M Conm issionen 6pp 16537 160 24X 

p iche 5 0-537, 02/ 1 2/23. 021 227024 5 


8212300011 Reply in opposition to intervenor response to Commi s a i on 
021210 order Circumstances surrounding CRBR clearly warrant 
r«lief under I0CFR50 12 Order eliminates 9-month delay 
Comnission order should be affirmed 

EDGAR/ <5 L Project Management Corp 5JLVERSTR0M, L Energy/ Dept 
of 02/12/28 Atomic Safety and Licensing Board Panel J6pp 

lfiS9S 262 24X Fich* 50-537-02/12/28/0212300011 


O Inspection reports- JE Bulletins h correspondence 


6208190240 IE .Bulletin 02-03. Re vi * ion 1- “Stress Cracking in Thick- 
Wal 1. Larje-Di ameter- Stainless S tee 1 - Rec ircu lat ion Sys Piping 
at BWR Plants " Svc list and 

DEVILING- R C Director's Office- Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York- Inc 

!12f>p 16462 163 24X Fiche 50-000- 02/10/28- 0200190240 


0200190245 IE Info Notice 92-42, “Defects Observed in Panasonic Model 
SOI ** Model 002 Thermoluminescent Dosimeters " Svc list 
enc 1 

CODE?/ L I Division of Fuel Facilities. Material* 4 Safeguards 
B2/JI/05 Consolidated Edison Co of New York/ Inc 1 1 Op p 

163751 142 24X Fiche 50-000,02/11/05,0208190245 


9208190251 IE rnfo Notice 82-44, “Clarification of Emergency Plan 
E'fercise Requirements “ Svc list end 

JORDAN, E L Division of Engineering *« Duality Assurance 92/11/10 
Consolidated Edison Co of New York- Inc 109pp 16411 199 24X 

fiche 50-000, 02/1 1/18, G2O01 90251 


eroa 190256 IE Info Notice 02-46- "Defective 6 Obsolete Combination 
Padlocks " Syt list enc I 

DEYOUNG, Fl C Director's Of fled* Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York- Inc 

I27pf> 16411 065 24X Fiche 50-000- 82/11/26-8209190256 


82*081 90257 IE Info Notice 02-47- "Transportation of Type A Quantities 
of Non-FI sell* Radioactive Matl " Svc list «Otl 
CGBB.L I Division of Fuel Facilities, Materials 6 Safeguards 

92/11/30 Consol idatod Edison Co of New York- Inc 356pp 
16387 020 24X Fiche 50-000, 02/ 1 1/30, 82001 90257 


82 J 2170083 Transcript of 021213 hearing in Oak Ridge, TN 
Pp 4/ 947-5# 253 

* Atomic Safety and Licensing Qoard Panel 82/12/13 311pp 

16452 015 24X Fiche 50- 937- 02/ 1 2/1 3, 0212 1 70003 


8212200066 Transcript of 821214 hearing in Dak Ridge, TN Pp 5, 254-9. /04 
# Atomic Safety and Licensing Board Panel 02/12/14 449p p 

16474 312 24X Fiche 50-537, 02/ 1 2/ 1 4, 021 2200066 


8212210099 Transcript of 021216 hiring in Oak Ridge, TN Pp 6,14 1-6,6:14 
Supporting documentation end 

• Atomic Safety and Licensing Board Panel 02/12/16 493pp 

16491 006 24X Fiche 30-537,02/12/16-0212210099 


0212210094 Transcript of 021217 hearing m Oak Ridge, TN Pp 6, 635-6, /□ J 
* Atomic Safety and Licensing Board Panel 02/12/17 97pp 
16492 270 24X Fiche 50-537,82/12/17,82122 10094 


DOCKET BTN-50-546 MARBLE HILL NUCLEAR STATION- UNIT 1 


A App 1 i cat i on/ c on* true t i on stage documents & correspondence 


8212080121 Submits dally highlight for 021126 Util submitted CL 
application Acceptance review will begin upon receipt of 
appropriate portions of application Fuel loading of Unit i 
scheduled for June 1906 Si Dec 1907 for Unit 2 

DOOLITTLE, E L Licensing Branch 1 B2/11/26 CASE, £ , OARTLIl, J 

Office of Nuclear Reactor Regulation- Director £ISENHUT,D 
Division of Licensing lp J6367 362 24X Fiche 50-346- 02/ J 1/26- 

8212060121 


8212080114 Requests assistance in performing OL acceptance review 
Results of review should be received by 030114 Requests for 
add 1 info should be forwarded to T Novak or BJ Youngblood 
YOUNGBLOOD, B J Licensing Branch 1 02/11/30 JACKSON, R E 

Geosciences Drench LEAR, G E Hydrologic 6 Geotechnical Eng inearlrn, 
Branch BALLARD, R L Environmental Engineering Branch lp 
J 6368 295 24X Fiche 30-546, 02/ 1 1 /30 , 021 200011 4 


8212290061 Request* lists of reviewers from each branch who will bo 
assigned to plant OL applications 6 list of SfiP sections for 
which reviewer* will be performing safety reviews 
YOUNGBLOOD, B J Licensing Branch I 02/12/09 THOMAS- C 
Standard i zati an h Special Projects Branch EVANS, L J Fuel Facility 
Safeguards Licensing Branch MCCORKLE , Q W Power Reactor Safeguards 
Licensing Branch 2pp 16606 360 24X Fiche 30-000,02/12/09, 

8212290061 


8212000140 Notification of 82120B meeting w/a pp 1 leant* fe DDE in 
Rethesda-MD to discuss inservice i ns p review items 
STARK- R M Clinch River Breeder Reactor Program Office 02/12/02 

CHECK. P S Clinch Riv*r Breeder Reactor Program Office 3pp 

J 6367 273 24X Fiche 50-537, 82/12/02, 82120B0I4B 


aro&l90259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies 11 Svc list encl 
OEYOUNO-R C Director'* Office- Office of Inspection and 
Enforcement 32/12/03 Cons ol i da ted Edison Co of New York, Inc 

Il3pp 16411 317 24X Fiche 50-000.02/12/03,0200190259 


6208190261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Sockets '* Svc list encl 

JORDAN. E L Division of Engineering i Quality Assurance 02/12/03 
Consolidated Edison Co of New York- Inc IJOpp 16462 064 24x 

Fiche 50-000,82/12/03,0200190261 


9:’0SI90267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air 6 Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York. Inc 

I27pp 16620 191 24 X Fiche 50-000,82/12/16,0208190267 


6200190260 |E Info Notice 02-50, "Mod of Solid State AC Undervoltaqe 
Relays Type ITE-27 N Svc list encl 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc lOBpp J6628 293 24X 

Fiche 50-000, 02/12/20, B20B1 90 260 


T. Hearing transcript* on non-ant i tro*t matters 


8212300092 Responds to 821209 memo requesting identification of 
reviewers 6 associated SRP sections for forthcoming OL 
reviews EW McPeek 5< FD Anderson chosen to review Sections 
13 6 l> 16 0, respectively 

THDMAE, C 0 Standar d i la t i an U Special Projects Branch 82/12/33 
YOUNGBLOOD, 0 J Licensing Branch l Ip 16624 263 24X 

Fiche 50-000, 02/12/23,8212300092 


F Security, medical, emergency tc fire protection plans 


0212080630 Releases public version of acceptance review copy of 
emergency plan 

FELTON, J M Division of Rules and Records 02/12/02 Document 
Management Branch lp I63B0 001 24X Fiche 50-546, 02/12/02, 

8212080630 


—0212000633 Forwards public version of acceptance review copy of 
emergency plan 


SHIELDS, S W public Service Co of Indiana, Inc 

H R Office of Nuclear Reactor Regulation, 
16330002 24X Fiche 90-546, 82/ 1 2/02. 02 1 2080630 


82/11/23 
Director , 


3pp 


ri-oiic version * OIILW review copy 

* Public Service Co of Indiana- Inc, 82/10/31 
16300 005 34X Fiche 90-546, 62/ 1 2/02, 82i 2000630 


8^12220306 Discusses layout of communications 
control room, onsite technical support ctr fc 
emergency operations facility 
KEPPLER, J 0 Region 3i Office of Director 
Commonwealth Edison Co 3pp 16503 351 
0212220306 


equipment required in 
near-si te 

02/12/16 

24X Fiche 50-000,02/12/16, 


021^0-30005 Transcript of ACRS Working Oroup on Structures MatU for 
CflBR 021201 meeting in 0ethe*da.MO Pp 1-214 Supporting 
documentation encl 

* ACRS - Advisory Committee on Reactor Safeguards 82/12/01 
330pp 1*307 160 24X Fiche 50-537,02/12/01.0212030005 


L/it CC ?I Un " r * Vi ™ 0f flr * Protection rept submitted 

w/OL application Result* requested by 030114 AddI Info 
required for detailed review should be described in request 
format fc submitted to T Novak or BJ Youngblood * 

Ch i J V IC T in9 i, BrflnCh 1 82/1 2/ 16 DENAROYA.V 

chemical Engineering Branch lp 16605 165 

Fiche- SO-546, 02/12/16, 0212270499 S * 
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021229O5O2 Requests acceptance review of emergency plan submitted ui/UL 
application by 830114 Addl mfo required for detailed review 
should be described in request format & submitted to T Novak 
or QJ Young b l ood 

YOUNGBLOOD, 0 J Licensing Branch 1 82/ 12/1 6 PAQANQ.f G EP 

Licensing Branch lp 16605 164 24X Fiche 90-546.82/12/16. 

8213290509 


□312290112 Informs of plans to begin const on emergency operations 
facility &r joint public info ctr Review of adequacy of 
protection factors 6 contingencies requested by 830215 
SHIELDS. 5 W Public Service Co of Indiana* Inc 82/12/21 
DENTON, H R Office of Nuclear Reactor Regulation. Director 2p| 
16592243 24X Fiche 50-546.02/12/21*8212290112 


G Adjudicatory correspondence 


8212300036 Notifies that copiBs of NRC correspondence to applicant Will 
no longer be sent unless requested Documents available at 
l PDR 

YOUNGBLOOD , 0 J Licensing Branch 1 02/12/22 FREY. D G Audubon 

Society 2pp J6624 264 34X Fiche 50-946*02/12/22*8212300006 


<1 Inspection reports* IE Bulletins 8* correspondence 


0208190240 IE Bulletin 82-03. Revi sion 1* "Stress Cracking in Thick- 
Wall, Larg e-Di ameter. Stain 1 ess Steel, Recirculation Sys Piping 
at BWR Plants " Svc list end 

DEYOUNG. R C Director's Office* Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York. Inc 

ItSpp 16462 163 24X Fiche 50-000*82/10/28.8200190240 


0/00190-245 IE Info Notice 02-42. “’Defects Observed in Panasonic Model 
801 t Model 002 Thermoluminescent Dosimeters " Svc list 
rnc 1 

COBi),L I Division of Fuel Facilities* Materials & Safeguards 
82/11/05 Consolidated Edison Co of New Vork, Inc llOpp 

16372 142 24X Fiche 50-000,82/11/05.8200190245 


fll'Oa 190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
l-iertlse Requirements " Svc list encl 

JORDAN. ET L Division of Engineering 1 Quality Assurance 82/11/18 
Consolidated Edison Ca Df New York. Inc lQ9pp !6411 199 P4X 
fiche 50-000 . 02/ 1 1 / 1 B* 0200 1 9025 1 


3, '12030390 Forwards IE Insp Repts 50-546/82-14 5* 50-947/B2-14 on 
820801-1008 notice of violation 

KNOP, R C Division of Project h Resident Programs 02/11/22 
SHIELDS. S W Public Service Co of Indiana, Inc 2pp 16352 293 
24 X Fiche 50-546.02/11/22,0912000390 


— 8212090402 Notice of violation from Insp on B20B01-1008 

KNOP* R C Division of Project 6 Resident Programs 02/1 1/22 ip 
16352 295 24X Fiche 50-546 , 82/ 1 1 /22, 82 120QO39B 


* 0212060407 IE insp Repts 50-546/02-14 & 50-547/02-14 on 020001-1008 
Noncompliance noted failure to implement preservation 
program for mafcls h equipment 

HARRISON, J J , KONKLIN, J E Division of Project fc Resident 

Programs 09/11/22 1 Ipp 16352 296 24X Fiche 50-546, 82/1 1/22, 

8212090399 


0J'O8I9O2S6 IE Info Notice 02-46, "Defective & Obsolete Combination 
Padlocks '■ Svc list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

fc nfor cement 02/11/26 Consolidated Edison Co of New York* Inc 

127pp 16411 06S 24X Fiche 50-000*02/11/26*0208190256 


0PO819O257 IE Info Notice 82-47* "Transportation of Type A Quantities 
of Non-Fissile Radioactive Mat! " Svc list encl 
CODB.L I Division of Fuel Facilities, Materials & Safeguards 
82/11/30 Consolidated Edison Co of Neui York. Inc 356pp 

16387 028 24X Fiche 50-000,02/11/30*8908190257 


3P08190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies Svc list encl 
DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison -Co of New York* Inc 

U3pp 1641 1 317 94X Fiche 50-000,02/12/03*8200190259 


8208190261 IE Info Notice 82-48, '“Failures of Agastat OR 0095 Relay 
Sockets M Gvc list encl 

JORDAN. E L Division of Engineering $* Quality Assurance 82/I2/Q3 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Tiche 90-000.02/12/03,0208190261 


8 r“l 2290406 Forwards IE Insp Repts 50-946/82-19 * 50-547/82-19 on 
021201-03 No noncomp 1 lance noted 

KNOP. R C Division of Project it Resident Programs B2/I2/I4 
SHIELD3* S W Public Service Co of Indiana, Inc 2p p 16987 102 
P4X Fiche 50-846,02/12/14,02122 90406 


— Q2I2290414 IE Insp Repts 30-546/82-19 U 50-547/82-19 on 091201-03 No 
none ompl lance noted Major areas inspected site ton £t 
discussions u/llcensee staff 

PEC-K£,P R . KONKLIN, J E Division of Project S* Resident Programs 
82/19/13 2p p 16587 104 24 X Fiche 50-546.82/12/14,0212290406 


0200190267 IE Info Notice 35-49* ““Correction for Sample Conditions for 
Air h. Gas Monitoring " Svc list encl 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement B2/12/16 -Consolidated Edison Co of Nbw York. Inc 

127pp 16628 191 34X Fiche 50-000, 02/12/ 1 6, 820B1 90267 


8912280304 Advises that onsite radiograph sets of piping subassemblies 
supplied by ITT-Grinnell re vi eu/ed, in response to IE Bulletin 
62-01, Revi s ion l.Suppl 1 Two subassemblies rejected Results 
of investigation will be provided by 030201 
SHIELDS, G U Public Service Co of Indiana, Inc 02/12/16 

KEPPLER, J 0 Region 3* Office of Director 2pp 16561 097 34X 

Fiche 50-346.82/12/16.3213280304 


8912280321 Responds to IE Bulletin 02-04 Dunker-Ramo electrical 
penetrations not planned for use in safety-related sys 
SHIELDS, S W Public Service Co of Indiana, Int 02/12/16 

KEPPLER, J 0 Region 3* Office of Director 2pp 16961 066 24X 

Tiche 50-546,02/12/16*8212200321 


8209190269 IE Info Nutice 82-50* "Mod of Solid State AC Und ervo 1 ta gi> 
Relays Type ITE-27 " Svc list encl 

JORDAN, E L Division of Engineering & Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lOBpp I662S 293 24X 

fiche 50-000,02/12/20*0203190260 


0 Reportable occurrences, LERs & related correspondence 


0312100101 Final deficiency rept re conduit I* cable tray hanger insp 
repts Initially reported on 820721 Commonwealth-Lord 
Joint Venture revised insp procedures to clarify 
documentation requirements 

SHIELDS, S W Public Service Co of Indiana, Inc 82/12/03 

KEPPLER, J 0 Region 3. Office of Director 2p p 16373 353 24X 

Tiche 30-546, 02/12/03, 8212100181 


0c'l2l7O329 Interim deficiency rept re operation of centrifugal charging 
pumps during high energy line rupture Initially reported on 
800509 Westinghouse evaluating util alternative proposal for 
equipment mod Next rept Will be provi ded by 030429 
SHIELDS, S W Public Service Co of Indiana, Inc 82/12/09 

KEPPLER, J 0 Region 3, Office of Director 2pp 16456 164 24X 

fiche 50-546, 02/ 1 2/09 , 02 1 2 1 70329 


01' 1228 01 57 Interim deficiency rept re design of Robartshaw Controls Co 
thermostatic valves Installed in Colt Industries diesel 
generators Initially reported on 820602 Procedure to inspect 
& modify valves being developed Also reported per Part 21 
SHIELDS* S W Public Service Co of Indiana, Inc 82/12/17 

KEPPLER, J Q Region 3* Office of Director 2pp 16556 096 24X 

Fiche 50-546. 02/12/17, 8212280157 


0212200462 Interim deficiency rept re procedural changes requiring 
spec/design changes be contractually Imposed on suppliers & 
contractors Initially reported on 82 1 20B Special process 
procedure issued Next rej>t expected by 030930 
8HTELDS, 3 W Public Service Co of Indiana, Inc 02/13/17 

KEPPLER, J G Region 3, Office of Director 2pp 16556 029 24X 

Tiche 50-546*02/12/17.8212200462 


Q2122S0272 Interim deficiency rept re approval of disposition at 
contractor nonconformance rept w/o design subcontractor 
review of equipment Initially reported on 020811 Action ta 
r ed i spos i tion rept taken Next rept expected by 830210 
SHIELDS. 8 W Public Sarvice Co of Indiana, Inc 83/12/20 

KEPPLER* sf 0 Region 3, Office of Director 2pp £6556 136 24X 

Tiche 30-546,02/12/20*9212380372 
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A Ap p l ic a t ion/cons true tion stage documents t* correspondence 


0212090121 Submits daily highlight for 831126 Util submitted OL 
application Acceptance review will begin upon receipt of 
appropriate portions of application Fuel loading of Unit 1 
scheduled for >7une 1986 & Dec 19B7 for Unit 2 

DOOLITTLE, E L Licensing Branch 1 82/11/26 CASC. E , CARTER, J 

Office of Nuclear Reactor Regulation, Director EISENHUT * D 

Division of Licensing lp 16367 362 24X Fiche 50-546*02/11/26, 

0212080131 



360 


DOCKETED ITEMS 


0212000114 Requests assistance in performing 01 acceptance review 
Resulti of review should be received by 030114 Requests for 
addl info should be forwarded to T Novak or BJ Youngblood 
YOUNGBLOOD- B J Licensing Branch 1 83/11/30 JACKSON - R E 

Qeoieiences Branch LEAR* O E Hydrologic it Qeotac hnlca l Engineering 
Branch BALLARD, R L En vironfien ta I Engineering Branch lp 
16360 245 24X Fiche 50- 546. 9£/l i /30. B21 2080 J i 4 


02122 9006 i Requests lists of reviewers from each branch who will be 
assigned to plant GL app 1 i cafci -o ns fc list a f 9RP sections for 
which reviewers will be performing safety reviews 
YOUNGBLOOD. 0 J Licensing Branch 1 02/ 12/09 THOMAS, c 

Standardization 6 Special Projects Branch EVANS. L J Fuel Facility 
Safeguards Licensing Branch HCCQRKLE. 0 U Power Reactor Safeguards 
Licensing Branch 2pp 16606 360 24X Fiche 50-000.02/12/09, 

BS 12290061 


8212300092 Responds to 021209 memo requesting identification aP 
reviewers 6 associated SRP sections for forthcoming OL 
reviews EW McPeefc £c FO Anderson chosen to review Sections 
13 6 6 16 0. r espec ti veiy 

THOrtAS.C 0 Sfcandarditat i on It Special Projects Branch 92/12/23 
YOUWOBLOOD, D J Licensing Branch t Ip 16624 263 24X 

Fiche 50-000,32/12/23,9212300092 


F Security, medical, emergency 6 fire protection plans 


8212000630 Releases public version of acceptance review copy of 
emergency plan 

FELTON. J M Division of Rules and Records 02/12/02 Document 

Management Branch lp 16390 OOl 24X Fiche 50-546, 02/ 12/02, 
8212000630 


— 021 SOSO 633 Forwards public version of accep tance review copy of 
emarg ency p lan 

SHIELDS, S N Public Service Co of Indiana, Inc 02/11/23 
DENTON 1 , HR Office of Nuclear Reactor Regulation, Director 3pp 
1 6300 002 24 X Fiche? 50-546,02/12/02,9212000630 


— 8212080637 Public version of acceptance review copy of emergency plan 
# Public Service Co of Indiana, Inc 82/10/31 210pp 

16380 005 24X Fiche 30-546,92/12/02.9212000630 


0212220306 Discuss** layout of communications equipment required in 
control room, onsite technical support c tr 4r neai — site 
emergency operations facility 

KEPPLER, J O Region 3, Office of Director 92/12/16 

Commonwealth Edison Co 3pp. 16503 391 24X Fiche 90-000.82/12/16, 

0212220306 


0212270490 Requests acceptance review of fire protection rapt submitted 
u/OL application Results requested by 8301.14 Add] info 
required fur detailed review should be described in request 
format U submitted to T Novak or BJ Youngblood 
YOUNGBLOOD, B J Licensing Branch 1 92/12/16 BEWAR0YA, U 

Chemical Engineering Branch Ip 16609 165 24X 

Fiche 50-546, 92/12/16, 921 227049 B 


0212290502 Requests acceptance review of emergency plan submitted u/OL 
application by B-301I4 Addl info required for detailed review 
should be described in request format h. submitted to T Novak 
or BJ Youngb 1 oorf 

YOUNGBLOOD, D J Licensing Branch t 02/12/16 PAGAND, F 0 EP 
Licensing Branch lp- 16605 164 24X Fiche 50-546,82/12/16, 

0212290502 


02122701 12 Informs of plant to begin const on emergency operations 
facility -V joint public info ctr Review of adequacy of 
protection factors it contingencies requested by 930215 
SHIELDS, B H Public Service Co of rndiana. Inc 02/J2/21 
DENTON, H R Office of Nuclear Reactor Regulation. Director 2pp 
16582 243 24X Fiche 50-546,92/12/21.9212290112 


8200190243 JE Info Notice 02-42, "Defects Observed in Panasonic Model 
801 & Model 802 Thermoluminescent Dosimeters " Svc list 
one 1 ’ 

CO0B, L I Division of Fuel Facilities, Materials %t Safeguards 
82/11/05 Consul i dated Edison Co of New York, Inc tlOpp 

16372 142 24X Ficho 50-000, 02/ 1 1 /0S, S20SI 90245 


8200190251 IE Info Notice 82-44. "Clarification of Emeigency Plan 
Ezercise Requirements " Svc list end 

JORDAN, E L Division of Engineering L Quality Assurance 02/U/JB 
Consolidated Edison Co of New York, Inc I09pp I64II 199 24* 

Fiche 50-000, 82/11/18, 0200170251 


8212080398 Forwards IE Insp Repts 50-546/02-14 t< 50-S47/B2-I4 on 
820901-1008 & notice of violation 

KNDP.R C Division of Project 6 Resident Programs 02/11/22 
SHIELDS, S W Public Service Co of Indiana, Inc 2pp 16352 293 
F4X Fiche 90-546,82/11/22,0212080390 


— 3212030402 Notice of violation from Insp on 020001-1000 

KNOP, R C Division of Projec t 6 Resident Programs 92/11/22 Ip 
16352 295 24X Fiche 50-346,82/11/22,0212000398 


—021 0080407 IE Insp Repts 50-546/02-14 & 50-947/82-14 on 82080 1-1000 
Noncompliance noted failure to implement preservation 
program for metis it equipment 

HARfUBONrJ J , KDNKLIN, J E Division of Project «, Resident 

Programs 02/11/22 llpp 16352 296 24X Fiche 50-546,82/11/32, 

82 £2000390 


9200190256 IE Info Notice 82-46, "Defective it Obsolete Combination 
Padlocks " Svc list end 

LIEYOUNQ, R C Director's Office, Office of Inspection and 
Enforcement 82/11/26 Consol idated Edison Co of New York, Iiic 

J27pp 16411 065 34X Fiche 50-000, 82/11/26, 8200170256 


□208190257 IE Info Notice 82-47. "Transports ion of Type A Quantities 
df Non-FJssile Radioactive Matl " Svc list end 

CODB.L 1 Division of Fuel Facilities, Materials * Safeguards 
02/11/30 Consolidated Edison Co of New York. Inc 356pp 
J 6387 028 24X Fiche 50-000, 82/ 1 1/30, B20B1 70257 


8208 190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York. Int 

1 1 3pp 16411 317 24X Fiche 50-000, 82/1 2/03, 82081 90259 


9^-08190261 IE Info Notice 82-48, “Failures of Agastat CR 0095 Relay 
buckets " Svc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance B2/I2/OJ 
Consolidated Edison Co of New York, Inc lJOpp 16462 064 24* 

Fiche 50-000,82/12/03,0200190261 


0P'l 2290406 Forwards IE Insp Repts 50-546/82-19 & 50-547/02-17 on 
021201-03 No noncompliance noted 

KNDP.R C Division of Project %t Resident Programs 02/12/14 
SHIELDS, 8 W Public Service Co of Indiana, Inc 2pp 16507 102 
24X Fiche 50-546,82/12/14,0212290406 


'—021 2290414 IE Insp Repts 50-346/82-19 & 50-547/82-19 on 821201-03 No 
noncompliance noted Major areas inspected site tour & 
discussions w/licensee staff 

PELKE, P R r KDNKLIN. J E Division of Project 6 Resident Programs 
82/12/13 2p p 16S87 104 24X Fi che 50-546, 82/12/14, 8212290406 


0200190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air 6 Das Monitoring " Svc list one I 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Ii'-c 

1 27pp 16628 191 24* Fiche 50-000. 82/12/ 16, 82001 90267 


0 Adjudicatory correspondence 


0212300086 Notifies that copies of NBC correspondence to applicant will 
no longer be sent unless requested Documents available at 
I PDR 

YOUNGBLOOD. B J Licensing Branch I 02/12/22 FREY., D 0 Audubon 
Society Spp 16624.264 24X Fif he, 50-546, 82/ 12/22, 8212300006 


01*12200304 Advises that onsite radiograph sets of piping subassemblies 
supplied by ITT-Grinnell reviewed, in response to IE Bulletin 
92-01, Revision l.Suppl 1 Two < uba ss emb I i es rejected Results 
of investigation will be provided by 830201 
SHIELDS. S W Public Service Co of Indiana, Inc 82/12/16 

KEPPLER, J 0 Region 3, Office of Director 2pp 16361 097 24X 

Fiche 50-546, 02/12/16,8212280304 


0 Inspection reports, IE Bulletins £ correspondence 


B 20© 1 90240 IE Bulletin 02-03, Ravi * i on 1. "Stress Cracking in Thick- 
Wall , Large-Di ameterj Stain I ess Steel, Pec irculati on 9ys Piping 
at BUR Plants M Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 92/10/28 Consolidated Edison Co of New York, Inc 

1 12pp 16462 163 24X Fiche 50-000, 82/10/20, 8208190240 


8212200321 Responds to IE Bulletin 82-04 Eunker-Ramo electrical 
penetrations not planned for use in safety-related sys 
SHIELDS, S W Public Service Co of Indiana, Inc 82/12/16 

KEPPLER, J 0 Region 3, Office of Director 2pp 16561 066 24X 

Fiche 50-546,82/12/16,8212280321 


6208190268 IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 '■ Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc lO0pp 16628 273 24X 

Fiche 50 -00Q, 82/ 1 2/20, 0208 J 70268 
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b Reportable occurrences! LER* & related correspondence 


GI'12100181 Final deficiency rept re conduit l> cable tray hanger map 
repts Initially reported on 920721 Commonu/e a 1 th-Lord 
Joint Venture revised inap procedures to clarify 
documents t i on requirements 

bHIELOS, 5 W Public Service Co of Indiana* Inc 02/12/03 

KEPPLER, J O Region 3. Office of Director 2pp 16373 353 24X 

Fiche 50-546, 92/12/03, 0212100181 


B2J 2170329 Interim deficiency rept re operation of centrifugal charginp 
pumps during high energy line rupture Initially reported on 
90050*7 Westinghouse evaluating util alternative proposal for 
equipment mud Next rept mill be provided by 030429 
SHIELDS, 6 W Public Service Co of Indiana, Inc 92/12/09 

KEPPLER, J O Region 3, Office of Director 2pp 16456 164 24* 

fiche 90-546,62/12/09,8212170329 


0212290157 Interim deficiency rept re design of Robertshaw Controls Co 
thermostatic valves installed in Colt Industries diesel 
generators Initially reported on 020602 Procedure to Inspect 
tc modify valves being developed Also reported per Part 21 
SHIELDS, 8 W Public Service Co of Indiana, Inc 02/12/17 

KEPPLER, J O Region 3, Office of Director 2pp 16356 096 24X 

Fiche 50-346,62/12/17,9212200157 


8^12280462 Interim deficiency rept re procedural changes requiring 
spec/design changes be contractually imposed on suppliers & 
contractors Initially reported on 821200 Special process 
procedure issued Next rept expected by 030930 
SHIELDS, S W Public Service Co of Indiana. Inc 82/12/17 

KEPPLER, J G Region 3, Office of Director 2pp 16356 029 24X 

liche 50-346,62/12/17,9212280462 


82-12200272 Interim deficiency rept re approval of disposition of 
contractor nonconformance rept w/o design subcontractor 
review of equipment Initially reported on 02O8J1 Action to 
redisposition rept taken Next rept expected by 030216 
SHIELDS, S W Public Service Co of Indiana, Inc 92/12/20 

KEPPLER, J 0 Region 3, Office of Director 2pp 16556 136 24X 

1*1 che 50-546, 82/12/20,0212280272 
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A App 1 i cat lon/cons true ti on stage documents l* correspondence 


B2i 1230066 Generic Lfcr 82-27 to all HWR licensees of operating reactors 
except LACSWR, Big Rock Po int, Dresden 1, Humboldt Day, 
applicants for OL & holders of CP re transmittal of 
NUREC-0763 ty NURE0-0783 Svc list end U/o stated end 
EISENHUf, D Q Division of Licensing 82/11/15 General Public 

Utilities - OPU Service Cgrp 22pp 16307 004 24X 

Tiche 50-000, 82/11/13, 0211230066 


G Inspection reports, IE Bulletins L correspondence 


SPOai 90240 IE Bulletin 82-03, Revi sian 1, "Stress Cracking in Thick- 
Wa.1 1 . Large-Diameter, Stainless Steel, Roc ircu lati on fiy* Piping 
at BWR Plants " Svc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York, Inc 

1 1 2pp 16462 163 24X Fiche 50-000,02/10/28.9208190240 


0r'O9i 9024 5 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
BCU ty Model 802 Thermoluminescent Dosimeters " Svc list 
1 DC 1 

CORO, L I Division of Fuel Facilities, Materials & Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc ilOpp 

16372 142 24X Fiche 50-000,02/11/05,8200190245 


0^08190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering 4. Quality Assurance 82/11/10 
Consol idated Edison Co of New York, Inc I09pp 16411 199 JMX 
Tiche 50-000,82/11/19,8200190251 


BP09190256 IE Info Notice 02-46, "Defective * Obsolete Combination 
Padlocks ,r Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

1 27pp 16411 065 24X Fiche 50-000, 02/11/26,8208190256 


9208190257 IE Info Notice 02-47, "Trans portat ion of Type A Quantities 
of Non-Flssil© Radioactive Hatl " Svc list encl. 

CGBBrL t Division of Fuel Facilities, Materials U Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 

16307 028 24X Fiche 50-000, 82/11/30, 9208190257 


920S190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list encl 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

1 13pp 16411 317 24X Fiche 30-000, 82/1 2/03, 0209190259 


8200190261 IE Info Notice 02-40, "Failures of Agastat CR 0093 Relay 
Sockets " Svc list ©ncl 

JORDAN, E L Division of Engineering b Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc IlOpp 16462 064 24X 

Fiche 50-000,02/12/03,9208190261 


0200190267 IE Info Notice 02-49, "Correction for Sample Conditions for 
Air 6 Gas Monitoring " Svc list encl 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

I27pp 16620 191 24 X Fiche 30-000,02/12/16,0200190267 


0PO819O260 IE Info Notice 02-50. ‘'Mod of Solid State AC Undervoltage 
He lays Type 1 TE-27 " Svc list encl 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/20 
Consolidated Edison Co of New York, Inc 108pp I662S 293 24 X 

Fiche 30-000,82/12/20,0200190260 


DOCKET 8TN-50-534 PHIPPS BEND NUCLEAR STATION. UNIT 2 


A App 1 sea t i on/cons true t i on stage documents & correspondence 


8211230066 Generic Ltr 02-27 to all BUR licensees of operating reactors 
except L.ACBWR , B 1 g Rock Po l nt, Dr esden I, Humboldt Day, 
applicant* for OL U holders of CP re transmittal of 
NUREG-0763 ty NUflEG-0703 Svc list ©ncl W/o stated encl 
E I SENHUT , D G Division of Licensing 92/11/15 General Public 
Utilities - OPU Service Carp 22pp 16307 004 24X 

Fiche 50-000, 02/1 i/15, 021 123006 6 


Q Inspection report*. IE Bulletin* & correspondence 


0200190240 IE Bulletin 02-03, Rev i s i on 1, "Stress Cracking in Thick- 
Hall, Large-Dl am© ter. Stain I ess 8 tee 1 , Rec ircu lation Sys Piping 
at BUR Plants " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 92/10/28 Con s t>l Ida ted Edison Co of New York, Inc 

1 12pp 16462 163 24X Fiche 5 0-000, 82 / 10/20. 0200190240 


0208190245 IE Info Notice 92-42. "Defects Observed in Panasonic Model 
801 6r Model 002 Thermoluminescent Dosimeters “ 9vc list 
encl 

COBB, L I Division of Fuel Facilities, Materials & Safeguards 
82/11/03 Consolidated Edison Co of New York, Int IlOpp 

16372 142 24X Fiche 50-000,02/11/05,6200190245 


8PO0I9Q251 IE Info Notice B2-44, "C la r i f i ca ti on of Emergency Plan 
Exercise Requirements " Svc list sucl. 

JORDAN, EL Division of Engineering l Quality Assurance 02/11/10 
Consolidated Edison Ca of New York, Inc 109pp 16411 199 24X 

Fiche 50-000, 82/1 1 / 10, 0209190251 


0200190256 IE Info Notice 82-46, “De f ec t i ve & Obsolete Combination 
Padlocks w Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 92/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 065 24X Fiche 30-000,02/11/26,9208190296 


0PO019O257 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Non-Fisslle Radioactive Matl " Svc list encl 
COBD, L. I Division of Fuel Facilities, Materials fc Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 

16387 020 24X Fiche 50-000,82/11/30,8200190257 


8208190259 IE Bulletin 02-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list end 
DEYOUNO, RC Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, Inc 

113pp. 16411 317 24X Fiche 50-000,02/12/03,0200190259 


0208190261 IE Info Notice 92-48, "Failures of Agastat CR 0095 Relay 
Dockets " Svc list encl 

JORDAN, E L Division of Engineering It Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc, IlOpp 16462 064 84X 

Fiche: 50-000, 82/12/03, 0200190261 


0800190267 IE Info Notice 02-49, •'Correction for Sample Conditions for 
Air tt Qas Monitoring " Svc list encl 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/32/16 Consolidated Edison Co of New York, Inc 

127pp. 16628 191. 24X Fiche 50-000,02/12/16,0208190267 
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0208190268 IE Info Notice 02-50, "Mad of Solid State AC Underve I fcage 
Relays Type I TE-27 " Svc Hit end 

JORDAN, E L Division of Engineering 6 Quality Assurance 82/12/2*0 
Consolidated Edison Co of Mo u York, Inc lOBpp I662B 293 £?4X 

Fiche 50-000. 82/ 12/20. 8208 J 90268 


DOCKET 6TM-S0-556 BLACK FOX STATION. UNIT 1 


A AppI ication/cons tructi on stage documents & correspondence 


SPi 1230066 Generic Ltr 02-27 to all BUR licensees of operating reactor* 
eicept LACSWS , atg Rack Po int* Dresden L Hjrn&oidt Bay. 
applicants for OL l< holders of CP re transmittal of 
NUREG-Q763 & NJREG-0703 Svc list end W/o stated end 
EISENHUT. D 0 Division of Licensing 02/1 1/15 General Public 
Utilities - QPU Service Carp 22pp 16387 004 24X 

Fiche 30-000. 82/ 1 1 / i 5. 02 1 1 230066 


Q Inspection reports, fE Bulletins tc corresp ondence 


EPO0S9O24O IE Bulletin 02-03. Rev i slon 1, "Stress Cracking in Thick- 
Wal 1> Large-Diameter. Stain less Steel. Rec Hen lat ian Sy* Piping 
at flWFt Plants * Svc list end 

DEYOUNQ.R C Director's Office. Office of Inspection and 

FnfoTC ement 02/10/20 Consolidated Edison Co of New York. Inc 

U2pP 16462 163 24X Fiche 50-000. 02/JO/2B. 0208190240 


8208190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
Bpl 1 Model 802 Thermoluminescent Dosimeters " Svc list 
encl 

CQ8B.L I Division of Fuel Facilities, Materials 6 Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc 1 lOpp 

16372 IAS 24X Fiche 50-000, 82/ U /OS, 820B 1 90243 


020819025! IE Info Notice 82-44, "Clarification of Emergency Plan 
Exercise Requirements 41 Svc list encl 

JORDAN. E L Division of Engineering t duality Assurance 82/1 1/IB 
Consolidated Edison Co of New York, fnc I09pp J641I 199 24X 

Fiche 50-000. 02/1 J / 16. 8200190251 


82091 902 5 A IE Info Notice 82-46, "Defective t Obsolete Combination 
Padlocks Svc list encl 

DEYODN0.fi C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York. Inc 

127pp 16411 069 24X Fiche 50-000, 02/1 1 /26> 0200 1 90256 


82O019O2S7 IE Info Notice 82-47. "Transportation of Type A Quantities 
of Nan-Fissile Radioactive Mat 1 *' Svc list encl 
COBB, L 1 Division of Fuel Facilities, Materials 6 Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 336pp 

16387 028 24X Fiche 30-000,02/11/30,6200190257 


B208190259 IE Bulletin 02-04, “Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list enci 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 08/12/03 Consolidated Edison Co of New York, Inc 

113pp 16411 317 24X Fiche 50-000, 02/12/03,0200190259 


820 D 1 9026 1 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Dockets '■ Svc list encl 

JORDAN, E L Division of Engineering it Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc IJOpp 16462 064 24X 

Fiche 50-000, 62/13/03.8208190261 


8200190267 IE Infd Notice 82-49, "Correction for Sample Conditions for 
Air 6 Gas Monitoring 14 Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of New York, Inc 

J27pP 16628 191 24X Fiche 30-000,02/12/16,6200190267 


8200 1 90260 IE Info Natic* 82-50. “Mod of Solid State AC Untfervo Ita g e 
Relay* Type I TE-27 " Svc list encl 

JORDAN. E L Division of Engineering & Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc lO0pp 16620 293 24X 

Fiche' 50-000. 82/12/30, 82001 9026 8 


DOCKET STN-50-557 BLACK FOX STATION, UNIT 2 


A App 1 icat i pn/c on strut tion stage documents -fc correspondence 


821 123G066 Generic Ltr &2-27 to all BWR licensees of op? rating reactor? 
ercept LACBWR.Big Rock Point, Dresden 1, Humboldt Day, 
applicants for OL. k holders of CP re transmittal of 
NUREG-0763 k NUfiEG-0703 Svc list end W/o stated encl 
EI8ENNLJT.D <2 Division of Licensing 33/11/15 General Public 
Utilities - QPU Service Corp 22pp 16387 004, 24X 

Fiche 50-000,82/11/15.0211230066 


0 Inspection reports, IE Bulletins it correspondence 


6200190340 IE Bulletin 02-03, Revi » i on 1, "Stress Cracking in Thick- 
Wal I, Large-Di ame ter, Stainless Steel, Recirculation £ys Piping 
at JBNR Plants " Svc list encl 

DEY0UNQ, R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Cons 0 1 1 da t ed Edison Co of New York, Int 

I12pp 16462 163 24* Fl che 50-000, 82/10/23, B20BJ90240 


9; *00 19024 5 IE Info Notice 82-42, ''Defects Observed in Panasonic Model 
601 6 Model 802 Thermoluminescent Dosimeters M Svc list 
encl 

COflB.L I Division of Fuel Facilities, Materials & Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc liOpp 

16372 142 24X Fiche 50-000, 02/11/03, B20B1 90245 


8208190251 IE Info Notice 02-44, ,l Clar i f l cat i on of Emergency Plan 
Exercise Requirements rl Svc list encl 

JORDAN, E L Division of Engineering & Quality Assurance 82/11/18 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24* 

riche 30-000,82/11/18,0208190231 


BPO019O256 IE Info Notice 02-46, "Defective *, Obsolete Combination 
Padlocks " Svc list encl 

DEY0UN0.fi C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co o-f New York, Inc 

I 27pp i <64 3 I 065 24X Fiche 30-000, 82/11 /26, 8200 1 90256 


S?O019iO257 IE Info Notice 82-47, "Trans p orta 1 1 on of Type A Quantities 
of Nan-Fissile Radioactive Matl “ Svc list encl 
CGQB. L I Division of Fuel Facilities, Materials & Safeguards 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 

J 6387 028 24X Fiche 50-000,02/11/30,0208190257 


BP0B190259 IE Bulletin 82-04, "Deficiencies in Primary Con t a 1 nmen t 
Electrical Penetration Assemblies " Svc list encl 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York. Inc 

I I3pp 16411 317 24* Fiche 50-000, 02/12/03, B2091 90259 


3208190261 IE Info Notice 82-40, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list encl 

JORDAN, E L Division of Engineering 6 Quality Assurance 02/12/03 
Consolidated Edison Co of Now York, Inc llOpp 16462 064 P4X 
Fiche 50-000, B2/ 12/03, 8208190261 


8200 190267 IE Info Notice 02-49, “Correction for Sample Conditions for 
Air 6 Gas Monitoring “ Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

I27pp 16628 191 24X Fiche 50-000, 82/1 2/ j 6, 820QJ 90267 


OWJB19026B IE Info Notice 02-50, "Mod of Solid Slate AC Undervo 1 taqt 
Relays Type J TE-27 " Svc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance 02/12/PQ 
Consolidated Edison Co of New York, Inc lOSpp 16620 2?J P4SC 
Fiche 50-000, 32/12/20,0200190260 


DOCKET STN-50-S66 YELLOW CREEK NUCLEAR PLANT, UNIT 1 


A Inspection report*, IE Bulletins 6 correspondence 


0200190240 IE Bulletin 82-03. Revision 1, "Stress Cracking in Thick- 
Wal l, Large-Diameter, Stainless S ted, Rec ircu lati on Sy* Piping 
at SWR Plants " 8vc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/28 Consolidated Edison Co of Mew York, Inc 

1IJ2PP £6462 163 24X Fiche 50-000, 02/10/38, 02081 90240 


0200190245 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
90i 6 Model 802 Th e rmo 1 umi nest ent Dosimeters ” 8vc list 
rnc 1 

CORE, L I Division of Fuel Facilities, Materials 6 Safeguards 
02/11/05 Consolidated Edison Co of New York, Inc liOpp- 

J6372 142 24X Fiche 50-000,82/11/05,0206190245 


0209190251 IE Info Notice 82-44, "Clarification of Emergency Plan 
Eterdse Requ Credent* " Svc list encl 

JORDAN, E L Division of Engineering 6 Quality Assurance 02/ll/JB 
Consolidated Edison Co of New York, Inc I09pp 16411 199 24X 

Fiche 50-000, 02/1 1/10,0200190251 


0209190256 IE Info Notice 02-46, "Defective 6 Obsolete Combination 
Padlocks " Svc list encl 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 82/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 065. 24X Fiche 50-000, 02/11/26,0208190256 
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0^00190257 IE Info Notice 82-47. "Transportation of Type A Quantities 
of Non-Fissile Radioactive Hat! “ Svc list end 
CGDB,L I Division of Fuel Facilities/ Materials & Safeguards 
92/11/30 Consolidated Edison Co of New York. Inc 356pp 

1*307 020 2 4X Fiche 30-000,82/11/30,8208190257 


82004 90259 IE Bulletin 02-04. “Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list encj 
DEYDUNG, R C Director's Office. Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York* Inc 

1 1 3pp 16411 317 24X Fiche 50-000.02/12/03.8208190259 


0208 1 9026 1 IE Info Notice 92-48. “Failures of Agastat CR 0095 Relay 
C»ockets “ Svc list end 

JORDAN, £ L Division of Engineering & Quality Assurance 82/12/03 
Consolidated Edison Co of New York. Inc llOpp 16462 064 24X 

Fiche 50-000, 02/12/03,8208190261 


Gl'00190267 IE Info Notice 02-49, “Correction for Sample Conditions for 
Air 6 Gas Monitoring 11 Svc list enc 1 

DEYOUNG, R C Director's Office, Office of Inspection and 

enforcement 02/12/16 Consolidated Edison Co of New York. It.t 

i 27pp £ 6628 191 24X Fiche 50-000.02/12/16,8200190267 


Bi’OGl 9026 9 IE Info Notice 02-50, "Mad of Solid State AC Undervoltagc 
Relays Type I TE-27 11 Svc list end 

JORDAN, E L Division of Engineering t» Quality Assurance 02/12/fiO 
Consolidated Edison Co of New York, Inc 108pp 16620 293 S4X 

T iche 50-000, 02/12/20,8200190268 


b Reportable occurrences, LERs t* related correspondence 


Bl - *;) 2100270 Fifth interim deficiency rep t re lack of Div of Engineering 
design sys to ensure QA procedures issued before work 
begins Initially reported on 011020 Final rept will not be 
submitted until decision made on defBrral of projects 
MILLS, L 14 Tennessee Valley Authority 82/12/06 0 'REILLY. J P 

Region 2, Office of Director lp 16377 136 24X 

Fiche 50-000,02/12/06,0212100270 


01*12200001 Third interim deficiency rept re generic deficiency in 
design review Initially reported on 811213 No add! info 
available until action team 821215 rept Next rept will be 
submitted by 030420 

MILLS, L M Tennessee Valley Authority 82/12/13 □ 'RE ILLY, J P 

Region 2, Office of Director ip 16473 362 24X 

Fiche 50-000, B2/ 12/ 13, 0212200001 


BF , J220C017 Fifth interim deficiency rept re design review process 
interface coordination activity Initially reported on 
B 1 07 1 7 Corrective action to be baaed on action team rept to 
he Issued approx 021215 Next rept expected by 830422 
MILLS, L M Tennessee Valley Authority 82/12/13 □ 'REILLY, J P 

Region 2, Office of Director 2pp 16473 005 24X 

f iche 30-000, 82/12/13,8212200017 


□212210431 Fourth interim deficiency rept re resolution of 
unanticipated vibratory loading concerns Initially reported 
on 820120 Const activities for Yellow Creek 5t Kartsville 
deferred Next rept will be sent by 030322 

MILLS, L M Tennessee Valley Authority 02/12/15 □ 'RE ILLY* J P 

Region 2. Office of Director 2pp 16409 160 24X 

Fiche 50-000. 02/12/15. B21 2210431 


DOCKET STN-SO-567 YELLOW CREEK NUCLEAR PLANT, UNIT 2 


O Inspection reports, IE Bulletins & correspondence 


BI J 08190-240 IE Bulletin 82-03, Revi siar, 1, "Stress Cracking in Thick- 
Wall , Large-Dl ameter, Sta in less Steel, Recircu lation Sys Piping 
nt BWR Plants “ Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/23 Consolidated Edison Co of New York, Inc 

112pp 16462 163 24X Fiche 50-000,02/10/20,8200190240 


QL'00190245 IE Info Notice 82-42, "Defects Observed in Panasonic Model 
801 & Model 802 Thermoluminescent Dosimeters " Svc list 
one 1 

COBti.L I Division of Fuel Facilities, Materials & Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc llOpp 

1 6372 142 24X Fiche 50-000,82/1 1/05,0200190249 


01*09190251 IE Info Notice G2-44, “Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering t< Ouality Assurance 82/U/18 
Consolidated Edison Co of New York, Inc 107pp 16411 199 24X 

Fiche 50-000, 02/11/18,0200190251 


8200190256 IE Info Notice B2-46, "Defective fc Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG* R C Director's Office, Office of Inspection and 

Enforcement 62/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 065 24 X Fiche 5 0-000,82/11/26,8200190236 


8200190257 IE Info Notice 82-47* "Tra n *p ortat i on of Type A Quantities 
of Non-Fissile Radioactive Matl ■' Svc list end 
COBD, L I Division of Fuel Facilities, Materials & Safeguards 
□2/11/30 Consolidated Edison Co of New York. Inc 356p p 

16387 028 24X Fiche 50-000,02/11/30,8208190257 


0r'O0i9O259 IE Bulletin 92-04, “Deficiencies in Primary Containment 
Electrical Penetration Assemblies " Svc list enc 1 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

113pp 16411 31? 24X Fiche 50-000,92/12/03,8209190259 


8I'O0i 9026 i IE Info Notice 82-48, "Failures of Agastat CR 0095 Relay 
backets 1 Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/12/03 
Consolidated Edison Co of New York, Inc 1 1 Op p 16462 064 24X 

Fiche 50-000,82/12/03,8208190261 


8200190267 IE Info Notice 92-49, "Correction for Sample Conditions for 
Air k Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

<27pp i6620 191 24X Fiche 50-000,82/12/16,8208190267 


BP0Q19G268 IE Info Notice 82-50, "Mod of Solid State AC Undervoltage 
Relays Type I TE-27 " Svc list enc I 

JORDAN, £ L Division of Engineering & Quality Assurance 92/12/20 
Consolidated Edison Co of New York, tnc lOBpp 16620 293 24 X 

Fiche 50-000,82/12/20,8209190260 


S Reportable occurrences, LERs 8, related correspondence 


B212210431 Fourth Interim deficiency rept re resolution of 
unant ic ipatod vibratory loading concerns Initially reported 
on 820 1 20 Const activities for Yellow Creek 8f Hartsville 
deferred Next rept will be sent by 830322 

MILLS, L M Tennessee Valley Authority 82/12/15 O'REILLY, J P 
Region 2, Office of Director 2pp 16489 160 24X 

Fiche 50-000, B2/t2/15, 0212210431 


0215100270 Fifth interim deficiency ropt re lack of Div of Engineering 
de» 1 gn sys to ensure QA procedures issued before work 
begins Initially reported an 011020 Final rept will not be 
submitted until decision made oh deferral of project* 

MILLS, L M Tennessee Valley Authority 82/12/06 O'REILLY, J P 
Region 2, Office of Director Ip 16377 136 24X 

Tiche 50-000,82/12/06,0212100270 


B*’ 1 220000 1 Third interim deficiency rept re generic deficiency in 
design review Initially reported on 811215 No addl info 
available until action team 821215 rept Next rept will be 
eubmitted by 830420 

MILLS, L M Tennessee Valley Authority 02/12/13 O'REILLY* J P 
Region 2, Office of Director Ip 16473 362 24X 

Fiche 50-000,82/12/13,8212200001 


0212200017 Fifth interim deficiency rept re design review process 
interface coordination activity initially reported on 
010717 Corrective action to be based on action team rept to 
be issued approx 621213 Next rept expected by 830422 
MILLS, LM Tennessee Valley Authority B2/I2/13 O'REILLY* J P 
Region 2, Office of Director 2pp 16473 085 24X 

Fiche 30-000, 83/12/13, 821220001 7 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0025 ROCKWELL INTERNATIONAL CGRP , CANQGA PARK, CA 


0212210240 Forwards IE Safeguards Insp Rept 70-0025/02-10 on 021010-20 
& I10i-05 No none o-mp 1 unce noted 

WORDERHAVG, L R Division of Radiological Safety & Safeguards 
Program 82/12/14 FIELER/F W Rockwell International Cor p 2pp 
J 6493 014 


— 0212210246 IE Safeguards Insp Rept 70-0029/02-10 on 021010-20 «, 
1101-05 No noncamp l ianc e noted Major area* inspected 
physical inventory & inventory verification i< independent 
safeguards intp effort Detail* withheld (ref 10CFR2 790) 
NELSON, o D , HIEDER, A V » BROCK, B L Division of Radiological 
Safety & Safeguard* Program 82/12/13 lp 16483 016 
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0212270050 Requests review J« reeommendati ons /or action on licensee 
request for withholding group d rgan 1 1 at iona 1 info & resumes 
from renewal application for License SNH-21 W/o end 
KETZLACH, N uranium. Fuel Licensing Branch 82/12/14 ABRAMS. W E 
Operations & Administrative Division 2p p 16607 031 


B2I2300234 Forwards IE Enforcement Conference Rept 70-0025/02-11 on 
021 122 

SPENCER, G 3 Division of Radiological Safety 6 Safeguards Program 
02/ 12/22 REfILEY, M -E Rockwell International Corp lp 16375 200 


—0212300240 IE Enforcement Conference Rept 70-0025/02-11 on 021122 Major 
areas discussed reported radiation over* x po euro, NRC 
enforcement options t* concerns & licensee mgt 
rsspons i b i ] iti es 

JOHNSON. A D . THOMAS, R D , BOCK, H E Division of Radiological 
Safety & 9af«gvards Program 92/12/21 3pp 16573 201 


DOCKET 70-0027 BABCOCK It WILCOX CO . LYNCHBURG, VA 


DOCKET 70-0036 COMBUSTION ENG INEER I NO, INC , WINDSOR, CT 


8212010369 Forwards negative declaration & EIA supporting renewal of 
License SNM-33 

PACJE.R G Uranium Fuel Licensing Branch S2/11/24 LJCHTENDbrtGfcR 
Combustion Engineering, Inc Ip 16271 113 


— B212Q10372 Negative declaration re renewal of License SNM-33 
PAGE, R G Uranium Fuel Licensing Branch 02/11/23 lp 
16271 114 


— 0212010374 EIA supporting renewal of License SNN-33 

* Division o-f Fuel Cycle 6 Material Safety 02/11/30 74pp 
16271 115 


0212300070 Trip rept of 621200-09 visit to C~E in Hematite, MO re 
license renewal application 

BiDlNOER.Q H Uranium Fuel Licensing Branch 02/12/16 CRDW,W f 
Uranium Fuel Licensing Branch lp 16624 274 


0212(30062 Ack receipt of 021023 I tr informing NRC of steps taken to 
•correct violations noted in IE ln»j> Rept 70-0027/82-22 
GIBSON, A F Division of Engineering 6 Technical Programs 82/11/09 
ECKERT. J P Batcaek £ Wilcor Co ip 16370 160 


— 0212130067 Responds to NRC B21004 ltr re violations noted in IE Insp 
Rept 70-0027/02-22 Corrective actions employee instructed In 
transfer do cumentation procedures Procedures will be 
reviewed by all personnel 

ECKERT, J P Babcock tf Wilcox Co 82/10/25 GIBBON, A F Division 
of Eng ineering 3c Technical Program* 2pp 16370 169 


— 02 1 2130 071 Forwards IE Insp Rept 70-0027/82-22 on 320913-17 t< notico 
of violation Rept & notice of violation withheld 
(ref 10CFR2 770) 

GIBSON, A F Division of Engineering Technical Programs 
02/10/04 ECKERT, UP Dabco-c* fr Wilcox Co 2pp 16390 17 1 


0ril 2270406 Proposes extension until 830131 to respond to request foi 
addl info in support of renewal of License SNil-42 Delay due 
to plant shutdowns for Thanksgiving 6 Christmas holidays 
KELLY, J W Babcock & Wilcoi Co 02/11/16 RETZLACH. N Division of 
Fuel Cycle fc Material Safety ip 16572 356 


DOCKET 70-0135 BABCOCK t WILCOX CO , APOLLO, PA 


8512220436 Forwards IE Safeguards Insp Rept 70-0135/02-09 on 021115-19 
No nancomphanc# noted 

MARTIN, T T Division of Engineering L Technical Programs 02/12/17 

COLEMAN, W L Babcock k Wilcox Co 2pp 66533 093 


—0212220437 IE Safeguards Insp Rept 70- 0135/82-09 on 021115-19 No 
non comp 1 fan ce noted Major areas inspected organi 2 ation, 
operations, measurements, internal control fc mgt 
UQLTNER.E . ZJBULSKYrH , GODY.A T Division of Engineering h 
Technical Programs 82/12/13 3pp 16303320 


DDCKET 70-0143 NUCLEAR FUEL SERVICES, INC , ERWIN, TN 


8200290112 FOI A request for repts re inventory differences at NFS plant 
in Erwin, TN & correspondence between NRC tr NFS concerning 
fuel Inventory differences from 1979 to- present 
BAFJLETT, D L Philadelphia Inquirer 02/09/19 FELTON, J M 
Division of Rules and Records lp 16366 004 


0s 1 12270537 Requests exception to 10CFR70 51 (e)(3>(i> allowing 
performance of Nav/Dec 1902 inventory to begin on 63CH07 
Handling of inventory described In 010922 request 
Administrative amend fee end 

KELLY, J U Babcock 6 Wilcor Co 02/I1/J6 EVANS, L J Fuel 

Facility Safeguards Licensing Branch 3pp 16346.358 


Q2120S0006 Addl response to FDIA request for seven categories of info 
re NFS, Erwin, TN facility Forwards App A documents denoted 
u/afl ter isk 

FELTON, J M Division of Rules and Records 02/10/25 WEISS, E R 
Harmon 6 Weiss 36pp 16369 001 


8212090430 Forwards IE Insp Rept 70-0027/82 -27 on 821101-03 
No noncompliance noted 

GIDEON, A F Division of Engineering L Technical Programs. 82/11/19 
ECKERT, J P Babcoci * Wilcox Ce Bpp 16364 354 


—9212090439 IE Jmp. Rept 70-0*027/02-27 on 02HOI-O3 No noncomp 1 1 anc e 
noted Major areas inspected internal U asternal exposure 
control program & procedures 

WRAY. U R , BARR, K P Division of Engineering & Technical Programs 
G2/1I/I7 5pp 16364 356 


8212080045 Issues Amend 10 t« License SNM-42, author 1 ting production 
scale fabrication of box type research reactor fuel 
elements 

PAGE, R 0 Uranium Fuel Lie Busing Branch 02/11/26 KELLY, U W 
Babcock 6 Wilcox Go lp 16367 138 


— 02120BG049 SER supporting 0I4J 020903 application to amend License 
3NN-42, author! i ing production scale fabrication of box type 
research reactor fuel elements 

KET2LACH.N Uranium Fuel Licensing Branch 02/11/26 3pp 
I63u7 139 


DOCKET 70-0033 TEXAS INSTRUMENTS, INC , ATTLEBORO, MA 


— Q212DB0018 Forwards preprint of "Use of Process Monitoring Data tor 
Enhancement of Matl -Control at High Enrichment U Fabrication 
Facility. 0 classified confidential-restricted data Official 
NUREG rept will be submitted within next few inks W/o end 
SMITH, C N Material Control Licensing Branch 79/10/04 
HENSLEY, K D Nuclear Fuel Services, Inc (subs of Getty DiJ Co ) 
ip 16369 037 


-8212000088 Discusses 791030 NFS, Erwin meeting concerning results of FBI 
investigation Rept of investigation dtd 791015 not yet 
received by NRC 

HOWARD, E M Division of Safeguard* Inspections 79/11/01 
STELLO, V Office of Inspection & Enforcement, Office of the 
Director lp 16370 132 


—0212080093 Submits proposed agenda for Commission 791106 briefing on 
NFS 

HOWARD, E M Division of Safeguard* Inspections 79/ll/OS 
STELLO, V Office of Inspection 6 Enforcement. Office of the 
Director lp 16370 133 


— 8212080099 Recommends proposed license conditions for NFS be adopted 
All itemi on inventory should be remeasured regardless of 
period gene rated, except mafcl shipped offsite & independently 
verified by receiver 

STELLO, V Office of Inspection 6 Enforcement. Office of the 
Director 79/11/05 BURNETT, R F Division of Safeguards Ip 
16370 134 


0212270024 Forwards application for Amend 1 to License 8NM-23, 
authorising termination of license 

SHERMAN, F L » SCHWENSF1ER , R Texas Instrument*, Inc 02/11/02 
RAGE, R 0 Uranium Fuel Licensing Branch 2pp 16551 086 


--82J2270030 Application for Amend f to License SNM-23, authori i i ng 
termination of license W/one oversiie figure Aperture card 
i * aval labl • in PDR 

GOETZ, 41 , CHURCHILL, R , SHERMAN, F L Texas Instruments. Inc 
82/11/01 4Bpp 16551 090 


— 8212080105- Comments on proposed license conditions for NFS it mad of 
NFS order to allow limited processing Now matls balance 
period should not be considered as starting 791004 physical 
inventory 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/11/0 1 BURNETT, R F Division of Safeguard* 3pp 16370 135 
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--8212090113 Discusses 791105 meeting ui/NFS re license conditions 
Safeguards require/nent?. including mat) control it physical 
lecur l tij, wi II be upgraded 

SLAYlOCKiJ Division of Safeguards Inspection* 79/11/06 
CHAPELL, D R Division Df Safeguards Inspections Ip 16370 13B 


--0212OBOH7 Discusses Commission 791106 briefing re NFS status Fb I 
investigation uncovered no evidence of illegal employee 
activity Cause for inventory difference not identified 
BLASLCCK. J Division of Safeguards Inspections 79/11/00 
CHAPELL, 0 H Division of Safeguards Inspections 14pp 
16370 139 


— 9212080129 Advises of 810103 or 0104 informal briefing for 
congressional aides from Oversight Committee in 
Mash i ngton. DC on status of NFS Erwin Briefing requested by 
Acting Chairman Ahearne in view of recent media interest 
HOWARD. E n Division of Safeguards Inspections 79/12/20 
STELLO. V Office of Inspection Enforcement, Office of the 
Director Ip 16370 1 S3 


—62 1 2090 1 39 Supplemental PNS- II-79-102E on 790924, fo 11 owup of areas 
outside protected area identified by aerial measurements »y* 
found not to exceed limits for unrestricted use 
CORYELL, G P Region 2, Office of Director 79/09/25 ip 
16370 154 


— B212090149 Supplemental PN5-I I-79-102K on 791 102. mi tia 1 reinventory 
efforts resulted in partial reconciliation of 790917 
difference Unresolved inventory difference in excess of 
regulatory limits for continued operation remains 
LEE, T D Region 2, Atlanta, Office of the Director 79/11/02 
Ip 16370 155 


-8212080154 Documents telcon w/F Oi 1 1 esp ie, Reg ion 2 re ongoing NFS 
events NRC will issue press release to head off publicity 
Region 3 will prepare briefing far Commission 791106 meeting 
on NFS Semifinished fuel will not be processed 
BLAYLOCK. J Division of Safeguards Inspections 77/11/06 
CHAPELL. D R Division of Safeguards Inspections lp 16370 156 


8212160072 Forwards Revision 2 to safeguards contingency plan Revision 
si i thhe 1 d 

MANSER. W C Nuclear Fuel Services, Inc (subs of Getty Oil €o > 
02/11/05 EVANS, L J Fuel Facility Safeguards Licensing Branch 
Ip 16447 252 


8212160420 Forwards request for amend to License 5NM-124 Administrative 
amend fee enc 1 Amend ulthheld {ref 10CFR2 790) 

HENSLEY, K D Nuclear Fuel Services, Inc (subs of (Jetty Oil Co ) 
02/11/09 EVANSiL J Fuel Facility Safeguards Licensing Branch 
)p 16447 191 


02 1 2090260 Ack receipt of IE Insp Rept 70-0143/02-26 No proprietary 
J nfo 

MANSER, W C Nuclear Fuel Services, Inc (subs of Getty Oil Co I 
92/ J 1 / 10 GIBSON. A F Division of Engineering h Technical Programs 
lp 16363 245 


0212160429 Ack receipt of IE Insp Rept 70-0143/82-36 No proprietary 
i nfo 

MANSER. W C Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
82/11/10 <J1 BSQN, A F Division of Engineering & Technical Programs 

! p 16447 180 


821 2090469 Ack receipt of IE Insp Rept 70-0143/02-30 on 021013 No 
proprietary info 

MANSER, W C Nuclear Fuel Services. Inc {subs of Getty Oil Co > 
G2/11/1J GIBSON, A F Division of Engineering & Technical Programs 
lp 16363 246 


0212090507 Forwards IE Insp Rept 70-0143/02-42 on 021025-29 No 
none omp 1 lance noted 

GIBSON. A F Division of Engineering L Technical Programs 02/11/12 

MANSER. W C Nuclear Fuel Services, Inc (subs of Getty Oil Co 1 
2pp 16366 352 


--B2J2090517 IE Insp Rept 70-0143/02-42 on 02 1025-29 No none amp 1 i anc e 
noted Major areas inspected external & internal radiation 
e xposure, contamination c ontro 1, aud i t* $< insps & ALARA rept 
KAHLE, J B . QARR, K P Division of Engineering & Technical 
Programs 02/11/09 6pp 16366.354 


0212090533 Forwards IE Safeguards Insp Rept 70-0143/02-43 on 821004-29 
No nonconp 1 lancB noted 

GIBSON, A F Division of Engineering & Technical Programs 02/11/12 

MANSER, W C Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 

tip p 16366 331 


— B2I2090539 IE Safeguards Insp Rept 70-0143/02-43 on 051004-29 No 
noncomp 1 lane* noted Major areas inspected facility 
operation, criticality safety, radiation/environ/physical 
protection & SNM control t* accounting 

LEE, T D , MCALPTNE, E J Division of Engineering & Technical 
Programs 02/11/10 Spp 16366 333 


0212100111 Responds to FQIA request for seven categories of info re 
NFS. Erwin. TN Forwards documents listed in App A Documents 
listed in App B withheld (ref FOIA Exemptions 3 & 51 
FELTON, J M Division of Rules and Records 02/11/12 WEISS, E R 
Harmon tt Weiss 4pp 16380 137 


— 0212100121 Forwards add! comments on proposed license conditions for 
NFS-Erwin re emergency preparedness 

GRIMES, 0 K Division gf Emergency Preparedness 02/03/23 
PAGE, R 0 Uranium Fuel Licensing Branch lp 1639B 164 


— 8212100129 Ack receipt of 520225 concerhe re timeliness of alerting & 
notifying nearby residents in event of certain type of 
emergency at NFS, Inc Emeigency planning license conditions 
for NFS discussed 

TROJANGWSXI.R Region 2» Office of Director 02/03/12 
GRAHAM, J A Tennessee, State of 2pp 16300 165 


8212090305 Ack receipt of 021003 1 1 r expressing concerns re health 
physics program at NFS Facility safely op era ted . based upon 
previous insp findings Mods being made to improve 
security 8; radiological controls 

D 'REILLY, J P Region 2, Office of Director 02/11/17 MOBLEY, M H 
Tennessee. State of Ip 16364 242 


— 0212090393 Discuss** unfavorable impressions of NFS facility Facility 
appears to operate in manner warranting shutdown Review of 
licensee activities requested 

MOSLEY, M H Tennessee, State of 02/10/OB O'REILLY.J P Region 
2, Office of Director Spp 16364 243 


0212150293 Forwards "Daily Summary of Stack Moni tor ing. 0c t 1902 " 
MANSER, W C Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
82/11/17 O'REILLY, 0 P Region 2, Office of Director lp 
16437 393 


'821215029B "Daily Bummery of Stack Moni tor 1 ng, Oc t 1902 " 

* Nuclear Fuel Service*. Inc (subs of Getty Oil Co > 02/11/17 

4p p 16437 334 


□ 212090402 Forwards IE Safeguards Tnsp Rept 70-0143/02-40 on 021104-13 
No non c omp 1 ia n c e -noted 

GIDSGN.A F Division of Engineering t Technical Programs 02/11/26 

MANSER, W C Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 

TJpp 16365 037 


—0212070413 IE Safeguards Insp Rept 70-0143/02-40 on 021104-13 
No noncompliance noted Major areas inspected MCB5206-B 
MBA-5 inprocess measurements b MC8S213-B M0A-5 physical 
inventory verification Details withheld (ref 10CFRS 790) 

CLAY, E L , MCALPINE.E J Division of Engineering It Technical 

Programs 02/11/24 lp 16365 039 


8212090400 Forwards IE Safeguards Insp Rept 70-0143/02-46 Oh 821102-05 
No noncompliance noted 

GIBSON. A F Division of Engineering & Technical Programs 02/11/30 

MANSER, W C Nuclear Fuel Service*, Inc (subs of Getty Oil C-d I 
Spp 16365 040. 


--021 20904 1 6 IE Safeguards Insp Rept 70-0143/02-46 on 621102-05 No 
noncompl iance noted Major area* inspected measurements, 
measurement control program & followup on previously 
identified items Detail* withheld (ref 10CFR2 790) 

DATES. J W . SABADOS, J. W , MCALPINE.E J Division of Engineering & 
Technical Programs 82/11/30 Ip 16365 050 


0212220527 Informs of interim organ i <st tonal change affecting Licence 
8NMI-124, Sect! on 200 Adm i n stra t i ve manager position vacant 
Safety l decommissioning manager directly responsible to 
general manager All other positions unchanged. 

1DEKER.R L Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
02/11/30 PAGE,R G Uranium- Fuel Licensing Branch 2pp 
16522 352 


□2121301 89 Responds to NRG 821103 notice of violation contained in IE 
Insp Rept 70-0143/02-37 Corrective actions radiological 
contingency plan will be revised to clarify definition of 
exp I o s I on- 

MANSER.W C Nuclear Fuel Services. Inc. (sub* of Getty Oil Co ) 
82/12/01 GIbsdN.A F Division of Engineering tt Technical Programs 
2pp 16410 350 
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8212270070 Add! response to FOIA request for repta £, t«rr« spond fnce re 
inventory differences at NFS plant in Erwin, TN Documsnta 
completely & partially withheld (ref FOIA Exemptions 3 & 4) 

FELTON, J M Division of Rules and Records 02/12/03 BARLGTT, 0 L 
Philadelphia Inquirer, Spp 16566 085 


— B 2 12270 112 "Technical Assessment of Inventory Differences at NFS, 
Jan 1978 - Mar 1900 

* Region 2, Atlanta, Safeguards Branch SO/ 05/27 33pp 
16566 097 


— B212270I16 Forwards outline fc description of NFS insp program to verify 
matl balance emphasising measured discards Summary rept 
detailing further action* will be prepared following insp 
tf'REILLYiJ P Region 2, Atlanta, Office of the Director 
79/06/07 HOWARD, E M Division of Safeguard* Inspections Spp 
16566 130 


— Q212270124 Forward* final rept re 790920 preliminary draft* “Summary 
Rapt of High Enriched Herfluoride Leak, 790807 11 

MANSER, W C Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
79/10/29 0ILLESPIE,F P Region 2, Atlanta, Safeguard* Branch 
I5pp 16566 173 


— 8212270128 Forward* Fuel Facility & Mali* Safety Branch input for 
Safeguard* Branch assessment re NFS inventory differences 
GIBSON, A F Region 2, Atlanta, Fuel Facility fc Materials Safety 
Branch 80/05/20 GILLESPIE, F P Region 2, Atlanta. Safeguards 
Branch 3p p 16366 212 


0212ISOO8B PNO- I I-B2-133 on 821013, phy* 1 cal inventory resulted in 
in/entory difference of gain exceeding calculated limit of 
eTror Investigation conducted for probable cause 
MCALPINE. E J Region 2, Office of Director 02/12/02 Ip 
16431 026 


0212100011 Requests Commission review suggested questions foT relevancy 
& materiality & allow NRC «, other parties to respond in 
writing in lieu of oral session Adequate record can be 
developed w/written question* Certificate of Svc encl 
FONNER, R L Regulation* Olvision. 02/12/09 A PP 16379 154 


8212270544 Provides result* of de ternu nat i ons on spiked uTine sample 
received from REEL, per 021006 1 tr request Average of results 
is 399 DPM U per liter 

MANSER, H C Nuclear Fuel Services. Inc (subs of Getty Oil Co > 
82/12/09 MONTGOMERY, D Region 2. Office of Director 2pp 
16346 344 


0212150138 Forwards IE Safeguards Jnsp Rept 7Q-0J 43/83-44 on 021115-19 
No none omp lienee noted 

GIBQQN,A F Division of Engineering it Technical Programs 02/12/13 

MANSER, W C Nuclear Fuel Services* Tnc (subs of Getty Dll Co ) 
?pp 16423 239 


--B212I50I43 IE Safeguards Insp Rept 70-01437 82-44 on 821115-19 No 
none omp 1 lance noted Major area* inspected security flan 
U implementing procedures, records Sc rept* t* physical 
barn ers-protected areas Details withheld (ref 10CFR73 511 
TILLMAN, A , MCCUIRE.D R Division of Engineering 6 Technical 
Programs 82/12/10 ip. 16423 241 


8P122Q0021 Response to NRC 021209 request to answer questions in 
writing Oppose* NRC proposal to cancel oral session All 
parties should answer questions in writing fc propose 
followup questions Certificate of Svc end 

WE 180, E R Natural Resource* Defense Council WEISS, E R Harmon fc 
Weis* 02/12/15 Spp 16473 087 


8212210253 Comment* on proposed NftDC questions re hypothetical 
programmatic alternative* to continued operation of plant, 

In preparation fur proceeding on matter Certificate of Svc 
one 1 

LEIKEN, L Energy, Dept of 82/12/20 6p p 16483 303 


8212270236 Comments on proposed NR DC question* Seventeen, question* 
beyond scope of proceeding Questions 31 - 34 8, 39 relate to 
safeguard* 6 security Certificate of Svc end 
LEIKEWi L Energy, Dept of 82/12/20 fip p 16530 05B 


82 J 2220224 Advises that Biv of Security completed security review of 
questions filed by NR DC on 62(109 for Commission oral 
hearing Matl contains no classified Info 

STUCKY, 8 w Docketing & Services branch 02/12/21 Office of the 

Executive Legal Director Ip, 16517 267, 


— 8212320248 Classified inserts to NR DC proposed question* to Commission 
Dlv of Security determined that matl contains no classified 
inf o. Certlf icate of Svc end 

W£ISB,E R Natural Resource* Defense Council WErSS, £ R. Harmon 
Sc Weiss 02/11/10, 12pp 16517 268. 


0212230344 Order suspending schedule set forth in 821001 order for oral 
session 

CHILK,S J Office of the Secretary of the Commission 82/12/21 
lp 16505 131 


02 1 2300239 Transcript of Commission 021221 meeting in Waahi ng ton. DC r* 
plan* for hearing to modify NFS Erwin, TN license Pp 1-72 
e Commissioner’# 82/12/21 75pp 16612 335 


0212280270 Request to comment on scope of proceeding NR DC entitled to 
rebu-t NRC arguments that NR DC questions beyond proper 
scope of proceeding Suggested response date is 830110 
Certificate of Svc end 

WEISS, E R Natural Resources Defense Council WEISS, E R Harmon!, 
Weiss Q2/IS/27 Commissioner* 5pp 16561 244 


DOCKET 70-0146 SPENCER CHEMICAL CO , KANSA9 CITY, MO 


821 2200009 Ad d 1 response to FDIA request for six categories of 
documents re Spencer Chemical Co Forwards documents listed 
in Ap p A 

PEL TON, J M Division of Rules and Records 82/11/29 BARNES, C 
Affiliation Unknown 2pp 16590 141 


— 021 22000 J 6 Requests that rept on levels of fixed tt removable U 
con tami na ti on, inc 1 ud 1 ng radiation levels existing on 
applicable b 1 dgs, equi pment & property, be submitted prior to 
termination of License 5NM-154 

NUSSBAL/MER, D A Atomic Energy Commission 64/01/06 
CREENLEE, N A Spencer Chemical Co lp 16990 148 


— 8212200019 Forwards licensee 640302 1 tr specifying results of residual 
contaminat i on survey Closeout insp requested to permit 
termination of License 0NM-154 

ffUSSDAUMER. D A Atomic Energy Commission 64/04/07 DUBINSKM 
Atomic Energy Commission lp 16390 151 


— 8212280022 Trip rept of 640430 visit to Jayhawk Works site located 
22 miles south of P i tt » b urg h, KS, tt) conduct closeout insp 
of License SNM-I94,in response to TW Brackett 640413 
request 

WALKER, D r Atomic Energy Commission 64/05/20 DUDJNSKl<L 
Atomic Energy Commission 5pp 16390 152 


— 0212200024 Recommends that License SNM-154, covering activities 
performed at Jayhawk Works plant near P 1 1 tab urg h, KS, b e 
terminated 

LAYFTELO.R L Atomic Energy Commission 64/12/28 Atomic 
Energy Commission lp 16590 198 


— 0212200026 Outlines soil sample procedures !< results of 011039 
contamination survey of Jayhawk burn site under License 
SNM-134 No significant difference noted in geiger counter 
readings on matl* or water Field sample diagram encl 
PURCELL, L D Spencer Chemical Co 81/10/14 SCOTT, L M Spemsr 
Chemical Co 4pp 16590 139 


— 8212280030 Forward* result* of 810010 radiation survey of advanced 
matls plant/bldg & pressure vessel test lab, in response to 
020512 request No detectable amounts of natural U or thorium 
found at either bldg site 

MCCORMACK , 0 M Gulf Oil Corp 82/06/04 CAIN, C L Region 4, 
Office of Director 3pp 16590 163 


DOCKET 70-0258 ILLINOIS, UNIV OF, URBANA, IL 


B21 21 40396 Forwards IE Safeguards Insp Repts 50-131/82-01,90-356/82-02 
!, 70-0258/82-01 on 8211(7-19 t* notice of violation Insp rept 
details withheld (ref 10CFR2 790) 

MILLER, -J R Division of Engineering It Technical Program? 82/12/09 
MILEY. O H Illinois, Umv of, Urbane-Champaign 2pp 16404 344 
24X Fiche 50-151. 82/12/09, 8212140396 


— 8212140399 Notice of violation from insp on 021117-19 

MILLER, J R Division of Engineering 8< Technical Programs 
02/12/09 lp 16404 346 24X Fiche 50- 151, 82/13/09. 82121 40396, 


•02121404 14 IE Safeguards rnsp Repts 90-151/82-01. 50-336/82-02 8t 
70-0258/82-01 on 821117-19 No nc omp 1 i anc e noted failure to 
Include items containing SNM on annual inventory & to submit 
742 forms Details withheld (ref 10CFR2 790) 

MADEDA, T J , CREED, J R Division of Engineering It Technical 
Program* 82/12/06 lp 16404 347 24X Fiche 50-131,82/12/09, 

0212140396 
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DOCKET 70-0340 SPENCER CHEMICAL CO . KANSAS CITY, MO 


B21220OQ09 Addl response to FOIA request for six categories qf 
documents re Spencer Chemical Co Forwards documents listed 
in App A 

FELTON, J M Division of Rules and Records 02/11/29 DARNE3# C 
Affiliation Unknown 2pp 16590 141 


-0212280012 Requests correspondence re Spencer Chemical Co be sent to 
listed address 

COBBfG H Kerr-McOee Corp 62/09/06 JOHNSON, L Atomic Energy 
C omuls slon lp 16590 144 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC , (JNCASVILLE, CT 


S21201033B Requests addl info re 020224 application for renewal of 
License SWM-.368 Info should be submitted in 60 days to 
continue review 

CRGM- U T Uranium Fuel Licensing Branch 82/11/19 KIRK*W F 
United Nuclear Corp 6pp 16271 310 


8212010497 Advises that info requested in NRC B11216 1 tr re Amend 16 on 
environ sampling for nonr ad ioac t i ve matls & deminimis U 
release cone entrations must be provided within 30 days 
r allure constitutes basis for denial per 10CFR2 100 
PAGE, R 0 Uranium Fuel Licensing Branch 02/11/24 KIRK, W F 
United Nuclear Corp ip 16270 209 


□JI2150266 Lists priority items in B21014 & 26 license change 
submittals 

KlftK. W F United Nuclear Corp B2/ 1 1 /24 PAGE* R G Uranium Fuel 
l i censing Branch lp 16446 28 J 


8212270941 Discusses request for amend to eliminate non-rad i o 1 o g ica 1 
environ monitoring from NRC license control for License 
SNM-368 Licensee also sobj to CT Dept of Environ Protection 
regulation for facility effluent 6 discharge control 
KIrM*W F United Nuclear Corp 82/12/01 PAQE, R G Fuel Process 
& Fab Branch (Pro 790727) 3pp 16546 353 


DOCKET 70-0697 UNION CARBIDE CORP , TUXEDO, NY 


0212160245 Forwards revised fundamental nuclear matls control plan in 
accordance w/10CFR70 32 Revision incorporates organizational 
changes L implementation of Li-235 recovery in waste form SNM 
not affected U/o encl 

MCGOVERN, J J Union Carbide Corp 82/11/04 JACKSON* R L Office 
of Nuclear Material Safety & Safeguards, Director lp 16447 202 


8212070173 Forwards response to 821104 request for addl info & odd! 
Tech Spec changes re renewal fa License R-81 
VCITH. M H Union Carbide CoTp 82/11/22 THOMAS, C 0 
Standardization It Special Projects Branch 14pp 16337 001 24X 

liche 5Q-QS4, 82/11/22, 8212070173 


8212160331 Requests technical assistance in reviewing seismic info from 
encl Union Carbide Corp environ submittal Info suppnrts 
application for renewal of SNM license W/o encl 

ROUSEjL C Advanced Fuel & Spent Fuel Licensing Branch 02/11/23 
■JACKSON* R E Geosciences Branch Ip 16447 201 


02 1 22 10376 Forwards IE Insp Rept 70-0687/02-07 on 021102-05 & notice 
of violation 

MARTIN* T T Division of Engineering & Technical Programs 82/12/06 

MCGOVERN* J J Union Carbide Corp 2pp 16494 316 


— 8312210379 Notice of violation from insp on 821102-05 

* Division of Engineering & Technical Programs 02/12/06 lp, 
16494 310 


— B3122 10390 IE Insp Rept 70-0687/02-02 on 021102-05 None omp 1 la nee noted 
failure to maintain stored U solution in doubly sealed 
container & post new waste storage facility w/ k, caution 
radioactive matl ,r sign 

ROTH* J * GODY* A T Division of Engineering it Technical Programs 
02/11/30 9pp 16494 31? 


DOCKET 70-0690 WEST1NGHQUSE ELECTRIC CORP, PITTSBURGH, PA 


B2120Q0654 Advises that License 3NM-770 renewed For 5 yrs* expiring 
871031 Renewal Issued fallowing preparation of EIA Negative 
declaration approved per 10CFR51 FR notice issued 821026 
License SNM-770 it SER forwarded 

PAGE* R G Uranium Fuel Licensing Branch 02/11/30 NARDlrA J 
West inghousB Electric Corp lp 16379 310 


— 0212080671 License SNM-770 for West in g h ous e * author i z 1 ng use of all 
byproduct matliEMM & source matls iU, depleted U & thorium) 
in forms 1* amounts listed* per 810529 revised application & 
010807 & 020427 suppls 

PAGE, R G Division of Fuel Cycle b Material Safety 82/U/30 
4pp 16379 311 


— 0212OBO&95 SER supporting renewal of License 5NM-770 per 010529 
application L 010807 U 820427 suppls subj to listed 
conditions 

KETZLACH, N , SODNG, A Division of Fuel Cycle & Material Safety 
82/10/31 29pp 16379- 319 


DOCKET 70-0734 QA TECHNOLOGIES, INC , 8AN DIEGO, CA 


0212010503 Advises of issuance of Amend 5 to License BNM-694, chang ing 
corporate ownership !* name to GA Technologies, Inc 

PAGE, R G Uranium Fuel Licensing Branch 02/11/26 KOWRY, W R OA 
Technologies, Inc /General Atomic Co lp 16300 326 


— 8212020001 Safety evaluation supporting Amend 13 to License 6NM-694 
KETZLACH* N , CRQW, W T Uranium Fuel Licensing Branch 02/11/36 
2pp 16308 327 


0212300207 Forwards IE Insp Rept 70-0 7 34 /02-09 on 821018-22 it notice of 
violation 

SPENCER * G S Division of Radiological Safety $, Safeguards Program 
82/12/08 PARKER* J W GA Technologies* Inc /General Atomic Co 
2pp 16597 333 


—0212300210 Notice of violation from insp on 821010-22 

THOMAS, R D Region 5, Office of Director 82/12/00 lp 
16597 340 


—02)2300213 IE Insp Rept 70-0734/02-0? on 021010-22 Noncompliance noted 
licensee 02030? waste shipment to Ch em-Nu e 1 a*r By* GC burial 
site arrived w/tofcal of 11 holes in two boxes 

BROCK* B L , ZURAKGW3KI, P R , THOMAS* R D Division of Radiological 
Safety b Safeguards Program 02/12/OB 12pp 16597 341 


DOCKET 70-0794 GENERAL ELECTRIC CO . PLEASANTON, CA 


021 2280276 Requests delay to respond to 021021,1112 it 19 memoranda & 
orders, due to i nac c essab i 1 i ty of docuaients needed for 
complete response Partial response to GE 021123 requests 
provi d ed 

TURK* J Affiliation Unknown B2/I2/20 FRYE, J H , LINENBERGER, Q . 
FOREMAN* H Atomic Safety and Licensing Board Panel 2pp 
16561 230 24X Fi che 50-070, 82/12/20, 0212200276 


8212300022 Grants J Turk petition for extension until 030105 to respond 
to AfiLB 021119 memorandum ft, order Other petitioners tc 
interveners granted same extension NRC response due by 
0301 17 

FRYE* J H Atomic Safety and Licensing Board Panel 02/12/27 
TURK* J Affiliation Unknown lp 16598 310 SAX 
Tiche 50-070, 02/12/27, 0212300022 


DOCKET 70-0820 UNITED NUCLEAR CORP , WOOD RIVER JCT , RJ 


0212290351 Forwards IE Safeguards Insp Rept 70-0820/82-11 on B21101-05 
No none oirip 1 ia nc e noted 

MARTINET T Division of Engineering & Technical Programs 82/15/15 
AMY, G 0 United Nuclear Corp 2pp 165Q6 240 


—8215290352 IE Safeguards Insp Rept 70-0820/82-11 on 821101-05 No 
noncompliance noted Major areas i nspected . holdup 
measurements far decomm i bi 1 oning 

ZIQULSKY.H * UQLTNER*E, , DELLA RATTA* A Region I, Office of 
Director. 85/12/13 2pp 16506 242 


8212270252 Ack receipt of 92022S ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0820/01-10 
Severity Level V re discharges into storage tank appropriate 
fc will remain as cited 

MARTIN, TT Division of Engineering * Technical Programs 82/12/21 
AMY.G 0 United Nuclear Corp 2pp. 16530 319 


—8215270294 Respond* to NRC 02Q2OS ltr re violations noted in IE Insp 
Rept 70-0820/01-10 Corrective actions liquid sample from 
storage tank analyzed for nitrate it fluoride ions Severity 
Level V categorization disputed 

GREGG, R. J United Nuclear Corp B2/02/25 MARTIN, T T Division 
of Engineering it Technical Programs 3pp 16530 321 
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DOCKET 70-0024 BABCOCK 8. WILCOX CO . LYNCHBURG. VA 


B212090252 Forward* IE Insp Rept 70-0824/62-09 on 921013-19 No 
noneompli ante noted 

GIBSON. A F Division of Engineering & Technical Programs 32/11/02 
ENG ELD Eft/ T C Babcock h Wileor Co 2pp I636I 356 


—9212090263 IE In*p Rept 70-0024/32-09 on 621016-19. No noncomp Uance 
noted Major areas Inspected Info noticeii safety committees, 
procedure c onttol , 1 nt , f «c 1 1 1 1 y changes & mods. opera tl ons 
it cr i tic* I i fcy *a faty 

TRQUP.G L . MCALPINE. E J Division of Engineering Sr Technical 
Program* 02/11/01 4pp 16361 333 


02 J 2090292 Forwards IE Insp Kept 70-0924/82-09 on 621020 No 
noncomp 1 lance noted 

0 I BSON * A F Division of Engineering & Technical Programs 32/11/16 

ENOELDER. T C Babcock * Wileo* Co 2pp 16365 177 


— 0212090294 IE Imp Kept 70-00 24/02-03 on 6210 20 No noncompl iance noted 
Major areai inspec ttfd r emergency preparedness 
MAtf9T0N.il R.„ JENKINS/ O R Region 2, Office of Director 
02/1 t/13 3pp 16369.179 


0212090477 Ac* receipt of 021104 I tr informing NRC of steps taken to 
correct violation noted in IE Imp Rept 70-0024/02-07 
GIBSON. A F Division of Engineering it Technical Programs 02/11/22 
ENGEL D Eft * T C Babcock U Wilcoi Co Ip 16365 309 


—0212090409 Responds to NRC 021019 Ur re violation noted in IE Insp 
Rept 70-002 4/02-07 Corrective act 1 ons , segmented gamma scan 
operator instructed In need for data recording Ik retention. 
Procedure for waste scanning will be revised bg S2I215 
EWGELDER, T C. Babcock L Wilcox Co 02/1 1/04 GIBSON. A F. 
Division of Engineering i< Technical Program* 2pp 16365. 310 


—0212090499 Forwards IE Insp Rept 70-0024/02-07 on B2092B-30 & notice 
of violation Rept It notice of violation withheld 
fref I0CFR2 790) 

GIBSON/ A F Division of Engineering & Technical Programs 
02/10/19 ENGEL DER* T C Babcock & Hi leu* Co 2pp. 16365-312 


DOCKET 70-1100 COMBUSTION ENGINEERING/ INC , WINDSOR. CT 


021 2160004 Request* extension from 821030 to 021115 to submit mat! 
balance summary for period ending 020930 Request necessary 
due to heavy production schedule i> generation of 
accompanying documentation 

BOWIE. T Q Combustion. Engineering/ Inc 82/10/26 JACKSON/ R NRC 
- No Detailed Affiliation Given- 2pp 16447:203 


B2 1 2030029 Forwards IE Insp Rept 70-1100/02-09 on 820929-1001 No 
noncomp 1 fence noted. 

MARTIN/ T T Division of Engineering * Technical Programs 82/11/19 
LrCHTEMBEROER Combustion Engineering/ fnc. 2pp 16305 054 


—02 1 2030032 IE In#p Rept 70-1100/82-09 on B20929-100I No noncompliance 
noted. Major areas inspected- radiat Ion protection program, 
termination repts* sourer Irek tests, b ioassay, dos imetry, 
syrvig* «. training 

CLEM0N6. P , GREENMAIL E Region 1» Office of Director. 02/11/12 
Spp 16305 J056 


B2I2290360 Forwards IE Safeguards Insp ftept 70-1100/02-10 on 021016-22 
No notic omp 1 lance noted 

MARTIN. T T. Division of Engineering A Technical Programs- 82/12/14 
LICHTENBEROER Combustion Engineering, Inc 2pp 16586:256 


—8212290363 IE Safeguards Insp Rept 70- 1 1 00/82-10 on 021O£0-22 No 
noncompl lane e noted Major areas 1 nspected* measurement A 
statistical control*/ internal control Sc inventory 
verification 

ZrflULCKY, H . GODY.A T Region 1/ Offic# of Director 02/12/09 
3pp 16586 258. 


DOCKET 70-1113 GENERAL ELECTRIC CO . WJLMlNOTGNr NC 


6212090264 Forwards IE Safeguards Insp Rept 70-11 13/82-22 on 021010-22 
No noncomp I lance noted 

GIBSON/ A F. Division of Engineering 6 Technical Programs 02/11/04 
LONO/J A General Electric Co 2pp. J636J 282 


-“8212090270 IE Safeguards Insp Rept 70-1113/82-22 on 021010-22 No 
noncompliance noted Major areas inspected *fcati*tu»l 
controls associated w/nuclear matl accoun tab i l i ty 
measurements Details withheld iref 10CFR2 790) 

JONES. D U ■ MCALPXNE/E J Division of Engineering U Technical 
Program* 02/11/04 lp 16361 204 


Q212J60423 Forwards revisions to fundamental nuclear mail control plan 
Ends withheld (ref 10CFR2 790) 

VAUGHAN, C M General Electric Co 02/11/10 EVANS. L J Fuel 
Facility Safeguards Licensing Branch lp 16447 190 


8212160378 Comments on review of draft license conditions re 
groundwater monitoring outlined in 021000 1 tr Conditions 
acceptable ur/listed deletions 

WAKILD. C North Carolina, State of 82/11/24 CROW. W T Uranium 
Fuel Licensing Branch lp 16447 199 


8212230085 Forwards revised page from 820331 amend application far 
License 5NM-1097 to increase plant capacity Revision 
reflects use of new equipment which will provide timely 
operational support 

VAUGHAN. C ff General Electric Co 32/12/07 CROW, W T Uranium 
Fuel Licensing Branch lp 16544 265 


— 0212230103 Revised page for 820331 amend application to License 
SNH-1097. reflecting new equipment to provide timely 
operational support 

VAUGHAN, c M General Electric Co 02/12/07 CROW, W T Uranium 
Fuel Licensing Branch lp 16544 266 


DOCKET 70-1143 WESTJNGHOUSE ELECTRIC CDRP , PITTSBURGH. PA 


0212150262 Forwards final survey results for weld pit in Pu fuels, 
development lab Pit meets unqualified release criteria & 
should be released for unrestricted use Pit will be 
backfilled U opening sealed 

NARDI.A J Westinghouse Electric Corp 02/11/09 R0U9E, L C 
Advanced Fuel {< Spent Fuel Licensing Branch 8pp 16446 204 


B2J2220124 Forwards Revision 14 to application for amend to License 
SNH-1 120. revi sing Page 2 5-3 re meteorologl cal tower maint 
requirements 

NARDI.A J Westing hous e Electric Corp 02/11/09 ROUSE. L C 
Division of Fuel Cycle b Material Safety 2pp 16525 356 


—8212220134 Revision 14 to application for amend to License BNM-J IBO. 
revising Page 2 5-3 re meteorological tower maint 
requirements 

* Westinghouse Electric Corp 02/11/30 4pp 16525 350 


0212170014 Forwards Amend 8 to License SNM-1 1 20. revi s e d license pages 6 
SER Amend revises requirements for maintaining 
meteorological tower 

RQUSE, L C Advanced Fuel 8< Spent Fuel Licensing Branch 02/12/07 
NARDI.A J Westinghouse Electric Corp ip 16400 327 


— 0212170017 Amend 8 to Weitinghouse License 9NM-1 120, revi s ing 
requirement* for maintaining meteoroiog ical tower 
ROUSE, L C Divliion of Fuel Cycle & Material Safety 82/12/07 
3pp 16400 328 


--0212170020 BER supporting proposed Amend 8 to License SNH-1120* 
revising requirements for maintaining meteorological tower 
KftATZKE. R T Advanced Fuel & Spent Fuel Licensing Branch 
02/12/07 2pp 16480 331 


0512230330 Forward « IE Insp Rept 70-1143/82-03 on 021018-22 & notice 
of violation 

MARTIN. T T Division of Engineering 8« Technical Programs 82/I2/0B 
JACOB 1 1 W M Westinghou** Electric Corp 2pp 16505 130 


— 8212230333 Notice of violation from insp on 621018-22 

* Division of Engineering fit Technical Programs 62/12/00 ip 
16509 140 


- -82 I 2230339 IE In*p Rept 70-1143/02-05 on 821018-22 Noncdmpl ianca notfd 
failure to maintain record* of training for two individuals 
from Jan 19 70-821020 

ROTH, J , 00DY,A T Division of Engineering & Technical Programs 
82/ 11/15 16pp 16505 141 


0212230136 Advise* that weld pit in Pu fuel* development lab meets 
unqualified release criteria Westinghouse may proceed to 
backfill pit & seal opening 

ROUSE. L C Advanced Fuel & Spent Fuel Licensing Branch 82/12/13 

NARDI.A J Westinghouse Electric Corp Ip 16544 239 
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"*6213530141 Safety evaluation supporting releaic of weld pit in Pu 
fuels development lab for unrestricted us e 

KRATZKEjR T . ROUSE* L C Advanced Fuel b Spent Fuel Licensing 
Branch 62/12/13 2pp 16544 260 


DOCKET 70-1151 WE8T1NCHC1USE ELECTRIC CORP , PITTSBURGH, PA 


62 1 2090420 Forwards IE Safeguards Insp Rept 70-1131/82-21 on 82102B- 
1102 No noncomp 1 iance noted 

GIBSON. A F Division of Engineering & Technical Programs 82/11/17 
D'AMORE.M Westinghouse Electri-c Corp 2pp 16363 347 


--B212090445 IE Safeguards Insp Rept 70-1151/85-21 on 821028-1102 No 
noncomp U an ce noted Major areas inspected physical inventory 
observation Details withheld (ref 10CFR2 790) 

TODD. G A , LANKFORD, J B , MCALP INE* E J Division of Engineering & 
Technical Programs 82/11/17 lp 16363 349 


821 2090547 Forwards IE Insp Rept 70-1151/82-20 on 821101-05 No 
noncompliance noted 

GIBSON, A F Division of Engineering & Technical Programs 82/11/17 
D' AMO RE, M Westinghouse Electric Corp 2pp 16366 325 


—9212090555 IE Insp Rept 70-1151/02-20 on 821101-05 No n oncomp 1 lane b 
noted Major areas inspected onsite emergency preparedness & 
offsite state & local support for licensee emergency 
organization 

HUFFMAN, 0 N , JENKINS, G R Region 2, Office of Director 
82/11/16 4pp 16366 327 


0212020209 Trip rept of 821103-04 visit to Columbia facility to discuss 
pending amend application & to observe facilities b 
equipment to be used in bulk handling 

Bf DINGER. 0 H Uranium Fuel Licensing Branch 82/11/19 CROW, W T 
Uranium Fuel Licensing Branch Ip 16302 337 


□212150340 Forwards addl info re 820326 application to amend License 
SNM-llQ7i> cons i sting of Revision 13a, per NRC 821102 request 
NARDI.A J Westinghouse Electric Corp 82/11/19 PAGE, R 0 
Uranium Fuel Licensing Branch I0pp 16446 246 


OJM 2150238 Forwards “Columbia Plant ALARA Rep t, Jan- Junei 1 985, ♦' in 
support of application for renewal of License 9NM-1I07 
ftEITLER.E K Westinghouse Elec trie Corp 82/11/22 B IDINGER, G H 
Uranium Fuel Licensing Branch lp 16446 302 


— 8212150244 “Columbia Plant ALARA Rept Jan-June, 1902 " 

REfTLER, E K . SANDERS, C F , GOODWIN, W L Westinghouse Electric 
Corp E2/08/20 SOpp 16446 303 


9212090269 Forwards IE Safeguards Insp Rept 70-1151/02-23 on 821115-18 
No none omp) lane ft noted 

GIBSON, A F Division of Engineering b Technical Programs B2/I2/01 
D 'AI10RE, M Westinghouse Electric Corp 2pp 16369 286 


—8212070270 IE Safeguards Insp Rept 70-1151/62-23 on 821115-18 
No noncompliance noted Major areas inspected measurements, 
measurement control program b followup of previously 
Identified items Details withheld (ref 10CFR73 21) 

HATES, J W i MCALPINEi E J Division of Engineering b Technical 
Programs 82/12/01 lp 16365 200 


DOC KE f 70-1193 KERR-MCGEE NUCLEAR CORP , OKLAHOMA CITY, OK 


8212200013 Forwards check covering fee for ad miniatrative changes 
requested in 821015 ltr re license renewal 

SHELLEY, W J Kerr-McGee Corp 02/10/18 WEIB9, D License Fee 
Management Branch 2pp 16593 HO 


— 8212280018 Notifies that OJ Sinke will be a ssumtng Oh France function 
at nuclear criticality Inspector Depressed U industry led 
to discharge of GM France Changes will be reflected In 
updated standby license 

SHELLEY, W J Kerr-McGee Corp 02/10/13 ROUSE, L C Advanced 
Fuel & Spent Fuel Licensing Branch 2pp 16593 112 


DOCKET 70-1201 BABCOCK b WILCQX CO , LYNCHBURG, VA 


8212090333 Forwards IE Insp Rept 70-1201/82-18 on 021020-22 No 
nomc omp lianc* noted 

GIBBON, A F Division of Engineering b Technical Programs 82/11/02 
ALTO, R. A Babcock b Wilcox Co ?pp, 16364 001, 


—8212090340 IE Insp Rept 70-1201/(32-10 on 821020-22 No noncomp I iance 
noted Major areas Inspected organ 1 zat lorn procedures, safety 
tommi ttees, training, mai nt, far il i ty changes b mods, 
criticality safety, oper ationc fc info notices 
ROUP, G l , MCALPINEi E J Division of Engineering b Technical 
Programs 82/11/01 6pp 16364 003 


0212090263 Forwards IE Imp Rept 70-1201/82-16 on G21021-22 No 
noncomp 1 lance noted 

GIBSON, A F Division of Engineering & Technical programs 82/11/16 
ALTQ,R A Babcock b Wilcoi Co 2pp 16362 337 


— B212090274 IE Insp Rept 70-1201/02-16 on 821021-22 No noncomp 1 lance 
noted Major areas inspected emergency preparedness 
MARSTON, R R , JENKINS, G R Division of Engineering b Technical 
Programs 82/11/15 4pp 16362 33? 


Q512230025 Forwards revised pages to 010227 license renewal application 
per agreement reached at 821129 meeting 

FORD, J T Babcock b Wilcox Co 82/12/06 PAGE, R G Uranium Fuel 
Licensing Branch 2pp 16544 269 


—8212230031 Revised Pages 6.8,10-13 b 70 to 010227 renewal application 
for License SNM-1168 

e Babcock b Wilcox Co 82/12/06 7 pp 16544 271 


DOCKET 70-1257 EXXON NUCLEAR CO , INC , RICHLAND, WA 


0212150276 Revision 7 to application for renewal *f License BNM-1227, 
changing "quarterly" to "monthly* on Page 3 40 

« Exxon Nuclear Co , Inc (subs of Exxon Corp 1 02/11/17 Spp, 

J 6446 270 


DOCKET 70-1308 GENERAL ELECTRIC CO , SAN JQ&E, CA 


@212130148 Notification of 821116 meeting u/QE in Silver Spring, HD to 
dlicuss potential changes, tests b experiments re thermal b 
dosimetry measurements involving Ridi halgh, Eggere b Assoc 
dry spent fuel each 

ROBERTS, J P Advanced Fuel b Spent Fuel Licensing Branch 82/11/18 
ROUSE, L C Advanced Fuel b 8p ent Fuel Licensing Branch 2p p 
16410, 205 


DOCKET 70-1334 A VC 0 EVERETT RESEARCH LABORATORY, INC , EVERETT, MA 


0212100170 Issues Amend 7 to License SNM- 1300 in response to B20913 
application Amend Incorporates *nc 1 guidelines as Condition 
14 of license , 

PAGE, R G Uranium Fuel Licensing Branch 82/12/02 SCHLIER, R E 
Avcq Everett Research Laboratory. Inc lp 16398 358 


— 8212100180 Safety evaluation supporting issuance of Amend 7 to License 
SNM- 1308 Amend incorporate* end guidelines as Condition 14 
of license 

SOQNG, A L , CROW, U T Uranium Fuel Licensing Branch 82/12/02 
2pp 16398 339 


DOCKET 70-1359 IRT CORP,. 8 AN DIEGO, CA 


0212090060 Forwards IE aafeguards Insp Rept 70-1359/82-03 on 821021-22 
No noncomplianc* noted 

NORDERHAUG, L R Division of Radiological Safety b Safeguards 
Program 82/12/06 HERTZ, R L IRT Corp 2pp, 16359 090 


—0212090071 IE Safeguard* Insp Rept 70-1359/82-03 on 021021-22 No 
noncompliance noted Major areas inspected implementation 
of nuclear matl control b accounting proc edures, facil 1 ty 
organization & operation, sh Ipp Ing b receiving b storage 
WIEDER, A V , NELSON, 0,0 , NORDERHAUG, L R Division of Radiological 
Safety b Safeguards Program 82/12/06 4pp 1635? 092 


DOCKET 70-1430 MT* SINAI HCJSP MEDICAL CENTER, CHICAGO, IL 


82121 50040 Forwards IE Safeguards Insp Repts 50-112/82-02 b 
70- 1 430/&2-02 on 821023-29 No noncomp Hanc ■ noted 
MADSEN, 0 L Division of Resident, Reactor Project b Engineering 
Programs 02/12/0? UPTHEQRQVE, W R Oklahoma, Unlv of 2pp 
16421 322 24X FIch* 50-112,82/12/09,0212150040 
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-'8212150049 IE Safeguards fnsp Repfcs 5o-ll2/02-“Q2 l< 70-1430/82-02 
on 021025-29 Wo nancomp I Line* noted Major areas inspected 
nuclear oatl control 4 accogntabl I i ty, Inc lu<fing facility 
organiiaUon t operation Details withheld <ref 10CFR2 790) 
CALDWELL, R A , KELLY, J A Division of Resident. Reactor Project & 
Engineering Programs B2/U/30 Ip 16421 324 24* 

Fich* 50-112,02/12/09, 82121S0040 


— 0212130427 Revised application for licence to r ecel ve, p assess / 
repackage for «h i pment, trans P er it store SNM Request license 
be issued before 030235 to allow receipt of unirrad iat&d 
fuel onsite to support 030613 fuel load 

TAUBER, H Detroit Edison Co 02/10/31 24pp 16413 050 


DOCKET 70-1621 DUGUESME LIGHT CO , PITTSBURGH, PA 


0215270173 Forwards Endorsement 60 to NEL1A Policy NF-226 !< 
Endorsement 52 to MAELl/ Policy MF-07 

BARNETT, J E Conover L Associates, Inc Insurance 02/12/20 
0INIT2. I Antitrust 6 Economic analysis Branch (Utility Finance) 
3pp 16339 0Q4 


0212280254 Forwards Endorsements 1*2 * 3 to ((ELIA & MAELU Certificates 
N-50 & M-50, respectively 

PARNETT, J E Conover 6 Associates, Inc Insurance 62/12/22 
PINIT 2.1 Antitrust 6 Economic analysis Branch (Utility Finance) 
)9pp 16561 270 


DOCKET 70-2920 TENNESSEE VALLEY AUTHORITY 


B212170004 Advises of issuance of Amend 1 to License SNM-1073^ a * tend ing 
expiration date to 8SQS31 SLR end 

PAOE, R 0 Uranium Fuel Licensing Branch B2/12/06 MILLS, L H 
Tennessee Valley Authority ip 16470 001 


— 0212170011 SER supporting Amend 1 to License SIMM- 1073* extend i nfl 
expiration date to 850031 

DJDIHQER, 0 H , CROW, W T Uranium Fuel Licensing Branch 02/12/00 
lp 16478 002 


DOCKET 70-2941 TENNESSEE VALLEY AUTHORITY, CHATTANOPDA, 7N 


DOCKET 70-2467 ST CLARE'S HOSP , DENVlLLE, NJ 


02121 40303 Noti fie» of expiration of License SNM-1708,per 020012 
t el c On Statement explaining method of disposal of matl & 
repts for individuals engaged in activities under expired 
license requested 

MARTIN, T T Division of Engineering 4 Technical Programs 82/11/30 
CDUREY, K M St Claire's Hosp Denvi i la, NJ 2 pp 16402 076 


0212270026 Advise* of issuance of Amend 1 -to License SNM-1003, e x tending 
expiration date to 660531 SER end 

PAOE, R 0 Uranium Fuel Licensing Branch 02/13/16 MILLS, L M 
Tennessee Valley Authority tp 16551 342 


8212270029 SER supporting issuance of Amend 1 to Licefiso ENM-1903 
CROW, W T Lfranium Fuel Lit-ensing Branch 62/12/16, lp 
16551 343 


DOCKET 70-0792 LOWER BUCKS HOSP , BRISTOL, PA 


DOCKET 70-2949 ARIZONA PUBLTC SERVICE CO , PHOENIX, AZ 


0212030016 Act receipt of 021027 ltr providing pu 1 i ty /procedure for 
controlling nuclear pacemakers 


D * vi,iqn of Engineering Technical Programs 
02/11/54 THOMAS, C J Lowell General Hasp Louie) J,M 4 
16304 230 * *' 


ip 


0212130146 Transmits Amend 3 to physical security plan in support of 
License SNM-687 Amend withheld (ref 10CFR2 790 it 10CFH9 31 
Ex-core detectors from C-E expected on site by 621201 
ANDOQNINI * 0 C Ariiona Public Service Co 02/11/12 OPficp of 

Nuclear Material Safety !< Safeguard*, Dire ctor lp |64lQ 20 7 


- 02I2O3OO2O Forwards policy/procedure for controlling nuclear 
pacemakers * 

THOMAS, C J Lowell General Hosp Lowell, MA 02/10/27 DAVIS, J 
Region I, Office of Director 4pp 16304 239 


DOCKET 70.2072 RS HOLDING, INC * CLEVELAND, PH 

J! 5C ° 4!,fc ^ IE lnsp of Licenses SNtt- 1026, 34-18233-01 & 
34-18156-01 on 02O62J-25 6 forward* notice of violation 

02/15/02* ' KPKPr R l V %i T E ^ ineerin S * Technical Programs 
02/15/02 KEMPE, R A Reuter-Stokes , Inc 2pp 16376 111 

—0212100249 Notice of violation from imp on 020621-25 Ngncomp 1 i, DCB 
noted film badges issued which did not monitor for fast P 
neutrons 

«■ Te.bn.c.l Programs 


CH£M LABOR ATORIE0, INC , FRANKLIN LAKES, NJ 
tn,p R,pt 7o - 2a95/B2 - 01 •» 1 ,„ ru ,rd, 

« w wis*«a , E:KSi^ l . T :. rt ?;:** 

surveys w/*urvey meter 810407-320712 P 

* T.cPnlc, Projram, B2/I1/30 „ 


DOCKET 70-2926 DETROIT EPt$ON CO , DETROIT, Ml 

6212130454 Forward* revised application for 

I""'-’: * Qr . tr,n, P ,r «, .tor, SMM Lien,! .E2£?J V *' P °” Ca,/ 

*« **'•«■■ B3£>2 « »0 ,llo« „c.,pt of unlrrldiltM 

fuel onsite to support 030613 fuel load td 

TAUBER, H Detroit Edison Co 02/11/09 Oaurn i «,», - « 

S.f.tv i S, f tgujrd.r Di r,etor ^ lp # {4413 ojJ' 1 ** 0< Nu '' e *t 


DOCKET 70-2955 EDLPW INTERNATIONAL CO , UA9HIN0TQN, DC 

8211090496 Requests that Reporting Identification Symbol XXfl be used 
For oil mat 1 stored at St Louis, IL site Symbol would apply 
to License* SMC-1377 6 SNtf-1903 matl 

SHAW, A Ed J o w International Co 02/10/12 PAOE* R 0 Uranium 
Recovery Licensing Branch lp 16021 001 


DOCKET 70-2957 FLORIDA POWER 8 < LIGHT CD , MIAMI, pL 

8212150504 Application for Amend 1 to License SNM-1902, amending License 
t,andition ll to remove potentially unnecessary constraint 
in initial fuel assembly unloading 

UHRIG, r E Florida Power * Light Co 62/11/17 PAOE, R q Uranium 
Fuel Licensing Branch lp 16447 060 

0212130285 Advises of issuance of AfPend 1 to License flNM-l9D2. 
c<,nditi °n 11 control of fuel assemblies 
PAGErR G Uranium Fuel Licensing Branch 02/12/03 UHRIO, R E 
Florida Powsv U Light Co lp 16418 241 

“~ 02 i2i?U? a R f* ,t iS n r, V f, 1 i* tl f, n * u PP° r ^^9 Amend 1 to License 9NM-I7(iy 
2pp 1NI 16410' 242° W ' ^ T Ur * nium Fuel Licensing Branch 02/12/03 


KS 


DOCKET 70-2960 KANSAS GAS i ELECTRIC CO , WICHITA, 

82121001 87 Forward » request for add! info fco complete initial 

r slimbwu * Qr & borage d/ireth fuel 

i* fission chambers lc fission counter 


safe ty 


Kaniai'Lt t Ei!?J U ?p F r #1 L ^ censl "? firanch 02/12/02 K 0 E 8 TER, O L. 
ttansa* oat 6 Electric Co 3pp 16399 023 


^CKET^70-2944 CONSUMERS POWER cd , JACKSON, MI 

Si! i»aiu” o '!™'"'" 1 requ,,t for s d,l ,„, B P , r , VJ . B at Ba06a2 

?«ih tu.l .iMIuJ;*' & transfer 

cln«m®“'?o!j.r Ce* n X F “'> 1 43i7 , ?B8 nS 8ranCh 33/11/36 C0 °*' ^ « 
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0^12230112 Forwards revised security plan for new Irradiated fuel 9212130060 Forward* QA program approval for Radioactive Hatl 

assemblies Tnfo withheld (ref 10CFR73 21 > Package 0454. Revision 1 

CGQK . J W Consumers Power Co 02/11/2? DAVIS, J Q Office of MACDONALO. C E Transportation Branch 92/11/30 RlDoUTrE F 

Nuclear Material Safety & Safeguards, Director 3pp 16544 262 Atomic Energy of Canada, Ltd lp 16417 233 


PACKET 70-2765 CONSUMERS POWER CO < JACKSON, MI 


0212080007 Forward* request for addl info re review of 020622 
application to rece Iva, inspect, posse**, stare t* transfer 
fresh fuel assemblies 

KJLLIN-QERjM JH Uranium Fuel Licensing Branch 82/11/26 COOK, J W 
Consumers Power Co 3pp 16367 102 


8PJ2S3QI12 Forwards revised security plan for new irradiated fuel 
assemblies Info withheld <ref 10CFR73 21) 

COOK, J M Consumers Power Co 02/11/2? DAVIS, J 0 Office of 
Nuclear Mater la] Safety 6 Saf eg uardsi D1 ree tor 3pp 16544 262 


DOCKET 70-2968 CLEVELAND ELECTRIC ILLUMINATING CO , CLEVELAND, OH 


9212060473 Requests »ck of receipt of matl license application & supplg 
dtd 620830 it 0930, respec t ively 

KILLINGER,M H Uranium Fuel Licensing Branch 02/11/30 8TEFAND, J 
Office of Nuclear Reactor Regulation, Director CUTCHIN, J Hearing 
Branch 4 ip 16349 014 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0170 GENERAL ELECTRIC CO 


9212160020 Forwards QA program approval for Radioactive Matl 
Package 0 i 70, R * v i s i on 2 

MACDONALD, C E Transportation Branch 02/11/30 CUNNINGHAM, Q E 
General Electric Co ip 16447 274 


— 9212160023 QA program approval for Radioactive Matt Package 0170, 
Revision 2 

MACDONALD, C E Transportation Branch 02/11/30 Ip 16447 275 


DOCKET 71-0206 PRYOR FOUNDRY, INC 


6^*12100057 Forwards QA program approval for Radioactive Matl Package 
0206. Revision t 

MACDONALD, C E Transportation Branch S2/11/30 GILBREATH, J H 
Pryor Foundry Jnc Ip 16378 335 


— 0212100062 QA program approval for Radioactive Matl Package 0206, 
Revision 1 

MACDONALD, C E Transportation Branch 82/10/20 Jp 16393336 


SOCKET 71-0370 AMERSHAH CORK 


9212100066 Forwards QA program approval for Radioactive Matl Package 
0370, Re vi s 1 on 0 

MACDONALD, C E Transportation Branch 02/11/30 BAQBY, L A 
Amersham Carp lp 16399 039 


— 0212100067 QA program approval for Radioactive Matl Package 0370, 
Revision O 

MACDONALD, C E Transportation Branch 02/11/30 lp 16399 040 


DOCKET 71-0394 NUCLEAR SOURCES * SERVICES, INC 


9212130222 Forwards portions of revised QC manual for review 
GALLAGHER, R 0, Nuclear Sources it Services, Inc 02/11/22 
MACDONALD, C. E Transportation Branch 29pp 16414 059 


DOCKET 71-0454 ATOMIC ENERGY OF CANADA, LTD 


8212(60134 Forwards Revision 1 to QA program for de* 1 gn, testing & 
fabrication of radioactive matl transport packages per 
820712 request Current designation It AECL-CF Document 
5.01-AA 02, Revision 1 

RIDOUT. E F Canada 82/11/12 MACDONALD, C E Transportation 
Branch 4pp 16449 023 


— 8212160148 Revision 1 to QA program for des ign, testing it fabrication of 
radioactive matl transport packages 

R I DDUTi E. F , BROWN, M Canada G2/11/10 26pp 16449 027 


— B2l2i30O74 GA program approval for Radioactive Matl Package 0454, 
Revision 1 

MACDONALD, C E Transportation Branch 02/11/30 lp 16417 254 


DOCKET 71-0474 NAVY. DEPT OF 


0212230156 Requests QA program approval for Certificate of Compliance 
0474 be modified to allow shipment of radioactive matl 6 
exchange old cesium source radiac calibrator for new type 
PERRY, J 41 Navy, Dept of 82/12/09 GORDON, L NRC - No Detailed 
Affiliation Given ip 16544 039 


DOCKET 71-0483 FAIRCHILD WESTON SYSTEMS, INC 


B212100037 Responds to 820929 request for approval of QA program 
Schlumberger, Inc must approve program 

MACDONALD, C £ Transportation Branch 02/ 12/03 PRATT* T E 
Fairchild Weston Systems, Inc. Ip 16399 344 


DOCKET 71-0484 NEBRASKA PUBLIC POWER DISTRICT 


B212160433 Requests concurrence that GA program approval in 791207 Itr 
meets 10CFR7I 51(d) requirements to issue general license to 
deliver licensed matl to carrier for transport, 

PILANT, J M Nebraska Public Power District 82/11/30 
MACDONALD, C E Transportation Branch ip 16447 107 


□212230036 Forwards QA program approval fi>r Radioactive Matl Package 
04S4, Rev islon 0 

MACDONALD, C E Tr anspor ta t i on Branch B2/12/I0 PILANT, JM 
Nebraska Public Power District ip 16545 34a 


— BS1223003? GA program approval for Radioactive Matl Package 0404, 
Revision O 

MACDONALD.C E Transportation Branch 02/12/10 lp 16545 349 


DOCKET 71-0406 IN TEC INSPECTION, INC 


8212160026 Forwards QA program approval for Radioactive Matl 
Package 0486, Revisi on 0 

MACDONALD, C E Transportation Branch 02/11/10 BAKER, T Intec 
Inspection, Inc lp 16447*272 


— 0212160020 GA program approval for Radioactive Matl Package 0406, 
Revision 0 

MACDONALD, C E Transp or ta t £ on Branch 82/11/10 lp 16447 273 


DOCKET 71-0407 ARMY, DEPT DF 


0212220531 Forwards OA program approval for Radioactive Matl Package 
0407, Revision 0 

MACDONALD, C E Transpor ta t i on Branch 82/12/0? TARA8, J N 
Army, Dept of. White Sands Missile Range, lp 16522 3 50 


— 0212220530 QA program approval for Radioactive Matl Package 0467, 
Revision 0 

MACDONALD, C E Transportation Branch 62/12/09 lp 16522 351 


DQCKET 71-O40B RAMSEY CONSTRUCT I ON L FABRICATING CO . INC 


0212210501 Forwards GA program for industrial radiography 

STALL INS, J £ Ramsey Engineering Company 02/11/03 MACDONALD, C C 
NRC - No Detailed Affiliation Given ip 16502 356 


— B2122 10504 QA program for industrial radiography 

« Ramsey Engineering Company. 82/1 1/03, 3pp 16502,357 


021222O51S Forwards QA program approval for Radioactive Matl Package 
0400. Rev! 1 1 on 0 

MACDONALD, C E Transportation Branch 82/12/0? BTALLINS, J E. 
Ramsey Construction & Fabrication Co , Inc lp, 16523 029 


— B212220526 QA program approval for Radioactive Matl Package 0460, 
Revision 0 

MACDONALD, C E Transportation Branch 02/12/09 lp 


16323' 026 
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DOCKET 71-04&? SACRAMENTO MUNICIPAL UTILITY DISTRICT 


B2 1 2160009 Ack receipt of B2I019 Itr of cunfi rmatioh of r e g i str at i on 
for Cask CNS 14-195-H requesting Info re OA program Since 
Rancho Seco plant OL j ranted, GA program already approved 
KILLER* R Sacramento Municipal Utility District S2/U/18 
MACDONALD* C Transportation Branch lp 16447 262 


0212160177 Forwards &A program approval far Radioactive Matl Package 
0409, Revision 0 

MACDONALD, C E Transportation Drench 02/12/03 MILLER* R 
Sacramento Municipal Utility District lp 16447 204 


— 0212160105 OA program approval for Radioactive Matl Package 0489* 
Revision 0 

MACDONALD, C E Transpor tat i o n Branch 82/J2/03 lp 16447’ 205 


DOCKET 71-0490 INSPECTION SERVICES CORP 


6212270010 Forwards OA program for shipping radioisotopes 

BRQTTONiG c Inspection Services Corp 82/12/07 MACDONALD* C E 
Transportatio n Branch lp 163S1 043 


— 8212270027 OA program for shipping radi oi so topes. 

EROTTON, 0 C Inspection Services Carp. 02/12/07 3pp 
16931 044 


DOCKET 71-4909 MODEL OE 2IPF-1* GENERAL ELECTRIC CO 


0212140513 Forwards Revision 1 to Certificate of Compliance 4909 for 
Model 0E-21PF-I 

MACDONALD* C E Transportation Branch 02/11/19 VAUGHAN, CM 
General Electric Co lp 16431 323 


--8212140517 Certificate of Compliance 4909, Ravi sion 1* for Model 
GE-21PF-1 Approval record ere 1 

MACDONALD, C E Transpo rtati o n Branch 82/11/19 3pp 16431 324 


0212130 195 Request* registration of DDE, Union Carbide Corp U of 
Goodyear Atomic Corp as users of Model DR- 5 
HEIEKEL, M M Energy* Dept at B2/U/30 MACDONALD*C E 
Transportation Branch 2pp 16410 330 


8212160727 Notification of registration as user of Model GE-2IPF-1 
in response to 021130 request 

MACDONALD, C E Transportation Branch B2/ J 2/09 FORD, C L Union 
Carbide Corp lp 16466 022 


0212160733 Notification of registration as user of Model GE 21PF-J 
in response to 821130 request 

MACDONALD* C E Transpor ta tion Branch 82/12/09 TAYLOR* J. C Union 
Carbide Corp lp 16466 007 


G21216073B Notification of registration as user of Model GE 21PF-I in 
response to 921130 request 

MACDONALD* C E Transportation Branch 82/12/09, BLALOCK* L 
Energy, Dept of ip 16466 006 


0312220041 Not! f Ication of registration as user of Model GE 2IPF-1 
in response to 621130 request 

MACDONALD, C E Transpor tat Ion Branch 82/12/09 BIMP0DN.W R 
Goodyear Atomic Corp lp 16527 004 


DOCKET 71-5006 MODEL UNC-2600, UNITED NUCLEAR CORP 


0212160426 Requests registration as user of Model UNC-2600 
KELLY, J,W Babcock tc Wilcox Co. 82/11/13 MACDONALD, C. E 
Transportation Branch lp 16447 189 


821 2170001 Notification of registration as user of Model UNC-2600 in 
response to 021115 request 

MACDONALD , C E Transpor tatlon Branch 02/12/07. KELLY* J W 
Babcock & Nil col Cd Ip 16502.230 


DOCKET 71-5461 MODEL ORNL TRU* ENERGY* DEPT OF 


B2121 60755 Not i f i cation of registration as user of Models ORNL TRU t 
ORNL TRU CALIF in response to 021015 request 
MACDONALD* C E Transportation Branch 82/12/07 GADDIS * C K. 
Energy* Dept of lp 16465 355 


DOCKET 71-5469 MODEL HNPF SPENT FUEL SHIPPING CASK* ENERGY* DEPT OF 


8212220036 Forwards request for addl info to complete review of 
Model HNPF spent fuel shipping casks per 700002 Itr Response 
within 30 days of receipt of Itr requested 

MACDONALD* C E Transportation Branch 82/12/09 PRI-CHARD.R P 
Energy, Dept of 3pp 16529 079 


DOCKET 71-5740 MODEL ORNL TRU CALIF * ENERGY* DEPT OF 


0212160755 Notification of registration as user of Models ORNL TRU 6 
ORNL TRU CALIF m response to 821015 request 
MACDONALD, C E Transpor tat ion Branch 02/12/09 GADDIS* C K 
Energy* Dept of lp 16465 355 


DOCKET 71-5796 MODEL 101375* 101361* ADVANCED MEDICAL SYSTEMS, INC 


8212140043 Application for revision of Certificate of Compliance S/96, 
modifying Model 101375 overpack shipping container bolt lug 
position !< head tiedown sys Revised pages & drawings enc 1 
IRWIN, H R Advanced Medical Systems* Inc 82/11/01 MACDONALD* C L 
Tramportati on Branch 36pp 16447 283 


— 0212160050 Requests payment of minor amend fee for 021101 application 
for revision of Certificate of Compliance 5796 

JACKSDN, 0 License Fee Management Branch 02/ii/lO IRWIN, H II 
Advanced Medical Systems, Inc lp 16447 31 t 


DOCKET 71-5014 MODEL NRBK-41 * -42 * -43. ENERGY* DEPT QF 


8212140006 Requests registration as user of NRBK-41 shipping container 
OLSEN* A F Babcock & Wilcox Co 82/11/17 Transpor ta 1 1 on Branch 

lp 16447 231 


0212230132 Advises that amend to Certificate of Compliance 5014 must bp 
requested to include general license provision 
MAC00NALD*C E Transportation Branch 82/12/13 OLSEN, A F 
Babcock 8c Wilcox Co lp 16344 344 


DOCKET 71-5907 MODEL ORNL IN PILE CAPSULE, ENERGY* DEPT OF 


B212I40509 Forwards request for addl info re 700731 application for 
approval of Model ORNL in-pile capsule 

MACDONALD, C E Transportation Branch 82/12/03 PRICHARD, R P 
Energy, Dept of 4pp 16431 327 


DOCKET 71-5939 MODEL GE-I500, GENERAL ELECTRIC CO 


821 2150274 Requests registration as user of Model GE 1500 for transport 
of radioactive mafcl while involved in beneficial uses op 
nuclear byproduct* program 

PIERCE* J D Sandta Laboratories 82/11/05 MACDONALD, C E 
Transportation Branch lp 16446 275 


0212160743 Notification of registration as user of Model GE-ISOO in 
response to 021105 request 

MACDONALD, C E Transportation Branch 02/12/09 PIERCE,J D 
Sandia Laboratories lp 16466 005 


DOCKET 71-5942 MODEL" CE-700, GENERAL ELECTRIC CO 


0212130010 Notification of registration as user of Models GE-200 & 
GE-700 in response to 821026 request 

MACDONALD* C E Transportation Branch 02/11/10 ANSELMQ* A. A 
£G&G, Inc lp 16417 069 


DOCKET 71-5957 MODEL BMI-1, BATTELLE COLLMDU0 LABORATORY 


0212210529 Application for Revision 9 tg Certificate of Compliance 
5957* revl > ing SAR pages re basket integrity 
BUR I AN, R J flattelle Memorial Institute* Pacific Northwest 

Laboratory 82/11/23 MACDONALD* C E Transportation Branch. 3pp 
16502 313 


0212150212 Forward* replacement Page 1 6 tc corrected replacement paqe 
schedule to 021123 application for Amend D to Certificate of 
Comp I lance 5957 

BURtAN,R J Hat tel la Memorial Institute, Columbus Laborator i as. 
S2/II/24 MACDONALD* C E Transportation Branch lp 16447 059 
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— (1212150210 Replacement Page 1 6 & corrected replacement page schedule 
to 021123 application for Amend D to Certificate of 
Compliance 5957 

* Oattelle Memorial Institute! Columbus Laboratories 92/11724 
3pp 16447 06 0 


1 2580 0 1 0 Notifies of future use of Model OMI-1 

FIEDLER, P B Genera l Public Utilities - GPU Service Corp 02/12/01 
Division of Fuel Cycle & Material Safety lp 16593 109 


DOCKET 71-5971 MODEL GE-200. GENERAL ELECTRIC CO 


8P12J3C010 Notification of registration as user of Models GE-200 & 
GE-7C0 in response to 821026 request 

MACDONALD/ C E Transportation Branch 82711710 ANSELMO, A A 
EQtGi Inc 1 p 16417 069 


DOCKET 71-6003 MODEL H-130, ENERGY/ DEPT OF 


Q21216003B Forwards Revisiqn 2 to Certificate of Compliance 6003 for 
Model M-130 

MACDONALD, CE Transportation Branch 02/11/19 ENGEL, UP 
Energy, Dept of lp 16447 259 


--0212I60041 Certificate of Compliance 6003/ Revision 2, for Model N-130 
Approval record end 

MACDONALD/ C E Transportation Branch 02/11/19 7p p 16447 260 


tiat WET 71-6144 MODEL 8-2. U S ECOLOGY 


Q2 1 2270479 Requests registration as user of Models B-2 & GE-160G 
AYRES, J AWC / Inc 02/12/07 MACDONALD, C E Transp ortat i o n 
Branch Ip 16551 035 


DOCKET 71-6347 MODEL FSV-3, GENERAL ATOMIC CO 


02121 3003Q Notification of registration as user of Model F8V-3 In 
response to 021105 request 

MACDONALD, C E Transportation Branch 82/11/22 COONEY, MJ 
Philadelphia Electric Co lp 16417 050 


DOCKET 71-6495 MODEL PADUCAH DEMONSTRATION CASK, ENERGY 


BP12130122 Forwards safety summary rept for Certificate of Compliance 
6495 Model Paducah demonstration cask 8, certificate of 
t oirp I lance 

PRICHARD, R P Energy, Dept of 92/J1/17 MACDONALD/ C E 
Transpor tation Branch lp 16410 021 


— 0212130129 Certificate of Compliance 6495/ Revision 0/ f or Model Paduqoh 
demonstration cask 

DUVAL, P A Energy, Dept of 82/04/0S Qpp 16410 022 


— B2I2I3OI30 "Safety Summary Rept/Paducah Demonstration Cask (Packaging 
of Radioactive & Fissile Matls)" 

* Rockwell International Corp DpSU 71-124-4 02/02/28 147pp 

16416 006 


DOCKET 71-6574 MODEL KN-200, HITTKAN NUCLEAR 8, DEVELOPMENT CORP 


0^12150222 Requests registration as user of Model HN-200 
CRAVES, R H Connecticut Yankee Atomic Power Co 02/11/12 
MACDONALD, C E Transportation Branch lp 16446 339 


02121 607 50 Notification of registration as user of Models HN-20G R 
HN-lOO Series □ in response to 021112 request 
MACDONALD, C E Transportation Branch 82/12/09 GRAVES, R H 
Connecticut Yankee Atomic Power Co lp 16465 356 


DOCKET 71-6601 MODEL CNS 8-120, CHEM-NUCLEAR SYSTEMS, INC 


621 2130136 Notification of registration as user of Model CNS B-120 
in response to 021022 request 

MACDONALD, C E Transportation Branch 82/U/1B WILLIAMSON, E D 
Knoll* Atomic Rower Laboratory lp 1*417 149 


DOCKET 71-6717 MODEL 6717-0, QAMMA I NDUSTR1E9 


02 121 30099 Notification of registration as user of Models 67179,20, 
20A, 50, 50A, 1 00, 100A, 200, 200A Sc C->8, In response to 021007 
requos t 

MACDONALD, C E Transportation Branch 82/11/10 BRDTTON, 0 C 
Inspection Services Corp lp 16417 255 


0212100420 Notification of registration as user of Model 6717-B in 
response to B20923 request 

MACDONALD/C E Transportation Branch 82/11/23 CLARK, R L Clark 
Inspection Service, Inc lp 16389 060 


8212160169 Notification of registration as user of Model 6717-B in 
response to 820927 request 

MACDONALD, C E Transportat ion Branch 82/11/30 BAKER, T 
International Technical Service lp i*447 203 


0212230001 Request* registration a* user of Model 6717-B 

GORNES, J W Dayton power 1* Light Co 82/12710 MACDONALD, C E 
Transportation Branch lp 16544 340 


DOCKET 71-9001 MODEL IF-300, GENERAL ELECTRIC CO 


B212150216 Suppl to application to amend Certificate of Compliance 
9001, Re vi sion 14, re instat ing use of Model GE rF-300 for BWR 
fuel shipment, in response to 821029 request for addl Info 
DAWSON, D M General Electric Uranium Management Corp 82/11722 
MACDONALD, C E Transportation Branch 33p p 16447 026 


0212140472 Requets registration as user of Model IF-300 
PILANT, JH, Nebraska Public Power District 02/11/30 
MACDONALD, C E Tr anspor t a t ion Branch lp 1*431 318 


0212230010 Notification of registration as user of Model IF-300 in 
response to 82U20 request 

MACDONALD, C E Transportation Branch 82/12710 PILANT, J H 
Nebraska Public Power District lp 16544 362 


DOCKET 71-9006 MODEL 500-8U. AUTOMATION INDUSTRIES. INC 


B2 1 2 16-00 1 2 Forward* Revision 3 to Certificate of Compliance 9006 for 
Model 500-SU 

MACDONALD, C E Transport* t ion Branch 02/11/23 SANTORO, M P SRl. 
Autometrix 3 pp 16447 276 


— B2 1216001 6 Certificate of Compliance 9006, R «*v l s i on 3, for Model 5O0-BU 
Approval record end 

MACDONALD, C E Transportation Branch Q2/I1/23 3pp 16447 277 


0212160361 Requests registration as user of Models 650 & 900-BU 
CASH, A Yuba Heat Transfer Corp 82/12/03 Transportation 

Branch lp 16447 200 


DOCKET 71-9010 MODEL NLl-l/2, NL INDUSTRIES, INC 


B21213O001 Notification of registration as user of Model NH-1/2 
in response to 021010 request 

MACDONALD, C E Transportation Branch 02/11/10 LENTINE, F G 
Commonwealth Edison Co lp 16417 071 


DOCKET 71-9015 MODEL TN-8, -BL, NO USERS 


B212270069 Application for revision of Certificate of Compliance 9Qlt 
to delete initial fuel pin pressure at 100 R frdm 010707 
Revision 3 a* content condition, to allow transport of PWR 
fuel w/higher initial pressures of helium 
GOLDMANN, K Tr ansnuc 1 ear , Inc 82/12703 MACDONALD, C E 

Transportation Branch 2pp 16553 129 


— 8212270071 Revision 0 to "TN-B fc TN-9 SAR,Becoitd Addendum for TN-8 & 
TN-SL Packogings " 

* Transnuc lear> Inc E-3500 ROQ 82/12/03 I6pp 16553 131 


DOCKET 71-9032 MODEL 690, TECHNICAL OPERATIONS, INC 


8212130116 Notification of registration a* user of Models 650,660 & 
660E in response to 321029 request 

MACDONALD, C E Transportation Branch 02/11 /IQ GILBREATH, J H 
Pryor Foundry Enc. Ip 16417 151 
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0212160361 Requests registration as user of Models 690 & S00-SU 
CASH i A yob* Heat Transfer Corp 82/ 12/03 Tran spor ta t i o n 

Branch Ip 16447 200 


DOCKET 71-9033 MODEL 660 it 660E, TECHNICAL OPERATIONS, INC 


8212'130l 16 Noti f Icat i on of registration as osar of Models 650,660 & 
660E in response to 021029 request 

MAC DONALD j C E Transportation Branch 82/11/10. OTLEREATH, J W 

Pryor Foundry Inc Ip 16417 191 


DOCKET 71-9044 MODEL CE-J6G0, GENERAL ELECTA fC CD 


821 2270479 Requests registration as user of Models B-2 It QE-1600 
AYRES. J AWC, lnc 02/12/07 MACDONALD, C £ Trans p ortet i on 
Branch ip 16591 055 


DOCKET 71-9073 MODEL" OH-142, NUCLEAR PACKAGING, INC 


0212270400 Application far renewal of Certificate of Compliance 9073 
for Model OH-142 

SIMCHUK, J D Nuclear Packaging. Inc* 02/10/20 MACDONALD, C. E 
Tramiportat Ion Branch* 205pp J6S72 125 


0212270465 Requests addl info re 021020 consolidated application for 
renewal of Certificate of Compliance 9073 for Model OH-142 
Info should he submitted within 60 days 

MACDONALD, C E Tran sporta t ion Branch 62/12/16 SfHCHUK.V D 

Nuclear Packaging, Inc 2pp, 16546 360 


DOCKET 71-9079 MODEL HW-100, SERIES 2 it 2A, HITT MAN NUCLEAR 


02 12270377 Application for renewal of Certificate of Compliance 9079, 
i ncorporating luted changes to EAR Renewal fee me 1 
SIMCHlMrJD, Nuclear Packaging, Inr 02/11/29* MACDONALD, C fc- 
Transpor tatio ti Branch 2pp 16573 293 


—0212270302 "Consolidated BAR fqr NUPAC 14D-2 O Casks to 10CFR7I Type A 
Low Specific Activity Packaging Requirements 11 
* Nuclear Packaging, Inc 02/11/29 53pp 16573 295 


B212J6074S Advises that 02112? application for renewal of Certificate 
o-f Compliance 9079 satisfies condition for timely renewal 
Certificate will not eipire until final determination made 
by NRC 

MACDONALD, C E Tra nspor tat J qn Branch 92/12/09 SIMCHUK. I D 

Nuclear Packaging, Inc* 3pp 16465 360 


DOCKET 71-9001 MODEL. CMS- 1600, CHEM-NUCLEAR SYSTEMS, INC* 


0212150202 Forwards response to 02-0917 1 fcr re Model CNSI 1-13C Review 
%t cer tif icati on requested Revised pages to SAR end 
POPPE, L K Chem-Nuclaar Systems, Inc 82/11/13 MACDONALD, C E 
Transportation Branch ?pp 16447 067 


— S2I2150Z06 "SAR for Nodal CNS I-I3C Package to I0CFR71 Type B 
Packaging Requirements, 11 Revision l,Vol I 

* Chem-Nudear Systems, Jnc 82/1 1/15 48pp 16447 078 


0212100425 Notification of registration as user of Model CNS-E600 in 
response to 821026 request 

MACDONALD, C E Transportation Branch 82/11/30 AVSTON, M A 
Babcock & Wi 1 co i Go lp 16309.097 


DOCKET 71-7086 MODEL HN-IO0, SERIES t, HITTMAN NUCLEAR it DEV. CORP 


B2121405O5 Forwards request for addl info re 020723 application for 
renewal of Certificate of CuflipJ lance 90B6 for Model HN-JOO, 

Scries 1 

MACDONALD, C E Transportation Branch 02/11/29 MALLORY, C W 
Hittman Nuclear & Development Corp (cube Hittman Corp ) 2pp 
16431 331 


DOCKET 71-7009 MODEL HN-10OS, HITTMAN NUCLEAR U DEVELOP. CORP. 


£212130004 Notification of registration as user of Models KN-100S it 
HN-100 Series 3 in response to 021015 request. 

MACDONALD, C E. Transportation Branch 82/11 /3-D KENYON, B D. 
Pennsylvania Power t Light Co Ip, 16417 070 


DOCKET 71-9094 MODEL CNS 14-193-H, CHEM-NUCLEAR SYSTEMS, INC 


QP12130I41 Notification of registration a# user of Model CNS 14-195-H 
in response to 021013 request 

MACDONALD, C E Transportation Branch 82/11/10 LUND V ALL, A E 

Baltimore Gas & Electric Co Ip 16410 357 


DOCKET 71-9096 MODEL CNS 21-300, CHEM-NUCLEAR SYSTEMS, INC 


3312230037 Requests registration as user of Model CNS 21-300 
SMEOJRA, C Neutron Products, Inc 82/12/09 MACDONALD, C £ 
Transportation Branch Ip 16544 260 


DOCKET 71-9099 MOOEL ATR, EXXON NUCLEAR IDAHO CO 


0212160032 Forward* Revision 2 to Certificate of Compliance 9099 for 
Model ATR 

MACDONALD, C E Transportation Branch 82/11/23 WILLIAMS, C F 
Energy, Dept of 2pp 16447 267 

— 0212160035 Certificate of Compliance 9099, R evi s j on 2, for Model ATR 
Approval record end 

MACDONALD, C E Transportation Branch 82/11/23 3pp 16447 269 


DOCKET 71-9111 MODEL CNS 6-00-2, CHEM-NUCLEAR SYSTEMS, INC 


0212130107 Notification of registration as user of Model CNSG-BO-2 
in response to 021026 request 

MACDONALD, C E Trans por ta t i on Branch 02/1 1/10 MATHIS, C J 

Boston Edison Co Ip 16417 256 


DOCKET 71-9126 MODEL 20, 20A, 50, 50A, GAMMA INDUSTRIES 


0212130090 Notification of registration as user of Models 67170.30, 
20A, 50, 90A. 100, 100A, 200, 200A 6 C-8, in response to 821007 
request 

MACDONALD, C £ Transp or ta t ion Branch 82/11/18 BRDTTON , Q C 

Inspection Services Corp Ip 16417 255 


DOCKET 71-9127 MODEL 100, 100A, 200, 200A. GAMMA INDUSTRIES 


0212130098 Notification of registration a* user of Models 671713,30, 
20A,50, 50A, 100, 100A, 200, 200A it C-8, in response to 821007 
request 

MACDONALD, C E Transportation Branch 83/11/10 ORQTTOW, Q C 
Inspection Services Corp Ip 16417 255 


DOCKET 71-9120 MODEL C-8, GAMMA INDUSTRIES 


8212130090 Notification of registration as user of Models 6717B.20, 
20A, 50, BOA, 100, 100A, 200, 200A 4* C-0, in response to 821007 
request 

MACDONALD, C E Transportation Branch 82/11/18 BROTTON, Q C 
Inspection Services Corp ip 16417 253 


DOCKET 71-9132 MODEL T-3, ENERGY, DEPT OF 


0212160437 Forwards revision to SAR for Certificate of Compliancy 9133, 
Model T-3 

PRICHARD, R P Energy, Dept of 82/11/30 MACDONALD, C £ 
Transportation Branch Ip 16447; 183 


■-□212160430 Forwards Page 7-5, revision to Model T-3 SAR 

* Energy, Dept of 82/11/10 MACDONALD, C E Transportation 
Branch 3pp 16447 184 


0212170005 Forwards Revision 4 to Certificate of Compliance 9138 for 
Model T-3 

MACDONALD, C E Transportation Branch, 02/12/09 PETERSON, J M 
Energy, Dept of 2pp I64BO 208 


— 8212170010 Certificate of Compliance 9132, Revi sion 4, for Model T-3, 
MACDONALD, C, E Transportation Branch 02/12/09 5pp 16480 290 



DOCKETED ITEMS 
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DOCKET 71-7150 MODEL PAT-2, ENERGY. DEPT OF 


0212140502 Confirms that; rrn action null be taken an 820018 request far 
mod to Certificate nf Compliance 7150 far Model PAT-2 
Meeting to discuss scape It content of revised application 
util be held on 030113 in Silver Spring. MI) 

MACDONALD. C E Transportation Branch 03/11/30 CAUDLE. R E 
Energy, Dept of 3pp 16431 333 


DOCKET 71-7151 MODEL HN-100. SERIES 3, HITTMAN NUCLEAR $< DEV CORE 


8,'12150270 Requests registration as user of Model HN-lOO, Series 3 

FIEDLER. P □ General Public Utilities - GPU Service Corp 82/11/10 
Division of Fuel Cycle U Material Safety Ip 16446 282 


0212140407 Forwards revised amend request to Certificate of Compliance 
9151 re Model HN-100 Series 3 

PCJFPE, L K Chem-Nuclear Systems, Inc 82/11/16 MACDONALD, C E 
Transportation Branch Ip 16447 192 


—02121 604 18 Revised amend to Certificate of Compliance 9151. "Optional 
Conf igurati on Request. " re Model HN-100 Series 3 
• Chem-Nuclear Systems. Inc S2/11/16 5pp 16447 173 


3212150202 Advises that response Id 82101B request for info will be 
submitted by 821130 Application revised per 82111 2 meeting, 
to continue operation at package weight specified in 
Certificate of Compliance 7077 

MALLORY. C W Htttman Nuclear u Development Corp (subs Hittman 
Corp ) 02/11/17 MACDONALD. C Transportation Branch lp 

16437 341 


□2121 30134 Notification of registration as user of Model HN-100 Series 
3 in response to 021103 request 

MACDONALD, C E Transportation Branch 02/11/10 GARRITY, J H 
Maine Yankee Atomic Pouer Co lp 16417 150 


8212130142 Notification of registration as user of Model HN-100 Series 
3 in response to 021103 request 

MACDONALD, C E Transp or tation Branch Q2/11/10 HUNTER. R 5 

Indiana £. Michigan Power Co lp 16410 006 


3212130055 Forwards addl info requested by NRC 031010 Hr re 
820715 application for certification of HN-100 Series 2 
casks as HNDC HN-100 Series 3A casks 

MALLGRY, C U Hittman Corp 02/11/23 MACDONALD. C Transportation 
H ran c h 0pp 16410 030 


— G212130061 "Addendum to BAR for HN-100 Series 3A Radwas te Shipping 
Cask “ 

* Hittman Corp BTD-R-02-004 92/11/23 86pp 16410 038 


0212390008 Advises that enc 1 02OB12 application for amend of 
Certificate of Compliance 7151 6 tua oversize drawings 
marked ^proprietary" should be placed in PDR 

MACDONALD, C E Transportation Branch 82/11/24 SCOTT. 5 Document 
Management Branch Ip 16606 279 


□P 121 30004 Notification of registration as user of Models HN-100S 6 
HN-100 Series 3 in response to 821015 request 
MACDONALD. C £ Transportation Branch 62/11/30 KENYON, Q D 
Pennsylvania Power & Light Co lp 16417 070 


B2 121 70002 Notification of registration as user of Model HN-100 
Series 3 in response to 821110 request 

MACDONALD, C E Transportation Branch B2/ 12/07 FIEDLER, P B 

General Public Utilities - GPU Service Corp lp 16480 333 


0212160750 Notification of registration a* user of Models HN-200 U 
HN-100 Series 3 In response to 021112 request 
MACDONALD, C E Trans por ta t i on Branch 02/12/09 GRAVES. R H 

Connecticut Yankee Atomic Power Co lp 16465 356 


0P1216O76O Notification of registration as user of Model HN-iOO Senes 
3 In response to 821012 request 

MACDONALD, C E Transp or ta t ion Branch 02/ 12/09 SELLERS, D Maine 

Yankee- Atomic Power Co lp 16465 3S4 


8212130092 Notification of registration as user of Models IR-100 Sc 
IR-50 in response to 821012 request 

MACDONALD, C E Transportation Branch 02/11/22 NudeaT System 
Ip 16417 252 


DOCKET 71-91S7 MODEL IR-100. INDUSTRIAL NUCLEAR CQ 


0212130039 Notification of registration as user of Models IR-100 h 
1 R-50 in response to 021012 request 

MACDONALD, C E Transportation Branch 02/11/18 RICHARDSON, H D 
Nuclear System lp 16416 005 


8212130082 Notification of registration as user of Models iR-100 & 
IR-SO In response to 021012 request 

MACDONALD, C E Transportation Branch 82/11/22 Nuclear System 
1 p 16417 252 


DOCKET 71-7167 MODEL TYPE B, AMERSHAM CORP 


GJH21S0230 Advises that responses to NRC 82102? inquiries Sc revised 
pages to application will be provided by 821203 

OAGflY, L A Amersham Corp 82/11/23 MACDONALD, C Transportation 
Branch. lp 1*446 360 


DOCKET 71-7052 MODEL DT-14, ENERGY, DEPT OF 


0P1 2250020 Forwards Revision 0 to Certificate of Compliance 9852 for 
Model DT-14 

MACDONALD, C E Transportation Branch 02/12/20 PRICHARD. R P 
Energy, Dept of lp 16593 1 14 


— 0212280021 Certificate of Compliance 9852, Revision 0 ( for Model DT-14 
MACDONALD, C E Transportation Branch 82/12/20 5pp 16S93 115 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 

DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO 


0212130140 Notification of 021116 meeting w/GE in Silver Spring, MD to 
discuss potential c hang e a , tes ts U experiments re thermal $, 
dosimetry measurements involving Rid i halgh, Egger s 8, Assoc 
dry spent fuel cask 

ROBERTS, J P Advanced Fuel 6 Spent Fuel Licensing Branch B2/1I/1B 
R0U5E, L C Advanced Fuel fc Spent Fuel Licensing Branch 2pp 
16410 205 


DOCKET 72-0002 VIRGINIA ELECTRIC U POWER CO 


0212220170 Advises that application for dry cask IBFSI docketed on 
021015 Application evaluated for completeness 6 
acceptability Details of cask must be provided to NH 
Davison before licensing action can be completed 

R0U8E, L C Advanced Fuel 8. Spent Fuel Licensing Branch 02/12/03 
LEASDURG.R H Virginia Electric & .Power Co 2pp 16523 361 24X 

Fiche 50-200,02/12/03.0212220170 


0212220005 Forward* notice of considerati on of matl license for storage 
of spent fuel transmitted to Ofc of FR for publication 
ROUSE, L C Advanced Fuel & Spent Fuel Licensing Branch 02/12/06 
LEASBURG, R H Virginia Electric & Power Co 2pp 1652? 144 24X 

Fiche 50-200,02/12/06,0212220005 


— B212320007 Notice of cons ldeT*t loti of matl license for storage of spent 
foe 1 

ROUSE, L C Advanced Fuel tr Spent Fuel Licensing Branch 02/12/03 
4pp 1 652? 14* 24X Fiche 50-200,02/12/06,6212220005 


8212230147 Notice of correction of typographical error in 821209 FR 
notice re consideration of matl* license for storage of 
spent fuel 

ROUSE. L C Advanced Fuel & Spent Fuel Licensing Branch 82/12/10 
2pp 16544 056 24X Fiche 50-200,02/12/10,0212230147 


DOCKET 71-7156 MODEL IR-50, INDUSTRIAL NUCLEAR CO 


Q21R13-OQ09 Noti f ication of registration as user of Models IR-100 8< 
IR-50 l»i response to 921012 request 

MACDONALD, C E Transportation Branch 92/11/18 RICHARDSON, H D 
Nuclear System lp 16416 0D5 




NONDOCKETED ITEMS 


1 OCFft COMMISSION MEETING RECORDS 


8212010070 Unofficial transcript of Commission 021119 mooting in 
Hashing toni DC re briefing on hydrogen control program 
Pp 1-09 S/iewgraphs end 

» Commissioners 02/11/19 llOpp 16290 001 


9212010518 Btaff requirements memo re Commission B2U22 briefing in 
Washington, DC on draft repfc on legislative reform Ref to 
"Meaning of Adequate Protection to Public Health & Safety" 
requested 

CHILK'S J Office of the Secretary of the Commission M021122A 
82/11/24. TOURTELLOTTE Regulatory Reform Task Force BICKHIT.L 
Office of the General Counsel lp 16270 263 


6212010522 Staff requirements memo ro Commission 621118 meeting w/DQE, 
EPA & Natl Academy of Sciences in Washington, DC on proposed 
technical rule for disposal of high level radwaste in 
geo logic al repositories, SECY-02-427 

CHILKi B J Office of the Secretary of the Commission M021 1 18D 
02/11/24 DIRCKB.W J Office of the Executive Director for 
Operations 2pp 16270 264 


0212010530 Staff requirements mamo r» Commissioners 821123 affirmation/ 
discussion vote in Wash ington, DC on SECY-82-449 £ 

BECY-02-423 Petition to disqualify NRC atty from Zimmer 
proceeding denied 

CHILK,S J Office nf the Secretary of the Commission ALAB-6B6 
82/11/24 Office of the Secretary of the Commission 2pp 

16270 260 


021 202000 B Add 1 response to FOIA request for documents re final rule on 
environ qual i f i cation Forwards App A Documents 12, 23, 20, 35, 

41,45, 53,63*66,70 & 73. Document 65 listed incorrectly Info 
completely & partially withheld (ref FOIA Exemption S> 

FELTON, J M Division of Rules and Records, 62/11/03 CURRAN, D 
Harmon h Weiss 7pp 16297 112 


—6212020067 Di scussee Commission 820601 briefing on proposed final rule 
re environ qualification of electrical equipment 
CHILKi 8 J Office of the Secretary of the Commission 82/06/10 
Office of the Secretary of the Commission. Ip 16297 291 


8212020223 Unofficial transcript of B21119 public meeting in 
Wash trig ton, DC re NRC actions w/respect to recent USQS 
position Pp 1-49 

* Commissioner* 02/11/19 53pp 16300 201 


8212030277 Unofficial transcript of 821201 briefing in Wash ing ton, DC 
on pressurijed thermal shock Pp 1-86 Viewgraphs end 
* Commissioners 02/12/01 I35pp 16317 096 


0212100035 Unofficial transcript of 021207 public meeting in 
Wash ington, DC re briefing of Regulatory Reform Task Force 
Pp 1-100 

* Commissioners 02/12/07 I04pp 16399 23B 


0212130407 Unofficial transcript of Commission B21209 meeting in 
Wash lng ton, DC re discussian/posslble vote on pressuriied 
thermal shock actions Pp 1-71. 

# Commissioners 82/12/09 72pp 16413 160 


8212220003 Staff requirements memo re B21119 briefing on USGS 
clarification of seismic Issues No requests made or 
requirement* placed on staff 

CHILK*8,J Office of the Secretary of the Commission M0211I9C 
02/11/24 Office of the Secretary of the Commission lp 

16529* 1 30 


0212230393 Unofficial transcript of Commission 021214 meeting in 
Washing ton, DC re briefing on human factors program plan Pp 
1—11 Viewgraphs end, 

* Commissioners. 82/12/14 146pp 16544 113 


0212270050 Staff requirements memo re 821122 open discussion, of draft 
policy h planning guidance for FY83 Revised document 
requested for 021207 meeting 

CHILKrS J Office of the Secretary of the Commission M821122D 
02/11/24 ZERBE. U E Office of Policy Evaluations tp 16551 349 


B212270562 Unofficial transcript of Regulatory Reform Task Force 82)220 
briefing in Wa sh i ng tan, DC re legislative proposals Pp 1-83 
» Commissioners 82/12/20 92pp 16550 234 


□212290294 Unofficial transcript of Commission 021216 briefing by Ad 
Hoc Committee on Regulatory Reform in Wash i ngton, DC Pp i~ 

1 06. Supp ortin g documentation encl 
* Commissioners 02/12/16 1 42pp 16606 107 


□21 23001 51 Staff requirement* memo re briefing on human Factors program 
plan outlined in SECY-02-462 Addl meeting should be 
scheduled to complete NRR briefing Cc allow Qfc of Policy 
Evaluation to comment 

CHlLtt* Q J Office of the Secretary of the Commission MB212I4 
02/12/23 DIRCKS,W J Office of the Executive Director for 
Operations Ip 16624 185 


□21 23001 59 Staff requirements memo re status of 021 104 staff 
requirements memo on installation of inadequate core cooling 
instrumentation sys (SECY-B2-407 ) U 021215 daily staff 
notes Info provided on 021220 

CHILKiS J Office of the Secretary of the Commission K021216D 
02/12/22 Office of the Gecrstary of the Commission lp 
1 6624 1 01 


ACR3 ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


0208290027 Comments on draft rept on pressuriied thermal shock, w/ 
special attention to Sections 4,5,9 b 10 Cone lusions are 
c nnservative 

GALL, W R Gall.WR GALL , W R ACR5 - Advisory Committee on Reactoi 
Safeguards 02/09/20 BENDER, M ACRS - Advisory Committee on 
Reactor Safeguards 2pp 16267 320 


8208290020 Comments on BM4 primary sy s 4, steam generator modeling for 
accident analysis re ECCs Subcommittee 020920 meeting 
Verification of vendor models using integral facility 
recommended Bemiscale facility will supply sufficient data 
CAT TON, I ACRS - Advisory Committee on Reactor Safeguards 
02/09/3 0 BOEHWERT, P NRC - No Detailed Affiliation Given lp 

16267 327 


0200290029 Comments on "Integrated Human Factors Program Plan " Agrees 
w/remark* found in project status rept Program elements 
reasonably titled Needs & reasons must be stated in plan 
CATTON, T California, Univ of, Los Angeles CATION, I ACRS - 
Advisory Committee on Reactor Safeguards 02/09/20 FISCHER, D 
ACRS - Advisory Committee on Reactor Safeguards 5pp 16267 322 


8200290030 Comments on ACRS Subcommittee on Human Factors 02090/ 
meeting re integrated human factors program plan 
KEYSERLING, W. ACRS - Atfvisory Committee on Reactor Safeguards 
Q2/09/13 WARDiD ACR3 - Advisory Committee on Reactor Safeguards 
3pp. 16267 3 30 


0208290032 Discusses ACRS 020930 meeting re pressuriied thermal shotk 
Appropriate framework needed tt» establish real margins 5< 
limits "PWR Downcomer Fluid Temp Transients Due to High 
Pressure Injection at Stagnated Loop Flaw," encl 
THEOFANOUS, T 0 Purdue Univ. THEOFANQUS, T G ACRS - Advisory 
Committee on Reactor Safeguards 82/10/04 IGNE, E ACRS - Advismy 

Committee on Reactor Safeguards 2pp 16267 176 


—8212010420 "PWR Downcomer Fluid Temp Transients Due to High Pressure 
Injection at Stagnated Loop Flow," presented at 020914-15 
joint NRC/ANS meeting in Bethesda.MD 

THEOFANQUS, T G , NOURBAKHSH, H P Purdue Univ 82/09/15 3lpp 
16267 170 
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0212010362 Sunmary of ACRS Subcommi t fc ee on Safety Research Program 
020011 meeting in Ua ffh a ng ton. DC re format It content of 
proposed long-range research plan Viewgraphs enct 
« ACRS - Advisory Committee on Reactor Safeguards 03/10/03 
ACRS - Advisory Commj ttee on Reactor Safeguards iBpp 1627 1 188 


G2J 2010365 Summary of ACRS ECCS Subca/nmi fctee 020923 meeting w/B&W 
owners gpup in Washing ton, DC re modeling of small break LOCA 
for B1U p lent s, reactor coolant pump trip s tabus* resul ts of 
recent semlscal* tests U status of MOD-5 proposal 
♦ ACRS - Advisory Committee on Reactor Safeguards 02/10/00 
ACRS - Advisory Committee on Reactor Safeguards I2pp 16271 1 01 


0P1202QO41 Summary of ACRS Subcommittee pn Regulatory Activities 320908 
meeting in Wa sh ingtorv DC re proposed Revision 1 to Reg Guide 
I 145, "Atmospheric Dispersion Models for Potential Accident 
Consequence Assessments at Nuc l ear PouieT Plants " 

* ACRS - Advisory Committee on Reactor Safeguards 02/10/07 
ACRB - Advisory Committee on Reactor Safeguards I2p p 163J 0 346 


9212070433 Discrete* design margins of Class IE electrical sys above 
SSE for plants under SEP & near-term 8Ls Analysis should be 
conducted to determine whether non-Clase IE loads should be 
automat i cal 1 y disconnected 

HP 1NSK 1 1 W C Argonne National Laboratory LIPINSKI.W C ACRS - 
Advisory Committee on Reactor Safeguards 02/10/15 DKRENT, 0 ACR4 
- Advisory Committee on Reactor Safeguards 3pp 16355 337 


0212070440 Summary of 020914-15 joint NRC/ANS meeting in tiethesda, NO re 
basic thermal hydraulic mechanisms in L(4? analysis 
CATTDN# I ACRS - Advisory Committee on Reactor Safeguards 
32/10/25 DDEHNERT, P ACRS - Advisory Committee on Reactor 
Safeguards 5pp 16355 340 


8212090076 Transcript of ACRS Subcommittee an Regulatory Policy & 
Procedures 821207 meeting in Wash ington, DC Pp 1-144 
Supporting documentation end 

* ACRS - Advisory Committee on Reactor Safeguards 82/12/07 
i67pp 16357 00 i 


0212020046 Sunrtiary of ACRS Subcommittee on Tr ansp ortati on of 
/Tadioac ti ve tfati * 820024 meeting in Washing ton* DC re 
adequacy of activities of Transfer tat i on Certification 
Branch of NMSS 

a ACR-S - Advisory Committee on Reactor Safeguards S2/10/Q7 
ACRS - Advisory Committee on Reactor Safeguards lOpp 1 6317 063 


0212020048 Explores h quantifies some fundamentals of problem re 
flow blockage by steam during natural circulation in- PWRs 
ETHER rNCTO-N, H ACRS - Advisory Committee on Reactor Safeguards 
02/09/07 SHEWffaNi P O ACRS - Advisory Committee on Reactor 
Safeguards I3pp 16JI7 050 


03 1 2050406 Submits comments from 271st ACRS meeting Dn 621104-05 re NRC 
integrated human factors program plan Redrafted plan 
improved L responsive to concern* expressed in R Fraley 
020914 memo 

SHEWMON, P ACRS - Advisory Committee on Reactor Safeguards 
02/11/09 D1RCKS.W J Office of the Executive Director for 
Operations 2pp 16297 349 


0212030200 Discusses options available to ATW5 subcommittee for 
establishment of ATWS rule 

EPLEfi # E P Epler* E P E-PLER* B P ACRS - Advisory Committee on 

Reactor Safeguards 02/10/21 ACRS - Advisory Committee on 

Reactor Safeguards 5pp 16317 359 


3212100001 Transcript of ACRS Subcommittee on Generic Items 021205 
meeting in Ue th ington, DC re pr i or i ti lation of generic safety 
issues Pp 1—79 

-e ACRS - Advisory Committee on Reactor Safeguards 02/12/08 
1 1 7p p 16377 153 


B212100017 Transcript of ACRS Subcommittee on Safety Research Program 
02120a meeting jn Wash i ng ton# DC Pp 1-239 Vi eugrap h « enc 1 
# ACR3 - Advisory Committee on Reactor Safeguards 02/12/00 
330pp 16373 001 


8212100010 Transcript of ACRS Subcommittee on Advanced Reactors 021203 
meeting In Wa shington, DC Pp 1-104 

* ACRS - Advisory Committee on Reactor Safeguards 02/12/00 
1 23pp 16373 042 


021 2100022 Transcript of ACRS Subcommittee on ECCS 821202 meeting in 
San Jose# CA Pp 1-246 Supportive d oc umenta t i on encl 
* ACRS - Advisory Committee on Reactor Safeguards 02/12/02 
401 pp 16374 001 


B2i 2130040 Transcript of 272nd ACRS general meeting on 021209 in 
Wash i ng ton, DC Pp 1-205 Supporting documentation encl 
* ACRS - Advisory Committee on Reactor Safeguards 82/12/09 
499pp 16392 018 


02120601 53 Summary of 263rd ACRS meeting on 020304-06 lp Washington. DC, 
* ACRS - Advisory Committee on Reactor Safeguards 82/03/06 
ACRS - Advisory Committee on Reactor Safeguards 434pp 16324 0 (J| 


8312060162 Transcript of ACRS Subcommittee on Metal Components 021202 
public meeting in Washington, DC Summary of EPRI work on 
improved stainless steal pipe & pressure vessel insp U 
viewgraphs encl 

* ACRS - Advisory Committee on Reactor Safeguards 82/12/02 
308pp 16315 027 


0212040323 Discusses primary sys failure mechanism during high pressure 
t ransi en-t 

CATTON* 1 ACRS - Advisory Committee on Reactor Safeguards 

02/10/25 SHEWMON.P , KERR# W ACRS - Advisory Committee on Reactor 

Safeguards lp 16323 350 


G212J30045 Transcript of ACRS Subcommittee an ECCS 021203 meeting in 
San Jose, CA Pp 247-414 Viewgraphs encl 

* ACRS - Advisory Committee on Reactor Safeguards 02/12/03 
319pp. 16390 205 


8212150043 Transcript of 272nd ACRS general meeting an 821210 in 
Wash ing ton, DC pp 206-392 Supporting d oc umen tati on encl 
* ACRS - Advisory Committee on Reactor Safeguards 82/12/10 
Ollpp J6A23 269 


0212210277 Transcript of ACRS Subcommittees on Reliability it 
Probab ilistir Assessment & Extreme External Phenomena 
821215 meeting in Wash i ng ton# DC Pp 1-94 Supporting 
doeumentati on encl 

* ACRS - Advisory Committee on Reactor Safeguards 02/12/15 
176 pp 14483 047 


9212060325 Discusses util group ATWS proposal for ATWS sutc om/ni tfco e 
EPLERrE P Eplir, EP EPLER, £ F ACRS - Advisory Committee on 
Reactor Safeguards 02/10/23 KERR* IV ACRS — Advisory Committee on 
Reactor Safeguards 6pp 1632 2 347 


0212230284 Transcript of ACRS Subcommittee on Class 9 Accidents 62132] 
meeting in (Va sh i ng ton# DC Pp 1-250 Viewgrapha encl 
# ACRS - Advisory Committee on Reactor Safeguards 02/12/21 
340pp 16500 299 


0212060399 Comment* on ACRS Subcommittee an ATWS 821022 meeting PRA 
discussions not convincing Data on scram failure poor 
Existence of inoperable state of scram sys may not be 
evident until tested or need arises for operation 
DlrrO*S J Ditto, S J 92/J0/3& DOEHNERT# P ACRS - Advisory 
Committee an Reactor Safeguards 3pp 16322 337 


0212060514 Comnenfc* on ACRS ATWS Subc umxii tt e e 021022 meeting PRA fc util 
group value impact analysis make positive contribution 
toward resolution of ATWS issue 

LEE* V C Michigan, Umv of LEE# J C ACRS - Advisory Committee on 
Reactor Safeguards 02/10/26 B0EHNER7. P A ACRS - Advisory 
Committee on Reactor Safeguards 3pp 16344 013 


8P 1 2070431 Comments on ACRS ATIVS Subcommittee 331022 meeting ATWS issue 
should be closed within reasonable period of time at least 
expens e p os* 1 b le 

Mt/ELLEfi, c J Argonne National Laboratory MUELLER# C J ACRS - 
Advisory Committee on Reactor Safeguards 02/10/25 KERR# W # 
BOEHNERT#P ACRS - Advisory Committee on Reactor Safeguards 4pp 
1 6355' 332 


8212280429 Transcript of ACRS Subcommittee on Electrical Sys 821222 
meeting in Wa sh i ng ton# OC Pp 1-202 Viewgraphs end 
-* ACRS - Advisory Committee on Reactor Safeguards 82/12/22 
204pp. 16559 097 


COMMISSION NRC COMM ISSIONERS 


S2i 2060470 Respond* to 821004 Itr re draft "NRC Staff Evaluation of 
Pressurized Thermal Shock#" & draft ORNL rept, "Pressure 
Vessel Thermal Shock at US PWRs Events & Precursors* 

1 963-Mi d- 1 98 1 " Comments will be considered 

PALLADINO.N J Commissioners 02/11/23 MARKET# E J House of Rep 
3pp 16343 301 


— 0209150008 Expresses disappointment at failure to inform of NRC draft 
evaluation i ORNL precursor rept re nuclear reactor pressure 
vessel. thermal shock Concerned w/degree reactor vessels of 
operating PWRs have become vulnerable to cracking 
MARKET* E J House of Rep , Interior * Insular Affairs 82/10/04 
PALLADIUM Commissioners 4pp 16343 304 



NONDOCKETED ITEMS 
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0212070090 Responds to 620813 1 tr re policies t< practices for conduct 
of iiwe stigat ton* spec if ical 1 y solicitation of public 
comments prior to policy adoption Most policies & procedures 
i riappropr iate for public comment 

PALLADINQ, N J Commissioners 02/11/23 CHARNOFF, 0 , HICKEY* J P 
Shaun Pittman* Potts & Trowbridge ip 16334 310 


— 8212070096 Requests public comments solicited for proposed policies of 
inveitigati (ins 

CHARNOFF, Q * HICKEY* J P, Shaun Pittman* Potts & Trowbridge 
02/08/13 PALLADINQ, N J Commissioners 7pp 16364 3tl 


0212070342 Informs of redirection of LOFT program Sufficient financial 
support available for DOE to proceed 1 w/formation of mtl 
LOFT consortium Forwards NRC/OOE interagency agreement on 
LOFT program responsibility 

PALLADrMO.N J Commissioners 02/11/22 0EVILL* T House of Rep , 
Appropriations ip 16356 247 


--□212070351 Informs of redirection of LOFT program Sufficient financiol 
support available for DOE to proceed w/formatinn of inti 
LOFT consortium Forwards MRC/DOE interagency agreement on 
LOFT program responsibility 

PALLADINQ, N, J Commissioners 02/11/22 UDALL, M House of Rep , 
Interior tt Insular Affair* Ip 16356 248 


— 8212070399 Informs of redirection of LOFT program Sufficient financial 
support available far DQE to proceed w/f ormat i on of inti 
LOFT consortium Forwards MRC/DOE interagency agreement on 
LOFT program responsibility 

PALLADINQ, N J Commissioners 02/11/22 SIMPSON, A Senate. 
Environment fc Public Works lp 16356 249 


— 62 12.070368 Informs of redirection of LOFT program Sufficient financial 
support available for DOE to proceed w/formation of inti 
LOFT consortium Forwards MRC/DOE interagency agreement on 
LOFT program responsibility 

PALLADINQ. N J Commissioners 02/11/22 HATF IELD# M 0 Senate* 
Appropriations lp 16356 230 


“-0212O7O372 Informs of redirection of LOFT program Sufficient financiol 
support available for DOE to proceed w/formation of inti, 

LOFT consortium Forwards MRC/DOE inter-agency agreement on 
LOFT program responsibility 

FALLADINO* N j Commissioners 82/11/22 OTT INGER, R L House of 
Rep > Energy J, Commerce ip 16356 251 


— 02 1 2070370 Interagency agreement re LOFT program responsibility between 
MRC V DOE Responsibilities t< obligations of parties for 
operation of LOFT facility delineated 

BIRCHS, W J Office of the Executive Director for Operations 
BREWER* 9 T Energy, D*pt of 82/11/22 2pp 16356 252 


0212070385 Informs that 021020 meeting to discuss QA & to provide 
informal feedback on initiatives being imp! emented helpful 
Initiative in providing comments commendable & appreciated 
PALLADINOiN J Commissioners 02/11/32 JACKGON* J P Management 
Analysis Co ip 16355 255 


— 8208290147 Forwards comment* re specific implementation of OA 
organization for NRC per Dircks 020820 memo to 
Commissioners 

JACK G ON* J P Management Analysis Co 02/09/Sl PALLADINO* N J 
Commissioner! 7pp 163S5 256 


8212000005 Forwards FR notice of proposed rule recommending 5-yr 
reporting period to replace annual reporting for licensees 
distributing radioactive consumer products 

PALLADINQ i N J Commissioners 02/11/23 CQEHLO* T House of Rep 
lp 16360 306 


— B212080009 Notice of proposed rule modifying reporting requirements 
for licensee* distributing consumer products ux/small 
quantities of radioactive matl 

HOYLE* J C Office of the Secretary of the Commission 02/11/1/ 
fSpp 16368 307 


0.212000023 Forwards rept of nondi sclosure of safeguards info for 
quarter ending 620930 W/o end 

PALLADINQ* N J Commissioner* S2/U/19 0'NEILL*TP House of 
Rep » Speaker of the House, ip 16367 195 


— 0212080025 Fqrwards rept of nondisclosure of safeguards info for 
quarter ending 020930 

PALLADINO, N J Commissioners 82/11/19 BUSH* O H W Senate* 
President of the 9enate 8pp 16367 156 


9212130334 Weekly info rept for wk ending 921203 

REHMi T A Office of the Executive Director for Operations 
62/12/09 44pp 16412 310 


0212160634 Responds to RE Dickenson B210Q7 request for info re NRC 
involvement in archeological data recovery l* survey 
activities for FYS I -82 List of 1981-02' archeological 
activities if titles of survey rept* ehct 

DENTON* H R Office of Nuclear Reactor Regulation* Director 
63/12/00 ATEN, L Intsrior, Dept of* National Pai k Service 9pp 
16466 023 


— 9212160643 Forwards questionnaires par annual rapt to Congress on 
scop e, ef fee t i veness, < o* t U results of Federal archeological 
survey & data recovery progrm Return requested by 821130 
DICKENSON, R E I nte r i or. Dep t of* National Park Service 82/10/0/ 

PALLADINQ* N J Commissioners Spp 16466 032 


0212220512 Weekly info rept for wk ending 021210 

REHM* T A Office of the Executive Director for Operations 
02/12/16 32 p p 16523 0 53 


0212220555 Discusses M Holt 821122 B tr to R Amsrfen re LERs from nucleai 
power plants All LERs from nuclear power plants made public 
None withheld or classified LERs containing security-related 
infq are public w/prop r i e ta ry info deleted 

DIRCKS, W J Office of the Executive Director for Operations 
02/12/14 COHEN, W 3 Senate 2pp 5 6523 030 


— 0212220359 Request* info in response to end constituent M Holt 
82 1 122 ltr re LERs filed ui/NRC 

AMSDEN, R L Senate 62/11/23 OlRCKG.W J Office of fch* 
Executive Director for Operation* 3pp 16323 032 


0212290521 Weekly info rept for uk ending 821217 

REHMi T A Office of the Executive Director fur Operations 
02/12/27 30p p 16605 1 14 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


QP i 20 1 030 1 Notification of contract e i e c uti on , Mod l to ’'Maint L 
Operation of Local Public Document Rooms (LPDRs) " 

Contractor Un iv of Toledo William Carlson Library 

LITTLE, M Administrative Contracts Branch NRC- j O-82-4I0 

02/1 1/23 FELTCM* J M Division of Rules and Records BOUNDER, J 

NRC - No Detailed Affiliation Given lp (6271 092 


— 02 1 5010303 Mod 1* adding g ovt- f urn i * he d microfiche filing cabinet. to 
"Maint & Operation of Local Public Document Rooms (LPDRs) " 

■* Toledo# Univ of R E0ELLG* J E Division of Contracts 
MRC-10-S2-4 10 B2/U/23 lp 16271 093 


0212010300 Notification of contract exot ution. Mod 2 to "Maint V 
Operation of Local Public Document Rooms (LPDRsl w 
Contractor GA Dow Memorial LI brary* Ml d land Ml 
LITTLE* M Adml nis tratlvo Contracts Branch NRC-IO-Oi -691 
02/11/23 FELTON, J M Division of Rules and Records SOUDEn. J 
NRC - No Detailed Affiliation Given lp 16271 085 


— 0212010391 Mod 2* adding f ouT-tfr aiuer ltr-siie cabinet, to “Main t $< 
Operation of Local Public Document Rooms (LPDRsl Jl 
* Midland County# MI REBELLO, J E Division of Contract* 
MRC— 1 0— B 1-69 1 02/11/23 lp 16271 006 


□212010395 Notification of contract e«t cution- Mod 9 to "Mairvt 8* 
Operation of Local Public Document Rooms (LPDRs) '» 

Contractor Mi nneapol la* MM Public Library tx Info Ctr 
LITTLE* (1 Administrative Contract* Dranch NRC-10-01-696 
82/11/23 FELTON. JM Division of Rules and Records 8QUDER. J 
NRC - No Detailed Affiliation Given Ip 16271 0G3 


--8212010398 Mod 2«adding Pour — drawer ltr-siie cabinet, to "Maint & 
Operation of Local Public Document Rooms (LPDRs) " 

SHANNON, l Minneapolis* MN REBELLO, J E Division of Contract* 
NRC - 10-81-6 96 82/11/23 lp 16271 004 


BPJ2010403 Notification of contract execution. Mod 2 to "Maint & 
Operation of Local Public Document Rooms (LPDRsl 11 
Contractor Crystal River* FL Public Library 

LITTLE, M, Administrative Contracts Branch NRC- J 0-01-694 
02/11/23 FELTON, J M Division of Rules and Records SOUDER.J 
NRC - No Detailed Affiliation Given Ip 16271 070 


— 8212010406 Mod fi, adding four-drawer ltr-siie cabinet, to "Maint !< 
Operation of Local Public Document Rooms (LPDRs) " 

* Crystal R 1 v e r * FL REBELLO, J E Division of Contracts 
NRC-10-01-694 02/11/23- lp 1 6271' 079 


0212010419 Notification of contract e t sc uti on * Mod 2 to "Maint & 
Operation of Local Public Document Room* (LPDRs) "■ 

Contractor AR Tech Unlv Library 

LITTLE, M Administrative Contract* Branch NRC-i 0-01 -405 
02/11/23 FELTON. JM Division of Rules and Records SOUDeR* J 
NRC - No Detailed Affiliation Given lp 16267 339 
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"0212010423 Mo d 5, adding govfc-tfurnis/ied microfiche cabinet.to 
"Maint it Operation of Local Public Document ftoflms { LPDR s > *’ 
• Arkansas Tech Um v REBELLCh J E Division of Contracts 
NRC-10-01-405 82/11/23 Ip 16267340 


Q212010425 Notification of contract e x e c ut i on , Mod 2 to "Haint L 
Operation of Local Public Document Rooms (LPDRs ) " 

Contractor Morns, IL Public Library 

LITTLE, fl Division of Contracts NRC-I 0-8 1-407 82/11/23 

FELTON, J M Division of Rules and Records SDUDER, J NRC - No 
Detailed Affiliation Given !p 16267 337 


— 02 1 2010430 Mod 2, adding g ovt - t urn i s h ed microfiche cabinet, to 
"Maint it Operation of Local Public Document Rooms ILPDRs) 

* Morris, IL RE8ELLO, J E Division of Contracts 
NRC- 10-81-4 07 02/11/23 lp 16267 338 


8212010432 Not i f i cat 1 o n- of contract e i ecuti on, Mod 2 to "Maint & 
Operation of Local Public Document Ro-ams <LPDRs> “ 

Contractor Oconee County* SC Library 

LITTLE, M Admi nistTa t£ ve Contracts Branch NRC- 10- 81 -301 
02/11/23 FELTON, J 11 Division of Rule* and Records S0UDER, J 
NRC - No Detailed Affiliation Given lp 16267 333 


--02I2OJO434 Mod 2, adding g ov t-f u rn i *h e d microfiche cabinet* to "Maint 
& Operation of Local Public Document Rooms <LPDtfs) " 

# Oconee County, SC REOELLQ, J E Division of Contracts 
NSC-1 0-01-301 02/11/23 lp 16267 334 


0212010433 Notification of contract e i e c ut i on , Mod 1 to "Maint $, 
Operation of Local Public Document Room* fLPDRsl 41 
Contractor Ch ar leva* x, MS Puhlic Library 

L I TTLE, M Purchasing Section NRC -t 0-82-69*? 82/11/23 

FELTON, J M Division of Rules and Records SQUDER, J NRC - No 
Detailed Affiliation Given Jp 16267 335 


- -‘0212010430 Mod 1, adding govt-furnished microfiche filing cabinet, to 
'Maint & Operation of Local Public Document Rooms tLPDR* ) r ’ 

• Ch ar ! evo i x , MI REBELLO, J E Division of Contracts 

NRC- 10-82-699 82/11/23 lp 16267 336 


8? 1 2020 1 09 Notification of contract exe cution , Med 6 to 41 1 ri-Pr oe ess 
Control of SMM 41 Contractor Science Applications, Inc 
f IElDS, J A Technical Assistance Contracts Branch NR C-Q2-0 1-040 
B2/10/29 DAVIS, J 0 Office of Nuclear Material Safety 5c 
Safeguards, Di rector MENDELSOHN. B NRC - No Detailed Affiliation 
Given IP 16300 239 


— 8212020 1 94 Mod 6, modifying due date for submittal of revised interim 
repfc, to "In-Process Control of SNfl “ 

HAGAN, T F Science Applications, Inc MCDONALD, R J Division of 
Contracts NSC-02-81-040 02/10/29 Ip 16308 260 


0212020307 Notification af contract e J e cut 1 on , Mod 6 to "Cyprus Mine* 
Corp,Hansen Project Mill Tailings Evaluation ■' 

Contractor FC Mart Assoc, Inc 

MCLEAREN, T Technical Assistance Contracts Branch FIN B-692/ 

NRC -02-79-056, 82/11/24 DAVIS, J G Office of Nuclear Material 

Safety ft Safeguards, Director lp 16297 360 


'-02 12020390 Mod 6 ■ i dcot p ora t in g indirect rate & adding adcfl funds, to 
"Cyprus Mines Corp, Hansen Project Mill Tailings Evaluation 11 
# Fred C Hart Associates, Inc HAGAN, T F Division of 
Contracts FIN B-6927 NflC-02-79-056 82/11/24 2pp 

J 6297 361 


BP12020402 Notification of contract elocution, Mod 1 to "Site Security 
Evaluation Model Test " Contractor TRW, Inc 

MCLEAREN, T Technical Assistance Contracts Branch FIN 0-6391-8 
NRC-02-78-050 82/ 1 1/24 DAVIS, JO Office of Nuclear Materiel 
Safety 4 Safe guards, Direc tor lp J 6297 3S4 


--B212020404 Mod 1 , inc nrp ora 1 1 ng final indirect rates £ deobligating 
unliquidated balance of funds, to ''Site Security Evaluation 
Model Test J ' 

HERBERT, / P TRW, Inc HAGAN, T F Technical Assistance Contracts 
Branch FIN JJ-6391-Q NRC-02- 78-050 82/11/24 Ip 16297 305 


8512030236 Notification of contract executi on. Mod 7 to "Integrated 
Geophysical 5 Geological Study of Tectonic Framework of 30th 
Parallel Lineament in Vicinity of Intersection 11 
Contractor Purdue Research Foundation 

SILVIS.R M Technical Assistance Contracts Branch FIN 0-5971 
NRC-04- 76-323 B2/I1/30 BATSON. W Office of Nuclear Regulatory 

Research, Director STEUER.N NRC - No Detailed Affiliation Given 
Jp 16317 346 


—02120 30243 Ltr Contract NRC -04 -76-323, Mod 7, deofa 1 igatmg funds, to 
"Integrated Geophysical & Geological Study of Tectonic 
Framework of 30th Parallel Lineament in Vicinity ° 

Accepted by RA Greenkorn on 821104 

GUSTAVE, R P Technical Assistance Contracts Branch FIN 11-5971 
NRC- 04-76-3 23 02/10/26 DAVIS, R L Purdue Research Foundation 

lp 16317 347 


0212030246 Notification of contract execution, Mod 4 to "Study to 
Develop Integrated Sys Concept* for Safeguards " 

Contractor General Research Corp 

SILVIO, R M Research Contracts Branch FIN B-5716 WRC-04-76-331 

B2/11/30 BATSON, W Office of Nuclear Regulatory Research, 
Director BERQGREN, J NRC - No Detailed Affiliation Given lp 
16316 344 


— B212030266 Mod 4, deob ligating funds, to "Study to Develop Integrated 
Sys Concepts for Safeguard* " 

VAN HORN, W, P General Research Corp GUSTAVE, R P Research 
Contract* Branch FIN fi-5716 NRC-04-76-331 02/11/30 Ip 
16316 345 


8212060114 Notification of grant e x ec u 1 1 on. Mo d 1 to '’Fundamental 
Problem* in Modeling BWR Containment Sys Flows " 

Grantee MIT 

MCDERMOTT, D Research Contract* Branch FIN G-102S 
NffC-G-04-01-020 82/11/30 BATSON, W , LEE, T Office of Nuclear 

Regulatory Research, Director lp 16323 011 


— 0215060120 Mod 1, extending period of performance to 821230 at no cost* 
to "Fundamental Problems in Modeling BWR Containment 6ys 
Flows " 

BUMMER, G H Massachusetts Institute of Technology MORTON, K V 
Research Contract* Branch G-I025 NRC-G-04-0 1-020 02/11/30 

lp 16323 012 


BP 1 2060297 Notification of contract e x ecu ti on , Mod 0 to "Technical 
Assistance in Support of NRC Reactor Licensing Actions 
Program 2 " Contractor Science Application*, Inc 
FLVNN, M J Technical Assistance Contracts Branch FIN B-B609 
NRC-03-02-096 02/11/12 EI5ENHUT, D G Division of Licensing 

JOHNSON, B NRC - No Detailed Affiliation Given lp 16323 359 


— 0212060304 Mod 8, providing incremental funding, to ''Technical Assistance 
In 8uppor t of NRC Reactor Licensing Actions Program 2 N 
# Science App 1 lea 1 1 on* , Inc HAGAN, T F Division of Contract* 

FIN D -0609 NRC-03-82-096 82/11/12 2pp 16323 360 


021 2060405 Notification of contract execution « Mod 3 to "Ad Hoc 
Committee for Review of Nuclear Reactor Licensing Reform 
Proposals " Contractor G Charnoff 

LITTLE, H Administrative Contracts Branch FIN 0-8179 

NRC - IS- 02-481 02/11/17 ROTHSCHILD, T Office of the General 

Counsel lp 16325 316 


--021 20604 13 Mod 3rpraviding for miscellaneous expenses, extend i ng period 
of performance to 030410 2, increasing monetary value, to "Ad 
Hoc Committee for Review of Nuclear Reactor Licensing Reform 
proposals " 

CHARNOFJ", G Charnoff, G REBELLO, J E Division of Contracts 
FIN 0-0179 NRC- 10-02-481 02/11/17 Ip 16322 317 


82 1 20605D2 Notification of contract e x e c u ti on , Mod 2 to "Economic 
Impact of Nuclear Energy Ctr* " Contractor Univ of PA 
MCLEAREN, T Technical Assistance Contracts Branch NRC-Q2-75-I55 
82/09/07 DAvrS, J 0 Office of Nuclear Material Safety «. 

Sa f egua rds, Di rec tor lp 16348 012 


- -8212060506 Ltr contract, Mod 2, d eob 1 i g a t ing unliquidated balance,to 
"Economic Impact of Nuclear Energy Ctrs " 

HAGAN, T F Technical Assistance Contracts Branch NRC-02-75-155 
02/09/02 KELLEV, D E Penns y 1 van i a, Univ of lp 16348 013 


0212070424 Notification of contract execution "Cobalt Teletherapy 
Calibr Course," awarded to MO Anderson Hosp 
HOVLE, A Admini*trative Contract* Branch, FIN 0-3090 
NRC- 06-83-267 02/11/17 KERR, G W Office of State Program*# 

Director DOLLING, L A NRC - No Detailed Affiliation Given Ip 
J 6356 254 


— B21 2070429 Contract "Cobalt Teletherapy Calibr Course," awarded to MI» 
Anderson Ho sp 

GlLLEV, £ R M D Anderson Hosp , Houston, TX * Division of 
Contracts FIN B-5090 NRC-06-03-267 82/11/17 4pp 

16396 255 


8212070450 Notification of contract execution, Mod 1 to "Microfiche 
Verification ft Retrofit " Contrac tor' SBAf Subcontractor 
Labat-Anderson, Inc 

PACE,M Administrative Contracts Branch NRC-10-02-425 92/11/29 

DEBAWiW J Division of Technical Information & Document Control 
ST0CZLA0, J , SCOTT, S NRC - No Detailed Affiliation Given Ip 
J 6355 34 S 
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— 0212O7O453 Nod l, issuing assignment of claim, to "Microfiche 
Verification fc Retrofit " 

» Labat-Ander son, Inc * Small Business Administration 
SMITH. P A Division of Contracts NRC-1 0-02-425 82/11/29 2pp 

16355 346 


9212080022 Notification of contract execution, Mod 2 to "Evaluation of 
Power Reactor Fuel Rod Analysis Capabilities " 

Contractor Nuclear Associates IntJ 

GUSTAVE, R Research Contracts Branch FIN B-7479 NRC-04-0 1-201 

82/11/26 DATSQN, W , SCOTT, H Office of Nuclear Regulatory 
Research, Director Ip I63o7 1*>9 


— B2120Q0024 Mod 2. adding FY83 incremental funding, fco "Evaluation of 
?Qjcr Reactor Fuel Rod Analysis Capabilities " 

* Nuclear Associates International GUSTAVE R p Research 
Contracts Branch FIN B-7474 NRC-O4-0I -201 82/J1/26 lp 

16367 166 


02 1 2030090 Notification of contract e x e c uti on , Hod 6 to "Newspaper 
Clipping 8vc “ Contractor Press Inte 1 1 j gene e, Inc 
GILDENHDRN Division of Contracts NRC-10-01 -357 02/11/10 

SPRINGER, MU Office of Admini strati on CONYNQHAM, M NRC - No 
Detailed Affiliation Given ip 16367 356 


- 0212060 103 Mod 6, extending period of performance to B2ll.07.to 
"Newspaper Clipping Svc " 

JONES. JM Press In te 11 i gene e. Inc SMITH, P A Division of 
Contracts NRC-10-81-337 02/11/10 2p p 16367 397 


821 20Q0572 Not! f ication of contract execution, Mod 2 to "Ad Hoc 
Committee for Review of Nuclear Reactor Licensing Reform 
Proposals H Contractor OH State Umv. College of Engineering 
LITTLE 1 , M Administrative Contracts Branch FIN 8-817? 

NRC- 18-82-40 1 -o 02/12/03 ROTHSCHILD, T Office of the Oeneral 
Counsel Ip (6360 335 


*-8212090577 Mod 2, extending period of performance to 030410 U increasing 
total funds. to "Ad Hoc Committee for Review op Nuclear 
Reactor Licensing Reform Proposals " 

REDMOND, R F Ohio State Univ REBELLQ, j E Division of 
Contract* FIN B-0179 NRC-18-02-4B1-0 02/12/03 lp 

16369 336 


0212080590 Not i fi cat ion of contract exccuti an, Mod 1 to "Keypunch 6 
Verification Svcs " Contractor tnfo Sys ?< Networks Corp 
PERLMAN, J Administrative Contracts Branch NRC-25-82-318 
02/12/02 TROUTMAN, C Division of Automatic Data Processing 
Support OLIVER, D NRC - No Detailed Affiliation Given lp 
1636B 330 


— B2120B05B3 Mod 1, adding Task 7, to "Keypunch U Verification Svcs 
flALKANl.R Information Systems h Network Corp HILL, D Snail 
Business Admini stration SMI TW, P A Division of Contracts 
NRC“23-02-3i0 02/12/02 2pp 16360 331 


8212100124 Notification of grant execut ion, Mod 2 to "Partial Support of 
Committee on Seismology 11 Grantee Natl Academy of Sciences 
MCDERMOTT, D Resoarch Contracts Branch FIN G-102B 
NRC-G- 04-01-023 82/12/03 BATSON, W Office of Nuclear Regulatory 

Research, Director MURPHY, A NRC - No Detailed Affiliation Given 
I p I 6378 36 1 


— 0212100133 Mod 2, extending grant period to B3093O, increasing funding *< 
incorporating 020723 renewal proposal, to "Partial Support oP 
Committee on Seismology " 

SMITH, P M National Academy of Sciences MORTON, K V Research 
Contracts Branch FIN G-102B NRC-G-O4-01-O23 02/12/03 lp 

16378 362 


9212100154 Notification of contract e xecufci on, Mod 1 to "Fuel Cycle 
Project Review " Contractor Science App 1 lea t ions, Inc 
WOLLETT, S Research Contracts Branch FIN B-6674 NRC-04-00-1 70 

02/11/29 FOREHAND, W Office of Nuclear Regulatory Research, 
Director ENG, C. NRC - No Detailed Affiliation Given lp 
16399 340 


--02121OO162 Mod 1, changing completion date from 821130 to @301 13, to 
"Fual Cycle Project Review " 

ORA1NARO, M F Science Applications, Inc GUSTAVE. R P Division 
of Contract* FIN B-6694 NRC-04-00-178 82/11/29 lp 

16399 341 


9212-100167 Notification of contract e x ecuti on , Mod 1 to "Lab Studies 
Dynamic Response of Prototypical Piping 9ys " Contractor 
ANCO Eng ineer i, inc U EFRI 

0AISDEN, L Technical Assistance Contracts Branch FIN B-8707 
NRC -04-02-025. 82/11/29 FOREHAND, W Office of Nuclear Regulatory 

Research, Director, O'BRIEN, J □ NRC - No Detailed Affiliation 
Given lp 16390 337 


—82(2100172 Ltr Contract NRC -04-02-025, Mod J, extending period of 
performance to 021116, to "Lab Studies Dynamic Response af 
Protypical Piping Sys " 

MORION, K V Division of Contracts FIN B-8907 NRC-04-82-025 

82/11/27 HOWARD, G E ANCO Engineers, Inc RYTKQNEN, B B 
Electric Power Research Institute 2pp 16370 33B 


021213D155 Notification of contract e x e c uti on . Mod 5 to "Site 
Suitability Assessments Based on Seepage & Groundwater 
Conditions Associated w/U Recovery Operations “ Contractor 
Will iams-Rob Inette & Assoc 

FIELDS, J A Technical Assistance Contracts Branch NflC-0-2-8 1 -039 
92/12/01 DAVIS, J Office of Nuclear Material Safety & 

Safeguards, D i r * c tor lp 16410 283 


— B212130160 Mod 5, changing NRC technical representative under Article 
XII, to "Site Suitability Assessments Based on Seepage & 

Groundwater Conditions Associated w/U Recovery Operation* " 

* Wi 1 iiams-Robinette 6 Associates, Inc GUSTAVE, R P Technical 
Assistance Contracts Branch NRC-02-01 -039 02/12/01 lp 

16410 284 


□212130170 Notification of contract e x e c uti on , Mod 7 to "Review of 
Tailings tfgt “ Contractor CO State Un l v 

FIELDS, J A Technical Assistance Contract* Branch NRC-O2-0O-OB2 
02/11/03 DAVIS, J Office of Nuclear Material Safety & 

Saf eg uard* , D1 rector FLEMING, T NRC - No Detailed Affiliation 
Given lp 16410 360 


*-8212130102 Mod 7, extending draft & Pinal evaluations due date to 
030630, to "Review of Tailings Mgt " 

BROWN, J F Colorado State Univ HAGAN, T F Division of 

Contracts NRC-02-80-02 B2/IJ/03 lp 16410 361 


02 1 21 30364 Contract "Word Processing Svcs," awarded to Press 
Inte 1 1 igence, Inc 

« Press In te 1 1 igence. Inc MATTIA, M J Division of Contracts 
NRC— 1 Q— 83— 298 02/11/00 22pp 16412 161 


9212160593 Notification of contract e xecufci on. Mod 2 to "Hcenstnn 
A*» i stance/Oeotechn ical & Hydrological Evaluations " 

Contractor Shannon 6 Wilson, Inc 

FIELDS, J A Technical Assistance Contracts Branch 

NRC -O2-B0-0 33-06 02/12/03 DAVIS, J Office of Nuclear Material 

Safety & Safeguards, Direc tor GARCIA, P NRC - No Detailed 
Affiliation Given lp 16466 037 


— 0212160608 Mod 2, changing controller address S< incorporating revised 
manual chapter. to "Licensing Assistance/Geotechnical & 

Hy dT olog i ca I /Eva 1 uat 1 on* " 

MILLER, R P Shannon fc Wilson, Inc HAGAN, T F Divimon of 
Contract* NRC-02-80-033-06 82/12/03 ip 16466.030 


8212170398 Notification of contract e x ecyti on , Mod 24 to "Review ?t 
Evaluation of Approx 500 Pending Operating Reactors 
Licensing Action* " Contractor Franklin In*fc 

FLYNN, M J Technical Assistance Contract* Branch FIN B-6570 
NRC-G3-77-I18 82/11/23 EI3ENMUT, 0 Div i * 1 on of L 1 c en* t ng 

BAJWA, 8 NRC -Mo Detailed Af f t lid t i on Given lp 16470 146 


— 0212170401 Mod 24, ob 1 i ga t i ng funds, incorporating award fee earned from 
Jan-Jun* 1702 U substituting key personnel, to "Review & 

Evaluation of Approx 500 Pending Operating Reactors 
Licensing Actions " 

# Franklin Institute/Franklin Research Center HAGAN. T F 
Division of Contracts FIN B-6590 WIC-03-79-HB 02/11/23 

4pp 16470 147 


— 8212170402 Notifies NRC of resignation of AA Gonzalei as assistant 
project manager for contract Propose* TA Shook fco assume 
responsibil ity 

ASHTON, A M Fpanklin Ins fc i tu t e /Fran k Hn Research Center 

NRC -03-79-1 18 02/1O/2B HAGAN, T Technical Assistance Contract!, 

Branch Ip 16470 151 


B212220013 Notification of contract ©.x ecuti on , Mod 7 to “Technical 
Assistance in Support of NRC Reactor Licensing Action 
Program 2 " Contractor Franklin Inst 

FLYNN, M J Technical Assistance Contracts Branch FIN D-&B7I 
NRC-03-8 1 —130 82/11/22 EI6ENHUT, D G Division of Licensing 

BAJWA, S NRC - No Detailed Aff i liation Given lp 16529 073 


— 0212220024 Mod 7, increasing funds, to "Technical Assistance in Support 
of NRC Reactor Licensing Action Program 2 " 

* Franklin In* titute/Franlc 1 i n Research Center HAGAN, T. F 
Division of Contract* FIN B-6891 hnC-03-01-130 02/11/22 

2pp 1652? 094 
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5212220019 Notification of contract 0 * e c uti on . Hod 2 to "Availability 
of Nodical Treatment to Minimize Early Fatalities Post- 
Bevere Reactor Accidents " Contractor 9BA Subcontractor 
Andrulis Research Corp 

FLEENOR# C N Technical Assistance Contract* Branch NRC-03-B2- 128 
62/11/03 MATTSON. R J Division of Systems Integration {post 
6110051 CHU.A NRC - No Detailed Affiliation Owen lp 
16329 09 V 


— B2 12220027 Mod 2. sub 9 1 1 1 u t i n g project officer. to "Availability of 
Medical Treatment to Hininuie Early Fatalities Post-Severe 
Reactor Acc i dants " 

* Small Business Adnun i »tra t ion * Andrulis Research Corp 
KAGAN. T F Division of Contracts NRC-03-02-1 20 82/11/03 Jp 

16329 092 


B2I 2220025 Notification of contract ex e cuti on* Mod 2 to "Mat! Balance 
Capability of Process Similar to NFS. Erwin. TN '* Contractor 
NU3AC* Inc 

GIL.DEMHORN, A J Administrative Contracts Branch FTN 0-1314 
NRC- 19-82-491. 02/12/07 ZERBC, J E , ONQ. C Office of Policy 

Evaluations Jp 16529 082 


8212220034 Hod 2. adding addl work . e x t ending period of performance 
through 021231 If increasing funding, to ’Mat] Balance 
Capability of Process Similar to NFS# Eruii n. TN " 

PEVENSTE3N. J E NUSAC. Jnc SMITH# P A Division of Contracts 
FIN D-I3I4 NRC-1 9-62-491 02/12/07 2p p 16529 003 


B? 12220522 Notification of contract exec u 1 1 on# Mod 12 to "Study of 
Seismicity & Tectonics In New England 0 Contractor Boston 
College 

JACOBS, A Research Contracts Branch FIN A-40S6 NRC-04-74 -230 

82/12/07 BAGTQNi W Office of Nuclear Regulatory Research* 

Director MURPHY* A NRC -No Detailed Affiliation Given lp 

I6S22 337 


— 8212220520 Nod 12. extending period of performance to 031031 w/addj 
workscope ft funds, to "Study of Seismicity & Tectonics in 
N«u England " 

SMITH.J R Boston College GUSTAVE# R P Division of Contract) 

FIN A-4036 NRC-04-74-238 82/12/07 5pp 16522 338 


BP 1 2220324 Notification of contract exe c u t i 0 n * Mod 8 to "Regional 
Tectonics ft Seismicity of KS " Contractor Umv of KS 
JACOBS# A Research Contracts Branch FIN D-6172 NRC-C4-77-017 

02/12/14 BATS8N.il Office of Nuclear Regulatory Research* 

Director MURPHY* A NRC - No Detailed Affiliation Given lp 

16522 354 


— 6212220535 Mod 6. extending period of performance for 3 months# to 
"Regional Tectonics ft Seismicity of KS 11 

HOROWITZ# F D Kansas* Univ of GUSTAVE. R P Division of 
Contract* FIN B-6172 NRC-04-77-0S7 02/12/14 2pp 

16522.335 


0212220536 Notification of contract executi on# Mod 2 to "Support in 
Geotechnical Engineering for Nonreactor Facilities ” 

Contractor Army Corp of Engineers 

SILVIS* R M Research Contracts Branch FIN B-6046 NRC- 03 -E 30-125 

82/12/09 DENTCNiH R Office of Nuclear Reactor Regulation* 
Director lp 16522 348 


— B 21 2220542 Hod 2* deobl igat mg funds# to "Support in Geotechnical 
Engineering for Nonreactpr Facilities " 

KAVANAUGH. p F Army. Dept of, Corps of Engineers GUSTAVE. R P 
Division of Contracts FIN B-6B46 NRC- 03-60' i 25 02/12/09 jp 

16322 349 


3212220549 Not i f i cat i on of contract e x e c u ti on # Hod 2 to "Environ 
Surveillance for Measuring Concentrations of Radioactivity ft 
Radiation Levels in Environ of Commission Licensed 
Activities " Contractor State of QA 

SILVfScR K Research Contracts Branch FIN B-3203 NRC-09- 79-252 

82/12/13. COBB# L Training ft Administration Staff COHEN. L NRC * 
No Detailed Affiliation Given lp 16523 349 


— 0212220353 Mod 2, deob 1 igating f unds# to "Environ Surveillance for 
Measuring Concentrations af Ra d i oac ti vi ty & Radiation Levels 
in Environ of Commission Licensed Activities Located Within 
State of OA ft Selected by Commission " 

LEDBETTER. J. L Georgia# State of. GUSTAVE# R. P Division of 
Contracts FIN B-5203 WlC-OS-79-352 92/12/15 Ip 16523 350 


6212230044 Notification of contract execution. Mod 5 to "Fuel Cycle 
Licensing M C antractor. Duke Univ 

8ILVI&# R M Technical Assistance Contracts Branch FIN A-90Q3 
ATf40-U“4399 02/12/15 0AVISWG Office of Nuclear Material 

Safety L Safe guards* Dirac tor tp. 16544 346 


— 8212230051 Mod 5* deob 1 iga 1 1 rig & obligating funds, to "Fuel Cycle 
Licensing " 

SHUMATE. D R Duke Umv CUSTAVE. R P Division of Contract* 1 Ilf 
A-9005 AT <40-11-4399 02/12/15 lp 16544 347 


0212270040 Responds to FQlA request for documents re extensions issues 
in Nov ft Dec 1981 ft proposed extensions tn "Stenographic 
Reporting Svcs," awarded to Alderson Reporting Co, Inc 
Forwards documents listed in Ap p A 

FELTON* J M Division of Rules and Records FIN B— 1311 

NRC- J 7-00-448-0 82/11/19 GALLO, J Isham. Lincoln ft Beale 3pp 

J 6566 046 


— B21 2270052 Request for procurement action 0O-SEC-448. executing Mod jj 
to 'Stenographic Reporting Svcs " Mad obligates add! funds 
CHlLK.S J Office of the Secretary of the Commission FIN 0-13IJ 
NRC- 1 7-80-448-0 82/01/10 2pp 16566 049 


— 8212270055 Forwards unexecuted Mod 8 to "Stenograph 1 c Reportinq Svcs, 
extending period of performance to 820318 ft obligating add! 
funds Approval requested 

LEDQi C D Administrative Contracts Branch FJN 0-1311 

ARC- 1 7-80-4 40-0 02/02/01 SHARP. R A Alderson Reporting 2pp 

16566 051 


— 0212270059 Forwards Mod 8 to "Stenogr aph ic Reporting Svcs*" extending 
period of performance to 020318 ft obligating add! funds 
LESO. C D Division of Contracts FIN B-1311 NRC- 1 7-00-4 4F1-0 
82/02/00 SHARP. R A Alderson Reporting lp 16566053 


— 0212270065 Mod 8# extending period of performance to 920318 ft increasim, 
fund* obligated to "Stenographic Reporting Svcs " Findings 
ft determination end 

SHARP* R A Alderson Reporting LEQO.C D Division of Contracts 
FIN B-1311 NRC— 17-80-440-0 02/02/02 2pp 16566 054 


— 8212270080 Noti f ication of contract e x ecuti on. Mod 0 to "Stenographic 
Reporting Bvca " Contractor Alderson Reporting Co, Inc 
PAOE* fl Administrative Contracts Branch FJN B-I31 1 
NRC- 1 7-80-4 40-0 02/02/02 CHILK. S J . SULLIVAN, P Office of Nil 

Secretary of the Commission MCNAMARA* A Atomic Safety and 
Licensing Board Panel lp 16566 056 


— B21 22700S4 Request for procurement action 0O-SEC-44B, e t ecutinq Hod 9 tu 
"Stenographic Reporting Svcs " Mod extends period or 
performance to B20501 ft obligates add! funds 

HOYLE* J C Office of the Secretary of the Commission FIN 6-1311 

NRC- 17-80- 4 40-0 02/02/23 2pp 16566 057 


— 0212270000 Forwards unexecuted Mod 9. extending period of performance to 
B205DI ft obligating addl funds to "Stenographic Reporting 
Svcs " Approval requested 

LEBO.C D Divtsidn of Contracts FIN D-1311 NRC- I 7-80-4 4H-0 
B2/03/05 SHARP.R A Alderson Reporting 2pp 16366 059 


— ‘0212270091 Forwards Mod 9, extending period of performance to D205OJ ft 
obligating addl funds to "Stenographic Reporting Svcs " 

Contractor Alderson Reporting Co, Inc 

LEDO, C D Division of Contracts FIN D-1311 NRC-17-0O-44H-O 

62/03/15 SHARP* R A Alderson Reporting lp 16566 063 


—0212270095 Request for procurement action BO-SEC-448, e x ecuting Mod I (1 
to "Stenogr ap h 1 c Reporting Svcs " Mod extends period of 
performance to 82O0D6 & obligates addl funds 

HOYLE# J C Office of the Secretary of the Commission FIN 0-13J1 
NRC- 17-00- 4 40-0 02/05/04 2pp 16566 065 


*-9212270107 Forwards unexecuted Mod 10* extending period of per far mane r 
to 820006 ft increasing funds obligated to "Stenographic 
Reporting Svcs " Approval requested 

SMITH, P A Admin i strati ve Contracts flraneh FIN D-1311 

NRC- 1 7-00-440-0 82/05/20 SHARP* R A Alderson Reporting 2pp 

16566 070 


— 8212270110 Forwards Mod 10* extending period of performance to 020006 ft 
increasing funds obligated to "Stenographic Reporting Svcs " 

SMITH. P A Administrative Contracts Branch FIN D-1311 

NRC-i 7-80-4 40-0 02/06/11 Alderson Reporting lp 16566 O/J 


— 9212270114 Request for procurement action 0O-SEC-44S* executing Mod JJ 
to "Stenographic Reporting Svcs " Mod extends period of 
performance to 821115 ft obligates addl funds 

CHILK* S J Office of the Secretary of the Commission FIN D-1311 
NRC- 1 7-80-448-0 02/07/16 2pp 16566 075 


— 8212270123 Forwards unexecuted Mod 11* extending period of performance 
to 021115 ft increasing funds obligated to "Stenographic 
Reporting Svcs " Approval requested 

SMITH#? A Administrat 1 ve Contracts Branch FIN D-1311 

NRC- 17-00-4 48-0 02/00/09 SHARP. R A Alderson Rep&rting 2pp 

16566 079 
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--B21227012? Forwards Mod Mi extending period of performance to 021115 & 
increasing funds obligated to “Stenographic Reporting Svcs 11 
SMITH, P A Administrative Contracts Branch FIN ff-1311 
NRC- 1 7-BO-4 48-0 82/0S/2 0 Alderson Reporting lp 16566 OBI 


■021227O131 Mod 11. extending period of performance to 921115 St 
increasing funds obligated to "Stenographic Reporting Svcs " 

SHARP i R A Alderson Reporting SMITH, P A Division of Contracts 
PIN 0-1311 NRC- 17-80-440-0 02/09/20 lp 16566 082 


— 0212270133 Notification of contract e * ecut l on. Mod 11 to "Stenographic 
Reporting Svcs " Contractor Alderson Reporting Co. Inc 
PAGE, M Administrative Contracts Branch FIN 9-1311 
NRC- 17-80-440-0 92/08/20 CHILKi 8 J * SULLIVAN. P Office of the 

Secretsry of the Commission MCNAMARA. A Atomic Safety and 
Licensing Board Panel lp 16366 083 


G 2 1 2270-4 1 0 Notification of contract e x e c uti on i Mod 5 to "Geotechnical 
Engineering Review of SEP Plants " Contractor US Army Corps 
of Engineers 

FIELDS. J A Technical Assistance Contracts Branch NRC-03-0 1 -121* 

82/11/16 VOLLMERiR H . HELLER. L Division of Engineering lp 
1 6555 350 


— 9212270412 hod 5. extending period of performance to B3I231# to 
"Geo tec hnicel Engineering Review of SEP Plants " 

KAVANAUQHi P F Army, Dept of. Corps of Engineers HAGAN. T F 

Division of Contracts NRC-03-01-122 02/11/16 2pp 16555 359 


G212270415 Notification of contract a x e c uti on . Mod 1 to "Fire Protection 
Review & Evaluation '* Contractor Rolf Jensen S« Assoc. Inc 
FIELDS. J A Technical Assistance Contracts Branch 

NRC -03-02-093 -01 02/11/23 VOLLMER.R H , FERGUSON. R Division of 

Engineering lp 16553 361 


— 9212270417 Mod 1, changing address for controller ofc & revisinn 
manual chapter to "Fire Protection Review Sc Evaluation " 

HE3B. W A Rolf Jensen & Associates, Inc HAGAN. T F Division, of 
Contracts NRC-03-82-093-01 02/11/23 lp 16555 362 


32122 704 1 9 Notification of contract executi on, Mod 9 to "Technical 
Assistance in Support of NRC Reactor Licensing Actions 
Program 2 0 Contractor Science Applications, Inc 

FLYNN.fi J Technical Assistance Contracts Branch FIN B-8609 
hlf?C -03-02-096 02/11/30 EIBENHUT.OG, SILVER. H Division of 

Licensing ip 16566 033 


— 9212270422 Mod 9, providing incremental funding to "Technical 
Assistance in Support of W1C Reactor Licensing Actions 
Program 2 " 

* Science Applications, Inc GUSTAVE, R P Division of Contracts 
FIN If —0609 NRC-03'02-096 02/H/3O 2pp 16566 034 


□Pi 2270446 Notification of contract ex ecuti on, Mod 4 to “Review & 
Critique of Pu Package Certification " Contractor Natl 
Academy of Sciences 

SILVIS.R M Technical Assistance Contracts Branch FIN B-140/-7 
NRC-02— 77-004 02/12/30 DAVIS, J G . NUSQDAUMER# 0 Office of 

NucleaT Material Safety fc 6af eg uards , Di rec t or ip 16560 34G 


— 0212270447 Mod 4, d eob 1 i ga t i ng funds to "Review & Critique of Pu Package 
Certification " 

SMITH, P National Academy of Sciences GUSTAVE, R P Division of 
Contracts FIN D-l 407-7 NRC-02-77-004 02/12/20 Ip 

1656 B 349 


0212270470 Notification of contract execution "Press Clipping Svc, " 
awarded to Press Intel 1 ig ence, Inc 

DORSEY, M . BAZIN, J Administrative Contracts Granch NRC-1O-03-2VB 
92/11/00 BESAWrW J Division of Technical Information 6 Document 
Cohtrol lp 16566 359 


0212270496 Notification of contract execution. Mod 1 to "Reproduction 
of Copies Re Stanislaus Nuclear Project Unit 1,NRC 
Docket P"564-A " Contractor Speigel fc McDiarmld & Northern 
CA Power Agency 

SMITH, P. A Division of Contracts NRC-IO-79-39 1 02/12/17 

SPRINGER# M , WOOD, R Office of Adfni n i s trat i on lp 16940 3 50 


--8212270502 Mod 1, deob 1 igating funds to, "Reproduc ti on of Copies he 
Stanislaus Nuclear Pro j ec t. Uni t 1, NRC Docket P-564-A " 
a Northern California Power Agency, Cali fornia, State of. 
TftAUGEfl, T C Spiegel fc McDiarmld SMITH, P A Division of 
Contracts NRC-10-79-391 02/12/17 lp 16540 359 


0212270503 Notification of contract execut ion. Mod 2 to "Electrical fc 
Instrumentation Technology & Codes Course 11 Contractor GE 
GUSTAVE, R P Technical Assistance Contracts Branch FIN B-1250 
NRC- 03-B 1 -26 1 02/12/16 ELAHA. J, L Director's Office, Office of 

Inspection and Enforcement THAYER, C W NRC - No Detailed 
Affiliation Given lp 16548 355 


— 8212270506 Mod 2, a u th or 1 1 1 ng revision of course text, to "Electrical 
Instrumentation Technology & Codes Course ' 

CALK, J C General Electric Co MORTON# K V Division of 
Contracts FIN El-1259 NRC-05-0 1 -26 1 02/12/16 2pp 

1654S 356 


8212270509 Notification of contract execution , Mod 2 to "Synerg j s i fc = 
Effects of Lou Level Radiation " Contractor M Goldman 
SMITH, P A Contract Policy Branch FIN B-0049 NRC-03-02-1 14 

02/12/17 DENTON, H Office of Nuclear Reactor Regulation, Director 
CGNGEL.F NRC - No Detailed Affiliation Given lp 16940 353 


— B21227Q513 Mod 2, deob 1 1 ga t > ng funds for close out, to “Synergistic 
Effects of Low Level Radiation. " 

GOLDMAN, M Goldman, M SMITH. P A Division of Contracts FIN 
0-0049 NRC-O3-02-114 02/12/17 Ip 1654B 354 


8212270510 Notification of contract e x ecut ion. Mod 5 to "Card-Entru 
Access Control Sy s " Contractor Racal Vi fc on l c s, Inc 
GILDENHCRN. A J Administrative Contracts Branch NRC-1 0-02-399 
82/12/07 SPRINGER, M L Administrative Contracts Branch FINGER. R 
NRC - No Detailed Affiliation Given lp J6548 350 


— 0212270516 Mod 5, clarifying acceptance test requirements & extending 
period of performance due to govt delay to 034131, to 
"Card-Entry Access Control Sy s " 

* Racal Vikonics, Inc SMITH, P A Division of Contracts 
NRC— 1 0-92-3 99 62/ 12/07 2pp 16540 351 


0212270510 Notification of contract e x e cut l on , Mod 2 to "Long-Term 
Performance of Matls Used for High Level Waste Packaging “ 
Contractor BNWL 

S1LVIS.RM Technical Assistance Contracts Branch FIND-6764 
NRC-04 -82-0 1 5 82/12/17 BATSON, W Office of Nuclear Regulatory 

Research# Director KIM, K MRC - No Detailed Affiliation Given 
lp 16546 361 


—8212570521 Mod 2, granting incremental funding, to "Long-Term 
Performance of Matl Used for High Level Waste Packaging " 

* Battel 1 e Memorial Institute, Columbus Laboratories 

GUSTAVE, R P Division of Contracts FIN B-6764 NRC-04-B2-01 5 

02/12/17 lp 16546 362 


GP 1 227 0527 Notification of contract execution, Mod 3 to |l L i c enu l nq 
Ascistance/Ta i 1 mgs Mgt Program Technical Evaluation " 

Contractor FC Har tr Assoc. Inc 

FIELDS, J A Technical Assistance Contracts Branch 

NRC-02-79-031-04 02/11/03 DAVIS, J G Office of Nuclear Material 

Safety 6 Safeguard*, Dirac tor R0S5BACH, L NRC - No Detailed 
Affiliation Given lp 16551 004 


—0212570530 Mod 3, extending period of performance to 020630 to 
"Licensing Ass i atance/Ta t ling * Mgt Program Technical 
Evaluation " 

STASCO.W M Fred C Hart Associate*, Inc HAGAN# T F Division n< 
Contracts NRC-02-79-031-04 62/11/03 lp 16551005 


0;M227O539 Notification of contract e x e c u t i on # Mod 4 to "Analysis of 
Safeguards Needs fnr Transport of High Level Waste " 

Contractor BNWL 

FIELDS, J A Technical Assistance Contracts Branch FIN B-6990-3 
NRC -02-0 1-030 02/11/29 DAVtS.U Of f i c e of Nu c 1 ear Mate r i a 1 

Safety fc Safeguards# Dirac tor SAWYER.C NRC - No Detailed 
Affiliation Given lp 16546 356 


— 8212270543 Mod 4, obligating funds to "Analysis of Safeguards Needs foi 
Transport of High Level Uastp " 

* Battelle Memorial Institute# Columbus Laboratories HAGAN, T J 
Division of Contracts FIN B-6990-3 NRC-03-9J-030 02/11/29 

lp 16546 357 


0212270555 Notification of contract execution# Mod 8 to "In-Process of 
SNM " Contractor Science Appl ications, Inc 

FIELDS, J A Technical Assistance Contracts Branch FIN B-7313'3 
NRC -02-01-040 B2/11/29 DAVIS, J Office of Nuclear Material 

Safety fc Safe guar ds. Di rise tor MENDELSQWh B NRC - No Detailed 
Affiliation Given lp 16546 340 


— 8212270S56 Mod 8# obligating funds to "In-Process Control of SNM " 

* Science Applications, Inc HAGAN. T F Division of Contract* - 
FIN B-7319-3 NRC-D2-B 1-040 02/11/29 lp 16546 341 


BFJ2270555 Notification of contract e x « cu 1 1 on , Mod 1 to "Economic 
Consulting Svcs in Connection u/Stam s laus Nuclear Unit, 

Antitrust Hearing Docket P-564-A " Contractor PM Gutmann 
SILVrB.R M Technical Assistance Contracts Branch FIN D-632J 
NRC -03-8 1 - 1 20 02/12/21 DENTON, H R Office of NucleaT Reactor 

Regulation, Director TOALSTON, A NRC - No Detailed Affiliation 
Given. lp 16546 330 
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— B21227056Q Mod l.deobligatmg fund* to "Economic Consulting Svcs in 
Connection u/Stdnlilaus Nuclear Ifni t, Anti trus t Hearing 
Docket P-564-A " 

GUTMANN, P M Gutmann, P M GUSTAVE, R p Technical Assistance 
Contracts Branch FIN 0-6521 NRC-D3-0 J -1 20 02/12/21 lp 

16946 339 


BP12230043 Notification of contract execu ti on , Mod 13 to "Stenographic 
Reporting Svc s Contractor Alderson Reporting Co. Inc 
PAGE. H Administrative Contracts Branch FIN 8-1311 
NR C- l 7-00-440 02/12/15 CHILK.S J Office of the Secretary of the 

Commission (p 16573 006 


— 0212280044 Mod t3. extending period of p erf □ rirvanc e . to "Sfeenogr aph ic 
Reporting Svcs " 

# Alderson Reporting ShfTJfiP A Division of Contracts FIN 
B-1311 NR C — 1 7-60- 440 02/12/15 lp 16593 007 


Q5‘I220GQ47 Notification of contract executi an* Mod 8 to "Kinetics of 
Ch 1 onne-Airmotti a in Sea Water " Contractor Univ of NC 
&JLVIS. R M Research Contracts Branch FIN B-6240 NRC-04-77-1 17 

02/12/15 HATSONrU Office of Nuclear Regulatory Research. 
Director REED. P NRC - No Detailed Affiliation Given lp 
16570 361 


— 0212200049 Ltr c entrac t. Mod 0. d eobl igating funds, to "Kinetics of 
Ch 1 o-rin-e-Anmon ia in Sea Water " 

GUSTAVE. R P Division Of Contracts FIN fl-6240 NRC-04-77-1 17 

02/11/07 CROOK. P North Carolina. Univ of lp 16590 36 2 


GP1220O445 Notification of contract execution , Mud 3 to "Transparent 
Arnor Testing " Contractor US Army 

f-fELDS.J A Technical Assistance Contracts Branch NR C -02-0 1-027 

02/11/03 DAVIS , J Office of Nuclear Material Safety ft 
Safeguards. Di rec tor 0UINN,£ NRC - No Detailed Affiliation Given 
Ip 16570 350 


—8212263455 Mod 3. mod l fy l r»g period of performance until 621231 ft 
changing project officer* to l, Transp arent Armor Testing w 
RICHARDS, J F Army, Dept of HAGAN, T F Division of Contracts 
NRC-02-01-029 02/11/03 Ip 16370 351 


02J22SO469 Notification of contract exec otian , Mod 7 to "Technical 
Assistance for EIS on 1CCFR61 '■ Contractor Dames Sc Moore 
FIELD5.J A Technical Assistance Contracts Dranch FIN B-7310-J 
NRC -02-61-049 82/11/15 DAVIS, J Office of Nuclear Material 

Safety 4 Safe g uard s, Dirac tor ROLES, G NRC - No Detailed 
Affiliation Given lp 16590 346 


-8212200478 Mod 7. mod ity in j statement of work extending period of 
performance to 830630, u bl iga t ing funds ft modifying key 
personnel, to "Technical Assistance for EIS on 10CFR61 
0ZTU4AL 1 , O I Dames Sr Moore MATT l A. M J Division of Contracts 

FIN 3-7310-3 NRC-02-0 1 -049 02/11/15 3{>p 16590 347 


8PI220D406 Notification of contract e xecuti on , Mod 6 to "Technical 
Assistance in Repository Design " Contractor Goulder Assoc, 

I nc 

I- 1 ELDS, J A Technical Assistance Contracts Branch NRC-02-S J -OJ/ 
82/ 1 1/|5 DAVIS, J Office of Nuclear Material Safety ft 
Saf eguards. Director HAR TUNO, L NRC - No Detailed Affiliation 
Given IP 16570 355 


— 0212290491 Mod 6, modifying statement of wor J ft extending period of 
per f orma nee to 830715, to "Technical Assistance in Repository 
Design " 

ROUE. J W Colder Associates MATT! A* K J Divi s ldn o f Con trac ts 

NRC -02-8 1-037 82/11/1 S 2p p 16590 356 


G»*l 2270053 Notification of contract e xecutionr Mod 7 to "Buckling 
Behavior of Steel Containment Shells 11 Contractor Lockheed 
Missiles & Space Co. Inc 

r I ELDS, J A Technical Assistance Contracts Branch HRC-03-00-103 
32/09/21 HANAUER, S Division of Safety Technology SCHAUER, F 
NRC - No Detailed Affiliation Given lp 16607 053 


— 3212270056 Hod 7, extending period of performance to 820930, to 
"Buckling Behavior gf Steel Containment Shells " 

SNEAD, K H Lockheed Missiles ft Space Co Isubs Lockheed Aircraft 
Corp 1 HAGAN, T F Division of Contract* NRC-03-8D-103 
02/07/21 lp 16607 054 


8212290266 Notification of contract execution, hod 2 to "Evaluation of 
NRC Executive Development ft Mgt Program “ Contractor Project 
Assoc t I nc 

SMITH, P Division of Contract* NRC-lO-81-356 32/12/16 

SPRING, M Office of Administration ALLER. R NRC - No Detailed 
Affiliation Divan lp 16606 262 


— '8212270273 Mod 2, deob 1 i ga t i ng funds for close out, to "Evaluation of 
NRC Executive Development ft Mgt Program " 

CONVERSANE, E Project Associates SMITH, P A Division of 
Contracts NRC-10-81-3S6 82/12/16 lp 16606 263 


3212300117 Notification of contract execution, Mod 3 to "Presentation of 
GE BWR Nuclear Engineering Courses " Contractor GE 
JACOBS, A Research Contracts Branch FIN 0-1232 NRC-05-BO-265 

02/12/21 BLAHA, J Program Support Branch TOX, E NRC - No 
Detailed Affiliation Given lp 16624 247 


— 0212300123 Mod 3, adding 3-month extension to 020727 at no add 1 coat, to 
"Presentation of GE BUR Nuclear Engineering Courses " 

PIERCE, R L General Electric Co GUSTAVE, R P Division of 
Contracts FIN p-1232 NRC-05-00-265 02/12/21 Ip 16624 24{J 


0212300127 Notification of contract executi on , Mod 7 to "Graphics/ 
Photographic Svcs " Contractor Robert Charles Moles ft Assoc 
PERLMAN, J Administrative Contracts Branch FIN B-1297 
NRC-05-81-257 02/12/20 BLAHA, J L Program Support Branch 

THAYER, C NRC - No Detailed Affiliation Given Ip 16624 250 


— 0212300132 Mod 7, adding incremental funding, to "Graph ic s/PhotograpMc 
Svcs " 

a Robert Charles Moles ft Associates SMITH, P A Division of 
Contracts FIN 0-1297 NRC-05-01-257 82/12/20 lp 16624 351 


8212300170 Notification of contract execution, Mod 2 to "Major 
Earthquakes on East Side of New Madrid Earthquake Zone " 

Contractor Vanderbilt Univ 

3 ILVIS, R M Technical Assistance Contracts Branch FIN 0-8070 

NRC -04-8 1-1 93 82/12/17 BATSON, W Office of Nuclear Regulatory 

Research. Director MURPHY, A NRC - No Detailed Affiliation Given 
Ip 16613 073 


— 0212300172 Mod 2, providing incremental funding.to "Major Earthquakes 
on East Side of Nbu Madrid Earthquake Zone " 

a Vanderbilt Univ GUSTAVE, R P Division of Contracts FIN 
D-0O7D NRC-04-01-195 82/12/17 Ip 16613 074 


FOI A FREEDOM QF INFORMATION ACT REQUESTS AND RELEASES 


8207190049 FOIA request for contract ft any pr op osa 1 s, b e s t ft final 
offers, technical ft cost questions ft answers ft related mods 
submitted by Parameter Inc under Request for Proposal 
R 8-0 IE-02-247 

DAVID, L T Franklin ins t i tute/Fran k U n Research Center 82/08/17 
F" EL TON i J M Division of Rules and Records lp 16209 204 


0PO829OO92 FOIA request for BECY-81-600A, BECY-8I-622A, 9ECY-B2-23, 

SEC Y-S2-42. SECY-02- 136, SECY-02- 137, SECY-02- 197A, 

SECY-82-177B, SECY-02-2S6 ft SECY-02-31S 

GRABER.L Affiliation Unknown 02/09/00 Division of Rules and 
Records lp 16304 294 


0203290104 FOIA request for eight listed documents 

CONNOR, L Doc-Search Associates 02/07/14 Division of Rules and 

Records ip 16300 227 


0200290121 FOIA request for documents ft records prepared by Energy, Inc 
re NRC rulemaking on ATWS 

REVELEY, T W , CHRISTMAN, J N , EARLEY, A F Hunton ft Williams FIN 
A- 1220 32/09/22 Office of Administration 3pp 16400 009 


8209130054 FOIA request for listed document* referenced in 8ECY-B2-U1, 
Page 24 

GRABER.L Affiliation Unknown 02/09/30 Division of Rules and 
Records Ip 16400 353 


8209150055 FOIA request for SECY-82-255 

GRABER.L Affiliation Unknown 02/10/04 Division of Rules and 
Records Ip 16553 331 


0209130071 FOIA request for documents setting forth policy re 
issuances of NRC press releases in connection w/enf or cement 
ft licensing activities ft coverage of licensing & other 
hearing* by media 

HARTMAN, S L Debeypise ft Liberman 02/10/13 FELTOM, J, M Division 
of Rules and Records lp 16289 001 


8212010012 Responds to FOIA request for contract ft any proposal s, b est ft 
final offers, technical ft cost questions ft ansuer* ft related 
modi submitted by Parameter, Inc under Request for Proposal 
R 0-0 IE-02-249 

FELTON, J M Division of Rules and Records 02/11/08 DAVID, L T 
Franklin Inst 1 tute/Frank I in Research Center Ip 16289 205 
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— 3212010016 Technical proposal in response to NRC Request for Proposal 
R8-01E-92-249, "Technical Assistance to Support NRC-IE 
Personnel in Investigat 1 on of Incidents '■ 

LOF Y , ft A Parameter, Inc 82/04/02 65pp 162B9 206 


— Q21B010021 Submits suppl to 620402 proposal tb NRC R FP R6-0 1 £-32-249, 
"Technical Assistance to Support NRC-IE Personnel in 
Investigation of Incidents," per NRC 020613 request 
LOFT, R A Parameter, Inc 02/06/21 MORTON, K V Research 
Contracts Branch 7pp 16209 270 


0212010029 Responds to FOIA request for documents setting forth policy 
re Issuances of NRC press releases in connection w/ 
enforcement J, licensing activities Forwards documents listed 
on app Documents also available in PDR 

FELTON, J M Division of Rules and Records 02/11/01 HARTMAN, S 
Debevoise tt Liberman 3pp 1620? 002 


-0008260700 Advises that present 2-day period between licensee & 
NRC announcement of proposed civil penalties should be 
changed to sgs where NRC announces action as soon as 
licensee is notified 

FOUCHARQ, J J Office of Public Affairs 00/03/30 STELLO, V 
Office of Inspection 6 Enforcement, Office of the Director lp 
1620? 014 


— 92 1 2010051 10CFR2 re NRC policy & procedure for enforcement actions 
* NRC - No Detailed Affiliation Given 02/03/0? 9p p 
1628? QOS 


— B2 1 2010059 Discusses implementation of camera policy at hearinqs No 
significant problems identified in cases where camera* wore 
allowed 

ABRAHAM. K Region 1, Philadelphia, Office of the Director 
70/10/06 FOUCHARD, J J Office of Public Affairs 2pp 
1620? 017 


— B212010067 Forwards draft papers re camera coverage of licensing 
hearings Draft "Consent Calendar" recommends that Commission 
permanently formalize policy of permitting camera coverage 
of licensing hearings w/ltsted conditions 

INGRAM. F L Office of Public Affairs 70/10/03 ROSENTHAL, A 
Atomic Safety and Licensing Appeal Panel TORE. J Atomic Safety 
and Licensing Board Panel KELLEY, J Office of the Genera 1 
Counsel I4pp 16209 019 


— 8212010070 Informs that F Bal lard. Comml ssioner of Dept of Bldg fc 
Grounds for Onondaga Count? has no objections ta use of 
cameras in public safety bldg Draft public announcement 
of oral argument will be sent shortly 

INGRAM, F L Office of Public Affairs 78/03/10 ROSENTHAL, A 
Atomic Safety and Licensing Appeal Panel Ip 16209 033 


— B2120I0077 Informs that E Owens has no objections to use of cameras in 
Courthouse 3 of Richland County Courthouse providing no 
interference w/judiciai proceedings for bath adjoining 
courtrooms evident 

INGRAM, F L Office of Public Affairs 70/03/07 SMITH, I Atomic 
Safety and Licensing Board Panel ip 16289 034 


— 0212010000 Informs that Region 5 public affairs officer J Hanchefct has 
conf i rmed, w/appropr iate of f ic ia Is, that Commission trial 
camera policy may be implemented re NRC proceedings held in 
US Customs House in San Franc iscOrCA 

INORAflrF L Office of Public Affairs 70/03/02 LITTON, E Atomic. 
Safety and Licensing Board Panel ip 16209 033 


— B2I2010071 Informs that Commission will permit, on trial basis, camera 
coverage of proceedings before ASLB It ASLAQ under certain 
cond 1 tlons 

FOUCHARD, J j Office of Public Affairs 78/02/01 SIZEMORE, H M 
Seattle Times ip 16207 037 


— 0212010096 Denies request to photograph proceedings of ASLQ 770511 
hearing. Use of cameras during actual proceeding has been 
prohibited Commission considers cameras to be source of 
distrac tion 

CHILK. S J Office of the Secretary of the Commission 77/03/09 
SIZEMORE, H M Seattle Times lp 16209 030 


— B21201009? Expresses disappointment re denial of request to permit 
photographs to record A5L8 770311 proceedings in Seattle, WA 
SIZEMORE, H M Seattle Times 77/09/13 CHILK, S J Office of tht* 
Secretary of the Commission lp 16209 039 


— B2120I0102 Informs that Commission will permit, on trial basis, camera 
coverage of proceedings before A5L0 U A5LAB under certain 
C ond i ti one 

FQUCHARDrJ U Office of Public Affairs 70/02/01 COGAN, P KING 
Television, Seattle, WA lp 16239 040 


— 0212010105 Denies request to photograph proceedings of ASLB 770511 
hearing Use of cameras during actual proceeding has been 
prohibited because Commission considers cameras to be 
source of distraction 

CHILK, S J Office of the Secretary of the Commission 77/05/09 
COOAN, P KING Television, Seattle. WA lp 16209 041 


— '0212010103 Informs that Commission will permit, on trial basis. camera 
coverage of proceedings before ASLB & ASLAQ under certain 
conditions 

FOUCHARD. J J Office of Public Affairs 70/02/01 VRJESMAN, W ft 
Radio Television Neus Directors Association lp I62B9 042 


— B21201Q112 Responds to 770031 I tr re use of news cameras at ASLB public 
hearings in Tulsa, OK Commission adherence to policy allowing 
cameras in hearing rooms only before *, after each session 
was pursued during Facility proceedings 

HENDRIE, J M Commissioners 77/09/30 VRIESMAN.WR Radio 
Television News Directors Association Ip 1628? 043 


— 921201011? Protests Commission refusal to conduct official business 
while news cameras ara present at facility hearings in 
Tul 5a, OK Action considered discriminatory 

VRJESMAN, W D Radio Television News Directors Association 
77/08/31 HENDRIE.J M Commissioners lp 16209044 


- -8212010 123 Advises that Judge Devitt has drafted l tr re c lar l f ica t i on 
of Rule 7d as ta whether rule prohibits (Me of cameras under 
any circumstances or whether policy might be applicable to 
NRC proceedings held in court facilities Draft ltr end 
FOUCHARD. J j Office of Public Affairs 70/01/31 NELSON, J 
Office of the General Counsel 2pp 1628? 045 


— 821201013? Advises that 14 of 25 federal agencies surveyed have 
partially implemented R ecorrum enda 1 1 on 72-1 re adoption of 
regulations encouraging broadcast coverage of proceedings 
involving issues of public interest 

TORE, J R Atomic Safety and Licensing Board Panel 77/10/03 
FOUCHARD, J J Office of Public Affairs 2pp 1620? 047 


--82I201 0141 Recommends that retention or existing policy re use of 
cameras during adjudicatory hearings Legal challenge to 
Commission authority to bar cameras would be unsuccessful 
f IW, 1 f any, federal courts permit use of cameras 
nJSEWTHAL,A S Atomic Safety and Licensing Appeal Panel 
77/09/22 FOUCHARD, J J Office of Public Affairs 3pp 
1620? 04? 


- 0212010143 SECY-77-574 

Obtains Commission guidance re policy concerning use of 
cameras during licensing hearings 

FOl/CHARD, J J Office of Public Affairs 77/11/11 I3pp 
1628? 052 


* -821 20 J 0149 Advise* of changes in draft Commission paper on camera 
policy Recommendation section added based upon position 
indicated Upon receipt of add 1 comments, paper will be 
forwarded to Commission for consideration 

FOUCHARD, J J Office of Public Affairs 77/11/19 ROSENTHAL, A fa 
Atomic Safety and Licensing Appeal Panel YORE, J R Atomic 
Safety and Licensing Hoard Panel NELSON.J Office of the General 
Counsel 10pp 162B9 065 


--8212010157 Recommends Ofc of Public Affairs propose to Commission 
change of procedure & practice that would open limited 
appearance portion oP hearing to coverage by visual media It 
already established print media t radio coverage 
ABRAHAM, K Office of Public Affairs 77/05/11 HARRIS, J J 
Office of Public Affairs 2pp 16209 075 


— 821201015? Forwards memo from C Wisnor re camera coverage at ASLB 
hear ings 

INGRAM, F L Office of Public Affairs 70/07/13 YORE, J Atomi l 
Safety and Licensing Qaard Panel lp 162B9 077 


--B212010162 Discusses difficulties encountered in camera policy at 
780629-30 hearings 

WJSNER.C E Region 4, Dallas, Office of the Director 78/07/07 
INGRAM, F Office of Public Affairs 2pp 1620? 070 


— B2 120 10169 Com, merits on NRC trial policy re use of cameras during 
licensing proceedings New policy Is working well 

HAIYCKETTpJ O Office of Public Affairs 70/06/13 tNTERR ANIL, J 
KFftC Radio, San Francisco, CA ip 16209 000 


— 0212010174 Concurs u/Connm i s si on decision to make proceedings of 
licensing boards open to cameras Requests rept on how sys 
is working 

INTERRANTE, J KPRC Radio, San Francisco, CA 70/06/05 
HANCHETT, J NflC - No Detailed Affiliation Given lp 16209 081 
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— 0212010)77 Inform-3 that L Emerfc of GSA has no objection to use of 
cameras in US Post Oft 6 Federal Bldg in Peoria, IL 
INGRAM, F Office of Public Affairs 78/04/07 GDODHOPE, A 
Atomic Safety and Licensing Board Panel Ip 16289 002 


— 62 1 2010 [ 80 Informs that Carey has no objection to use of cameras in 
Auxiliary Courtroom af US Court of Appeals in Everett 
McKinley Dirksen Bldg Use of Commas 1 on trial policy in 
connection u/facility remand proceeding proposed 

1 NGRAM, F Office of Public Affairs 78/04/11 MILLER, M Atomic 
Safety and Licensing Board Panel Ip 16209 093 


— 02 l 2010 ! 87 Informs that ASLD requested guidance From Commission rr 
television coverage of portions of Midland proceedings 
involving discussion of past culpable conduct of 
individuals Commission should set forth position in matter 
KELLEY, J L Office of the General Counsel 78/03/31 HENDRIC, J , 
-G TL INSKY, V , KENNEDY,- f? Commiss loners 3p p 16209 084 


— 8212010196 Informs that -Judge KilKenny ofc has no objections to use of- 
cameras during Pebble Springs 780411 prehearing conference 
in Portland OR Ltr From J Hanchett to A Goodwin end 
INGRAM, F L Office of Public Affairs 78/03/28 YORE, J Atomic 
Safety and Licensing Board Panel Ip 16239 087 


— 8212010201 Informs that Judge Kilkenny ofc has no objection to use of 
cameras during Trojan 790417 prehearing conference in 
Portland, OR 

INGRAM, F L Office of Public Affairs 78/03/28 WOLFE, S Atomic 
Safety and Licensing Board Panel £p 16289 068 


--Q212010209 Confirms under* tandi ng from previous conversation that 
television- or still cameras may be used by representatives 
of neus media in courtroom during NRC licensing proceeding 
Press release explaining neu Commission policy end 
HANCHETT , J G Office of Public Affairs 78/33/22 GOODWIN. A 
U S Court of Appeals 9th Circuit Ip 1629? 089 


" 0212010210 Informs that 6 Hanchett confirmed that Commission trial 
camera policy -may be implemented in connection w/Pebble 
Beach evidentiary hearing to be held in Seattle, WA 
TNCRAM, F Office of Public Affairs 78/03/02 JENSCH.S Atomic 
Safety and Licensing Board Panel Ip 16289 091 


— 8212010226 Informs that K Abraham confirmed that Commission trial 
camera policy may be imp 1 eraon t e d in all rooms belou sixth 
FLoot of Middlesex Superior Courthouse in East Cambridge, MA 
Trial procedures will be in effect for Pilgrim 2 hearing 
INGRAM, F Office of Public Affairs 70/03/02 C0UFAL . F Atomic 
Safety and Licensing Board Panel Ip 16289 092 


— 02)2010230 Forwards first cut at Commission papeT on camera policy 
Comments needed as soon as possible Other federal agencies 
Will be checked to determine current camera policy & info 
uiM be added to paper 

FOL/CHARD, J J Office of Public Affairs 77/09/21 YORE, J 8 
Atomic Safety and Licensing Board Panel ROSENTHAL, A S Atomic 
Safety and Licensing Appeal Panel KELLEY, J L Office of the 
General Counsel Qpp 1628? 093 


--Q2120I0235 Informs that cameras will not be permitted an Courtroom 4 of 
Morris County Courthouse in Morr i s fc own, NJ in connection w/ 
evidentiary hearing re Radiation Techno-i ogy , Inc Cameras 
banned from all courtrooms in state 

INGRAM, F Office of Public Affairs 70/03/30 JENSCH, S Atomic 
Safety and Licensing Board Panel lp 162S9 101 


— 82)2010239 Order convening 700503 evidentiary hearing in Morr i stoun, NJ 
re Radiation Technolog y , Tnc 

JENSCH, S W Commissioners 78/08/28 lp 16289 102 


— 82120102-44 Discusses Commission policy on camera coverage of quasi* 
judicial licensing hearings NRC follows policy of federal 
courts ii. regulatory agencies prohibiting camera coverage af 
hearings while in session- 

HA RR I S, J A Office of Public Affairs 75/J0/22 KETTENRING.M 
WSK-TV, Nashville. TN Ip 16289 103 


^“6212010249 Requests comments re alternatives open to Commission re 
camera policy at NRC licensing hearings Alternatives re 
adherence to present policy of permitting cameras to be used 
in hearing room before fc after sessions discussed 
HARRIS, J A Office of Public Affairs 75/04/17 SHAPER, Hr K 
Office of the General Counsel GOODRICH. N H Atomic Safety and 
Licensing Board Panel Ip 162S9. 104 


B 2 J 20 ) 031 4 FOIA request for SECY-S2-3Q3 SECY-B2-31S 

GRADER, L Affiliation Unknown 82/10/28 Division of Rules and 

Records lp 16271 183 


8212010348 Responds to FDIA SECY-02-303 S< SECY-S2-318 Documents 
withhold tref FOIA Exemption 5) App A documents available at 
PDR 

FELTON, J M Division of Rules and Records 82/11/19 GRADER > L 
Affiliation Unknown 4pp 16271 184 


82) 2010440 FOIA request for list of all refs cited in reviews of 71 
plants under Assignment 13 of contract w/Franklin Research 
Ctr 

WresEMANN, R A Westinghouse Electric Corp NS-RAW-82-426 
82/10/20 FELTON, J M Division of Rules and Records lp 
1626B 201 


8212010446 Responds to FOIA request for list of all refs cited in 
reviews of 71 plants under Assignment 13 of contract 
w/Frank I in Research Ctr 

FELTON, JM Division of Rules and Records NRC-03-01-1 10 
82/10/26 WIE6ENANN, R A Westinghouse Electric Corp lp 
16260 202 


— 8212010451 List of all refs cited in reviews of 71 plants undeT 
Assignment 13 of NRC Contract 03-01-118 

* Franklin 1 ns t i tute /Frank 1 i n Research Center NRC-03-Bi-l 18 
82/09/27 714pp 16268 203 


□Q1 2020008 Add 1 response to FOIA request for documents re final rule an 
environ qua 1 i f icati on Forwards App A Documents 12, 23,28,35, 

4 1,45,53,65,66(70 l< 73 Document 65 listed incorrectly Info 
completely 6 partially withheld (ref FOIA Exemption 5) 

FELTON, J M Division of Rules and Records 82/11/00 CURRAN. D 
Harmon 4c Weiss 7pp 16297 112 


■8202100002 Responds to 811214 memo re SECY-B1-S04 «c 01-603 Draft 
version of US J A-46 Task Action Flan currently under review 
w/expected issue date of Mar 1902 Responses of SORT caee-by- 
case audits listed types of shortcomings 

DIRCKS, W J Office of the Executive Director for Operations 
02/01/29 AHEARNE, J F Commissioners lp 16297 175 


— 0204130511 Requests info re status of 18 plants being considered for 
continued o p er a t i on, p er 5ECY-02-51 on environ qua 1 i f i cat i orv 
of electric equipment 

AHEARNE. J Commissioners 02/03/15 Office of the Executive 
Director for Operations lp 16297 179 


— 0206220059 Draft Commission paper providing final rule on environ 
qua! i f icati on of sa f e ty -re 1 at ed electric equipment for 
nuclear power plants W/o end 

DIRCKS, W J Office of the Executive Director for Operations 
82/06/09 3pp 16297 180 


— 8212020012 Requests that rule be developed to establish criteria & 
schedules associated ui/envlron qualification of Class IE 
electrical equipment V to address seismic qualification 
CHILK.S J Office of the Secretary of the Commission COMNP-01-1 
81/10/20 DIRCKS, W J Office of the Executive Director for 
Operations lp 16297 154 


— 0212020016 Approves proposed rulemaking, "Environ Qualification of 
Electric Equipment for Nuclear Power Plants " 

ROBERTS, T M Commissioners 81/) 1/30 CHILK.S J Office of the 

Secretary of the Commission lp 16297 135 


— 0212020019 Advises that Commission requested to approve proposed rule 
to clarify 6 strengthen criteria for environ qua) if icat i on 
of electrical equipment 

CKILK, 8 J Office of the Secretary of the Commission 82/01/06 
Office of the Secretary of the Commission ip 16297 156 


— 0212020023 Approves proposed rulemaking, "Environ Qualification of 
Electric Equipment for Nuclear Power Plants ° Date for final 
environ qualification should be end of first rePueling 
outage after Mar 1902 

GIL INSKY, V Commissioners 81/12/17 CHILK, 8 J Office of the 

Secretary of the Commission lp 16297 157 


— 8212020056 Notifies of Commission request for draft "Immediately 
Effective" rule extending 020610 deadline for qual i f ication 
of electrical equipment Draft should offer choice between 
extension for specific period & extension w/deadllne 
CHILK, 8 J Office of the Secretary of the Commission 92/06/10 
DIRCKS, W J Office of the Executive Director for Operations lp 
16297 290 


— 8212020067 Discusses Commission 820601 briefing on proposed final rule 
r« environ qualification of electrical equipment 
CHILK, 8 J Office of the Secretary of the Commission 82/06/10 
Office of the Secretary of the Commission Ip 16297 291 
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” - 92 1202007 5 Ducussea revisions to final rule, "Environ Qualification of 
Safety-Related Electric Equipment for Nuclear Power Plants “ 
Revisions re ti tl b, spec i f it sections & coding qualification 
requirements for replacement parts recommended 

CHJLK, S J Office of the Secretaiy of the Commission 02/OA/ab 
DIRCKS. W J Office of the Executive Director for Operations 2pp 
S6297 292 


- -0212020080 Offers no comments re Commission paper, "Environ 
Qualification of Electric Equipment Important to Safety for 
Nu< 1 e ar Plants “ 

DEYOVNO. R C Director's Officer Office of Inspection and 
Enforcement 82/07/ 12 AGGARWAL. S K Electrical Engineering 
Branch lp 16297 294 


0312060410 FOIA request for computer printouts &/or floppy discs re 
Broad Licensed (03110) . Ins 1 1 tut iona 1 Licensed (02120) It 
Private Practice Facilities ( 02300 J 

5AVINI.R J LIXI, Inc 82/10/22 VACCA» P Uranium Fuel Licensing 
Branch lp 16346 007 


&P1 20604 1 5 Responds to FQIA request for computer printouts &/or floppy 
discs re Broad Licensed i 021 10) , Insti tuti onal Licensed 
(02120) & Private Practice Facilities (02200) Forwards 
printouts U/o ends 

FELTON, J M Division of Rules and Records 02/1 1/08 0AVINI.R J 
LIXI. Inc lp 16346 008 


8212060420 FOIA request for certified copy of IE Bulletin 81-01, 
"Surveillance of Mechanical Snubbers, " for presentation in 
litigation 

(41SHNER , J A Saul. Ewing, Remick it Saul 1EB-01-O1 82/11/03 

HOD I N3QN, L Division of Rules and Records lp 16346 009 


0212060424 Responds to FOIA request for certified copy of IE Bulletin 
81-01, "Surveillance of Mechanical Snubbers." far 
presentation in litigation Forwards certification 
FFLTON. J M Division of Rules and Records IEB-01-O1 02/11/12 

W I 9HNER , J A Saul. Ewing, Remick 6 Saul lp 16346 010 


— 0212060427 Certifies IE Bulletin 81-01, "Surveillance of Mechanical 
Snubbers " 

DEYQU'MQj R C Director's Office. Office of Inspection and 

Enforcement CHILK. S J Office of the Secretary of the 

Commission IEO-01-O1 02/1 i/1 Q lp 16346 011 


02 i 2060433 FOIA request fan documents re NRC facsimile no tworl. redden t 
inspector site locations it Facsimile Network Monthly Traffic 
Vol (Representative) for June 1902 

CARTON. C Washington Management Qtoup, Inc 02/10/21 NRC - No 
Detailed Affiliation Given lp 16346019 


8212060440 Responds to FOIA request for documents re NRC facsimile 
n etwor k, resid cnt inspector site locations it Facsimile 
Network Monthly Traffic Vol (Representative) for June 1902 
f erwards document 

FELTON, J M Division of Rules and Records 02/11/10 BARTON. C 
Washington Management Group, Inc Ip 16346 020 


--821 206044 5 "NRC Facsimile Network, NRC Resident Inspector Site Locations 
h NRC Facsimile Network Monthly Traffic Vol 
(Representative). June 1902 " 

h* NRC - No Detailed Affiliation Given 02/Ii/lO 3pp 
16346 031 


&P12060450 FOIA request for documents re NRC Investigation of Nuclear 
Pharmacy, Inc 

EMSHWILLER.J R Wall Street Journal 82/10/26 Division of Rule* 
and Records lp 16346 024 


8212060453 Responds to FOIA request for document* re NRC investigation 
of Nuclear Pharmacy, Inc Ofc of Inspector & Auditor will make 
records available per 021119 telcon during wk of 821123 
FELTON, J K Division of Rules and Records 02/11/12 EMSHW1LLER, J 
Wall Street Journal lp 16346 025 


3P 12070404 FQIA request for statement of work for contract "Explore 
Effect* on Export Trade," awarded to JF Coates. Inc 
9TEGER., W A Consad Research Corp 02/11/02 Division of 
Contracts Ip 16356 195 


8212070400 Responds to FOIA request for statement of work for contract 
"Explore Effects on Export Trade," awarded to JF Coates, Inc 
No records subj to request located 

FELTON. J M Division of Rules and Records 02/11/12 STEGER, W A 
Consad Research Corp lp 16356 196 


BP 1 30704 1 4 Responds to FOIA request for all records on embrittlement, 
thermal shoe k , torros ion S< cracking of reactor pressure 
vessel at facility Records available at PDR 

FELTON. J M Division of Rules and Records 02/11/05 QUIGQ-C 
Pollution it Environmental Problems, Inc 4pp 16356 002 


021 2070425 Responds to FOIA request for documents re 020009 notice of 
violation L order imposing civil penalty Forwards Ap p A 
documents App 0 documents completely withheld it Documents 
C1-C4 partially withheld (ref FOIA Exemptions 3,5 & 71 
FELTON, J M Division of RuIb* and Records 82/11/05 MCQARRY, J M 
Debevoise it Liberman 5pp 16355 003 24X Tiche 50-000,92/11/05, 

02I2O7O425 


0212080006 Addl response to FOIA request for seven categories of Info 
re NFS, Erwin, TN facility Forwards App A documents denoted 
w/aster isk 

FELTON, J M Division of Rules and Records 02/10/25 WEISS, E « 
Harmon It Weiss 36pp 16369 OQ1 


-^0213000000 Forwards final versions of "Safeguards Upgrade Schedule" & 
"Working Group Responsibilities " 

EVANS, L J Requirements Analysis Branch 77/01/24 JONES, R , 
MICHAELS, T Office of Standards Development, Director F-DNNER , R 
Office of the Executive Legal Director 16pp 16369 25B 


-0212060010 Forwards general comments on safeguards rule upgrade 
CHAMBERS, 0 8 Office of Inspection & Enforcement, Office of thr 
Director 77/02/16 EVANS, L J Requirements Analysis Branch 
2pp 16369 274 


— 8213080011 Comments on 7702i0 draft of upgraded rules Implication of 
min essential sys specs unclear 

HATTER, B J NRC - No Detailed Affiliation Given 77/02/16 
EVANS, L J Requirements Analysis Branch Ip 16369 376 


-“8213000013 Comments on 770210 memo re status rept of upgrade rule 
ac t i vi ty 

ARSENAULT, F J Division of Safeguards, Fuel Cycle fc Environmental 
Research 77/02/16 EVANS, L J Requirements Analysis Branch 
12pP 16369 277 


— 0212000017 Forwards comments in response to 771220 nemo re issues on 
upgrade rule 

GUHIN, M A Assistant Director for Expor t/Impnr t tc International 
Safeguards 78/01/23 EVANS, L J Requirements Analysis Branch 
110PP 16369 209 


— 0212080027 Forwards paper which develops underlying ideas of 
containment & use in Basic Capability 4 Paper builds upon 
770131 fc 0204 papers b presents different approach from 
770216 submittal 

SPIRO, H J TRW, Inc 77/02/17 EVANS, L J Requirements Analysis 
Branch 4pp 16370 047 


■0212O0OO2B Forwards "Evaluation of Smi th-OT eenberg Impinger Method for 
Sampling Soluble Airborne U in Environ " Recommends 
discontinuing air sampling in environ using method Details 
of evaluation available for revitw during subsequent insps 
MANSER, W C Nuclear Fuel Services, Inc (subs of Getty Oil Co > 
81/06/30 O'REILLY. J P Region 2. Atlanta, Office of the Director 
(01/03/01) Ip 16369 042 


— 82120B0030 Forwards recommendations for I0CFR73 app re QA for 
safeguards *y» 

SPIRO, H J TRW, Inc 77/03/01 EVANS, L J Requirements Analyse 
Branch 15pp 16370 051 


-’•-821 2090032 "Evaluation of Smi th -Green b erg lmpinger Method for Sampling 
Soluble Airborne V in Environ " 

a Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 01/06/30 

7pp 16369 043 


■0312090041 Discusses subcommittee rept on consistency issues arising 
from comparison of proposed safeguards upgrade rule (73 50) 

& proposed 73. 55 

KUNtHIRQ. D M Requirements Analysis Branch MILLER, J J Program 
Support Branch 77/02/16 EVANS, L J Requirements Analysis 
Branch 6pp 16370 066 


— 0212080044 Forwards option paper addressing Basic Capability 4 Paper 
builds upon 770131 tc 0204 option papers 

BODDE.D L TRW. Inc 77/02/16 EVANS. L J Requirements Analysis 
Branch 6pp 16370 072 


— 0212080051 Comments on safeguards upgrade rule Licensees fit NRC should 
develop methods of tes t ing, achievement 6 maint of functional 
capab i li ties 

THAYER, T NRC “No Detailed Affiliation Given 77/02/02 
EVANS. 8 NRC “ No Detailed Affiliation Given 2pp 16370 070 


— 8212080086 Discusses characteristics of performance-oriented rule h 
methods of development 

ERICKSON, B. NRC “ No Detailed Af fi 1 iation Given 77/02/02 
EVANS, E NRC - No Detailed Affiliation Given I4pp 16370 000 
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■*'02'L2O0OO5g Corninti on matl transmitted t>y 770317 memo re basic 
capability regulatory provision* 4 comparison of basic 
capabilities u/basic essential elements Five capability 
narrative* end 

C HAM3Ef?S» 0 5 Division of safeguards Inspections 77/03/24 
EVAN3*L J Requirements- Analysis Branch Bpp 16369 090 


—3212000101 Forward* draft of basic Capability 5 narrative Comments 
requested by 770314 

EVANS*L J Requirements Analysis Branch 77/03/03 CHAMBERS; l> 
Office of Inspection it Enforcements Office of the Cirettor 
J0NEE3* R , MICHAELS* T Office of Standard* Development* Ditroctot 
4pp 16369 111 


"0212083061 Forwards drafts of revised baste capability regulatory 
pro vi s ten*, basic capability overvi ur 1 teup* di segregation 
of basic capability charts 6 cross-ref comparison Of basic 
capabilities w/basic essential element* 

EVAN3.L J Requirement* Analysis Branch 77/03/17 NRC - No 
Detailed Affiliation Given 2lpp 16369 064 


— S2120B0104 Comment* on ''Basic In-Transit Protection Capabilities ,J 
Second capability should be called cargo security instead 
of physical protection 

JONES* R J Materials Protect Standards Branch 77/03/04 
EVANS* L S Requirements Analysis Branch j p 16369 131 


-E212Q0OQ65 Forwards comment* r * inter depend «nc e of basic capability? 
per 7701 J6 meeting Rsdundant* independent* mi ted mode tys 
essential due to magnitude of downside risk of safeguards 
*<i« u/toap> ai*S 

SPIRO. H J TfiW, Inc 77/01/21 EVANS* L J NRC - No Detailed 
Affiliation Given Spp 16370 094 


9212033066 Forwards draft* of narrative* for three basic capabilities 
for protecting SNM in-transit Drafts are follow-on to 
770309 discusiions of basic capabilities paper Cosiments 
needed by 770317 

EVANS, L j Requirements Analysis Branch 77/03/15 NRC - No 
Detailed Affiliation Given Spp 16369 004 


S2I2060070 Forwards comment* on structure of basic capabilities per 
770112 meeting 6 subsequent telcon* Term “containment" 
should pa broadly defined to include all safeguards-r elated 
cond 1 tion* 

BODDE*DL TRW* Inc 77/01/10 POLTEflAK* A S NRC - No Detai J ed 
Affiliation Given 13pp 16370099 


-0212030076 Comments on issues resulting from public comments re 
proposed upgrade rule* "Responsibility for Nuclear 
Security " Interveners will be influenced by original 
Congressional Intent r* NRC safeguard* program 
BR TGHTSEN* fl A Division of Safeguards 77/I1/J5 BURNETT, ft F 
Division of Safeguards 9p p 16370 U2 


—9212060079 Comments on Capabilities I & 3 of "Basic Capabilities Needs 
to Protect SNM While in Transit “ Discussion of detection 
♦ V-* under Capability 1 map propr ia te since detection *ys 
discussed under cargo security of Capability S 
ELLIOTT* j M Program Support Branch 77/03/17 EVANS* L J 
Requi resent s Analysis Branch lp 16369 09s 


-02I2O9O3B1 Forwards expanded chart showing app 1 icab i 1 i ty 
companion rules to MOX fuel cycle U RO&D activities Ch, 


raises important issues re scope of interim rule & 
definition of Category III Pu 
S0DDE> D L TRW, Inc 76/04/09 EVANS* L J Division of 
Safeguard* 7pp £6370 |2l 


f I nterim & 
Chart 


08 iS Q |sS 4 *hi!ll5 , ’iI intfrim COo 'P a n ion rule* Consistent ref 

to SSNn should be made throughout document J$ e 0 f term 
performance criteria" confusing 
lywilf ^ ^ ** ^RC * No Detailed Affiliation Given 76/09/14 

POWERS* J A NRC - No Detailed Affiliation Given 4pp 1I370 1 2D 


—6212080109 comments on narrative of fifth b*a lc capability per 7 7030. 1 
memo Sections redundant it contain misplaced - subfonction 

statements 

JONES* R J Materials Protect Standard* Branch 77/03/04 
EVANS* L J Requirements Analysis Branch 9pp 16369' 132 


— 0212030111 Forwards revised list identifying basic element* essential 
for safeguard* *y* to be effective against design basis 
threat 

JONES, H J Materials Protect Standards Dr anc h 77/03/09 
EVANS. L J Requirement* Analysis Branch 4pp 16369 141 


— 8212080113 Di icusiei 791105 meeting W/NF9 re license condi tione 
Safeguards requi r emen ts * Inc 1 ud i ng mat! control it physical 
sec ur i ty * <j i 1 1 be upgraded 

BLAYLOCK, J Division of Safeguards Inspections 79/11/06 
CHAPELL, D R Division of Safeguards Inspection* lp 163/0 l*ttl 


— 02120801 16 Forward* draft "Basic Capabilities for Transportation 6 
Narrative for Basic Capability 4." for comment; Comments 
should relate to whether capabilities would provide coverage 
of ail essential functions 

EVANS* L j Requirements Analysis Branch 77/02/24 CIIAIISL’lMt* B 
Office of Inspection 6 Enforcement* Office of the .Director 
JONES* R * MICHAELS* T Office of Standard* Devc I o p man t * Diroctot 
23pp 16369 145 


'-9212000117 Discusses Commission 791106 briefing r«? NFS status TUI 
investigation uncovered no evidence of illegal employed 
activity Cause for inventory difference not identified 
BLAYLOCK, J Divi * 1 on of Safeguards Inspections 79/IJ/OQ 

CHAPELL* D R Division of Safeguards Inapectiens I4pp 

< k.'iin \ no 


‘8212080126 Discuss** basic capabilities for transportation protection 
of SNM Basic capabilities needed to assure effective 
response to attempt to steal matl 5< assure again&t sabotage 
JONES* R J Materials Protect Standards Drench 77/02/24 
EVANS* L Requirement* Analysis Branch 2pp 16369 1 6B 


*0212080129 Advises of 010103 or 0104 informal briefing far 
congressional aide* from Oversight Committee in 
Wash ing ton, DC on status of NFS Erwin Brief iiig requested by 
Cl) * irman Ahearno in view of recent niaJia interest 
HOWARD, EM Division of Safeguards Inspections 79/I2/2B 
STcLLO* V Office of Inspection 6 Enforcement, Office of the 
Director lp 16370 153 


— Q2I20S0089 Discusses 791030 NFS, Erwin meeting concerning results of 
race 1 vid^b 1 °NRC* Pt * nv ****9* t i on dtrf 79I0J5 not yet 

" „,?! V "‘?V # 3*< , »9x< r <«» Inspection, 77/11/01 
Olroc ton f, I«70 ‘ <>' »t 


ucsirfUHuisij Request* comments on end draft 
Transportation " 

EVANS.L J Requirements Analysis Branch 
V’*** of Inspection it Enforcement, Offic 
JONES* R , MlCHEALSiT Office of Standard 
9pp 16369 170 


Dasic Capabilities foi 

77/02/16 CHAMDEN S , ( * 

of fch<? Director 
Development, Bireitoi 


- 8 * 130600*8 to Pft.et SNM While 

Capability 2 should allow air & sea transoorfc 


in Transient - capability 2 should allow air i, tt a tra 
where escort vehicle. not normally used transport 

EVANS^V 3 * PrCt * ct Standards Branch 

EVANS, L J Requirements Analysis Branch 2pp 


77/03/17 
16369 099 


a2 I5??? i:J7 B CD T ,n , fc .* on 770510 memp to upgrade working group entitled 
nftiXi R i* Pt ~ U t > 9 T * d * Rwle Activity " 

ELLIOTT, J M Program Support Branch 77/02/16 EVANS, L V 
Requirements Analysis Branch 2pp 16369 1 79 


0212090095 Di scussts language for other than , , 

requirement * Ftr 770300 mimn Performance tt sys spec 

KUmHlRO.D K Requirements Analysis Branch 77/03/11 
Requirtacnt* Analysis Branch 9 pp 16369 JOi 


EVANS, L J 


'B2120B0139 Supplemental PNS-f F-79-102E on 790924, followup 
° u P r Jtecfced area identified by aerial measurement 

to ** c *»" d Hmit* for unrestricted use 
i? R>E i6370 P 154 raDrN ' W ° Rl? 9 lon 3l Office of Director 


of area* 

8 *V * 

79/09/PS 


—0212000099 R* commend* proposed li c * n , f condition* for NFS be a<f D „t 
All item* an Inventory should be remeasured rlearJl.e. J P 

dI«c?«n %'AuoV 0,M«. of H. 

16370 134 FvRhETTilf F Divi.ion of Safeguard* lp 


~K.-«. V w V ,-T C nq co *n mono B 








narratives 

EVANS*?*' B iUor> NRC n** JJ 0 °®Uiled Affiliation Giv 
EVANS* B NRC - No Detailed Affiliation Given 


capab i 1 i ty 

77/02/17 
lp 16369 IH£ 


02 requ?rJment» m B«J ° n dr f f J capability narrative* * miji esgential 
B«*lc capability narrative* appv^r- cumpj^tr 
p^e«ntid 5 a ” U ' n * d in tu,s fa*ic capabilitiee not 

EVANS L J t r 2 Ust Standards Branch 77/05/15 

EVANS, L Diviiion of Safe 90ard o 20pp l6 ^ I02 
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— B2J2080I49 Supplemental PNS- 1 1-79-1 02K on 79 1102. i n 1 1 1 a 1 reinventory 
effort* resulted in partial reconciliation of 790917 
difference Unresolved inventory difference in excess of 
regulatory limits for continued operation remain* 

LEE* T D . GILLESPIE. F P Region 2* Atlanta. Office of the 
Director 79/11/02 Ip 16370 155 


"0212090161 Forwards status of upgrade rule activity Work proceeding to 
develop alternative approaches to implementing upgrade 
Examples of drafts useful for developing third option re 
performance requirements end 

EVANSrL J Requirements Analysis Branch 77/02/10 CHAMBERS, 0 
Office of Inspection & Enforcement* Office Qf the Director 
JONES, R . MICHAELS. T Office of Standards Development* Director 
24pp 16369 202 


— B21209Q167 Request* comments on safeguard* upgrade rule structure* & 
first performance capability narrative drafts by 770201 
EVANS* L J Requirements Analysis Branch 77/01/26 JONES. R , 
MICHAELS* T Office of Standards Development* Director FONNER.R 
Office of the Executive Legal Director 13pp 16369 237 


—0212060008 Forwards final versions of "Safeguards Upgrade Schedule" 6 
"Working Group Responsibilities " 

EVANS* L J Requirements Analysis Branch 77/01/24 JONES* R . 
MICHAELS. T Office of Standards Development* Director FDNNER* R 
Office of the Executive Legal Director I6pp 16369 250 


—0212090010 Forwards general comments on safeguards rule upgrade 

CHAMBERS* 0 S Office of Inspection i< Enforcement, Office of the 
Director 77/02/16 EVANS. L J Requirements Analysis Branch 
2pp 16369 274 


— 82120Q30I1 Comments oh 770210 draft of upgraded rules Implication of 
min essential sys specs unclear 

HATTER. B J NRC - No Detailed Affiliation Given 77/02/16 
EVANS. L J Requirements Analysis Branch ip 16369 276 


— 0212030013 Comments on 770210 memo re status rep t of upgrade rule 
activity 

ARSENAULT. F J Division of Safeguards. Fuel Cycle & Environmental 
Research 77/02/16 EVANS* L J Requi r emonts Analysis Branch 
|2pp 16369 277 


—3212030017 Forwards comments in response to 771220 memo re issues on 
upgrade rule 

GUHiMiMA Assistant Director for Export/Import & International 
Safeguard* 70/01/23 EVANS* L J Requirements Analysis Branch 
lIQpp 16369 209 


-G2J2O0OO27 Forwards paper which develop* underlying ideas of 
containment fe use in Basic Capability 4 Paper build* upon 
770131 & 0204 papers presents different approach from 
770216 submittal 

SPIRO.H J TRW, Inc 77/02/17 EVANS, L J Requirements Analy&if- 
Branch 4pp 16370 047 


— 0212000020 Forwards "Evaluation of Smi th-Gr eenber g Impinger Method for 
Sampling Soluble Airborne U in Environ M Recommends 
discontinuing air sampling in environ using method Detail* 
of evaluation available far review during subsequent insps 
MANSER, W C Nuclear Fuel Services* Inc (subs of Getty Oil Co I 
01/06/30 O'REILLY, J P Region 2, Atlan ta, Office of the Directoi 
(01/03/01) Ip 16369 042 


— 0212080030 Forwards r ec ommenda t i ons for 10CFR73 app re DA for 
safeguards *y» 

SPIRO, H J TRW* Inc 77/03/01 EVANS* L J Requirements Analysis 
Branch I3pp 16370 051 


— 0212000032 "Evaluation of Smi th-Greenberg Impinger Method for Sampling 
Soluble Airborne U in Environ " 

* Nuclear Fuel Services* Inc (subs of Getty Oil Co ) 01/06/30 

7pp 16369 043 


— D 2 1 200004 1 Discusses subcommittee rept on consistency issue* arising 
Prom comparison of proposed safeguards upgrade rule <73 50) 

£< proposed 73 55 

KUNIHIRO, D M Requirements Analysis Oranch MILLER* J J Program 
Support Branch 77/02/16 EVANS* L J Requirements Analysis 
Branch 6p p 16370 066 


— B212O0OO44 Forwards option paper addressing Basic Capability 4 Paper 
builds upon 770131 L 0204 option papers 

□□DDE, D L TRW* Inc 77/02/16 EVANS* L J Requirements Analysis 
□ranch 6p p 16370 072 


-*-0212000051 Comments on safeguards upgrade rule Licensees & NRC should 
develop methods of tes t ing. ach ievement S< maint of functional 
capab i 1 1 ties 

THAYER* T NRC - No Detailed Affiliation Given 77/02/02 
EVANS. D NRC - No Detailed Affiliation Given 2pp 16370 070 


— 9212080056 Discusses char acter i s ti cs of per f ormance-or i anted rule & 
methods of development 

ERICKSON, B NRC - No Detailed Affiliation Given 77/02/02 
EVANS* B NRC - No Detailed Affiliation Given I4pp 16370 000 


* — 0212000058 Comments on mstl transmitted by 770317 memo re basic 
capability regulatory provisions tt comparison of basic 
capabilities iu/baslt essential elements Five capability 
narratives end 

CHAMBERS, 0 S Division of Safeguard* Inspections 77/03/24 
EVANS* L J Requirements Analysis Oranch 8pp 16369 055 


— 0212000061 Forwards drafts of revised basic capability regulatory 
provis 1 on*. bas 1 c capability overview wri teup, d 1 saggregation 
of basic capability charts & cross-ref comparison of basic 
capabilities w/baslc essential elements 

EVANS, L J Requirements Analysis Branch 77/03/17 NRC - No 
Detailed Affiliation Given 21pp 16369 064 


' — 0212090065 Forwards comments re interdependence of basic capabilities 
per 770118 meeting Redundant* independent, mi led mode sys 
essential due to magnitude of downside risk of safeguards 
sy* w/ loopholes 

SPIRO.H J TRW. Inc 77/01/21 EVANS* L J NRC - No Detailed 
Affiliation Given 5pp 16370 094 


-0212000066 Forwards drafts of narratives for three basic capabilities 
for protecting SNM in-transit Drafts are follow-on to 
770309 discussions of basic capabilities paper Comments 
needed by 770317 

EVANS, L J Requirements Analysis Branch 77/03/15 NRC - No 
Detailed Affiliation Given 0pp 16369 0B4 


--021 2060070 Forwards comments on structure of basic capabilities per 
770112 meeting & subsequent tsicons Term "containment" 
should be broadly defined to include all safeguard e-rela t erf 
conditions 

BODDE.D L TRW* Inc 77/01/19 PDLTERAK* A S NRC - No Detailed 
Affiliation Given 13pp 16370099 


--B2I20B0076 Comment* on issues resulting from public comments re 
proposed upgrade rule, "Responsibility for Nuclear 
Security " Intervenors will be influenced by original 
Congressional Intent re NRC safeguards program 
BRIGHTSEN.R A Division of Safeguard* 77/11/15 BURNETT , R T 
Division of Safeguards 9pp 16370 112 


— 0212000079 Comments of! Capabilities 1 k 3 of "Basic Capabilities Needed 
to Protect SNM While in Transit " Discussion of detection 
sys under Capability 1 inappropriate since detection sys 
discussed under cargo security of Capability 2 
ELLIOTT, J M Program Support Branch 77/03/17 EVANS, L J 
Requirement * Analysis Branch Ip 16369 090 


—0212090081 Forwards expanded chart showing applicability of interim J* 
companion rules to MOX fuel cycle 8< RD5*D activities Chart 
raise* important issues re scope of interim rule U 
definition qf Category III Pu 

BQDDE.D L TRW. Inc 76/04/09 EVANS, L J Division of 
Safeguards 7p p 16370 121 


— 8212090084 Comment* on draft interim companion rules Consistent rof 
to 83 NM should be made throughout document Use of term 
"performance criteria" confusing 

THAYER, T C NRC - No Detailed Affiliation Given 76/09/14 

POWERS* J A NRC - No Detailed Affiliation Given 4pp 16370 120 


— 0212000092 Comments on "Dastc Capabilities Needed to Protect SNM While 
in Transient M Capability 2 should allow air & sea transport 
where escort vehicles not normally used 

MICHAELS* T S Materials Protect Standards Branch 77/03/1/ 

EVANS. L J Requirements Analysis Branch 3pp 16369 099 


— 0212000095 Discusses language for other than performance *« sys spec 
requirement* per 770308 memo 

KUNIHIRO, D M Requirements Analysis Branch 77/03/11 EVANS* L J 
Requirements Analysis Branch 9pp 16369 101 


—8212000101 Forwards draft of basic Capability 5 narrative Comments 
requested by 770314 

EVANS* L J Requirements Analysis Branch 77/03/00 CHAMBERS* D 
Office of Inspection & Enforcement* Office of the Director 
JONES* R * MICHAELS* T Office of Standards Development* Director 
4 pp 16369 111 


— 9212080104 Comment* on "Basic In-Transit Protection Capabilities " 
Second capability should be called cargo security instead 
of physical protection 

JONES. R J Materials Protect Standards Branch 77/03/04 
EVANS* L S Requirements Analysis Branch ip 16369 £31 
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— QSISO&OIO? Comments on narrative of fifth basic capability per 770302 
memo Sections redundant 4 contain misplaced subfunction 
statements 

JONES* R J Materials Protect Standards Branch 77/03/04 
EVAN-3* L J Requirements Analysis Branch 9pp 16369 J3 2 


— 0212000111 Forwards revised list identifying basic element* essential 
for safeguards sys to be effective against design basis 
threat 

JONES, R J Materials Protect Standards Branch 77/03/00 
EVANS* L J Requirement* Analysis Branch 4pp 16369 1 41 


— S2120-80H6 Forwards draft “Basic Capabilities far Transportat i on 4 
Narrative For Basic CapabiLitiy 4," for comment Comments 
Should Telat* to whether capabilities would provide coverage 
of all essential function* 

EVANS* L J Requirements Analysis Branch 77/02/24 CHAMBERS, C) 
Office of Inspection & Enforcement* Office of the Director 
JONES. R . MICHAELS* T Office of Standards Development* Director 
23pp 16369 145 


— 021208-0126 Discusses basic capabilities for transportation protection 
of 6NM Basic capab 1 1 i ti es needed to assure effective 
response to attempt to steal matl & assure against sabotage 
JONES. R J Materials Protect Standards, Branch 77/02/24 
EVANS* L Requirements Analysis Branch 2p p 1636? 16B 


— B2 1 2080 1 33 Requests commenti on end draft "Basic Capabilities for 
Transportation " 

EVANS, L J Requirements Analysis Branch 77/02/16 CHAMBERS, 0 
Office of Inspection 4 En f arc ement* Office of the Director 
JONES* R . MlCHEALS, T Office of Standards Development* Director 
9pp 16369 <70 


— G 2 1 208 0 1 37 Comments on 770210 mono to upgrade working group entitled 
"Status Rep t - Upgrade Rule Activity ” 

EU-JOTT. J K Program Support Branch 77/02/16 EVANS, L J 
Requirements Analysis Branch 2pp 1636? 179 


— 821208013? Supplemental PN5-II-79-102E on 790924, fo 1 B owup of areas 
outside protected area identified by aerial measurements sys 
found not to exceed limits for unrestricted use 

CORVELL.Q P , TOBIN. W J Region 2* Office of Director 79/09/DS 
Ip 16370 134 


— 0212080142 Recommends editorial change* for basic capability 
narratives 

ERICKSON, B NRC - No Detailed Affiliation Given 77/02/17 
EVANS* 8 MRC ~ No Detailed Affiliation Given Ip 16369 181 


— 82120B0146 Comments an draft capability narrative* 4 nun essential 
requirement* Basic capability narratives appear complete 
if coverage assumed in two basic capabilities not 
presented 

JONES, fl J Materials Protect Standards Branch 77/02/15 
EVANS , L Division of Safeguards 20pp 1636? 102 


— 0212080149 Supplemental PUS"! I-79-102K on 791 1 02* in i tia 1 reinventnry 
efforts resulted in partial reconciliation of 790917 
difference Unresolved inventory difference in excess of 
regulatory limit* for continued operation remain* 

LEE. T D , GILLESPIE* F P Region 2, Atlanta. Office of the 
Director 79/11/02 Ip 16370 135 


— B2I20B0161 Forwards status of upgrade rule activity Work proceeding to 
develop alternative approaches to Implementing upgrade 
Example* of drafts useful far developing third option re 
performance requirement* end 

EVANS* L J Requirements Analysis Branch 77/02/10 CHAMBERS, □ 
Office of Inspection 6 Enforc emen tr Office of the Director 
JDNESjR * MICHAELS,! Office of standards Development, Director 
24pp. 16369 202. 


— 0212O0O167 Request* comment* on safeguards upgrade rule structure 4 
first performance capability narrative draft* by 770201 
EVANS, L J Requirements Analysis Branch 77/01/26 JONES. R » 
MICHAELS. T Office of Standards Development, Director FONNER, R 
Office of the Executive Legal Director 13pp <6369 237 


0212090048 Responds to FOIA request for SECYs Forwards 8ECY-82-23* 
SEC Y-02-42, SEC Y-02- 1 36 * SEC Y-&2- 137* 6 EC Y-BS- 286 & 

3ECY-G2-315. 8ECY-8I-6D0A available fn FDR Review of 
SECY-8I-622A* SECY~a2-177A 4 SECY-G2-I970 continuing 
FELTON* J M Division of Rules and Records 82/10/20 GRADER * L 
Affiliation Unknown Ip, 16384.295 


—0202010383 SECY-92- 023 

Requests Commission approval of denial of petition that 
licensee be held responsible for emergency planning 4 
response to transput tat ion on accidents involving 
radloa-c ti ve matl. Draft FR not ic es, p ropose d rule & ltr* eflcl 
DIRCKS,W J Office of the Executive Director for Operations 
02/01 /l e, 06 pp 16304*301 


— 0203090677 SECY-02-042 

Requests approval of proposed amend to existing Section 274b 
agreement w/State of TX Proposed agreemen t* proposed FR 
notice, staff analysis of comments. proposed press release 4 
proposed ltr to governor end 

DIRCKS, W J Office of the Executive Director for Operations 
02/02/01 30pp 16305 029 


—0204160262 SECY-02- 137 

Recommends that Commission approve AO recommendation re 
major deficiencies in mgt controls at nuclear power plant 
Draft FR notice end 

DIRCKE.W J Office of the Executive Director for Operations 
82/03/30 9pp 16385 000 


— 0204160270 SECY-82-136 

Seeks Commission approval of AO determination rs blockage 
of coolant flow to saf ety -rel ated *ys 4 components 
Draft FR notice end 

DIRCKS, W J Office of the Executive Director for Operations 
82/03/30 19p p 16303 060 


—6209200513 SECY-02-315 

Requests Commission approve publication of for comment 
NUREG-0906* "Guidance for Imp lamentation of I0CFR5O 34<g) " 
Section require* applicant* to evaluate difference* from 
SRP 

DTRCKS. W J Office of the Executive Director for Operations 
82/07/26 J6pp 16385 166 


— 0212090052 Advises that Commission ha* approved 020429 rsouest to 
withdraw SECY-82-23 pending resolution of NY City/NY State 
lawsuit against DOT on highway routing 4 proposed rider on 
DDT FY02 au thori lation bill being considered in Congress 
CHILK.S J Office of the Secretary of the Commission 02/05/2/ 
DIRCKS* W J Office of the Executive Director for Operations hpp 
16 384 296 


— 8212090065 Advise* that Commission has approved proposed amend to 
existing Section 274b Agreement w/TX Dfc of State Programs 
informed of action by telephone on 020226 Agreement should 
be forwarded for signiture of Chairman Palladino by 020312 
CHILK, 8 J Office of the Secretary of the Commission S92-042 
02/02/26 DIRCKS. W J Office of the Executive Director for 
Operations Ip 16383 02S 


— 0212090209 Advises that Commission has approved proposed AO 

reconifflendat ion re blockage of coolant flow to safety-rela te d 
sys 4 component 4 FR notice FR notice should be forwarded to 
Ofc of Secretary for publication by 82051 I 

CHILK.3 J Office of the Secretary of the Commission 02/04/27 
DIRCKS, W J Office of the Executive Director for Operation* Ip 
16385 037 


— 8212070210 Advises that Commission has approved modified proposed AD 
rac ornmendat ion re major deficiencies in mgt FR notice should 
bft prepared U forwarded for publication 

CHILK.8 J Office of the Secretary of the Commission 02/O6/0J 
DIRCKS. W J Office of the Executive Director for Operations Ip 
16305 079 


—8212090224 SECY-02-206 

Recommend* that Commission approve publication of proposed 
rulemaking re staffing at nuclear power plants 
DIRCK0.W J Office of the Executive Director for Operations 
02/07/02 72pp 16305 093 


— 82120 90230 Advise* that Commission has approved recommendation thut 
NUREO-09O6. "Guidance for Implementation of 10CrR5O 34(g),” 
be published for comment in FR 4 sent to appropriate 
Congressional committees, reac tor licensees 4 applicants 
CHILK.S J Office of the Secretary of the Commission B2/09/24 
DIRCKS. W J Office of the Executive Director far Operations Ip 
£6303 165 


0212100049 F01A request for listing of existing major contracts, 
excluding grants 4 small procurements or purchase orders 
admini* fcered by NRC Listing should include outlined Info 
CHAMBLEE, J A Af f i 1 ia t i on Unkn own 03/11/07 Division of Rule* 

and Record* Ip 16400 214 


021 210005 1 Respond* to FOIA request for listing of existing major 
c on trae t «* esc ludi ng grants 4 small procurements or purchase 
order* administered by NRC Forwards computer listing dtd 
021|i2 Document also available in P0R, 

FELTON, J M Division of Rules and Records 82/11/10 CHAMBLEE,J A 
Affiliation Unknown ip 16400 2iS 


—8212100055 Sequential listing of existing major eontrac ts, exe 1 udiri® 
grants 4 small procurements or purchase order* administered 
by NRC 

a NRC - No Detailed Affiliation Given 82/11/12 ?6pp 
16400 216 
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3212100053 Responds to FOIA request for eight listed documents 
Forwards documents listed in app Items 5. * & 0 avail-able In 
PDR 

FELTON, J H Division of Rules and Records 02/1 1/09 CONNOR, L 
Doc-Search Associates 2pp 163B0 228 


— B00L110507 Task Action Plan A-43 "Containment Emergency Sump 
Performance " 

* Division of Reactor Safety Research 79/09/17 I3pp 
16-338 250 


—□001230275 Task action plan a- 44 "Station Blackout " 

* TMJ-2 Unresolved Safety Issues Task Force 00/01/31 7pp 
16388 263 


— 8102200777 Forwards approved Task Action Plan a- 43. "Containment 
Emergency Sump Performance " Completion date scheduled for 
Sept 19Q3 

SHAO.L Division of Reactor Safety Research 01/01/16 

DENTON. H R Office of Nuclear Reactor Regulation* Director 2pp 

( A3BB 230 


— 8102200784 Task Action Plan A-43 "Containment Emergency Sump 
Performance " 

* Division of Reactor Safety Research 81/01/16 13pp 
1 63E38 232 


— 82 06070 02Q Forwards task action plan for Unresolved Safety Issue (UbU 
A-47* "Safety Implications of Control Sys" for concurrence 
prioT to final approval Projected completion date for draft 
NUREO for public comment is Jan 1904 

HAWAUER, 8 H Division of Safety Technology 02/05/19 
EfSENHUTiD 0 Division of Licensing 25pp 16389 010 


— G20607002Q Forwards task action plan for Unresolved Safety Issue (UBI > 
A— 47* "Safety Imp 1 i ca 1 1 on* of Control Bys", for concurrence 
prior to final approval Projected completion date for draft 
NUREO for public comment is Jan 1904 

HANAUER* 6 H Division of Systems Integration (post 011005) 

82/05/19 GOLLER, K R Division of Facility Operations 25pp 
16389 012 


— 8206220070 Advises that end Revision 1 to Task Action Plan A-45, 
"Shutdown Decay Heat Removal Roqu I r ement s * " reviewed 5, 
approved by Div of Safety Technology Draft NUREG w/proposed 
recommendations tan be available by Nov 1904 
HAN AUER , S H Division of Safety Technology 02/06/02 
DENTON. HR Office of Nuclear Reactor Regulation. Director 2pp 
16308 284 


— 0206220072 Revision 1 to Task Action Plan A-45, "Shutdown Decay Heat 
Removal Requirements " 

MARCHES Ei A R Generic Issues Branch 82/06/02 49pp 16300 2B6 


— B207I20252 Forwards approved task action plan for Unresolved Safety 
Issue A -46 to develop guidelines Sc acceptance criteria for 
seismic V dynamic qualifications of mechanical 6 electrical 
equipment 

HAMAUER.S H Division of Safety Technology 82/05/19 

DENTON. H R Office of Nuclear Reactor Regulation. Director 3pp 

16389 037 


— 8212100179 Task Action Plan A-46 "Seismic Qualification of Equipment 
in Operating Plants " 

* Division of Safety Technology 02/05/19 13pp 16309 039 


GH121QQ0B 4 Responds to FOIA request for documents & records prepared by 
Energy. Inc re NRC rulemaking on ATWS Forwards documents 
1 i s ted 1 n App A 

FELTON. J K Division of Rules and Records 82/11/01 EARLEYiA F 
Hunton & Williams 2pp 16400 012 


* — S2I21G0096 Draft "Preliminary Evaluation of Comments of Util Group on 
ATWS f 

* Energy Incorporated 02/09/03 NRC - No Detailed Affiliation 

Given 63p P 16400 014 


— B2121000Q9 "Evaluation of Comments of Ufci 1 Group on ATWS " 

* Energy Incorporated 02/iO/3l NRC -No Detailed Affiliation 

Given 63pp 16400 083 


8212100111 Responds to FOIA request for seven categories of info re 
NFS. Erwin* TN Forwards documents listed in App A Documents 
listed In App B withheld <ref FOIA Exemptions 3 k 91 
FELTON, J K Division of Rules and Records 82/11/12 WEISS, E R 
Harmon & Weiss 4pp 16389 137 


— G2121O0IS1 Forwards addl comments on proposed license condition# for 
NFE-Erwin re emergency preparedness 

GRIMES. B K Division of Emergency Preparedness 02/03/23 
PAGE, R Q Uranium Fuel Licensing Branch lp 16300 144 


— B21210012B Ac k receipt of B20225 concerns re timelines# of alerting 6 
notifying nearby residents In event of certain type of 
emergency at NFS. Inc Emergency planning license conditions 
for NFS d Iscussed 

TROJANQWSKI, R Region 2, Office of Director 82/03/12 
GRAHAM, J A Tennessee, State of 2pp 16300 169 


--821 2100 13B Concurs w/final amend to 1 0CFR70 & 73. "Strengthened 
Physical Protection Requirement* for Fuel Cycle Facilities & 
Transportation Involving Formula Quantities of Strategic 
SNtl “ Executive Branch comments to be forwarded 
SHEA. J ft Office of International Program#, Director 79/01/25 
GDLLER.K K Division of Siting, Health 6 Safeguards Standards 
Ip 163QB 167 


—8212100142 Responds to G McCorkle 780117 comments re upgrade rule i« 
tramporfc protection requirements Unarmored vehicle escort, 
tactical needs U. transportation points discussed 
NULSEN, B Requirements Analysis Branch 79/01/27 EVANS, L J 
Requirements Analysis Branch 2pp 16300 169 


—8212100147 Comments on Santfia rapt per Nuluen 700117 memo re upgrade 
rule re transport protection requirements Rapt does not 
consider possible actions by insider in collusion 
w/adver*ary force 

MCCORKLE, G W Physical Security Licensing Branch 70/01/23 
EVANS, L J Requirements Analysis Dranch Ip 163Q9 170 


— 0212100155 Submits recommendation to change physical protection upgrade 
rule requirements to nine armed guards 6 two armored vehicle 
escorts for in-transit physical protection 

NULSEN, C K NRC - No Detailed Affiliation Given 79/01/17 
EVANS. L J Requirements Analysis Branch 3pp 16330 171 


—8212100158 "Convoy Security Upgrades " 

* Sandla Laboratories 70/01/17 NRC - No Detailed Affiliation 
Given 1 lp p 1*333, 174 


— 0212100164 Forwards response to request for development of regulatory 
charges to safeguards upgrade rule to provide protection 
against internal threats Requirement# developed in response 
to S Chi Ik 70042* memo re 7Q0A2O briefing to Commission 
JONES, R J Materials Protect Standards Branch 70/05/05 

MCCORKLE, Q Physical Security Licensing Branch 6pp 16300 105 


— 8212100160 Discusses incorporation of NRC comments into upgrade rulo 
guidance documents Outline for allocation of outstanding 
tasks end 

EVANS, L J Requirements Analysis Branch 79/01/10 JONES. R J 
Safeguards Standards Branch 2pp 16303 1 91 


— 82121001B5 Forwards draft cover memo for final version of major issues 
& NRC positions re physical protection Draft issues for 
policy decision end 

EVANS, L J Requirements Analysis Branch 77/12/29 JONES, R 
Materials Protect Standards Branch 12pp 16388 194 


— 0212100189 Forwards pr a 1 i minaTy recommended upgrade rule changes 6 
considerations for inclusion in paper to Commission 
EVANS, L J Requirement# Analyst# Dranch 70/01/11 JONES, F( 
Materials Protect Standards Branch 20p p 163B8 206 


— 8212100138 Concurs w/final amend to 10CFR70 << 73, "Strengthened 
Physical Protection Requirement# for Fuel Cycle Facilities & 
Transportation Involving Formula Quantities of Strategic 
SNM " Executive Branch conwnents to be forwarded 
SHEA, J R Office of International Programs, Director 79/01/25 
GQLLER, K K Division of Siting, Health & Safeguards Standards 
lp 16330 167 


— 8212100142 Responds to G McCo-rkle 780117 comments re upgrade rule re 
transport protection requirements Unarmored vehicle escort, 
tactical need# & transportation point# discussed 
NULSEN, B Requirements Analy si s Dranch 70/01/27. EVANS, L J 
Requirements Analysis Branch 2pp 16308 160 


— 8212100147 Comments on Sandia repfc per Nulsen 780117 memo r« upqrado 
rule re transport protection requirements Rcpt does not 
consider possible actions by insider in collusion 
u/adversary force 

MCCORKLE, G W Physical Security Licensing Branch 7B/01/23 
EVANS, L J Requirements Analysis Branch lp 1633B 170 


— 0212100155 Submits recommendation to change physical protection upgrade 
rule requirements t 0 nine armed guards & two armored vehicle 
escorts for ln-transit physical protection 
NULSEN, C K NRC - No Detailed Affiliation Given 78/01/17 
EVANS, L J Requirements Analysis Branch 3pp 16308 171 


— 0212100150 "Convoy Security Upgrades " 

* Sandia Laboratories 7B/01/17 NRC - No Detailed Affiliation 
Given Ilpp. 16308.174 
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— B212100I64 Forward* response to request for development of regulatory 
change* to **feguard* upgrade rule to provid* protection 
ejainst internal threats Requirements developed in response 
ttf S CMlk 700426 msfflo r # 700420 briefing to Commi si i on 
JONES. R J Material* Protect Standards Branch 7B/05/05 

HCCORKLE, Q Physical Security Licensing Branch 6pp 16308 105 


— 8212100168 Discusses incorporation of NRC comments into upgrade rule 
guidance doeuaersts Outline for allocation of outstanding 
tasks entl 

EVANS f L J Requirements Analysis Branch 79/01/10 JONES , fi J 
Safeguards Standards Branch 2pp 163B9 191 


— 82I21001B5 Fc ruar ds draft cover memo for final version of major issues 
4 NRC positions re physical protection Draft issues far 
policy decision end 

EVANS. L J Requirements Analysis Branch 77/12/29 JONES. R 
Hatenals Protect Standard* Branch I2pp 1630Q 194 


— 8212100189 Forward* preliminary recommended upgrade rule changes fc 
considerati one for inclusion in paper to Commission 
EVANS. L J Requirements Analysis Branch 73/Ql/ll JONES, R 
Materials Protect Standards Branch 20pp 16368 206 


6212100358 FQf A request for listing of total quantities of 
microcomputer* & word processing equipment either rented or 
purchased in FY02 

CROSS, M € < tro< Corp 02/10/23 Division of Rules and Records 

1 p, 16400 350 


8212100362 Responds to FOJA request for listing of total quantities of 
microcomputer* & word processing equipment either rented or 
purchased in FV02 Listing enc 1 

FELTON. JH Division of Rules and Record* 02/il/lS CROSS. M £ 
Xerox Corp Ip 16400 351 


— 8212100369 **F Y62 Equipment Acquisitions - Word Processors & 
Microcomputers " 

e NRC “ No Detailed Affiliation Divert 02/11/10 ip 16400 352 


8212100371 FQIA request for document* re fuel & shipment of fuel to 
Savannah River in State of SC 

LOUENTHAL.N Sierra Club 02/10/27 Division of Rules and 
Records Ip 16400 34B 


8212100374 Responds to FQIA request for documents re fuel 6 shipment of 
fuel to Savannah River in State of SC Documents not located 
Info may be available from DOE 

FELTON. JH Division of Rules and Records 02/H/J6 LOWEMTHAL, N 
Sierra Club ip 16400 349 


82J 2100378 FQIA request fur identity of plants for which A5LB has 
assigned ME Miller. KA McCollcm & RF Cole 6 listing 0 f FOIA 
requests released on named individuals 

LODGE. B Dallas Morning News 82/10/18 Office of public 
Affairs Ip 16400 33i 


8212100331 Respond* to FOJA request for identity of plants for which 
ASLB has assigned ME Miller, KA McCoIIom i, RF Cole it listing 
of FOJA requests released on named individuals Forwards 
requested info 

FELTON, J M Division of Rules and Records 82/11/16 LODCE, W 
Dallas Morning News Ip 16400 332 


*0212 100383 Listing of plants on which ME Miller, KA McCollom !« RF Coir 

have served 

# NRC - No Detailed Affiliation Given B2/11/16 3pp 
16400 333 


B212100387 Responds to FOJA requests for seven categories of documents 
re facility Document 1 listed in app withheld irrf Exemption 
31 Forwards Document 2 & portions of Document 1 Documents 
available in PDR. 

FELTON. J M Division of Rules and Records 82 / 11/15 WEISS, E R 
Harmon 6 Wsiis 3pp 16400 312 


0212100404 FOIA request for 8ECV-77--537 re conversion of provisional 
0L» to full-tsrw license* 

GRADER, L Affiliation Unknown 02/11/01 Division of Rules and 

Records Ip 16400 32 3 


021 2100408 Responds to FOIA request for SECV- 77-539 re conversion of 
provisional OLs to full-term licenses Document available in 

for . 

FELTON, J M Division of Rules and Records 02/11/15 GRABEff. L 
Affiliation Unknown ip 16400 324 


8212100412 Responds to FOIA request far two documents referenced in 
0ECV-B2-1 1 1, Page 24 Forwards documents listed in App A 
Documents available in PDR 

FELTON, J M Division of Rules and Records 02/11/19 GRABEtf. l 
Affiliation Unknown 2pp 16400 334 


— 01031 20520 Ex presses concern w/SECV-01-19 re emergency response 
facilities Issuance of paper indicative of increasingly 
confusing structure of NrC legal requirements Features that 
implement current regulation should be issued in rag guide 
MALSCH, M Q Office of the General Counsel 01/01/30 AMEAHNL, 0 
Commissioners 3pp 16400 360 


— 8103310251 Notifies that NRC should proceed u/issuance of NUREG-O/J/, 
Item III A 1 2, re emergency operations facility Commission 
does not have preference for either Option 2 or Option 4 
referenced in NRC 00111? response to 001030 meeting 
CHILK. 8 J Office of the Secretary of the Commission 
COM JA-00-37 01/01/2! DIRCKS, N J Office of the Executive 

Director for Operations 3pp 16400 396 


— 0104100175 Advises of Commission approval of proposed NUREO-Oi'Jfi t-ubj 
to mods revision* to reflect decisions in BI0J21 memo, 
more explicit seismic qualif i cation discussion indication 
that NUREG provides general guidance only 

ChflLK. S J Office of the Secretary of the Commission Bi/OP/19 
DIRCKS.W J Office of the Executive Director for Operation s. Lp 
16400 359 


0212140001 Addl response to FQIA request for five categories of 
documents re SEP Forwards documents 1 isted in App A Mo 
documents located subj to Item 3 of request Review of 
remaining documents continuing Documents available in PDtf 
FELTON, j M Division of Rules and Records 02/11/03 0ALLO. J 
Ilham, Lincoln <c Deala 2pp 16433 354 24X Fich* 30-000. 82/ J J/03, 

821214000 J 


--8005070778 Forwards input to SEP Topic* HI-6 it 1 1 1-1 i , cons i i fc in? rf 
NUREG/CR-O09I, "SaUmic Review far SEP' 1 L EGG-EA-5063, 

"Summary of Piping Calculations Performed for BEP " Repts 

should be transmitted to licensee NUREO only encj 

CROTCHF1EL0, D Systematic Evaluation Program Branch 00/04/14 

ZIEMANN, D L Systematic Evaluation Program Branch 2pp 

16435 183 24X Fiche 90-000, 82/11/03. 8212140001 


‘-8009050320 Submits proposal for seismic review of selected plants foi 
SEP Provide, detailed breakdown of *810.000 cost estimate 
Lab personnel 6 facilities available per 0QE Contract 
W-74Q3-ENQ-48 u/Univ of CA 

SHEPARD, J C Lawrence Livermore Laboratory FIN A-0233- 1 ? 

00/08/22 DENTON, H R Office of Nuclear Reactor Regulation* 
Director 6pp 16435 072 


-8009180414 Discusses 800604 presentations before ACR5 Subc omm I tfcee on. 
Extreme External Phenomena re *tatus qf SEP site spectra 
project & initial recommendat ions 

CRUTCHFIELD , D Systematic Evaluation Program Branch 00/06/06 
LAIMAS, 0 C Plant Systems Branch <Pre 79I03O) lp 16436 399 


8101080110 Trip rapt of 80II17-I9 site visit to observe s ite-spe* i fjc 
features r* SEP structural, electrical U sys topic review 
Related info encl 

MICHAELS, T S Technical Support Branch 80/12/17 RUSSELL, kl T 
Technical Support Branch I71pp 16436 120 24X 

Ffchi 50-000, 02/11/03.8212140001 


8212100395 Responds to FOIA request for documents re implementation of 
employee protection provisions fn Section 210 of Energy 
Reqrgan i lotion Act Of 1974 Memorandum of understanding 
between NRc & Papt of Labor end 

FELTON, J M Division, of Rules and Records S 2 /H /15 MARCOUX, W C 
LeBoeuf* Lamb, Leiby 6 HacRae lp 16400 32S 


- 0104230080 Advises that structural elements 6 review areas noted need 
not be considered part of NRC-03-79-1 10 Bection 3 & qf SRP 
defines structures to be considered 

PERB1NK0, D Systematic Evaluation Program Branch NRC- 03- 79-] J U 
81/04/14 STILWELL Franklin Inst J tute/Frank 1 in Research Canter 
2pp 16434 274. 


-8212100398 Memorandum of understanding between NRC «, Dept of Labor re 
Je>pl«*entat ion of employee protection provisions in Section 
210 of Energy flsorgani i*tion Act of 1974 

DlfiCKS.W J Office of the Executive Director for aoeratlons 
OTTER, WM Labor, Dept of 82/10/25 4pp 16400 326 


—8105110512 Forwards two consultant rapt* & list of open items re Fibp 
Topics 111-6 re seismic design cons ideration A III-ll re 
component integrity W/o consultant repts 

EwI?5I EL0,D * Operating Reactors Branch 9 LBQD-01 -Q3-04S 
81/03/20 FINFRQCK, I. R Public Service Electric & Oas Co of New 
Jersey 3p p 16434 26j 24X Fiche 50-000,82/11/03,3312140001. 
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— 0109210340 Discusses factor* impinging on f inal i aat ton of site-specific 
spectra program Results of second questionnaire. reduct ion of 
spectra at rock sites & Vo 1 1. executive s ummary. needed from 
LLL t TERA before start of final review 

JACKSON, R E Geoscience* Branch 81/02/03 KNIGHT, J P 
Assistant Director for Component* & Structure* Engineering 2pp 
16437 201 


— BJ.09230669 Requests audit review of Geoscience* Branch seismic 
reanalgiis program for final! ifltion of site-specific spectra 
ktj rmb 1981 

LAIMAS. 0 C Assistant Director for Safety Assessment Bl/01/20 

KNIGHT. J P Assistant Director for Components fc Structures 

Engineering Ip 16436 290 


— 3201190567 Forwards Mechanical Engineering Branch review of SEP Topic 
111-3 B, "High Energy Line Break Outside Containment " High 
energy line break analysis of auxiliary feedwater sys to b« 
included in licensee repante to NUREG-0737 Item II E 1 I 
KNTGHT, J P Assistant Director for Components l< Structures 
Engineering IEB-79-14 01/12/24 LAINAS.Q C Assistant 

Director for Safety Assessment IOpp 16436 067- 24X 

Fiche 30-000.02/11/03.0212140001 


— S2021B0460 Forwards Revision 1 td evaluation rep fc on SEP Topic Vl-4, 
‘’Containment Isolation Sys." for facility Rept considers 
util comments received in 810810 & 820104 ltrs Conclusions 
of original rept remain unchanged 

8PEIB.T P Assistant Director for Reactor Safety 02/01/27 
LAI NAS, G Assistant Director for Safety Assessment 43pp 
16436 070 24 X Fiehe 50-000,02/11/03.8212140001 


— 6203010313 Monthly Mgt Ltr 7. Jon 19Q2 re systematic evaluation program 
NELSON. T A . SMITH. P D Lawrence Livermore Laboratory FIN 
A-0436 SM-02-31 02/02/12 EISEfJHUT. D 0 Division of 

Licensing 5pp 16434 312 


— 8201010021 Forward* evaluation for SEP Topic VI-4, "Containment 
Isolation Sys " Outstanding item* include insufficient 
isolation provisions in test. vent & drain line* & no 
isolation or leak detection provisions on ECCS subsystem 
SPE IS. T P Assistant Director for Reactor Safety 02/03/24 
LAINA8 , 0 Assistant Director for Safety Assessment 34pp 
16434 329 24X Fiehe 50-000,02/11/03.0212140001 


— B2Q304O451 "SEP." Monthly Mgt Ltr 9 for Mar 1902 

NELSON. T A , SMITH# P D Lawrence Livnrmo-re Laboratory FIN 
A-0436 8K 02-11 2/0S98M 02/04/20 EIBENMUT. D Division of 

Licensing 4pp 16434 271 


— B205240413 "Review of Seismic-Related Topics of Selected Operating 
Plants for SEP. *’ Monthly Mgt Ltr 10 for Apr 1902 
LG. T V , SMITH. P D Lawrence Livermore Laboratory FIN A-0436 
8M 92-I35/O290M 02/05/17 EI9ENHUT.D Q Division of Licensing 

4pp 16434 295 


— 9205270 590 Forwards std order for DDE work. "Review of Beismi c-JRelated 
Topics of Selected Operating Plants for SEP." u/rev Ised 
statement of work. ref lec ting mods suggested in DDE 320322 
ltr 

EISENHVT. D 0 Divi*ion of Licensing FIN A-0436 02/04/26 

LAORDNE. J B Energy. Dept of 3p p 16434 201 


— 9206290144 "SEP." Monthly Mgt Ltr I i for May 1982 

LCJ.T Y . SMITH. P D Lawrence Livermore Laboratory FIN A-0436 
8M 02-168/O290M 82/06/17 EISENHUT.D 0 Division of Licensing 

4pp. 16434 317 


— B2072B0369 Lists recommendations re guidelines for seismic evaluation 
criteria for BEP Group II plants 

COSNAKiR J Mechanical Engineering Branch 82/07/15 
CRUTCHFIELD, D Operating Reactors Branch 5 Ip 16434 299 


— 6209030436 "Technical Assistance for SEP." Monthly Mgt Ltr 12 for June 
1902. 

LO, T Y . SMITH. P D Laurence Livermore Laboratory, FIN A-0436 
SM 82-2OO/O290M B2/07/23 EI8ENNUT. D 0 Division of Licensing 

4pp 16434.308 


— 6212140015 Computer printout listing SEP documents 

* Planning Research Carp 02/09/02 210pp 16433*350 


—0212140022 Computer printout listing documents re SEP Topic Hi-fi 
* Planning Research Corp 02/09/01 32pp 16434 200 


— 8212140161 Requests participation in review of probability & statistics 
aspects of listed consultant repts on seismic hazard 

ana lysis 

EISENHUT.D G. Division of Operating Reactors 79/10/17 
HALLER, N M Office of Management and Program Analysis. ROWSOME, F 
Probabilistic Analysis Branch <Pre 7910301 2pp 16436 304, 


0212160080 Add 1 response to FOIA request for records re receipt, 
processing, storage or removal of source matl at Canonsburg. 

PA# Vitro Mfg Co- & Vitro Rare Metals Co Forward* documents 
listed in App A Remaining info under review 

FELTON. J M Division of Rules and Records 02/09/30 BLACK. A E 
Buchanan. Ingersoll, Rodeuiald. Kyle & Buerger 7pp 16447 31P 


—0212160090 Forwards 610512 !« 29 & 630715 ltrs from Vitro Carp of 
America to AEC 1# 610526 6 630814 ltr* from AEC to Vitro 
Ltrs re Vitro recent license amend will be forwarded to 
PA State Health Dept U/ 0 ends 

NUB BO AU HER. D A Atomic Energy Commission 33233 63/11/00 

DENNIS. JM Affiliation Unknown Ip 16440 246 


— B21 2 1 60094 Draft "Radiological Survey Plan-Vitro Corp of America 
Canonsburg. PA» " Phase t 

* Vitro Engineering Co 82/09/30 Spp 16447 323 


— 8212-160103 PN0-77-009 draft press release re radiation detected near 
premises of former AEC c ontra C tor/ 1 i e ense e in Canonsb urg, PA 
forwarded Site will bo surveyed by ERDA. starting 770112 W/o 
end Related Info end 

SMITH, G H , ROY, 0 W # THOMPSON# D Director's Office. Office of 
Inspection and Enforcement 77/01/11 22pp 16147 328 


— 0212160160 Advises that ID Analysis Branch has bean contacted S, has 
agreed to analyte samples for IL Th-230 & Ra-226 Samples 
W/fidentif y i ng descriptions nr number should be forwarded to 
CW 91 1 1 

ROEDER.J Atofhic Energy Commission TT 210 63/10/15 

KtRKMAN. R U Atomic Energy Commission lp 16440 273 


— 821 2160323 Ap p 1 ication for source matl license for possession of 
4.374 572 tons of Port Hope residues containing 32,193 lbs 
of U-308 stockpiled at Canonsburg PA 

GENTILE. A 0 Vitro Engineering Co 60/02/10 lp 1644B 064 


— B212160343 Forward* License R-129 & licensee 960800 ltr to Div of 
Licensing It Regulation, per 630314 to I con 

ROEDER.J R Atomic Energy Commission 63/03/14 JOHNSTON, U D 
Atomic Energy Commission lp 16440 310 


— 6212160370 Confirm* 650613 tele on re burial of U bearing residues at 
facility Removal of U residue* not begun but state has 
given permission Effort may not be completed until 
Sept, 1965 

BROCKETT, T U Atomic Energy Commission 65/06/15 KlfiKMAN, R U , 
WALKER, D I , SMITH. R W Atomic Energy Commission Ip 16440 073 


— B212160372 Source Matl License RI-177 for Vitro Corp of America, 
authorizing use of 45.000 lbs containing residues through 
import from Canada 

JOHNSON, L Atomic Energy Commission 96/04/27 lp 16448 321 


— 8212160390 Application for source matl license to import 22-1/2 tons 
milling byproduct residual matl from Canada Moisture gross 
weight is 50'/ Matl contains O 57. U-30B 

LITTEL.E G Vitro Engineering Co 96/04/26 Atomic Energy 
Commission 2pp 16443 322 


— 0212160386 Source Matl License RJ-16B for Vitro Corp of America# 
authorizing use of 100.000 lb* of V containing residues 
through import from Canada 

JQHN8QN# L Atomic Energy Commission 55/11/15 lp 16440 324 


— 0212I6O3B0 Discusses burial of U bearing residue* at Canonsburg. PA by 
Vitro Corp of America State must issue permit Region 1 will 
make closeout check survey 

DUBINSKI.L Atomic Energy Commission 65/03/10 KIRKMAN. R W , 
WALKER. D 1 , SMITH. R U Atomic Energy Commission Ip 16440 07U 


-0212160391 Application for source matl license to import one carload 
milling byproduct residue matl from Canada Net matl has max 
weight of i 00, coo Its 

LITTEL.E 0 Vitro Engineering Co 55/11/14 JOHNSON, L Atomic 
Energy Commission 2pp 16449 325 


— 0212160477 Discusses capabilities of Ionics. Inc to perform analytical 
analyse* Tailing results varied by factors up to 470 times 
higher than analyse* performed on duplicate sample* 
ana 1 y z ed 

ROEDER.J R Atomic Energy Commission 64/02/12 DUHINSKI.L 
Atomic Energy Commission lp 16448*166 


— 0212160493 Informs that insp of Licenses C-4269, C-4625 & 0-179 wos 
scheduled before learning facility was closed down 
Radioactive matl in rear yard Arrangements for insp can be 
scheduled through CD Brannan 

EPSTEIN, E Atomic Energy Commission 61/02/09 KLEV1N, P 0 
Atomic Energy Commission 2pp 16449 005 



394 


NONDOCKETED ITEMS 


— 0212160500 Submits info r* disposal of source mat! under Licenses 
R-1 79i- C-426g tf c-4625 Thorium oxide covered under License 
C-4269 transf gr red to Atlantic Research Corp in Alexandria, 

VA 

ROBBINS. E 0 Vitro Engineering Co 61/01/30 EPSTEIN, £ Atomic 
Energy Commission 3pp 16449 007 


— 8212270D55 Forwards unexecuted Mod 0 to "Stenographic Reporting Svc*,*. 
extending period of performance to 820310 & obligating ad-d 1 
funds Approval requested 

LEBOrC D Administrative Contracts Branch FIN B-J31I 

NRC- 1 7~0O-4 40-0 02/02/01 SHARP. R A Alderson Reporting 2 t p 

16566 051 


— 8212160541 Application for source mat! license to receive 300 lbs 
fchor i um-bea r i nq residue* containing 13 lbs thoTiurfi from Natl 
Lead Co Mat 1 consists of sii types to be used for lab tests 
LITTEL, E Q Vitro Engineering Co 57/09/03 DOULCJS. N Atomic 
Energy Commission ip 16449 016 


— 0212270059 Forwards Mod 0 to "Stenographic Reporting 8vc», " extending 
period of performance to 820310 It obligating addl fund* 

LEBCLC D Division of Contract* FIN B-1311 NRC-1 7-00-4 40-0 
02/02/00 SHARP. R A Alderson Reporting ip 16566 053 


—0212160552 Advise* that rept* re disposition of source matl under 
Licenses R-179.C-4269 4 C-4625 will be made to RC Cole. who 
had cogniiance of plant* while matl received under 
Commission licenses 

LITTEL. E 0 Vitro Engineering Co 61/01/13 EPSTEIN. E Atomic 
Energy Commission Ip 16449 021 


9212230142 Add! response to FCIIA request for documents re Stepan 
Chemical Co in Maywood. NV Forward* draft "Backup for 
AEC-592 " Info partially withheld <ref FG1A Exemption 6) 

FELTON, J M Division of Rule* and Records B2/1I/10 VAN DYKEN. G 
Affiliation Unknown Ip 16940 341 


— 0212270065 Mod 0, extending period of performance to 020310 Ic ircuaur, 
fundi obligated to "Stenographic Reporting Svc* " Findings 
& determination end 

SHARP, R A Alderson Reporting LEBO, C D Division of Contracts 
FTN B-1311 NRC- 1 7-00-448-0 82/02/02 2pp 16566 054 


— 0212270080 Notification of contract e xecuti on. Mod 8 to "Stenographic 
Reporting Svc* ■' Contractor Alderson Reporting Co, Inc 
PAGE.m Administrative Contracts Branch FIN 0-131 I 
NRC- 17-80-440-0 82/02/02 CHILK, S J , SULLIVAN. P Office of thr 

Secretary of the Commission MCNAMARA, A Atomic Safety and 
Licensing Board Panel Ip 16566 056 


—9212230150 Draft "Backup for AEC-592 " Info partially withheld frrf 
FOIA Exemption 6k 

SHOPENN, N M Atomic Energy Commission 67/11/06 1 t p p 

16540 342 


--8212270004 Request for procurement action 0O-BEC-448, « x ecut i n g Mod <? to 
"Stenographic Reporting Svcs " Mod extends period of 
performance to 020501 & obligates add I funds 

HOYLE, J C Office of the Secretary of the Commission FIN B-I3JI 
NRC- 17-80- 4 40-0 02/02/23 2pp 16566 057 


0212230159 FOIA request for 6ECY r -Q2-322, "Review of Director's 
Decision on 2 206 Petition <PSC of NH > ° b S Chilk 020016 
memo to L Bi c Irwi t 

FICKETT, K Energy Research Croup. Jnc 02/10/13 Office of the 

Secretary of the Commission lp 16540 313 


— 8212270000 Forwards unexecuted Mod 9. extending period of performance to 
02O&O1 b obligating addl funds to "Stenographic Reporting 
Svc# ■' Approval requested 

LEBO. C D Division of Contract* FIN B-1311 NRC-1 7-80-4 4 B-0 
02/03/05 SHARP, R A Alderson Reporting 2pp 16566 059 


0212230166 Respond* to FOIA request for SECV'-02-322. "Review of 
Director'* Decision 2 206 Petition (PSC of NH)" & S CbiJfc 
memo to L Bickwifc Forwards requested documents 
FELTON. J M Division of Rules and Record* 82/11/04 
GOLDSMITH. M W Energy Research Group, Inc lp 16540 314 


— B212270091 Forwards Mod 9, extending period of performance to 820-301 & 
obligating addl funds to "Stenographic Reporting Svc* ■»’ 

Contractor Alderson Reporting Co, Inc 

LEBO, C D Division of Contracts FIN B-1311 NRC-i 7-80-448-0 

02/03/15 SHARP, R A Alderson Reporting Ip 16566 063 


—8209010092 5ECY-32-322 

Recommends that Commission not review 020706 Director's 
decision denying Qeacoast Ant i -Po 11 ution League 820205 
request for order to show cause why CP should not be 
suspended or revoked due to lack of financial qualification 
MALSCH. M O Office of the General Counsel 02/07/30 4pp 
16540 315 


■G212230-176 Advises that NRC ha* unanimously decided that no review of 
Director's Decision 2 206 petition iPSC of NH) needed Ofc of 
General Counsel notified on 820016 

CHILK, S J Office of the Secretary of the Commission 02/00/16 

HlCKHITr L Office of the General Counsel Ip 16540 340 


0212270023 Responds to FOIA request fan SECY-82-255 Forwards document 
Document also available In PDR 

FELTON, J M Division of Rules and Records 02/11/23 GRABETR, L 
Affiliation Unknown ip 16553 332 


--B212270095 Request for procurement action 8O-0EC-440, e x ecu t i n g Hod ID 
to "Stenograph ie Reporting Svc* " Mod extends period of 
performance to 820B06 & obligates addl fund* 

HOYLE. J C Office of the Secretary of the Commission FIN 9-1311 
NRC- 17-00- 440-0 02/03/04 2pp 16566 065 


— 'B212270099 Informs that funded request for procurement action should 
be submitted for continuation of sves pending award of 
follouon contract for stenographic reporting *vc* 

PAGE, M Administrative Contract* Branch 02/05/12 SULLIVAN, P 
Administrative & Logistical Support Branch lp 16566 067 


— 8212270107 Forwards unexecuted Mod 10, extending period of performance 
to 820006 U increasing funds obligated to "Stenographic 
Reporting Svc* “ Approval requested 

SMITH, P A Administrative Contracts Branch FIN B-1311 

NRC-1 7-00-440-0 02/05/28 SHARP, R A Alderson Reporting 2pp 

16366 070 


0212270034 FOIA request fur document* re FOIA Request 05-300 

bEPAR, S Hunttm « Williams 92/11/16 Division of Rules «nd 

Records 3pp 16553 161 


02J227OO36 Responds to FOIA request for document* re FOIA Request 
02-309 Documents available in RPR 

FELTON, JM Division of Rule* and Record* 82/11/23 SEPAR . 8 
Hun ton & Nil 1 lam* Ip 16953 164 


8212270045 FOIA request for document* re extensions issued in Nov & Dec 
1901 L proposed extensions to H S t enogreph ic Reporting Svcs, w 
awarded to Alderson Reporting Co. Inc Response requested 
within 10 day* 

GALLO, J ish am, Lincoln & Beale FI N B-1311 NRC-I 7-80-440-0 

82/1 1/92 FELTON, J Division of Rule* and Records 2pp 
16566 044 


0212270040 Responds to FOIA request for documents t« extension* issued 
in No* Dot 1981 U proposed extension* to "Stenographic 
Reporting Svc *, rt a-yarded to Alderson Reporting Co, Inc 
Forwards document* listed in App A 

FELTON, J M Division of Rules and Records FIN B-1311 
NRC-I7-0O-44B-0 B2/II/19 QALLO.J Isha/n. Lincoln & BeaH 3pp 

16566 046 


— 0212270052 Request for procurement action BO-SEC-448, executing Mod (3 
to "Stenographic Reporting Svc* " Mod obligate* addl funds 
CHILK. S J Office of the Secretary of the Commission FIN B-1311 
NRC- 17-00-440-0 02/01/10 3pp 16566 049 


— 0212270110 Forwards Mod 10, extending period of performance to 82CB06 fe 
increasing fund* obligated to "Stenographic Reporting Svc* " 

SMITH, P A Administrative Contract* Branch FIN 0-131J 

NRC-1 7-80-4 40-0 02/06/11 Alderson Reporting lp 16566 073 


— 0212270114 Request for procurement action SO-BEC-440, execut ing Mod 1J 
to "Stenographic Reporting Svc* M Mod extends period of 
performance to B211I5 t obligate* addl funds 

CHILK, 8 J Office of the Secretary of the Commission, FIN B-1311 
NRC-I7-SO-440-O 02/07/16 2pp 16566 075 


— 8212270123 Forwards unexecuted Mod 11, extending period of performance 
to 021119 k increasing funds obligated tp "Stenograph i c 
Reporting Svc* M Approval requested 

SMITH , P A Administrative Contract* Branch FIN B-1311 
NRC-17-00-4 40-0 82/00/09 SHARP, R. A Alderson Reporting 2pp 

16566 079 


— 0212270127 Forwards Mod 11, extending period of performance to 021115 L 
increasing funds obligated to "Stenographic Reporting Svc* 11 
SMITH. P A Administrat i ve Contracts Branch FIN B-1311 
NRC-1 7-80-448-0 82/00/20 Alderson Reporting Ip. 16S66 O0t 


— 0212270131 Mod 11. extending period of performance to 021115 b 
increasing fund* obligated to "Stenographic Reporting Svcs 
SHARP, R A Aldor«on Reporting SMITH, P A Division of Contract* 
FIN B-13U NRC- 1 7-80-448-0 02/00/20 lp 16566 002, 



NONDOCKETED ITEMS 


395 


-'0312270133 Notification of contract « xecuti on, Mod 11 to "Stenograph i c 
Reporting Svci " Contractor Alderson Reporting Co. Inc 
PAGE, M Administrative Contract* Branch FIN 0-1311 
NRC- 1 7-0 0-440-0 02/OQ/3O CHILK, S J, SULLIVAN, P Office of thr 

Secretary of the Commission MCNAMARA* A Atomic Safety and 
Licensing Board Panel lp 16966 QB3 


6212270078 Addl response to FOIA request for repts & correspondence re 
inventory differences at NFS plant in Erwin.TN Documents 
completely (• partially withheld (ref FOIA Exemptions 3 I 4) 

FELTON, J M Division of Rules and Records 82/12/03 BARLETT . D L 
Philadelphia Inquirer 5pp 16566 085 


0212270306 Responds to FOIA request for all records re operation 
(during last 30 days) L final disposition of all breeder- 
type nuclear reactors No documents found sufaj to request 
FELTON , J M Division of Rule* and Records 02/11/26 ROBE, M S 
Affiliation Unknown lp 16355 319 


8212270311 FOIA request for all records pertaining to operation 
(during last 30 days) & final disposition of all breeder- 
type nuclear power reactors 

RdSE.H Affiliation Unknown 02/11/01 Office of Administration 

tp 16353, 320 


0212270328 Addl response to FOIA request for documents re IAEA 
safeguards Forwards App A Documents 1.9 8 < iO Remaining 
documents In Apps A & B completely & partially withhold 
(ref FOIA Exemptions 1 b 5) 

FELTON. J M Division of Rules and Records 82/11/15 
GREENBERG, E V Galloway Greenberg 4pp 16S55 329 


— 0212270333 Advises that info supplied by State Dept does not clarify 
nature or significance of delay incurred in completina 
facility attachments for Swedish reactors Info partially 
withheld (ref FOIA Exemptions 1 & 5) 

EHERR. T 8 Material Transfer Safeguards Licensing Branch 
82/02/01 DEVINE. J B Assistant Director for Export/tmpor t & 
International Safeguards Ip 16555 336 


'-□212270336 Forwards marked-up analysis consisting of detailed comments 
on draft Korean safeguards analysis Addl info addressing 
* ignl f icanc e of effective implementation of IAEA safeguards 
should be Included 

PETERSON. M R Assistant Director for Export/Import & International 
Safeguards 02/06/22 SHERR.T 6 Material Transfer Safeguards 
Licensing Branch lp 16359 337 


8212270414 FOIA request for documents re proposed revision &/or update 
to reactor safety study referred to in NUREG-0784, Ch ap t er 10 
as R 8 II & all documents pertaining to discussion of reactor 
cooling method 

8 WDLLY. B C Union of Concerned Scientists B2/11/04 FELTON. J N 
Division of Rules and Records lp 16549 232 


8212270418 Responds to FOIA request for documents re proposed revision 
it/or update to reactor safety study referred to in 
NUREG-0784. Chapter 10 as RS II & all documents pertaining to 
reactor cooling methods Forwards documents listed in app 
FELTON. J M Division of Rules and Records 02/11/26 SHOLLY. 9 0 
Union of Concerned Scientists 3pp 16549 233 24X 

Fiche 30-000. 02/11/26.8212270418 


— 8212270438 Comment* on NUREG-0739. "Approach to Quantitative Safety 
Goals for Nuclear Power Plants *' Info provided by D Dkrent U 
M Grlesmeyer to AIF televant to AIF questions 
FRALEY. R F ACRS - Advisory Committee on Reactor Safeguards 
81/09/19 REMICK. F J Interoffice Steering Group on Development 
of a Safety Goal lp 16349 236 


— 0212270442 Forward* "Discussion of Some Comments on NUREG-0739." in 
response to AIF Committee on Reactor Licensing & Safety 
810326 comments 

GR IE 8 MEYER, J M , OKRENT. D ACRS - Advisory Committee on Reactor 
Safeguard* 01/09/11 0IBB8. C Atomic Industrial Forum Jp 
16349 237 


— B212270443 "Discussion of Some Comments on NUREG-0739 M 

GRIE0MEYER, J M , OKRENT, D ACRS - Advisory Committee on Reactor 
Safeguard* QKRENT, D California. Univ of. Los Angeles 
01/09/30 23pp 16S49 230 


— 0212270448 Forward* N Palladlno response to Question 7 re alternate 
DHR syi Feed & bleed considered legitimate DHR method 
FRALEY, R F ACRS - Advisory Committee on Reactor Safeguards 
01/00/13 WARD, D A ACRS - Advisory Committee on Reactor 
Safeguards lp 16949 250 


— 0212270453 ForuATds M Carbon questions re natural circulation & foed & 
bleed heat removal ays to be addressed during ACRS 
subcommittee 000326 meeting Tentative meeting schedule and 
BATES. A ACRS - Advisory Committee on Reactor Safeguards 
00/03/21 TONG, L E - JOHNSTON, W , JOHNSON. C NRC - No Detailed 
Affiliation Given 5pp 16549230 


—0212270457 Forwards M Bender concerns re potential interaction of Ferd 
V bleed method of DHR w/other methods Issues warrant 
consideration W/o end 

FRALEY, R F ACRS - Advisory Committee on Reactor Safeguards 
00/03/20 CARBON. M U ACRS - Advisory Committee on Reactor 
Safeguards lp 16549 2A3 


— 8212270461 Discusses feed 6 bleed heat removal process in fl&U & L— £ 
p lan t s 

BATES. A ACRS - Advisory Committee -on Reactor Safeguards 
80/03/06 CARBON. M , EOERSOLE. J , PLESBET . M NRC - No Detailed 
Affiliation Given 2p p 16349 264 


— 8212270471 Expresses concerns re clarity of NURE0-0626 concerning 
features of relief valves 6 d i sad vantages & advantage* of 
pilot operated valves & bleed fc feed effect on care cooling 
by natural circulation 

BENDER, M ACRS - Advisory Committee on Reactor Safeguards 
00/03/04 FRALEY, R F ACRS - Advisory Committee on Reactor 
Safeguards Ip 1654? 274 


0212200033 FOIA request for BECY-81-366 L SECY-B1-366A re proposed 
amend to 10CFR2 6 SO concerning significant hazards 
cons i derations 

GRADER* L Affiliation Unknown 82/10/20 Division of Rules and 
Records Ip 16390 173 


8212280039 Responds to FOIA request for SECY-81-366 6 SECY-01-366A ie 
proposed amend to IQCFR2 6 50 concerning significant hazards 
considerations Documents withheld (ref FOIA Exemption 5) 

FELTON* J M Division of Rules and Records 02/11/29 GRADER, L 
Affiliation Unknown 2 pp 16390 174 


B21 2200506 Appeals denial of FOIA request for documents on behalf of 
UC 8 re environ qualification of electrical equipment 
CURRAN. D . BISHOP, L L Harmon U Weiss 02/11/02 DIRCKS.W J 
Office of the Executive Director for Operations 3pp J6593 033 


02122003-09 Responds to appeal re denial of FOIA request for documents 
re environ qualification of electrical equipment Appeal 
denied Document withheld (ref FOIA Exemption 5) 

DIRCKS.W J Office of the Executive Director for Operations 
02/ 12/OB CURRAN, D Harmon U Weiss 2 pp 16593 036 


02122BO311 FOIA request for document* r* NRC investigations t* repts 
into burning of radwaste* by Dow Chemical Co 

DERG, P Institute for Policy Studies 02/11/12 FELTON, JM 
Division of Rules and Records lp 16593 023 


0212200512 Responds to FOIA request for documents re NRC i nves 1 1 gat j on v 
6 repts into burning of radwastes by Dow Chemical Co 
Forward* WJ Direks 020910 1 tr state of MI regulations for 
incineration do not relate to NRC licensing authority 
FELTON, JM Division of Rules and Records 02/12/07 DERG. P 
Institute for Policy Studies 2pp 16593 024 


— 0212250515 Provides info re emission controls placed on NRC licensed 
incinerators 6 NRC authority to license incinerator* w/o 
public input or state knowledge Dow Chemical Cq incinerator 
not major licensing action 4 does not warrant notification 
DIRCK3.W J Office of the Executive Director for Operations 
02/09/10 RIEOLE.DW Senate 2pp 16393026 


821 2200320 Final response to FOIA request for documents re proposed 
version fc/or update to Teactor safety study referenced in 
NUREO-0784, Ch ap ter 10 as RS 1 1 6 documents re reactor 
cooling method. No addl document* located 

FELTON, JM Division of Rules and Records 02/12/07 SHOLLY, S t 
Union of Concerned Scientists lp 16593 020 


B21 2290007 Final response to F01A request for SECY-B1-60OA, 

BECY-0 1-622A. SECY-02-23, SECY-02-42, SECY-01- 1 36, SECY-02-137, 
8ECY-02-I97A 8 , B, SECY-82-286 b SECY-Q2-315 BECY-81-622A & 
8ECY-02-197A 6 0 withheld (ref FOIA Exemption 5) 

FELTON, J M Division of Rules and Records 02/12/03 GRADER, L 
Affiliation Unknown Sp p 16607 164 


B212290014 FOIA request for SECY-82-39A, B2-197, 02-I97A U 82-1970 
QRABER.L Affiliation Unknown 82/11/05 Division of Rules and 
Records lp 16607 169 
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B2i22?00ie Forwards "Comparison of 1/13 Scale Hark II Containment 
Multfvent Pool Swell Data W/An a 1 y t i c a i Methodsi " Marl 11 
containment program rapt W/q encl 

50BQN.L J General Electric Co JfFN 365-77 77/09/23 PARR, D U 

Light Water Reactors Branch 3 lp 16607 030 


B2J2290019 Responds to FOIA request for SECY-02-39A, 02-1 97, 82-1 97A h 
82-197B SECY'- 82-39A available In POtti SECY-02-197A & 02-I97D 
previously addressed in response to FOIA Request 02-424 NRC 
review of 9ECY-02-19? incomplete 

FELTON. J (1 Division of Rules and Records B2/12/13 GRADER , L 
Affiliation Unknown lp 16407 170 


BP1229Q034 Responds to FOIA request for five categories of documents 
Forwards documents listed in App A Review of documents re 
Item 1 continuing 

FELTON* J 1 M Division of Rules and Records 02/12/02 HIATT • S L 

Ohio Citizens for Responsible Energy 2pp 16607 133 


—8212290039 SECY-92-275 

Informs Commission of public comments received on NRC. 

Jh Hendrle U util group proposed ATWS rules & current status 
of rulemaking effort 

DIRCKS.W J Office of the Executive Director for Operations 
32/06/20 lBpp 16607 140 


0212290069 RO 76-12 on 760909. lou pressure alarm occurred on safety 
injection accumulator C*resulting in pressure reduction 
Caused by partially open HCV 1936 4, body to bonnet leaks on 
MCV 1898 b 1549 Valves repaired 6 accumulator repressur i r ed 
STALLINGS. C W Virginia Electric b Power Co 266 76/10/01 

MOSELEY. H C Region 2. Atlanta. Office of the Director 5pp 
14607 263 24X Fiche 90-000.62/11/30.0212290060 


— 0212290075 RO 76-13 on 740916. norma l boric acid makeup to vol control 
tank could not be accomplished due to plugging of chemical L 
vol control sys line 1 - inch-CH-56-1 92 Cause unknown Line 
will be inspected for indication of solidification 
STALLINGS. C M Virginia Electric b Poupt Co 292 76/10/20 

MOSELEY. N C Region 2. Atlanta. Office of the Director 5pp 
16607267 24X Fiche 50-000.02/11/30.8212290060 


—0212290073 I£ In*p Rept* 50-2 50/75-00 b 50-251/75-08 on 750527-30 
Wancomp I ianee noted failure to use latest approved procedure 
in performance of surveillance test 

HARDIN. A K ( SEIDLE, W C Region 2, Atlanta. Office of the 
Director IEB-75-03 73/06/24 I9pp 14607 3GB 24X 

Fiche 30-000. 02/ 1 1 /30. 021 2290060 


— 02 1 2290000 RO 76-07 on 740913* month 1 y average of gaseous b airborne 
particulate wastes for previous 13 months found greater than 
Tech Spec limit Caused by interpretations! changes in Tech 
Spec Section 3 II B New limit approved 

STALLINGS. C M Virginia Electric b Power Co 258 74/09/24 

MOSELEY. N C Region 2. Atlanta. Office of the Director 5pp 
16607*273 24X Fiche 50-000, 02/ 1 1 /30, B21 2290060 


— 92 1 2290085 RO 76-05 an 740915. p re* * u r i i er level fell below 43'/. level 
s etpo int. re suiting in decreases of pressuriier pressure b 
vol control tank level Caused by leaking tube in steam 
generator A Cause of tube failure will be evaluated 
STALLINGS. C M Virginia Electric & Power Ca 244 76/09 / 29 

MOSELEY. N C Region 2. Atlanta. Office of the Directo-r 5pp 
16607 270 24 X Fiche 50-000.82/11/30.0212290060 


— 021229O1G? IE Insp Rept* 50-250/73-16 b 50-231/79-16 on 751103-21 
Noncomp 1 i ance noted failure to lubmit Unit 4 lnservice insp 
rept to NRC within 90 days 

HARDIN* A It Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch BERATAN. L L Region 2* Atlanta, Reactor Construction & 
Engineering Support Branch 50-251/73-16 75/12/05 i7pp 

16607 2 B 7 24X Fiche* 30-000* 32/1 1/30*0212290060 


—0212290114 IE Iti*p Rept* 50-250/75-07 b 30-251/75-07 on 7505 1 2-14 
Deviation observed one tray of control cable* in Unit 3 
control rod drive room b cable trays exiting auxiliary 
bldg did not have fire stops installed 
HARDIN* A K Region 2. Atlanta. Office of the Director 
IE0-73-O4A 73/03/27 9pp 16607 360 24X Fiche 50-000. 

62/11/30,021 2290060 


— B212290137 IE Insp Repts 30-250/75-17 b 50-251/75-17 on 751209-12 b 
16-19 tfoncomp 1 lane e noted high radiation area improperly 
barricaded b licensed operator reqvalif ic at i on program not 
fully performed per Administrative Procedure 0301 
HARDIN* A K * DANCE. H C . JENKINS.G. fl Region 2, Atlanta, Reactor 
Operation* Nuclear Support Branch 50-251/75-17 76/01/12 iflpp 

16607 313 24X Fich a* 30-000, 92/1 1 /30. 0212290060 


—0212290138 IE Insp Rept 50-261/75-15 on 751124-25 No noncampl ianci 
noted Major areas inspected inservice insp results b 
procedures t, eddy current insp of steam generator tubes 
PARKER. R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch BLAKE. J J , BERATAN, L L Region 2, Atlanta. Reactor 
Construction b Engineering Support Branch 79/12/19 6pp 
1660B 010 24 X Fiche 50-000,02/11/30.8212270060 


— 8212290165 IE Insp Rept 50-261/75-14 on 751104-19 None ompliances noted 
failure to follow procedures for radiation survey */ma int of 
instrument records & surveillance testing procedures did not 
provide for recording "as-found" 8, "as-left" calibr data 
PARKER, R C , DANCE, H C Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch TROUP. G L Region 2, Atlanta, Fuel 

Facility 8t Materials Safety Branch 75/12/16 I7pp 16600 021 
24X Fiche 50-000.02/11/30,8212290060 


— B2122901B4 IE Insp Repts SO-20O/76-14 * 50-281/76-14 on 760915-17 
Noncomp 1 ion ce noted failure to follow log book entry b 
review & initial requirements specified in Administrative 
Procedure 29 

SINKULE.M V Region 2, Atlanta, Reactor Operations Nuclear Supper t 
Branch JENKINS. G R , TROUP, G L Region 2, Atlanta, Fuel Facility 
L Materials Safety Branch 90-281/76-14 76/10/19 I3pp 

16600 048 24 X Fiche 50-000,82/11/30,0212290060 


GEN TEC IS GENERIC TECHNICAL ISSUES 


0200290027 Comments on draft rept on pressurised thermal shock* w/ 
special attention to Sections 4,5,9 «< 10 Conclusions are 
conservative 

GALL. W R GaJI.W R GALL, W R ACRS - Advisory Committee on Reactor 
Safeguards 82/09/20 BENDER, M ACRB - Advisory Committee an 
Reactor Safeguards 2pp 16267 328 


0200290032 Discusses ACRS 820930 meeting re pressurized thermal shock 
Appropriate framework needed to establish real margins 6 
limits "PWR Downcomer Fluid Temp Transient* Due to High 
Pressure Injection at Stagnated Loop Flow," end 
THE0FANOUS, T 0 Purdue Univ THEOFANDUS, T G ACRB - Advisory 
Committee on Reactor Safeguards 02/10/04 IGNE, E ACRS - Advisory 
Committee on Reactor Safeguard* 2pp 16267 176 


8212030277 Unofficial transcript of 021201 briefing in Washington, DC 
on pressuriied thermal shock Pp 1-06 Viewgraphs encl 
• Commissioner* 02/12/01 l35pp 16317 096 


8212060470 Responds to 021004 1 tr re draft "NRC Staff Evaluation of 
Pressurized Thermal Shock, " b draft ORNL rept, "Pressure 
Vessel Thermal Shock at US PWR* Events & Precursors, 

1 963-Mi d- 1981 " Comment* will be considered 

PALLADINO, N J Commissioner* 02/11/23 MARKEY, E J House of Rep 
3pp 16343 301 


— S20915000B Expresses disappointment at failure to inform of NRC draft 
evaluation L ORNL precursor rept re nuclear reactor pressure 
vessel thermal shock Concerned w/degree reactor vessels of 
operating PWRs have become vulnerable to cracking 
MARKEY.E J House of Rep , Interior & Insular Affair* 82/10/04 
PALLADING, N Commissioners 4pp 16343 304 


8212070414 Responds to FOIA request for all record* on embrittlement, 
thermal shock* corrosion $< cracking of reactor pressure 
vessel at facility Record* available at PDR 

FELTON, J M Divi * 1 on of Rules and Record* 82/11/05 GUIOO.C 
Pollution b Environmental Problems, Inc 4pp I635& 002 


8212090141 Notification of CRGR B21124 meeting re Unresolved Safety 
Issue A-43 concerning containment emergency sump performanoe 
b proposed Reg Guide 1 97 Agenda summary info & proposed 
NUREO encl 

STELLQ. V Committee to Review Generic Requirements 82/11/12 
EISENHUT, D G Division of Licensing BERNERO, R M Office of 

Nuclear Regulatory Research* Director HELTEME8, C J Director's 
Office 122pp 16361 029 


— 0211120169 Forwards CRGR package for Unresolved Safety Issue A-43, 
"Containment Emergency Sump Performance M Issue not as 
significant as previously postulated CRGR revlBw of 
proposed action* requested 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
82/10/27 8TELL0.V Regional Operations b Generic Requirements 
200pp 16361 151 


0212130407 Unofficial transcript of Commission 82120? meeting in 
Washington, DC re discussion/possible vote on pressurized 
thermal shock actions Pp 1-71 
* Commissioner* 02/12/09 72pp 16413 160 
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02 ] 2 L 4000 1 Addl response to FOIA request for five categories of 
documents re SEP Forwards documents listed in App A No 
documents located subj to Item 3 of request Review of 
remaining documents continuing Documents available in FOR 
FELTON* J H Division of Rules and Records B2/11/03 GALLO j J 

Isham, Lincoln & Deale 2pp 16433 354 24x Fiche 50-000*02/11/03, 

0212140001 


— 8104230000 Advises that structural elements &t review aTpas noted need 
not be considered part of NRC -03-79- 1 10 Section 3 8 of 6RP 
defines structures to be considered 

PER61NKQ, D Systematic Evaluation Program Branch NRC-03-79-UB 
81/04/14 BTILWELL Franklin Insti tute/Franlc 1 in Research Center 
2pp 16434 274 


8212150326 Submits status rept re plant reviews of hlUREQ-0612, “Control 
of Heavy Loads at Nuclear Power Plants-Reso lutlon of TAP 
A-36 " Div of Sys Integration considering making resolution 
of A-36 condition for OLs due to lack of util incentive 
DICK* 0= F Licensing Branch 1 02/11/29 YOUNGBLOOD, B J Licensing 

Branch I 3pp 16446 234 


— 8212150333 Forwards status rapt on NURE0-0612, "Control of Heavy Loads 
at Nuclear Power Plants" to help expedite project managers 
submittal of outstanding Phase I & II info 

CLEHENSON, F Auxiliary Systems Branch B2/10/OB K1PER, K 
Licensing Branch 2 REGUA, 0 Operating Reactors Branch 1 9p p 
16446 237 


8212290062 Summary of CRGR Meeting 26 on 821124 re Unresolved Safety 
Issue A-43, "Containment Emergency Sump Perf ormance" 6 
revision to Reg Guide 1 97 

8TELL0# V Regional Operations tt Generic Requirements 02/12/10 
DIRCKS, W J Office of the Executive Director for Operations 5pp 
1*607 001 


IfeE INSPECTION AND ENFORCEMENT 


B 208 190240 IE Bulletin 02-03, Revi sion 1, "Stress Cracking in Th icV~ 
Ha Hi La rg e-Di am star, Stainless Step ] , Rsc ire u lot ion Qys Piping 
at BUR Plants " five list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/28 Consolidated Edison Co of New York, Inc 

1 1 2pp 16462 163 24X Fiche 50-000,82/10/50,0200190240 


8208190249 IE Info Notice 02-42, "Defects Observed in Panasonic Model 
001 & Model 802 Thermoluminescent Dosimeters " Svc list 
enc 1 

CQBDiL I Division of Fuel Facilities, Materials b Safeguards 
82/11/05 Consolidated Edison Co of New York, Inc llOpp 
16372 142 24X Fiche 50-000,02/11/05,0209190245 


G HOF) 190231 IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/li/lB 
Consolidated Edison Co of New York, Inc 109pp J6411 199 24X 

Fiche 50-000,82/11/18,0208190231 


820B190236 IE Info Notice 82-46, "Defective & Obsolete Combination 
Padlocks " 8vc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

I27pp 16411 065 24 X Fiche 90-000,82/11/26,0200190256 


0208190297 IE Info Notice 82-47, "Transportation of Type A Quantities 
of Non-Fisslle Radioactive Matl " Svc list end 
CDBB.L I Division of Fuel Facilities, Materials Safeguards 
82/11/30 Consolidated Edison Co of New York, Inc 356pp 
J 6307 020 24X Fiche 50-000, 02/1 1/30. B20B1 90257 


820B190259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies 11 Bvc list end 
DEYOUNG, R C. Director's Office, Office of Inspection and 
Enforcement 82/12/03 Consolidated Edison Co of New York, Inc 

H3pp 16411 317 24X Fiche 30-000,02/12/03,8200190259 


8209190261 IE Info Notice 82-40, "Failures of Agastat CR 0093 Relay 
Sockets 11 Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc. llOpp. 16462 064 24X 

Fiche 50-000, 82/ i 2/03. 020019026 1 


0200190267 IE Info Notice 82-49, "Correction for Sample Conditions for 
Air & Gas Monitoring " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/16 Consolidated Edison Co of Neui York, Inc 

127pp. 16628 191 24X Fiche 30-000,82/12/16,8200190267. 


0200190260 IE Jnfo Notice 02-50, "Mod of Solid State AC Und ervo 1 tag o 
Relays Type JTE-27 “ Svc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance 02/12/20 
Consolidated Edison Co of New York, Inc 108pp 16620 293 247 

Fiche 50-000,02/12/20,8200190268 


0212060079 PNQ- I-BS-075 on 821201, util announced 10-month delay *• new 
commercial operation dates for Unit 1 <821231) & Unit 2 
(070331) projected Total cost revised by 447. Caused by 
increased design U engineering complexity 

KELLY. E Region 1, Office of Director 82/12/01 2pp 16314 342 


B2 120601 12 PNO- II I-B2-130 on B21l30.aU isf at y-rel a ted welding on HVAf 
stopped after licensee determined QA program for welder 
certification & procedure qualification inadequate Photon 
Testing removed from list of approved vendors 

GARDNER, R Region 3, Office of Director 02/12/01 tp 16316 102 


0212060132 PNQ-V-e2-O40 on 921 126* Kauai Island, HI suffered loss of oil 
electrical power b phone svc as result of hurricane Iua 
US Navy nuclear submarine sent to island to provide 
electrical power 

THOMAS, R D Region 5, Office of Director 02/11/26 ip 16316 0B4 


0212060305 PND- 1-02-077 on 92 1 201 , c ontr ac tor employee intentionally 
poisoned lunch & placed in refrigerator Employee 
notified licensee of actions upon discovering lunch missing 
Warning announced on page sys No known harm occurred 
ARCHlfZEL Region J- Office of Director 82/12/01 ip 16312 111 


B2 1 2000006 Atldl response to FOIA request for seven categories of info 
re NFS, Erwin, TN facility Forwards App A documents denoted 
w/as ter isk 

FELTON, J M Division of Rules and Records 82/10/25 WEISS. E J? 
Harmon 6 Weiss 36pp 16369 00! 


— 0212080139 Su p p 1 omen ta 1 PNS-I I -79-1-02E on 790924, fo 1 1 owup of areas , 
outside protected area identified by aerial measurements sys 
found not to exceed limits for unrestricted use 

CORYELL, G P , TCSIN.W J Region 2, Office of Director 79/09/25 
Ip 16370 154 


—0212080149 Supplemental PNS-1 1-79-102K on 791 102, ini 1 1 al re iti vcti tory 
efforts resulted in partial reconciliation of 790917 
difference Unresolved inventory difference in excess of 
regulatory limits for continued operation remains 
LEE* T D , G I LLESP IE, F P Region 2. Atlanta, Office of the 

Director 79/11/02 lp 16370 1S5 


0212000514 PNO- U-B2-046 on 82i 206, dur i ng transfer to offshore 
p latform, rad i ography camera dropped 15 ft from crane to 
deck platform discharging 9 Ci Co-60 source Personnel 
evacuated Caused by Improperly securing device to crane 
DODA* R J Region 4, Office of Director B2/12/06 lp 16352 263 


0212100150 PNG- 1 11-32-134 on 821206, !>r i e f ca so containing radlopharm 
from Pharmatopes , Inc stolon from car in Detroit, MI 
Radiopharm consisted of 30 mCl Tc-99m Significant exposure 
unlikely due to labeling 6 short half-life of mat) 

SRENIAWSKI.D J * MULLAUER,JR Region 3, Office of Director 
02/12/06 ip 16376 043 


8212100254 PNO- I V-B2-044 on 02 1 203, ti orma ) phone communication lost duo 
to local Flooding caused by heavy rains t* severe weather 
Backup radio communications feasible frqm elevated ground 
northwest of Little Rock Addl heavy rain possible 
3EIDLE.W C Region 4, Office of Director 02/12/03 ?pp 
16376 127 


8212140519 EN-82-039 on B21215 notice of violation b proposed 
imposition of civil penalty will bo Issued to Orion 
Chemical Co re receipt b use of source matl greater than 
J OCFR40 22 regulation permits 

FLOCK , E , AXELRADj J Director's Office* Office of Inspection and 
Enforcement. 82/12/10 lp 16403 2tl 


Q21215O0B6 PN0-1I-82-135 an 02S 209, c on t rac t or employee arrested 
charged w/b J a ckma i 1, i nc 1 ud 1 ng extortion & threat to kill, 
injure or intimidate Arrest followed 3 day investigation as 
result of bomb threats on 821206,07 $< CB 
HODREiD E Region 2, Office of Director 82/12/09 2pp 
16431 024 


B21215QD90 PNO-I 1-92-134 an 021200, bomb threat received while in fihal 
preparation for full scale emergency drill Security 
determined cal] came from security guard posted at entry 
gate to oiuner controlled area Guard fired b arrested 
TILLMAN, A Region 2# Office of Director 02/12/09 2pp 
16430 109 
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0212160080 Add! response to FOTA rmyes t for records re receipt/ 
process mg, storage or removal of source ma 1 1 at Canonsburg, 

PA. Vitro Jifg Co U Vitro Rare Metals Co Forward* documents 
listed in App A Remaining Info under review 

FELTON. J M Divi Sion of Holes and Records 82/09/30 BLACK. A E 
Buchanan. Ingersoll, Rodewaid, Kyle i< fuergdr 7pp 16447 312 


--8212160103 FWG-77-OOB draft press release re radiation detected near 
premises of former AEC contractor/licEmee in Ca n-ons burg* PA 
forwarded Site will be surveyed fay ERDA. s farting 770112 U/o 
enc 1 Related info eric 1 

SMITH. G H . ROY. G U . THOMPSON, D Director's Office. Office of 
Inspection and Enforcement 77/01/11 22p p- 16447 320 


BP12S7C090 EM-02-040 on 921216. no t ice of violation t proposed 
imposition of civil penalty to be issued to licensee Action 
based on failure to ensure that licensed radioactive matl 
stored in unrestricted area secured against removal 

CROCKETT. T , AXEL RAD. J Directin'* Office. Office of Inspection and 

Enforcement EA-S2-4Q B2/12/I3 lp 16450 321 


8212200069 PMA-62-010 on 821212.0 5 Ci Cs-137 sealed source in 
container lost during shipment between Houma. LA t* 

Cameron, LA Source not found Media interest anticipated 

DQDA. R J Region 4r Office of Director 62/12/13 Ip 16474 252 


8P12210I6I FNA-B2-01 OA on 021213. lost well logging source recovered 
near Hourna.LA NRC considering appropriate enforcement 
action 

* Region 4. Office of Director 82/13/16 lp 16403 36i 


NJ5C PUBLIC DOCUMENT ROOM M I SC ELLA DUS 


0211120486 Ack receipt of "Near-Term DL Plant Technical Design 
Verification Program " Three-phase program outlined in rept 
contain* concepts consistent u/independent OA design 
Const verification programs underway 

CISENHUT.D G DjvHion of Liemsing 62/ 10/21 NOONAN. V S EDS 

Nuclear, Inc 3pp 16043 106 


— 0211120491 Forward* proprietary "Near-Term QL Plant Technical Design 
Verification Program " Comments appreciated Repfc withheld 
(ref I0CFR2 790} 

NOONAN. V S ECS Nuclear, Inc GA2-O09 02/09/14 DENTON, H ft 

Office of Nuclear Reactor Regulation. Director lp 16043 109 


B21 2010436 Forwards review of geology U seismology of SK prototype 
reactor plant in response t o 020525 request for -comments No 
geologic ha ta rds, i nclud i rig capable f au 1 ts* I ands 1 1 d e or 
ground collapse present at site 

DENTON. H R Office of Nuclear Reactor Re gm la.tl on. Director 
83/11/0? HCKEE.K R Energy, Dept of 16pp 16267 205 


8212020165 Provides info clarifying tiSOS position re reoccurrence of 
1806 Charleston.SC earthquake USG5 notu concludes that 
earthquakes should not be ruled out until deterministic & 
probabilistic evaluations of seismic hazard are performed 
DIRCKS.H J Office of the Executive Director for Operation* 
82/11/19 Commissioners 6pp 1 6308 267 


— 8212020 J 93 Clarifies position re 1886 Charleston earthquake Studies 
reveal earthquake potential along eastern seaboard 
Deterministic L probabi 1 i*tic evaluations of seismic hazard 
should be performed for individual sites 

DEVINE, J F | nter 1 or. Dep fc of. Geological Survey 02/11/18 
JACKSDN.fi E Geoscience* Branch lp 16308 273 


GP12O6O052 Authorizes regional admitii stra tors to perform certain 
operator licensing functions NRR will retain function* 
delegated to regions 

UIRCKS, W J Office of the Executive Pirector for Operations 

DENTON, H R Office of Nuclear Reactor Regulation. Director 

02/11/22 O'REILLY, JP Region 2. Office of Director KEPPLER.J 
Region 0. Office of Director 2pp 16343 215 


— 8212060058 Forwards Procedure 0128-82-03. "Delegation t Assessment tu> 
Region 2 & 3 of Certain Operator Licensing Function* " 

DENTPN, H R Office of Nuclear Reactor Regulation. Director 
82/11/22 O'REILLY, J Region 2, Office of Director KEPPLER, J &> 
Region 3. Office of Director Ip 16343 217 


— 0212060064 Procedure 0128-02-03. "Delegation & Assignment to Region fc 
3 of Certain Operator Licensing Function* " 

DENTON. H fl Office of Nuclear Reac tor Regulation, Director 
62/11/22 3pp 16343 218 


8212060209 Forward 5 IE Security Insj Rept 0-02-70 on 020609 No 
n one o.mpt lance noted 

MARTIN, T T Division of Engineering 4 Technical Program.* 92/11/22 
COCHRAN, T 0 Natural Resources Defense Council 2pp 16313 175 


— 8212060212 IE Security Insp Rept 0-82-70 on 020609 No noncamp Jian-c r 
noted Major areas inspected physical barr i ers, per sonn a 1 
i dent i f i cat i on & control, protective alarm s. pro tec ttve 
personnel * classified document control 

BAILEY. R J . CQDY. A T Division of Engineering U Technical 
Programs 02/11/02 3pp 16313 177 


0212030659 "Human Factor in Nuclear Power Plant Safety Progress Since 
TNI," published in "Progress in Nuclear Energy," Vo 1 10, 

Pages 299-347 

HANAUER, 5 JH Affiliation Unknown 01/02/0 9 50pp J6379 246 


8212100217 Summarizes Nuclear Util Action Committee on Emergency 
Response Capabilities 021021 meeting w/NRC re implementation 
of SECY-82-111 provisions Committee charter 6 summary of 
ongoing activities end 

GEORGE, R L , BLANCH, P Alabama Power Co 02/12/03 ElSENHOT.Dfl 
Division of Licensing 12pp 16376 081 


0212270253 Responds to 800521 ltr re Research Info Ltr 03 on steam 
generator integrity Research info ltr* are brief ltr* to 
staffs presenting finding* by Ofc of Research contractors, 
not review of all developments 

SHAO, L C Assistant Director for General Reactor Safety Research 
80/06/02 SHEWMON, P 0 Affiliation Unknown 2pp 16555 317 


8? i 2270432 Forwards regulatory analysis guidelines to replace reviiH 
guidelines for value impact analyses 

DiflCKS.H J Office of the Executive Director for Operations 
82/12/13 NRC - No Detailed Affiliation Given 2pp 1637] 33B 


— 0212270439 "Regulatory Analysis Guidelines of NRC " 

* Office of the Executive Director for Operations 02/12/13 
22pp 16571 340 


NUREO NUREG REPORTS AND RELATED CORRESPONDENCE 


0002260162 RIL-076 

Research Info Ltr 76 summarizes info re uie of post- 
irradiation heat treatment to recover pre i r rad i at 1 on 
properties of commercial nuclear power plant reactor vessels 
for continued safe operation 

LEVINEiS Office of Nuclear Regulatory Research, Director 
79/12/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director HINPGUE, R B Office of Standards Development, Director 
4pp 16569 224 


0005270762 RIL-095 

Research Info Ltr 05 discusses NUREG/CR-10I 4. "Integrated 
Geophysical & Geological Study of Tectonic Framework of 30th 
Parallel Lineament in Vicinity of Intersection w/Exten«ion 
of New Madrid Fault Zone - Annual Progress Rept FY77 " 

BUDNITZ,R J Office of Nuclear Regulatory Research, Director 
BO/03/24 DENTON, H R Office of Nuclear Reactor Regulation, 
Director MINOOU0, ft 8 Office of Standards Development. Director 
7pp 16965 352 


0005201047 ft I L- 071 

Research Info Ltr 71 submits NLfREG/CR-0876, "Regional 
Tectonics it Seismicity of East NE, Annual Rept. June 1977- 
May 1970 " 

LEVINE, S Office of Nuclear Regulatory Research, Director 
79/II/J9 DENTON, H R Office of Nuclear Reactor Regulation. 
Director 5p p 16565 220 


QJ 11130045 RIL-124 

Research Info Ltr 124 transmit* results of research 
relevant to display L utilization of control room alarm $t 
annunciator sys RIL is part of Till Action Plan I D. 4 a < 1 )■ 

4. based on NUfJEG/CR-2147 W/o end 

MINCJCUE, R 0 Office of Nuclear Regulatory Research, Director 
R IL-124 01/10/20 DENTON, H R Office of Nuclear Reactor 

Regulation, Director STELLO, V Director's Office, Office of 
Inspection and Enforcement 4pp 16566 02? 


8212010026 Comments on NUREG/CR-2B! 5 re natl reliability evaluation 
program procedures guide 

UNRIG, R E Florida Power & Light Co L-02-519 82/11/2? 

EL-8ASSI0NI, A NRC - No Detailed Affiliation Given 3pp 
16260 269 


G21 2010052 NUREG-0936 V01 N03 

NRC REGULATORY AGENDA Quarterly Rep or t. Ju 1 y -Sep temb er 17. 

19S2 

* Division of Rules and Records 83/10/31 I99pp, Available at 
NRC %7 00 16291 083 
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3212010115 NUREG/CR-2765 

A MATHEMATICAL MODEL FOR RADON DIFFUSION IN EARTHEN 
MATERIALS 

NIELSON,* K . ROGERS, V C Rogers Engineering Co , Inc » Battelle 
Memorial Institute) Pacific Northwest Laboratory FIN B-2269 
f*NL~430i B2/10/31 Division of Health, Siting b Environment 

4 9p p Available at NRC *4 75 16291 031 


3P1 2010139 NUREG-0405 V04 N10 

SYSTEMATIC EVALUATION PROGRAM STATUS SUMMARY REPORT Data 
As of October 31,1902 (Beige Hook) 

* Office of Resource Management. Director 02/11/30 97pp 
J 4.293 139 


021 20 tO 1 44 NUREG/CR-2566 

BUR REFILL-REFLOOD PROGRAM TASK 4 4-CCFL/REF ILL SYSTEM 
EFFECTS TESTS (30 SECTOR) EVALUATION OF PARALLEL CHANNEL 
PHENOMENA 

FINDLAY. J A General Electric Co FIN A-5B77 EPR I NP-2373 

02/11/30 Division of Accident Evaluation 79pp 16291 262 


0212010327 SECY-B2-462 

Rec Qr.Tiend a approval of NRC integrated human factors program 
p San Plan represents systematic V comprehensive approach for 
addressing human factors concerns important to safety in 
FYG3-B5 

DIRCKS. W J Office of the Executive Director for Operations 
32/ 11/19 40 pp 16522 053 


B2I2010514 Forwards "Preliminary Site Stabi 1 i i ation Closure Plan foi 
Barnwell Lou Level Radwaste Disposal Facility" & 

NUREG/CR-2470. Vol I, per meeting in Natural Bridge State 
Parlr.KY re Maxey Flats low level waste facility W/o encl 
PENN 1 FILL. R A Low Level Waste Licensing Branch WM 409 IS 
S2/H/04 PAGE. R Kentucky, State of Jp 16270 262 


0212020200 Forwards Revision 1 to CEN-152. M C-E Emergency Procedure 
Guidelines Vols 1 V 2, " in response to DG Eisenhut 
801031 Itr b NUREG-0737, Item 1 C 1 Guidelines intended 
to supersede b replace guidelines in CEN-120 

WELLS. R W C -E Operating Plants Owners Group WELLS, R W Northeflrt 

Utilities RWW-02-67 02/11/22 EISENHUT, DG Division of 

Licensing 2pp 16272 066 


0212020212 CEN-152 ROl 

Revision 1 to CEN-152. "Emergency Procedure Guidelines 
* C-E Operating Plants Owners Group 02/11/30 723pp 

16272 070 


G£M 2060429 NUREG/CR-2364 V01 

projection models for heai th effects assessment in 

POPULATIONS EXPOSED TO RADIOACTIVE AND NONR ADIOACT I VE 
POLLUTANTS Vo 1 1-Introduct ion To The SPAHR Demographic 
Had e 1 For Health Risk 

COLLIN'S, J J , LUNDY, R T , GRAHN, D Argonne National Laboratory TIN 
A— 2059 ANL-BI-39 02/1 1/30 Division of Health, Siting b 
hnv ironment 92pp 16347 124 


GDI 2060441 NUREG/CR-2364 V02 

PROJECTION MODELS FOR HEALTH EFFECTS ASSESSMENT IN 
POPULATIONS EXPOSED TO RADIOACTIVE AND MONK ADIOACT I VE 
POLLUTANTS Vo 1 2-SPAHR Introductory Guide 

COLLINS, J J . LUNDY, R T Argonne National Laboratory FIN A-2059 
ANL-8L-59 02/11/30 Division of Health, Siting b Environment 

42pp 16346 026 


QPJ 2040447 NUREG/CR-2364 V03 

PROJECT IQN MODELS FOR HEALTH EFFECTS ASSESSMENT IN 
POPULATIONS EXPOSED TO RADIOACTIVE AND NONR ADIOACT I VE 
POLLUTANTS Vo 1 3-SPAHR Interactive Package Guide 

COLLINS, J J Argonne National Laboratory FIN A-2059 ANL-81-SJ9 
82/(1/30 Division of Health, Siting b Environment 4Qpp 
16346 060 


BP l 2060451 NUREG/CR-2364 V04 

PROJECTION MODELS FOR HEALTH EFFECTS ASSESSMENT IN 
POPULATIONS EXPOSED TO RADIOACTIVE AND NONR AD 1 0 ACTIVE 
POLLUTANTS Vo 1 4-SPAHR User's Guide 

COLLINS, J J , LUNDY, R T Argonne National Laboratory FIN A-2059 
AML-81 —59 82/11/30 Division D f Health, Siting b Environment 

Blpp 16346 196 


QP 12060455 NUREG/CR-2364 VOS 

PROJECTION MODELS FOR HEALTH EFFECTS ASSESSMENT IN 
POPULATIONS EXPOSED TO RADIOACTIVE AND NONR ADIOACT I VE 
POLLUTANTS Vn 1 5-8PAHR Programmer's Guide 

COLLINS, J J , LUNDY, R T Argonne National Laboratory FIN A-2059 
ANL-B1-59 S2/11/30 Division of Health, Siting b Environment 

Bfpp 16346 270 


0212060458 NUREG/CR-3040 

SELECTED REVIEW OF FOREIGN SAFETY RESEARCH FOR NUCLEAR 
POWER PLANTS 

STEVEM50N, J D , THOMAS, F A Stevenson b Associates FIN B-6769 
BP/11/30 Division of Engineering Technology I23pp Available 

at NRC %6 00 16347 001 


Q2 12060460 HUREG/CR-2B1 l 

DEVELOPMENT OF TECHNIQUES FOR FABRICATION OF FILM PROBE 
SENSOR ASSEMBLY 

MOORHEAD, A J Oak Ridge National Laboratory FIN 0-0413 
□RNL-5895 02/11/30 Division of Engineering Technology 40pp 

16347 327 


S? 12060465 NUREG/CR— 2753 

ANALYSIS OF A DOUBLE-ENDED COLD-LEG BREAK S I MULAT ION — THTF 
TEST 3 05 5H 

CRADDICK, W G . PEVEY, R E Oak Ridge National Laboratory 0RNL-58B6 
82/10/31 Division of Accident Evaluation llfpp 16347 216 


0212060460 NUREG/CR-2960 

EXPERIMENT DATA REPORT FOR SEMI SCALE M0D-2A STEAM LINE BREAK 
EXPERIMENTS (TESTS S-SF-4 AND B-SF-51 

LARSON, R A EG60, Inc FIN A-6030 EGG-2224 02/11/30 Office 

□f Nuclear Regulatory Research, Director 69pp 16340 224 


8P 1 2060480 NUREG / CR-2607 

TEMPERATURE ESTIMATES FROM 71 RCALQY OXIDATION KINETICS AND 
MI CROSTflUCTURES 

OLSEN. C S EG t<0, Inc FIN A-6053 EGG-2207 02/11/30 Division 

of Accident Evaluation 53pp 16344 3J0 


0212060406 NUREO/CR-2932 VOl 

EQUIPMENT QUALIFICATION RESEARCH TEST OF ELECTRIC CABLE WITH 
FACTORY SPLICES AND INSULATION REWORK TEST ND 2. REPORT NO 
J 

MINOR, E E . FURGAL,D T Snndia Laboratories FIN A -1355 
SANDS 1-2027 02/10/31 Division of Engineering Technology 7Vp p 

16344 128 


B21207O425 Responds to FQIA request for documents re 020809 notice o-f 
Violation b order imposing civil penalty Forwards App A 
documents App a documents completely withheld b Documents 
C1-C4 partially withheld (ref FOIA Exemptions 3.5 b 7) 

FELTON, J M Division of Rules and Record* 62/11/05 MC GARRY* J M 
Debevoise b Liberman 5pp 16355 003 24X Fiche 50-000,02/11/03, 

G212070425 


B21208O626 Requests participation in 020318 peer review meeting to 
discuss 0RNL draft repfc, "Interim Source Term Assumptions 
for Emergency Planning b Fquipment Oual i f ication " Draft 
t ep t forwarded first wk of Mar 19B2 for review & comment 
HULHAN, L 0 Accident Evaluation Drench 02/03/02 CASTLCMAN* W 
Colorado, Univ of lp 16379 354 


021 20BQ67S "TMI Action Item Plan Tracking Sys, " Dct 1902 issue 
* Office of Resource Mana g emen t* Director 02/10/01 I6lpp 
16370 202 


8212090048 Responds to FQIA request for SECY» Forwards SECY-02-23, 
SECY-82-42, SECY-B2-136, SECY-82- 137, SECY-02-206 b 
BECY-02-315 SECY-S1-60OA available in PDR Review of 
SECY-B1-622A, 5ECY-03-197A b SEC Y-&2- 1 97B continuing 
FELTON, J M Division of Rules and Records 02/10/20 GRADER, L 
Affiliation Unknown lp 16394 295 


--'9209230513 SECY-92-315 

Requests Commission approve publication of for comment 
MUREG-0906, "Guidance far Implementation of 10CFR5G 34(g) " 
Section requires applicants to evaluate difference-* from 
SRP 

DIRCK8. W J Office of the Executive Director for Operations 
82/07/26 1 6pp 16305 166 


0212090141 Notification of CRGR 921124 meeting re Unresolved Safety 
Issue A-43 concerning containment emergency sump performance 
& proposed Reg Guide 1 97 Agenda summery Info & proposed 
NUREO encl 

STELL0. V Committee to Review Generic Requirements B2/I1/12 
EISENHUT, D G Division of Licensing JORDAN, E L Director's 
Office, Office of Inspection and Enforcement CUNNINGHAM. R E 
Office of Nuclear Material Safety b Sa# eguards, Director J22pp 
16361 029 


— 021! 12016-9 Forwards CRGR package for Unresolved Safety Issue A-43„ 
•'Containment Emergency Sump F erforirtante " Issue not as 
significant as previously postulated CRGR review of 
proposed actions requested 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
82710/27 STELLO,V Regional Operations b Generic Requirements 
EOOpp 16361 151 



400 


NONDOCKETED ITEMS 


0212I0Q338 Transcript of 821101 press conference in 0ethesda*MO re 
NUF1EG/CR-2239 an site met e or a 1 a g i c data P p 1-32 
» Office of Public Affairs 02/11/01 34 pp 16308 123 


8P12130090 Extend* invitation to participate In peer review of rept, 
"Interim Source Term Assump ti on* for Emergency Planning t< 
Equipment Qualifications w Comments requested for S3031B 
meeting to lie held in Bethesrfa, MD 

WULMAN, L G Accident Evaluation Branch 82/03/02 BENJAMIN, A B 
fiandia Laboratories ip 16417 049 


82 J 21 30058 NUREG/CR-26.43 

A REVIEW OF SELECTED METHQD5 FOfl PROTECTION AGAINST 
SABOTAOE BY AN INSIDER 

GQLDMAN.L A - LOBMEft, P R Science Applications. Inc * Sandia 
Laboratories FIN A-12IO SAN082-7G36 82/10/31 Division of 

Facility Operations iSOpp 16416 190 


BP 121301 08 MURE G/CR -2942 

CRT DISPLAY EVALUATION THE WLT I DIMENSIONAL RATING OF CRT 
GENERATED DISPLAYS 

0ERTMAV. D I , BLACKMAN. H S . BANKS, W U EG4G, Inc FIN A-6308 
EGG-2220 82/11/30 Office of Nuclear Regulatory Research* 

Director 43pp 16415 209 


SP12130H0 NUREG/Cfl-2H9<? 

ANALYSIS OF A PROPOSED ONE THOUSAND DOLLAR PER MAN-REM COST 
EFFEC f I VENESS C R I TER I ON 

STRIP, D R Sandia Laboratories FINA-3334 SANDS2-I070 
82/11/30 Division of Risk Analysis I2pp 16417 155 


82121 30233 NUR E 0/CR-2296 

A FIRST STUDY OF AEROSOLS PRODUCED BY NEUTRONIC HEATlNQ OF 
FRESH URANIUM DIOXIDE FUEL UNDER CORE-DISRUPTIVE ACCIDENT 
CONDITIONS 

ELRICK. R M Sandia Laboratories FIN A- 1 2 1 8 SAND01-I7SB 

02/11/30 Division of Accident Evaluation 04pp 164J8 12/ 


S212I40001 Ad dl response to FOIA request for five categories of 
documents re SEP Forwards documents listed in App A No 
documents located subj to Item 3 of request Review of 
remaining documents continuing Documents available m PDR 
FELTON. J M Division of Rules and Records 82/11/03 GALLO*./ 

1 sham, Lincoln A Beale 2pp J6433 354 24X Flche 50-000, 02/ 1 J/DJ. 

0212140001 


— 0202100460 Forwards Revision 1 to evaluation rept on SEP Topic VI-4, 
"Containment Isolation Sys, " for facility Rept considers 
util comments received in 810010 {< 020104 ltrs Conclusions 
of original rept remain unchanged 

SPEI5, T p Assistant Director for Reactor Safety 02/01/27 
LA I NAB, G Assistant Director for Safety Assessment 43pp 

16436 078 24 X Flche 50-000, 82/1 1 /03, 021 21 40001 


--0204O1OO21 Forwards evaluation for SEP Topic VI-4, ''Containment 
Isolation Sys " Outstanding items include insufficient 
isolation provisions in test. vent & drain lines b no 
isolation or leak detection provisions on ECCS subsystem 
SPEIS, T P Assistant Director for Reactor Safety 02/03/24 
LAINAB, 0 Assistant Diiector for Safety Assessment 34pp 
16434 329 24X Fiche 50-000, 82/1 1 /03, 021 SMOOOI 


0212130113 NUREC/CR-3170 

AN ASSESSMENT OF FUEL FOAMING POTENTIAL DUR ING CORE 
MELTDOWN ACCIDENTS 

CRONENCERO, A W , CRUNCHER, P tl , MACDONALD, P £ EO«*G, l ne EGG-2191 
02/11/30 Office of Nuclear Regulatory Research, Director 6J pp 

16417 169 


0212140412 Responds to Generic Ltr 02-20 re guidance for implementation 
of SfiP (NUREG -0800 > rule Substantive changes to SRP should 
be sub | to reasonable period of public comment prior to 
implementation 

OLSON* R C Baltimore Gas S Electric Co 0L-82-2O 82/12/09 

PURPLE, R A Division of Licensing 2pp 16403 320 


82 ] 21 30 1 1 6 MURE 0/C R-2B6 4 

IDENTIFICATION OF SAFETY RELATED EQUIPMENT FOR ANALYSIS AND 
TESTING IN THE HYDROGEN BURN SURVIVAL PROGRAM 
DANDINI.VJ Sandia Laboratories FINA-1270 SAND82-1684 

02/11/30 Division of Accident Evaluation 26pp 16417 225 


(32*1 2 130123 NUREO/CR-2720 

analysis of performance of WESTJNGHCJUSE reactor vessel 
LEVEL INDICATING SYSTEM FOR TESTS AT SEMISCALE 

HARDY* J E , M I LLER » 0 M Oak Ridge National Laboratory FIN 0-04(11 
□RNL/TM-8336 02/11/30 Office of Nuclear Regulatory Reseaich, 

Director 61pp 16410 220 


DPI 2140464 NUREG/Cfl-2976 

TRANSFER COEFFICIENTS FOR ASSESSING THE POSE TROM 
RADIONUCLIDES IN MEAT AND EGGS 

NO, Y C , COLSHER, C S , THOMPSON, S £ Lawrence Livermore Laboraloiy 
FIN A-0417 UC ID- 1 9464 02/11/30 Division of Systems 

Integration (post 011005) JJ6pp Available at NRC $5 SO 
16420 251 


□212140471 NVREO-0327 R03 

OWNERS OF NUCLEAR POWER PLANTS PERCENTAGE OWNERSHIP OF 
COMMERCIAL NUCLEAR POWER PLANTS BY UTILITY COMPANIES 
WOOD, R S Office of State Programs, Director 02/11/30 39p{J 

Available at NRG *4 50 16410 283 


OP 12130135 NUflEG/CR-2697 

URANIUM OXIDE AND SODIUM OXIDE AEROSOL EXPERIMENTS NSSP 
MIXED-OXIDE TESTS 303-307, DATA RECORD REPORT 

ADAMS, R E , KRESS, T S . TOBIAS, M L Oak Ridge National Laboratory 
FIN D-0J21 ORNL/TM-8325 82/11/30 Office of Nuclear flequla tu T y 
Research, Director I08pp 16417' 2S8 


DPI 2140475 NURE0-O34O V04 NOA 

TITLE LIST OF DOCUMENTS MADE PUBLICLY AVAILABLE June l“30, 

J9S2 

* Division of Technical Information 6 Document Control 02/JI/3U 
AiOpp 16419 001 


0212130140 NUREG/UR-0051 VO 4 N4 

POWER REACTOR EVENTS May -June 1902 

MASSARO, S A Director's Office 82/11/30 30pp 16415 250 


8212130143 NUREQ/CR-2 77 A V02 

PHYSICS OF REACTOR SAFETY Apr£l-*ruite 1982 

e Argonne National Laboratory FIN A-201S ANL-82-24 02/11/30 

Division of Accident Evaluation 43pp 16415 164 


8P3 2 130147 NURE0/CR-271Q 

SOIL-STRUCTURE INTERACTION ANALYSIS OF A 5 KO HDR EXPLOSIVE 
TEST 

KOT, c A , SR1NIVASAN, M 0 , VAUGHAN* 0 K Argonn* National Laboratotu 
FIN A-2217 A ML— 82— 53 02/11/30 Division of Engineering 

Technology 110pp 16415 044 


02 1 2130152 NUR EG/C fi -2930 

EXPERIMENT DATA REPORT FOR LOFT ANTIC IPATED TRANSIENT 
EXPERIMENT SERIES L6-6 

JARRELL* D, B , DIVINE* J M , MCKENNA* K J EQbQ, Inc FIN A-6043 
ECG-22I7 02/11/3O Office of Nuclear Regulatory Research. 

Director 270pp 16434 088 


9212130217 Forward* "F0AM2 - Computer Program t-o Calculate Core Swell 
Level & Mat* Flow Rate During 8mall Break LOCA* M in response 
to NVREO-0565 * WREQ-0737, Item H K 3 30, 

TAYLOR, J. H Bab co cl 4 Wilcoc Co 62/12/01 BEflGOflEN* J S 
Standard! rati on it Special Projects Branch Ip, 16390 J42 


021 2130233 Provides info per 021201 telcon re submittal of App I to 
"B*W Small Break LOCA EGGS Evaluation Model " App r will be 
submitted under NUREC-0737, Item II K 3 31 

TAYLOR, J H Babcock U Wilcox Co 02/12/03 SHERQN, B Reac tor 
Systems Branch ip 1639 7'0J6 


0212140476 NUREC-0773 

THE DEVELOPMENT OF SEVERE REACTOR ACCIDENT SOURCE TERMS J957 
- 1981 

BLOND, R , TAYLOR, M , MAR0UL IES, T Office of Nuclear Regulatory 
Research, Director S2/11/30 U6pp Available at NRC $5 LO 
16431 202 


□212140405 NUREG/CR-2823 

A REVIEW OF THE IMPACT OF COPPER RELEASED INTO MARINE AND 
ESTUARINE ENVIRONMENTS 

HARRISON, F L Lawrence Livermore Laboratory FIN A-0119 
UCRL-53042 02/11/30 Office of Nuclear Regulatory Research, 

Director I27pp Available at NRC 46 00 16431 03J 


0212150326 Submits status rept re plant reviews of NUREG-0612, “Control 
of Heavy Loads at Nuclear Power P lant s-Reso J u fci on of TAP 
A-36 '* Div of Sys Integration considering making resolution 
of A-36 condition for GLs due to lack of util incentive 
DICK, 0 F Licensing Branch I 02/11/29 YOUNGBLOOD, B J LitenLim* 
Branch 1 3p p 16446 234 


— 8212150333 Forwards status rept on NUREG-0612, "Control of Heavy LD,iifs 
at Nuclear Power Plants" tp help expedite project managers 
submittal of outstanding Phase I 5< II info 

CLEI1ENS0N, F Auxiliary Systems Branch 82/10/08 KIPER.K 
Licensing Branch 2 PEQVA, Q Operating Reactors Branch 1 9pp 
16446 237 


8PJ 2160762 MURE G/CR-2134 

BWR REFILL-REFLOOD PROGRAM, TASK 4 7-CONSTI TUTIVE 
CORRELATIONS FOR SHEAR AND HEAT TRANSFER FOR THE BWR VERSION 
OF TRAC 

ANDERSON, J Q H , CHU* K K General Electric Co FIN B-3077 EPRI 
NP-15B2 82/11/30 Office of Nuclear Regulatory Research, 

Director 96pp i6464 190 
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QP12J60773 NUREC/CR-2975 

SQJL-TO-PLANr CGNCENTRAT l ON FACTORS 
ASSESSMENTS 

MG. Y C , COLSHER' C S , THOMPSONS E 
FIN A- 04 1 7 UCID-19463 02/11/30 

Integration (post 011005) I40pp 


FOR RADIOLOGICAL 

Laurence Livermore Laboratory 
Division of Systems 
16464 206 


32 J 2220220 NUREG/CR -2832 

BIOLOGICAL CHARACTERIZATION OF RADIATION EXPOSURE AND DOSE 
ESTIMATES FOR INHALED URANIUM MILLING EFFLUENTS Annual 
Progress Repo r t, Ap r 1 1 1901-March 1902 

EIDSONi A F Lovelace [Homed £< Environmental Research Institute FIN 
A** 1 223 LMF-97 02/12/31 Division of Health. Siting & 

Environment S9p p Available at NRC *4 75 16526 001 


0212160780 NUREG-0740 V02 NJO 

OPERATING REACTORS LICENSING ACTIONS SUhYIARY Data As Of 
October 31.1902 (Orange Bookl 

* Management Information Branch 02/11/30 286pp 16465 066 


9212170163 Forwards review of draft NUREG/CR-281 5, "Natl Reliability 
Evaluation Program Procedures Guide " Comment period 
extension gi anted on 021117 Statements re containment 
performance conflict u/ba c k f I t t i ng rules 

SCHERER, A E Combustion Engineering. Inc LD-02-097 02/12/13 

EL- BASS I ON I, A Reliability It Risk Assessment Branch 6pp 

16459 225 


8212170206 Computer listing of status of generic issues as of 820901, 
INUREG-0660) 

* NRC - No Detailed Affiliation Given 02/09/01 i41pp 
16479 001 


3212200029 Comments on proposed rule 10CFR5Q re guidance for 
implementation of SRP rule Supports rule 

GIBSON. L S Consumers Power Co 47FR47Q1? 004 02/12/09 

Docketing U Services Branch Ip 16473 350 


0^12200036 Package of two comments on pioposed rule 10CFR50 re 
proposed guidance for implementation of SRP rule 

KOESTER.O L Kansas Gas & Electric Co DOUCHEY. G D Washington 
Public Power Supply System 47FR47019 02/12/10 Docketing & 
Services Branch 3pp 16474 001 


BP 12220230 NUREQ/CR-3053 

REVIEW AND EVALUATION OF PALEOH YDROLOGIC METHODOLOGIES 
FOLEY, M G . ZIMMERMAN. D A , DOESBURG, J M Battelle Memorial 
Institute, Pacific Northwest Laboratory FIN B-2220 PNL-4346 

02/32/31 Division of Waste Management 94pp Available at NRC 

43 50 16326 030 


0? J 2220249 NUREQ/CR-2995 

CANADIAN SEISMIC AGREEMENT Annual Report U July 1981-30 
June 1982) 

LYANS. J A , WETMILLER.R J , ANDERSON, F Canadian Commercial Corp 
TIN 8-6275 02/11/30 Division of Health, Siting & Environment 

32p p Available at NRC 94 50 16326 152 


0212220265 NUREG/CR-2526 

LOCA SIMULATION IN NRU PROGRAM Data Report For Thermal- 
Hydraulic Experiment 2 (TH-2) 

MOHrt.C L , WESSON, 0 K , KING, L L Battelle Memorial Institute, 
Pacific Northwest Laboratory FIN D-2277 PWL-4164 02/11/30 

Division of Accident Evaluation 150pp Available at NRC *6 50 
16526 180 


01' j 2220282 NUREQ/Cfi-2559 

CONTEMPT 4/MOD 3, A MULT I COMPARTMENT CONTAINMENT SYSTEMS 
ANALYSIS PROGRAM 

cheng. r c , Metcalfe, l j , hartman, j e eglc, inc fin a-643? 

EGG-2159 02/12/31 Division of Systems Integration (post 

□11005) 213pp 16323 053 


Qr*12200045 Comments on proposed rule 1 0CFR50 re proposed guidance 
for implementation of SRP ru le, NUREQ-0906 Rule imposes 
requirements for performance of excessive analysis It 
evaluation efforts when relation to SRP not clear 
URAD3URY.R B Stone U Webster Engineering Corp 47FR47019 003 
02/12/10 Docketing h Services Branch 2pp 16470 001 


0^12210535 Forwards requests for add) info to complete review of 
WCAP-10079 (P), "NO TRUMP A Nodal Transient Small Break i 
General Network Code," & WCAF-10054 (P) " We s t i ngh ous e 
Small Break ECCS Evaluation Model " 

THCMAS.C □ Btandardi iat i on !< Special Projects Branch 02/12/03 
RAHE, E P Westinghouse Electric Corp 2pp 16302 200 


“0213210538 Round I questions re Reactor Bys Branch review of 
+1CAP- 1 0054, "West inghouse Small Break ECCS Evaluation Mode 
Using NOTflUMP Code," b WCAP-10079, "NOTRUMP Nodal Transient 
Small Break L General Network Code " 

s Reactor Systems Branch 02/12/03 23pp 16302 290 


8212220291 NUREO/CR-2927 

NUCLEAR POWER PLANT ELECTRICAL CABLE DAttAGEAD ILI TY 
EXPERIMENTS 

LUKERSiL L Sandia Laboratories FINA-1G10-2 SANDB2-0236 

02/11/30 Division of Engineering Technology 44pp 16323 263 


GF J 222034 l NUREG/CR-2075 

COMPARISON OF RADON DIFFUSION CGEFFIENTS MEASURED BY 
TRANSIENT-DIFFUSION AND STEADY-STATE LABORATORY METHODS 
NIELSON, K K , RfCH.P C , ROGERS., V C Rogers Engineering Co , Inc 
FIN 0-2269 PNL-4370 02/11/30 Haste Management Branch 43pji 

Available at NRC *4 75 16525 009 


B, 1 12220509 NUREO/CR-2423 

MATHEMATICAL SIMULATION OF SEDIMENT AND RADIONUCLIDE 
TRANSPORT IN ESTUARIES 

ONISHLYj TRENT, D S Battelle Memorial Institute, Pacific Northwest 
Laboratory FIN D-2271 PNL-4109 82/11/30 Division of Health, 

Siting it Environment Blpp Available at NRC $5 00 16525 266, 


QrJ 2220143 NUREG-0B71 V01 N04 

&UM,*AR> INFORMATION REPORT J*ly 1 - September 30. 1982 
(Drown Book) 

* Management Information Branch 02/11/30 52pp 16527 102 


□P1222D3I3 NUREG/CP-0033 V01 

PROCEEDINGS OF THE WORKSHOP ON CONTAINMENT INTEGRITY June 
/-?, 1982 

SEBRELL, W A Sandia Laboratories BAND82-I659 02/11/30 Office 

of Nuclear Regulatory Research, Director 366pp, 16S24 001 


{31*1 2220162 NUREG/CR-2650 

ALLOWABLE SHIPMENT FREQUENCIES FOR THE TRANSPORT OF TOXIC 
GASES NEAR NUCLEAR POWER PLANTS 

DENNETT. D E , HEATH, D C Sandia Laboratories FIN A-1214 
SANDS 2-0774 S2/11/30 Division of Risk Analysis 37pp 

J 6527 06 5 


Ori 2220172 NUREG/CP-0033 V02 

PROCEEDINGS OF THE WORKSHOP ON CONTAINMENT INTEGRITY June 
7-9. 1902 

SEBRELL, W A Sandia Laboratories 8ANDB2-1659 82/11/30 Office 

of Nuclear Regulatory Research, Director 370pp 16520 019 


GI' J 2220 193 NURE 0 /CR -3004 

F VALUATION OF EXPERIENCES IN LONG-TERM RADON AND RADON 
DAUGHTER MEASUREMENTS 

YOUNO, J A i JACKSON, P O , THOMAS, V W BatteUe Memorial Institute. 
Pacific Northwest Laboratory FIN 0-2370 PNL-4509 02/12/31 

Division of Accident Evaluation 43pp Available at NRC 44 75 
J 6527 019 


0212230073 Notification of commencement of 30-day review of FES re 
licensing requirements for land disposal of raduaste 
* Oregon, State of 82/11/22 lp 16544 33EJ 


0212230081 Forwards "Licensing Requirements for Land Disposal of 
Radwa-ste, " FES Comments due in 3 wks W/o enci 

GATCH.F B Maryland, State of 82/11/24 NRC - No Detailed 

Affiliation Given lp 16544 326 


82J2S30092 Advises of commencement of review of "Licensing Requ 1 remente 
for Land Disposal of Radwaste, ° FES 

DAVISON, A Illinois, State of 82 11 22 60 82/12/06 NRC - No 

Detailed Affiliation Given lp 16544 324 


0212230350 Responds to B21026 request for info on low level waste 
disposal 6 10CFR6I NUREG-0782, " DEB for 10CFR61, " will be 

forwarded 

SCARANQ, R A Lou Level Waste Licensing Branch WMLL. 41 1 4 
02/11/17 FERRARA, W R Massachusetts Institute of Technology lp 
1 6540. 239 


3P 12220204 NUREG/CR-2723 

ESTIMATES OF THE FINANCIAL CONSEQUENCES OF NUCLEAR POWER 
REACTOR ACCIDENTS 

STRIP, D R Sandia Laboratories FTN A-1334 SAN082-U10 

02/11/30 Division of Risk Analysis lBOpp 16527 156 


0P1 2270033 NJREG/CR-2601 VO I 

TECHNOLOGY, SAFETY AND COSTS OF DECOMM I SSICPMING REFERENCE 
LIGHT WATER REACTORS FOLLOWING POSTULATED ACCIDENTS Main 
Report 

MURPHY, £ S , HOLTER, G M Dafctelle Memorial Institute, Pacific 
Northwest Laboratory FIN B-I17I FNL-4247 02/11/30 461pp. 

J 6569 OQl 
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021 2270068 NVfl SC-0 540 V04 NO 7 

TITLE LIST OF DOCUMENTS MADE PUSLfCLV AVAILABLE July 1-31. 

j 9£2 

* Division of Technical Information 6 Document Control 02/U/3O 
530pp 16567 001 


API 2270145 NUREC/Cfl-2970 

EXPERIMENT DATA REPORT FOR LOFT ANTIC I FATED TRANSIENT 
WJTHOUT SCRAM EXPERIMENT 1 ?-4 

BATT. D L . DIVINE. J rt . MCK0INA-K J EG8,G, Inc FIN A-6043 
ECC-2227 62/11/30 Office of Nuclear Regulatory fleiearch. 

Director S7p p 1*550 001 


02 J 2270156 NUREO/CR-2065 

HYDROGEN COMBUSTION IN AQUEOUS FOAMS 

•BAER.H R . GRIFFITHS.S K . SHEPHERD. J E Sandia Labor atari as FIN 
A- |336 SAND62-G9I7 02/11/30 Division of Engineering 

Technology 73pp 16553 249 


—0212270449 "Discussion of Some Comments on NUReq-0739 ,j t 

DRrESMEV'ER. u M . OKRENT, D ACRS- Advisory Committee on Reattftr 
Safeguards oHRENT, D California. Umv of, U9 Angeles 








0?J 2270420 NUREQ/CR-3077 

HAARM-3 CODE VERIFICATION PROCEDURE 

GIESEKE. J A , LEE.KW. JORDAN. H Battelle Memorial Institvt^ 
™us Laboratories FIN A-4063 DMl-2030 

of Nuclear Regulatory Research. Director AIp p Available at HfIC 


B?1 2270435 NUREQ/CR-2641 

THE IW-PLANT RELIABILITY DATA BASE FOR NUCLEAR PaWFR PLANT 
COMPONENTS Data Collection And Methodology Report 
DRAGO. J P , BORKOWSKI.R J , PIKE. D H Oak Ridge National 
FIN B-0445 ORNL/TM-027I 02/11/30 Division of Risk 

93p p 16571 009 


Laboratory 
And lysis 


02122701 65 NUREO/CR-1933 

QUANTITATIVE FAULT TREE ANALYSIS USING THE SET EVALUATION 
PROGRAM ( SEP J 

OLMAN. M D Sandia Laboratories FIN A-124 1 SAN0BQ~2712 

B2/I1/30 Division of Ri*k Analysis 50pp 16955 267 


0?1 2270441 NUREG/CR-290Q 

PREDICTED RATES OF FORMATION OF IODINE HYDROLYSTS 0PECIEG 
AT PH LEVELS. CONCENTRATIONS, AND TEMPERATURES ANTIC I PATEl) IN 

DELL?j C T°f f LIETZKE. M H . PALMER . D A Oak Ridge National Laboratory 
FIN B-0453 ORNL-5876 02/11/30 Office of Nu< Lear Pegulatoiy 

Research. Director 70pp 16571 021 


G2J227DI74 WflEG-0500 VII Nil 

REGULATORY LICENSING STATUS SUMMARY REPORT Data as of 
November 30. J9S2 (Blue Book) 

• Management Information Branch 02/12/31 7Gpp 16551 203 


BN 2270443 NUREG/BR-0025 VO0N1I 

INFORMATION REPORT ON STATE LEGISLATION 

KERR. 0 W Office of State Programs. Director 02/12/31 
Detailed Affiliation Given 17pp 16566 339 


02 J 2270181 NUREO-O9I0 

prevention and mitigation of steam generator water hammer 

EVENTS IN PWR PLANTS 

ANDERSON. N R . HAN, J T Division of Safety Technology 02/11/30 
39pp A/ailable at NRC 44 SO 16551 162 


8212270221 NUREG/CR-302G 

SELECTED REVIEW OF REGULATORS STANDARDS AND LICENSING ISSUES 
FOR NUCLEAR POWER PLANTS 

STEVENSON, J D . THOMAS. F A Stevenson & Associates FIN 9-6769 
02/11/30 Division of Engineering Technology 400pp 16552 001 


G2 122702 33 HUflEG/Cfl-260 1 VOS 

technology. safety and costs of decommissioning REFERENCE 

LIGHT WATER REACTORS FOLLOWING POSTULATED ACCIDENTS 
App end ices 

MUflPHY.E S , HOLIER . 0 M QaUftll* Memorial Institute. Pacific 
Northwest Laboratory FIN B-H71 PNL-4247 02/11/30 Division 

of Engineering Technology 626pp 16554 001 


GFt 2270243 NVREC-0606 V04 N04 

UNRESOLVED SAFETY ISSUES SUGARY Data As Of November 19. 

1952 (Aqua Book! 

* Office of Resource Management. Director 82/J2/0I 50pp 
16550 196 


0212270414 FOIA request for documents re proposed revision t/or update 
to reactor safety study referred to in MJREC-0704. Chap ter 10 
as RS II 6 all documents pertaining to discussion of reactor 
tooling method 

SHOLLV. S C Union of Concerned Scientists 82/11/04 FELTON. J M 
Division of Rules and Records Ip 16549 23 2 


9**12270418 Responds to FOIA request for documents re proposed revision 
Sc/or update to reactor safety study referred to in 
NUREG-0784. Ch a p ter 10 as R5 II 6 all documents pertaining to 
reactor cooling methods Forward* documents listed in app 
FELTCN. J M Division of Rules and Records 02/11/26 SHOLLY. S C 
Union of Concerned Scientists 3pp 16549 233 24X 

FlChe 50-000. 02/ U/26. 8212270410 


— B212270471 Eiprestes concerns re clarity of NUflEG-0626 concerning 
feature* of relief valves & disadvantages & advantages of 
pilot operated valves & bleed k feed effect on cor# cooling 
by natural circulation 

BENDER. M ACRS - Advisory Committer on Reactor Safeguards 
00/03/04 FHALEY.fi F ACRS - Advisory Committee on Reactor 
Safeguard* Ip 16549 274 


— 8212270438 Comments on NUflEC-0739, “Approach to Quantitative Safety 
Coals for Nuclear Power Plants " Info provided by D Okrrnfc k 
H Criesmeyvr to AIF relevant to AIF questions 
FRALEY.R F ACRS - Advisory Committee on Reactor Safeguard* 
81/09/15 flEHJCK.F J Interoffice Steering Group on Development 
of a Safety Goal Ip 16549 236 


— 0212270442 Forwards “Discussion of Some Comments on NUREG-0739, H in 
response to AIF Committee on Reactor Licensing k Safefcu 
810320 comment* v 

CflfESftEYER. j H , OKRENT. D ACRS - Advisory Committee on Reactor 
01/09/11 OISSS.C Atomic Industrial Forum ip. 


S2J 2270449 NUREC/CR-271 6 V02 

REACTOR SAFETY RESEARCH PROORAMS Quarterly Report. 

April - \Km* 1962 

EDLEfl. S K Battel 1 e Memorial Institute. Pacific Northwest 
Laboratory FINB-2IQ1 PNL-4273-2 82/11/30 Office of Nutlet 

Regulatory Research, Director 70PP Available- at NRC *3 O* 1 

J 6566 229 


8212270454 NUREG/CR-296I 

EXPERIMENT DATA REPORT FOR SEMI SCALE M0D-2A PRIMARY FEED AND 
BLEED EXPERIMENT SERIES (TESTS S-SR-1 AND 0-SR-2) 

FOGDALL, S P EG&G. Inc FIN A-6030 EGO-2225 02/11/30 

of Nuclear Regulatory Research. Director 64pp l/vS-72 060 


8212270456 NUREQ/CR-2094 

CONSOLIDATION THEORY AND ITS APPLICAD JL1TY TO THE DEWATER I NO 
AND COVERING OF URANIM MILL TAILINGS 

GATES, T E Battelle Memorial Institute. Pacific Northwest 
Laboratory FIN 8-2370 PNL-4402 82/11/30 Office of Nucleor 

Regulatory Research. Director 48pp Available at NRC *4 70 
\ 6566 294 


0PJ 2270459 NUREG-0713 V03 

OCCUPATIONAL RADIATION EXPOSURE AT COMMERIC AL NUCLEAFI ROWER 
REACTORS - 1981 

BROOKS. 0 G Management Information Branch 82/11/30 I iQpp 
Available at NRC 5 50 1A36B 22i 


0212270440 NUREG/CR-2970 V01 

MATERIALS SCIENCE DIVISION LIGHT-WATER REAC TOR SAFETY 
RESEARCH PROGRAM Quarterly Progress Report 

* Argonne National Laboratory FIN A-2016 ANL-S2--"! I 03/ 11 /'JO 

Division of Accident Evaluation 131pp 16570 102 


02J227O4B7 NUREO/CR-2760 

LITERATURE REVIEW OF MODELS FOR ESTIMATING SOIL EROSION AND 
DEPOSITION FROM WIND STRESSES ON URANIUM MILL TAILINQS 
COVERS 

BANDER, T J Battelle Memorial Institute. Pacific Northwest 
Laboratory FIN B-2370 PNL-4302 82/11/30 Pivision of Health. 

Siting k Environment 29pp Available at NRC *4 50 16540 2711 


82J 2270492 NUREG/CR-2797 

EVALUATION OF EVENTS INVOLVING SERVICE WATER SYSTEMS IN 
NUCLEAR POWER PLANTS 

HARIED, J A Oak Ridge National Laboratory FIN B--0755 
0RNL/N51C-207 02/U/3O Division of Safety Technology 6Vppi 

Available at NRC *5 00 16548 164 


8212270499 NUREQ/CR-2948 

SIGNIFICANCE OF NICKEL AND COPPER CONTENT TO RADIATION 
SENSITIVITY AND POST I RRAD I ATIQN HEAT TREATMENT RECOVERY OF 
REACTOR VESSEL STEELS 

HAWTHORNE, J R ENSA. Inc FINB-0133 tfEA-2006 02/11/30 NRC 

- No Detailed Affiliation Given 26pp 16548 137 


Q2 12270505 NUREG-0020 V06 N07 

LICENSED OPERATING REACTORS STATUS SUMMARY REPORT Data As 
Df June 1902 (Grey Book) 

* Management Information Branch 02/11/30 376pp. 146547 001 
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OL'I 227051 2 NUREC/CR-3Q45 

DIGRD AN IN TERACT IYE GRID GENERATING PROQRAM 

FOOTE, H P . RICE, W A . KINCAID, C T Battelle Memorial Institute, 
Pacific Northwest Laboratory FIN 0-2272 FNL-4343 02/11/30 

Division of Health, Siting 6 Environment 61pp Available at NRC 
♦ 5 00 1*S4B 079 


0212270520 NUREG/CR-2982 

BUOYANCY. TRANSPORT, AND HEAD LOSS OF FIBROUS REACTOR 
INSULATION 

J3ROCARD, D N Alden Research Laboratory SANO02-72OS G2/1J/30 
Division of Safety Technology 59pp 16540 017 


02J 22 7 0559 NUREG/CR-29 1 7 

REVIEW OF GROUND-WATER FLOW AND TRANSPORT MODELS IN THE 
UNSATURATED ZONE 

GSTER, C A Battelle Memorial Institute, Pacific Northwest 
Laboratory FIN 0-2220 PNL-44S7 03/11/30 Division of Waste 

Management 175pp 16546 042 


•021 2270561 NUREG/Cft- 1 523 

COOLING WATER CHLORINATION THE KINETICS OF CHLOR INE, BROM 1NE 
AND AHMONTA REACTION IN SEA WATER 

JOHNSON, J 0 , INMANiG W , TROFE, T W North Carolina, Univ of FIN 
B-6248 B2/1I/30 Division of Health, Siting *« Environment 

121pp 16546 217 


0212200520 Final response to F01A request for documents re proposed 
version t*/ov update to reactor safety study referenced in 
NUREQ-0784, Chapter 10 as RS II documents re reactor 
cooling method No addl documents located 

FELTON, J M Division of Rules and Records 83/12/07 8H0LLY, S C 
Union of Concerned Scientists ip 16593 020 


s;m 2200535 Advises that FES on 10CFR61, "Licensing Requirements foi 
Land Disposal of Radwasfce," received Status of review will 
be provided in 22 days 

* Mississippi, State of MS02U23-OO4 02/12/06 NRC - No 

Detailed Affiliation Given lp 16593052 


Qt< 1 2230542 Certifies state c l ear t nghous e received FES on 10CFR61 
Commenting agencies will review responses to comment* on 
UES 

ROBERTS, T California. State of 01112007 02/11/22 SMITH.RJ) 

Low Level Waste Licensing Branch lp 16593 040 


8212280543 Advises that FES on 10CFR61 received & assigned 30-day 
review period Appropriate review agencies will comment 
directly to NRC 

BUTKO, K J New Jersey, State of NJ02-771 02/11/23 Office of 

Nuclear Material Safety Sc Saf eg uards, Direc tor ip 16593 022 


02.12290108 Forwards CEN-227, "Summary Rept on Operability of 
Pressurized Safety Valves in C-E Designed Plants, M in 
response to NUREO-OyS/, Item II D 1 W/o end 

WELLS, R W C-E Operating Plants Owners Group WELLS, R W Northeast 

Utilities RHU-82-70 S2/J2/20 BERNARD, H Standard! zation lc 

Special Projects Branch 2pp 1657B 035 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


B?‘O0l 9D24Q IE Bulletin 02-03, Revi s i on 1, "Stress Cracking in Thick- 
Wall, Large-Di ameter, Sta in less 8 tee 1 , R ec ir cu 1 at i on Sys Piping 
at DWR Plants " 3vc list end 

DEYOUNOpR C Director's Office, Office of Inspection and 

Enforcement 02/10/20 Consolidated Edison Co of New York, Inc 

U2pp 16462 163 24X Fiche 30-000, B5/1 0/20, 8200190240 


BPO019O245 IE Info Notice 02-42, "Defects Observed In Panasonic Model 
801 ii Model 002 Thermoluminescent Dosimeters u Bvc list 
roc I 

CQflBrL I Division of Fuel Facilities, Materials & Safeguard* 

□ 2 / 1 l /OS Consolidated Edison Co of New York, Inc ilOpp 
16372 142 24X Fiche 30-000,02/11/03,0200190245 


©POB190251 IE Info Notice 02-44, "Clarification of Emergency Plan 
Exercise Requirements " Svc list end 

JORDAN, E L Division of Engineering & Duality Assurance 02/11/10 
Consolidated Edison Co of New York, Inc 109pp 16411 199 24X 

Fiche 50-000,82/11/10,0208190251 


8200190236 IE Info Notice 02-46, "Defective & Obsolete Combination 
Padlocks " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/11/26 Consolidated Edison Co of New York, Inc 

127p P 16411 063 24 X Fiche 30-000,02/11/26,0200190236 


0208190257 IE Info Notice 02-47, *‘Tran*portat i on of Type A fluantities 
of Non-Fissile Radioactive Matl " Svc list end 
COBB, L I Division of Fuel Facilities, Materials 6 Safeguard* 
02/11/30 Consolidated Edison Co of New York, Inc 356pp 
16307 020 24X Fiche 50-000,02/11/30,0208190237 


B2O019O259 IE Bulletin 82-04, "Deficiencies in Primary Containment 
Electrical Penetration Assemblies ” Svc list end 
DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 02/12/03 Consolidated Edison Co of New York, In*. 

113pp 16411 317 24X Fiche 50-000, 02/12/03, 0208190259 


6208190261 IE Info Notice 02-48, "Failures of Agastat CR 0095 Relay 
Sockets " Svc list end 

JORDAN. E L Division of Engineering & Quality Assurance 02/12/03 
Consolidated Edison Co of New York, Inc llOpp 16462 064 24X 

Fiche 5 0-000 ,02/12/03, 0200 1 902* 1 


G20Q190267 IE Info Notice 02-49, ‘"Correction for Sample Conditions for 
Air U Gas Monitoring ” Svc list enc 1 

DEYaUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/16 Consolidated Edison Co of New York, Inc 

I27pp 16620 191 24X Fiche 50-000.02/12/16,02081902*7 


82001 90268 IE Info Notice 02-50, “Mod of Solid State AC Lfnd ervo 1 tag e 
Relays Type I TE-27 " Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 62/12/20 

Consolidated Edison Co of Meui York, Inc lO0pp 16620 293 P4X 
Fiche 50-000, 02/ 1 2/ 20, B20Q 1 9026 B 


0212010213 Respond* to approval request for Info collection re notices, 
instruction* & rept to workers concerning i nsps, 1 OCFR 19 
Request approved through 05113Q under OM0 Number 3130-0044, 
per Paperwork Reduction Act 

SCURRY, N Office of Management & Budget OMB 3150-0044 02/11/24 

SCOTT, 6 Document Management Branch 2pp 16271 23* 


0212010219 Responds to approval request for info collection fe IE 
bulletin, "Deficiencies in Primary Containment Electrical 
Penetration Assemblies " Request approved through 051130 
under OMB Number 31 S0-0Q94. per Paperwork Reduction Act 
SCURRY, N Office of Management U Budget OMB 3150-0094 02/11/19 

SCOTT, B Document Management Drench 2pp 16271 258 


021 201024 1 Responds to approval request for info collection re 10CFR70 
concerning domestic licensing of GNM Request approved 
through 831231 under OMB Number 3150-0009, p er Paperwork 
Reduction Act 

8CURRY, N Office of Management t Dudget OMB 3150-0009 02/11/19 

SCOTT, S Document Management Branch 2pp 16271 260 


82I201O247 Respond* to approval request for info collection re lOCntBO 
concerning domestic licensing of byproduct matl Request 
approved through 821231 under OMB NumbeT 31 50-0017, per 
Paperwork Reduction Act 

SCURRY, N Office of Management t« Budget OMB 3150-00 1 7 02/11/19 

SCOTT, 8 Document Management Drench 2pp 16271 2*2 


0212010253 Responds to approval request for info collection re 10CrR40 
concerning domestic licensing of source matt Request 
approved through 830031 under OMB Number 31 50-0020, per 
Paperwork Reduction Act 

SCURRY, N Office of Management U Budget OMB 3120-0020 02/11/19 

SCOTT , 8 Document Management Branch 2pp 16271 264 


8212010256 Responds to approval request far info collection re 10CFH50 
concerning domestic licensing of production ^utilization 
facilities Request approved through 050430 under OMB Number 
3130-001 1, per Paperwork Reduction Act 

SCURRY, N Office of Management It Budget OMB 3130-0011 02/11/19 

SCOTT, 8 Document Management Branch 2pp 16271 266 


0SI2O2O3BO Comments on proposed topic definitions & associated cost 
estimate for 6EP, Phase III Review of need for program in 
light of analysis of SEP Phase II & changes made through 
regulatory initiatives since Nov 1977 encouraged 
CAONETTA, J P Atomic Industrial Forum 82/10/19 EIBENHUT. D 0 
Division of Licensing, *Bp p 16270:022 


0212070342 Informs of redirection of LOFT program Sufficient financial 
support available for DOE to proceed w/formatlon of inti 
LOFT consortium Forwards NRC/DOE interagency agreement on 
LOFT program responsibility 

PALLADJNO.N J Commissioners, 02/11/22 BEVILL, T House of Rep , 
Appropriations. lp 16356,247 


— 8212070351 Inform* of redirection of LOFT program Sufficient financial 
support available for DOE to proceed w/formation of inti 
LQFT censor t turn, Forward * NFC/DOE interagency agreement on 
LOFT pro-gram responsibility 

PALL AD I NO, N, J Commissioners. 83/11/22 UDALL, M Housa of Rep , 

Interior h Insular Affairs lp 16356:248 
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— B2120703S9 Inform* of redirfction of LOFT program Sufficiont Financial 
support available for DDE to proceed w/farmation of inti 
LOFT consortium FPT<uards NRC/DOE interagency agreement on 
LOFT program r e ap on s i b i 1 i ty 

PALLADINO, N J Commissioner* 82/11/22 BIMPSDN, A Senate. 
Environment it Public Works ip 1 6356 249 


— B212Q70369 Informs of redirection of LDFf program Sufficient financial 
support available for DOE to proceed w/f ormation of inti 
LOFT consortium Forward* NRC/D0E interagency agreement on 
LOFT program responsibility 

PALLADINO, N J Commissioners 02/JI/22 HATFIELD* tf 0 Senate. 
Appropr iati ons lp I 6356 250 


— 8212070372 Informs of redirection of LOFT program Sufficient financial 
support available for DDE to proceed w/formation of inti 
LOFT consortium Forwards NflC/DOE interagency agreement on 
LOFT program responsibility 

PALLADINO, N 0 Commissioners 82/ J 1/22 OTTINGEft, R L House of 
Rep « Energy it Commerce lp 16396 251 


■8212070378 Interagency agreement re LOFT program responsibility between 
NKC it DDE Responsibilities & obligations of parties for 
operation of LOFT facility delineated 

DffiCKSrW J Office of the Executive Director for Operations 
BREWER, S T Energy. Dept of 82/11/22 2pp 16336 253 


8212080227 I AEA -CN-42/353 

"Regulatory Perspective of Role of Const £n ffevi t«i I £ i mg 
US Nuclear Industry |T 

STELLQ, V Regional Operations it Generic Requirements 82/12/02 
llpp 16367 124 


Q2122i0497 Foruardi request for OJiD review i supporting statement re 
proposed rule to J0CFR9Q S4fcl concerning fitness for duty 
NDRRV. P 0 Office of Administration 82/12/15 SCURRY, N Offire 
op Management & Budget 2pp 16539 347 


8212210505 Forward* request* far OMO review & supporting statement rf 
extension of 0MB clearances for NFC Forms 213. 

■"dual J fi cat ions Invest i gabion (Pr of es s i anal ) tJ Sr 2f2A 
"Qua! if i ratio ns Investigation fSecretar lal/Cler j call " 

NARKY. P 0 Office of Administration 82/12/15 SCURRY, N Office 
Of Management it Budget lp 16543 001 


PR PROPOSED RULE 


0211160094 Forwards draft notice of proposed rulemaking 1CCFR170 re 
proposed revision of license fee schedules 

WORRY. P G Office of Administration B2/I 1/02 STOCKMAN, D A 
Office of Management it Dud get 64pp 16102, 230 


8212050118 Comments en proposed rule IOCFR34 re third party 
certification of industrial radiographers Opposes rule if 
certification allowed only by party outside of Navy Rule not 
opposed if permitted by Wavy party independent of users 
HENDFJJX.C (4 Navy. Dept of, Nava 1 Facilities Eng Command 
47FRI9132 091 82/11/19 Docketing 6 Services Branch 4p p 

16272 048 


0212020125 Comments on proposed rule I0CFRS0 which would require 
licensees to compare & evaluate facility against so-called 
SRP acceptance criteria 6 justify any deviations Opposes 
rule 

PARKVNr J D Affiliation Unknown 47FR47019 001 EJ2/1J/19 

Docketing it Services Branch ip 16272 039 


8212020134 Comments on proposed rule I0CFR50, "App I icab i 1 |ty of 
License Condi tiom & Tech Specs in Emergency " Supports 
vuls 

BAWDRY* W A Professional Reactor Operator Society 47FR35996 034 

82/11/19 Docketing U Services Branch 3pp 16272 033 


0212020154 Comments on proposed rules 10CF7?30»40 & 70 re licensee 
re«pnn« ib i M ty for nuclear matls it procedure* for 
termination of specific license* 

BDODEN, G Western Nuclear, Inc (sub* of Phelps Dodge Carp ) 
47FR47400 002. 02/U/16 Docketing it Services Branch 2p p 

16274 172 


1212020166 Comments on proposed rule 10CFR20 re performance testing 
for personnel dastwetry 

* National Council on Radiation Protection & Measurements 
45FR 1B023 074 02/11/26, MRC - No Detailed Affiliation Given 

38pp. 16274 109 


8212020102 Comments on proposed rules 10CFR30, 40 & 70 re licensee 
responsibility for nuclear matls & procedure* far 
termination of specific licenses Rule should be revised to 
reflect activities covered by OL issued under Part 50 
CLAYTON, F L Alabama Power Co 47FR47400 001 82/1 1/05 

Docketing L Services Branch 2pp 16274 094 


0212020230 Comments on proposed rule 10CFR2 re immediate effectiveness 
rule for CPs Opposes rule 

EDDLEMAN, W Affiliation Unknown 47FR47260 Q04 82/IS/19 NkC ~ 

No Detailed Affiliation Given 2pp 16274 155 


02J202O242 Comment* on proposed rule 10CFR2 re immediate 
ef f ecti venegs rule Supports rule Rule should be reinstated 
u/app 1 ic ab 1 li ty to const stage it OL stage proceedings 
DRADBURV.R B Stone 6 Webster Engineering Corp 47FR47260 001 
82/11/17 Docketing it Services Branch 2pp 16274 147 


8212020251 Package of four comments supporting proposed rule 100820 
re personnel dosimetry processing accreditation program 
MODNT.DK Worth Dakota, State of RUTLEDGE, B G Georgia. State 
of, Dept of Human Resources WONG* G C California, State of 
47FR20493 82/11/29 PALLADINO, W J Commissioners 4pp 

16279 355 


0212020339 Comments on proposed rule 10CFR2 re Commission review 
procedures for power reactor CPs hearings Supports rule 
KEARNEY, J J Edison Electric Institute 47FR4726D 007 82/11/24 

CHILES J Docketing t* Services Branch tp 16280 358 


8212020363 Comments on proposed rule 10CFR2 re immediate effectiveness 
rule for CP hearings Opposes rule 

* Union of Concerned Scientists 47FR47260 006 02/1 £/24 

Office of the Secretary of the Commission 8pp 1627S 122 


8212020366 Comments on proposed rule 10CFR2 re immediate effectiveness 
rule re review of A5LB CP decisions Opposes rule 
DOUGHTY, J Seacoast Anti^Fol lution League 47FR47260 005 
82/11/22 CH ILK, 3 J Office of the Secretary of the Commission 
2pp 16278 130 


8212020372 Comments on proposed rule 10CFR2 re review procedures foi 
CP* £ LlJAs Supports rule 

SCHERER, A E Combustion Engineering. Inc 4 7FR 4 7260 002 02/11/19 

Docketing it Services Branch lp 16278 120 


8212020375 Comments on proposed rule 10CFR2 re immediate a f f e c 1 1 v-e nt * s 
element for power reactor CP* Supports rule 
PARKYN, J D Affiliation Unknown 47FR47260 009 B2/U/J9 

Office of the Secretary of the Commission Ip 16208 357 


0212020378 Comments on proposed rule 10CFR2 re immediate of f e c 1 1 venr s s 
rule of ASLB decisions in CP hearing* Opposes rule 
DOHERTY.D F Gulf Coast Environmental Defense Foundation, Inc 
47FR472A0 008 82/10/23 Office of the Secretary of the 

Commission 3pp. 16278 099 


0212020383 Comments on proposed rule 10CFR2 re immediate effectiveness 
rule for CP hearings Opposes rule 

READ, D F North Carolina, Univ of 47FR4 7260 003 82/11/17 

Docketing it Services Branch lp 16278,119 


8212080575 Notifies of Commission proposal to amend regulations in 
1 OCFR 170, revising fees charged for facilities & matls insp 6 
review of applications for permi ts, 1 i censes , amends, renewals, 
topical repts it special projects 

NPRRY, P Office of Administration 82/11/03 UPALL, M K House of 
Rep , Interior It Insular Affairs 2 pp I636B 333 


0212080578 Notifies of Commission proposal to amend regulations in 
10CFR1 70, revi sing fee* charged for facilities 8< metis insp it 
review of applications for permi ts, 1 i c enses , amends, renewal s. 
topical repts & special projects 

NORRY.P Office of Admin i strat i on 82/11/03 MOFFETT, T House 6 f 
Rep , Government Operations 2pp 16368 320 


83 J 20B0585 Notifies of Commission proposal tp amend regulations in 
10CFR170, revi s ing fees charged for facilities & matls insp 
& review of applications for permits, 1 icons es, amends, 
renewals, topi cal repts it special projects 

WORRY, P Office of Administration 02/11/03 SIMPSON, A Houc-e of 
Rep. i Environment 6 Public Works 2pp 16360 326 


8212000594 Discusses Commission proposal to amend regulations in 
10CFR170, revi s 1 ng fees charged for faei liti es, mat 1 insp, 
review of applications for permi ts, 1 i censes, amends, renewal*, 
topical repts 6 special projects 

NQRRY, p 0 Office of Administration 02/U/O3 OTTIWGER. H L 
House of Rep , Energy it Commerce 2pp 16360 203 
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S212I60OO8 Ack receipt of 821009 comments on proposed rule 10CFR60. 
"Technical Criteria for Disposal of High Level Radwatte in 
Geologic Repositories " Concerns & recommendation* will be 
considered prior to issuance of final technical criteria 
DIRCKS. U J Office of the Executive Director for Operations 
46FR33280 090 02/10/21 MUNTZING, L M American Nuclear Society 

Lp 16446 14 6 


0212200023 Comment* on proposed rule 10CFR2 specifically authorizing 
issuance of notice* of violation* to nonl 1 c #n»es & Rule 
should be revised to specifically exclude util employees 
from rule 

LEMPOES, T E Niagara Mohawk Power Corp 47FR91402 002 92/12/10 

CHILK, S J Office of the Secretary of the Commission 2pp 
16473 348 


BP12160216 Comments on proposed rule 10CRR50 re applicability 
of license conditions it Tech Specs in emergency situations 
Support* rule 

CQUNSIL, U 0 Connecticut Yankee Atomic Power Co CQUNSIL. W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities} 
COUNSrL.W 0 Northeast Utilities 47FR3S996 033 02/11/24 

Docketing & Services Branch 2pp 16446 129 


8212160394 Package of two comment* supporting proposed rule 1GCFR20 re 
accreditation of personnel dosimetry svcs 

GE-RUSKY. T M Penn* y Ivan i a , State of WARREN, D M < HOWARD, D N 
Utah, State of 45FR20493 02/12/06 PALLADINQ, N si 

Commissioner* 6pp 16442 204 


0212160422 Comments on proposed ru*e 10CFR20 re ac c red i ta t i on of 
personnel dosimetry svcs Supports rule 

HAZLE, A J Colorado, State of 4SFR20493 074 02/11/16 

FALLADINO, N J Commissioners Ip 16442 146 


B2I2I60431 Comments on proposed rule 10CFR2 re immediate effectiveness 
of licensing boards decision* Recommends Commission adopt 
full re i hstat ament of original rule for all licensing 
act ion* 

COWAN, B Z Atomic Industrial Forum 47FR47260 011 02/11/2*? 

.Docketing & Services Branch 2pp 16442 130 


6212160434 Comments on proposed rule 10CFR2 re immediate effectiveness 
of licensing board* decisions No change to proposed rule 
recommended 

M ARRACK, D Affiliation Unknown 47FR4726Q01G 02/11/22 

P ALLAOl NO, fj Commissioners lp 16442 086 


B21 2200029 Comment* on proposed- rule 1OCFR50 re guidance for 
implementation of SRP rule Support* rule 

GIBSON, L S Consumers Power Co 47FR47019 004 0 2/12/09 

Docketing t< Services Branch lp 16-473 350 


8212200036 Package of two comment* on proposed rule 10CFR50 re 
proposed guidance foT implementation of SRP rule 

KQESTER, 0 L Kansas Qas fc Electric Co BOUCHEY.G D Washington 
Public Power Supply System 47FR47019 82/12/10 Docketing fe 
Service* Branch 3pp 16474 OQ| 


0212200045 Comments on proposed rule 10CFR50 re proposed guidance 
for implementation of SRf> rule, NUREG>~0906 Rule imposes 
requirements for performance of excessive analysis 8c 
evaluation effort* when relation to SRP not clear 
DRADBURY, R B Stone & W*b*ter Engineering Corp 47FR47019 009 
82/12/10 Docketing 8c Service* Branch 2pp 16470001 


0212200046 Comments on proposed rule I0CrRl70 re revisions of license 
fee schedules Reconsideration urged to assure that schedule 
of fee* be announced only after mgt controls in place 
BERNATHrL San Diego Qai & Electric Co 47FR92454 OOi 02/12/09 
Docketing & Service* Branch 2pp 16470 004 


0212200053 Comments on proposed rule J0CFR170 re revisions of license 
Fee schedules Opposes rule Charges should be made on actual 
cost basis 

DIETZ, Q R Isomedix, Inc (Subs of Masefield Enterprises, Inc > 
47FR52434 002 02/12/09 Docketing 4, Services Branch lp 

16470 015 


BIH216O510 Comment* on proposed rule 10CFR32 re change of record 
submission requirements from annual to 5~yr plan 
Recommends reporting requirement* be eliminated 
COHEN, C D R ado Watch Co , InC 47FR52719 002 02/11/29 

Docketing l< Services Branch Ip 16442 116 


0T 1 1 2160524 Comment* on proposed rule 10CFR32 re change of record 
submission requirements from annual base to 5-yr plan 
[support* rule 

LESLIE, WG Northern Telecom 47FR52719 004 82/12/03 Office 

of the Secretary of the Commission lp 16442 115 


□212160930 Comments on proposed rule I0CFR32 re change of record 
*uhmi s* i on requirement* from annual to 5-yr plan Supports 
i uli 

COLE, D Unitec Co (subs of Ecodyne Corp ) 47FR52719 003 

02/11/30 Docketing b Services Branch lp 16442 114 


0212160532 Comment* on proposed rule 10CFR33 re modified record keeping 
8c transfer reporting requirements Opposes rule Requests 
licensing of small usors be terminated 

S IE-QR 1ST, W Glycine-Sales 8, Service 47FR52719 001 03/11/29 

Docketing 6 Services Branch lp 16442 113 


021 2160530 Comment* on proposed rule 10CFR32 re change of record 
submission requirement* from annual to 5-yr plan Oppose* 
r u l e 

HEIDER, H J Talley Industries, Inc 47FR52719 005 02/12/03 

Docketing fc Services Branch lp 16442 111 


0212200003 Comment* on proposed rule 10CFR2 re issuance of CP or LWA 
based on limited NRC review of ASLQ decision Supports rule 
flauCHEY.G D Washington Public Power Supply System 47FR47260 012 
02/12/07 Docketing Sc Services Branch lp 16474 039 


0212200010 Comment* on proposed TUle 10CFR2 specifically authoricing 
Issuance of notice of violation to nonlicensees Commission 
should provide list of situations where NRC has statutory 
authority over nonlicynsees 

REYNOLDS, N 9 Debevoise h Liberman 47FR51402 002 82/12/13 

CHICK, 3 J Office of the Secretary of the Commission 3pp 
16473 092 


0212200016 Comments on proposed rule 10CFR32 re degree of public 
exposure to radiation from byproduct matl Oppose* rule 
E -NO ELM ANN, J H Miles Laboratories. Inc 47FR52719 006 82/12/09 

Docketing U Service* Branch 3pp 16473 082, 


B2 12200073 Contents on proposed rules 10CFR30, 40 & 70 re licensee 
responsibility for nuclear mstl* & procedures Pot 
termination of specific licenses 

□aUCHEY.O D Washington Public Power Supply System 47FR47400 003 
02/12/07 Docketing & Service* Branch lp 16474 309 


0212230073 Notification of commencement of 30-day review of FES re 
licensing requirements for land disposal Of radwasfce 
» Oregon. Stat* of 02/11/22 lp 16544 33B 


8212230081 Forward* "Licsnsthg Requirements for Land Disposal of 
R a dura* te, " FES Comment* due in 3 wk* W/o end 

GArCH, F J3 Maryland, State of 02/11/24 NRC ~ Mo Detailed 

Affiliation Given lp 16944 326 


8212330092 Advise* of commencement of review af "Licensing Requirement! 
for Land Disposal of Radu/aste, " FES 

DAVISON, A Illinois, State of 02 11 22 60 82/ 12/06 NRC - Nu 

Detailed Affiliation Given lp 16544 324 


0212200539 Advise* that FEB on 10CFR61, “Licensing Requirements for 
Land Disposal of Radwasfce. " received Status of review will 
be provided in 22 days 

« Mississippi, State of M582 1123-004 02/12/06 NRC - No 

Detailed Af f i 1 i a t i on Oiven lp 16993032 


8212280542 Certifies state clearinghouse received FES on 10CFR61 
Commenting agencies will review responses to comment* on 
DE8 

ROBERTS, T California, State of 01112007 82/11/22 0MITH. R D 

Low Level Waste Licensing Branch lp 16593 048 


8212280543 Advise* that FES on 10CFR61 received 6 assigned 30-day 
review period Appropriate review agencies will comment 
directly to NRC 

BUTKO, K J New Jersey. State of NJ82-771 02/11/23 Office q 

Nuclear Material Safety S* 8af ©guards, Director. lp. 16593 022 


PRM PETITION FOR RULEMAKING 


0212020243 Comment* on petition for rulemaking RRM-34-3 r* maintainin' 
record of radiographic survey Supports petition 
VINCENT, R E Chicago Bridge fc Iron Co 47FR5272& 02/09/27 

Docketing tt Service* Branch, 2pp- 16274 102 


8212020247 Notice of receipt of petition for rulemaking PRM-40-24 fro 
Union Carbide Corp re di-spoiition of tailing or waste from , 

U milling operation* 

CHILK, 8 J. Office of the Secretary of the Commission. 47FR530B9. 
02/U/23 I2pp 16279:321 
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6312020263 Commsnt* on petition for rulemal PRM--50-39 re public 
intervention if emergency plans not adequate Support* 
pat i tl on 

TAYLOR. T Affiliation Unknown 47FE5I8G9 034 02/11/27 

CHILK,S J Office of the Secretary of the Commission Ip 
16279 352 


8212020263 Comments on petition for rulemaking PRM-50-39 re amend of 
emergency planning rule Supports petition 

FLACK. 0 Flack, 0 47FR51889 033 82/11/19 CWILK.S J Office of 

the Secretary of the Commission ip 16279 359 


9212020277 Package of two comments supporting petition for rulemaking 
PRM-50-35 re ad jud t c afcory hearings on emergency planning 
issues prior to full power operation 

KLINE, C . HANNON, S , CURRAN, J Affiliation Unknown 47FRSJ009 
32/11/22 CHlLKrS J Office of the Secretary of the Commission 
5pp 16286 245 


8212020279 Forwards petition for rulemaking PRM-40-24 ro disposition of 
tailings & waste from U milting operation* 

DUDWICKiC L Union Carbide Corp 47FRS 3089 82/09/2? CW1LK.S 

Docketing t Services Branch 2pp 16273 23? 


—8212020209 Petition for Tulemaking FRM-40-24 re disposition of tailings 
1 waste from U milling operation* 

Ol/DWZCK, C L. Union Carbide Corp 47FR53009 82/09/29 386pp 

16275 240 


B2 1 20203 89 Comments an petition for rulemaking PRM-90-35 re UCS amend 
to ICCFR50, 47 to ensure right* of Intervsmor* Supports rule 
DAVIS, J R Affiliation Unknown 47FR51889 032 02/11/22 

CHTLK, S J Office of the Secretary of the Commission Ip 

16270 !BI 


8212160209 Comment* on petition for rulemaking PRM-50-34 re testing 
of evacuation plans once every 5 yrs Opposes rule 
Evacuation plans should be tested more often 
EDOLEMAN.W Affiliation Unknown 47FR50918 <X>1 82/12/01 

CHILK, 6 J Office of the Secretary of the Commission tp 
16446 I S3 


0212200097 Comment* on petition- for rulemaking PflM-50-39 re right of 
public to litigate contested emergency planning issues prior 
to Issuance of full power OL Opposes petition 

STEWART, A E Lake County, OH 47FR31C89 0 3 3 G2/I2/10 CHILK, 8 J 

Office .of th B Secretary of the Commission Ip 16474 233 


B2J22C006O Comment* on petition -for rulemaking PRM-34-3 re radiation 
surveys for radiographic exposure devices Support* petition 
DUPLI-SSEV, J F Catalytic^ Tnc (fob « of Air Products & Chemicals, 
Inc > 47FR52722 001 82 / 12/00 Docketing it Services Branch 

lp 16473 314 


PROJ PROJECTS - PRE DOCKET LICENSING 


8P12130435 Request* written conf i rmat ion that proprietary info in 0N8, 
"Topical SAR for Castor Cask Type JSFSJ (Dry Storage). '< has 
been destroyed 

ROBERTS, J P Advanced Fuel & Spent Fuel Licensing Branch 02/4i/iB 
REI5EN WEAVER, D Chemical Engineering Branch ip 16413 159 


0212130430 Describes action* taken to destroy proprietary info in 
■"Topical SAR for Castor Cask Type ISFSI {Dry Storage)," 
per Oeeellschaft Fuer Nuclear Svc request 

ROBERTS. J P. Advanced Fuel & Spent Fuel Licensing Branch S2/11/JB 
Advanced Fuel & Spent Fuel Licensing Branch ip 16413.056 


S«Jf 21-40501 -Forward* CENPD-270, "Dry Storage Cask for ISFSI " 

SCHERER, A E -Combustion Engineering, Inc LD~82-OB0 62/11/11 

ft DUSE, L C. Advanced Fuel fc Spent Fuel Licensing Branch ip 
16431 150 


—8212140510 CENPD-270 

"Dry Storage Cask for ISF0I " 

* Combustion Engineering, fnc 92/10/31 4lpp 16431 159 


6212210917 Summary of 811215 meeting u/Op* e 1 1 sc h a F t Fuer Nucklrar 
Svc £n Bilver Spring, HD re submission of dry spent fuel 
storage cask design topical rep t. Addl drop testing of Castor 
1C cask scheduled for Feb 1982. 

ROBERTS, J P Advanced Fual 6 Spent Fuel Licensing Branch 81/12/16, 
ROUSE# L C Advanced Fuel 6 Spent Fuel Licensing Branch. 3p p 
I 6502 344 


0212220511 Forwards rept re 820723-24 monitoring visit to site to 
become fully acquainted w/site activities & personnel Future 
monitoring visits will cover specific aspects in greater 
depth 

CLARK, A T Advanced Fuel & Spent Fuel Licensing Branch 82/12/20 
HANNUM# W A Energy# Dept of 7pp 16923 090 


0212270473 Responds to 821129 request for review of C^E rept, u Dry 
Storage Cask for ISFSI " Casks conform w/GA program 
CENPD-210-A. Revi s ion 3 Program reviewed in 1977 & accepted 
HAAS3. W P Quality Assurance Branch 21665 02/12/08 ROUSE, Lt. 

Advanced Fuel & Spent Fuel Licensing Branch Ip 16566 360 


0212270496 Notification of contract e x e c u t i on , Mod 1 to "Reproduction 
of Copies Re Stanislaus Nuclear Project Unit l.NRC 
Docket P-564-A " Contractor Speigel It McDiarmid & Northern 
CA Power Agency 

SMITH, P A Division of Contracts NRC-10- 79-391 82/12/17 

SPRINGER, M # WOOD. R Office of Admin i s trat ion Ip 16540 338 


- — '6212270502 Hod i , d eob 1 i ga t x ng funds to, "Re produc 1 1 on of Copies Re 
Stanislaus Nuclear Project. Unit 1,NRC Docket P-564-A “ 

» Northern California Power Agency. Ca 1 1 forma. State of, 

TRAUOER, T C Spiegel S' McDiarmid SMITH.P A Division of 
Contracts NRC- 10-79-39 I 82/12/17 lp 16348 359 


82J2270558 Notification of contract execution. Mod 1 to "Economic 
Consulting 6vcs in Connection w/Stanislaus Nuclear Unit, 

Antitrust Hearing Docket P-964-A " Contractor PM Outmann 
SILVI8, R M Technical Assistance Contracts Branch FIN 0-6521 
NRC-03-91-120 82/12/21 DEN ION. H R Office of Nuclear Reactor 

Regulation, Directer TOALSTON, A NRC - No Detailed Affiliation 
Given lp 16546 330 


— 8212270360 Mod 1 , deob 1 1 ga t i ng funds to "Economic Consulting Svcb in 
Connection w/Stanislaus Nuclear Uni t, Anti trust Hearing 
Pocket P-564-A " 

GUFMANN# P M Gutmann# P M GUSTAVE# R P Technical Assistance 
Contract* Branch FIN B-6521 NRC-03-01 -120 02/12/21 Ip 

16546 339 


PT2I N0NCOMPLJANCE REPORTS AND RELATEP CORRESPONDENCE 


821 201 0082 Forwards McGraw Edison Part 21 rept re defective valve 
components Defective valves are limited to facilities in 
Regions 3 It 4 

MARTIN. T T Division of Engineering It Technical Programs 02/11/05 
SPESSARD.R Division of Project U Resident Programs 0AGL1ARDQ, J 
Division of Resident* Reactor Project & Engineering Program* 2pp 
J 6261 006 


8212010085 Part 21 rept re changes incorporated into computer program, 
ADLPIPE Sample 1 tr to client end 

HOCHFELDER, E Wyly Co PT21 02-730-000 02/11/05 COLLINS, J T 

Region 4, Office of Director lOpp 16260 307 


B2J2010I54 Part 21 rept re verification of gap distances between 
bottom of guide tube & upper cor* plate In failed guide 
tube support pins Investi gati on reaffirm* 020927 position 
that no safety concern exists 

RAHE.E P Weitinghouse Electric Corp PT2i 02-737-000 82/11/12 

JORDAN# E L Division of Engineering 4. Duality Assurance 2p p 
16250 079 


8212010224 Part 21 rept re deficiency concerning pipe stress I* support 
loads exceeding allowable limits Initially reported on 
02001 7, P i p ing tys structure redesigned 

SARSTEN, 0 £ United Engineers 8, Constructors# Inc isubs of 
Raytheon Co 3 PT21 Q 2-735-000 82/10/21 Director's Office, 

Office of Inspection and Enforcement iOpp 16258 012 


8212200362 Part 21 rept re C Sumrall allegations concerning Rockwell 
main steam isolation valves used in nuclear power plants 
Investigation confirmed no evidence of reportable defect 
DUFFEY, D W Rockwell International Corp 02/12/17 DEYOUNG,/? C 
Director's Office, Office of Inspection and Enforcement 9pp 
16560 070 


GA999 QUALITY ASSURANCE INSPECTIONS 


8212070032 Forwards QA Program Insp Rept 99900300/02-01 on 020823-2/ 
No noncompliance noted 

POTAPOVS. U. Division of Vendor $ Technical Programs 02/11/00 
MORIARTY, J Colt Industries, Inc 2pp 16333 197 



NONDOCKETED ITEMS 


— B212070036 QA Program In*p Rept 99700300/02-01 on 820023-27 No 
noncotfp I iart ee noted Major areas inspected previous insp 
finding*,nfg process contra 1, procurement document control & 
noncotif ornd nces & corrective actions 

OLLER i R E , DARNE3. r Division of Vendor Si Technical Programs 
62/10/23 1 3 j>p 16333 179 


835 2,070116 Forwards QA Program Insp Rept 99900794/82-01 on 021004-05 
notice of nonconformance 

POTAPOVS, U Division of Vendor & Technical Programs 02/11/16 
EGGERSrP £ Ridihalgh. Eggers It Associates 2pp 16329 330 


8212210071 Forwards GA Program Insp Rept 99-9000 08/02-01 on 821018-22 i 
notice of nonconformance Ic notice of violation 

POTAPOVS, U Division of Vendor & Technical Programs 82/12/02. 

GOFF# 0 H Harnischf eg«r Cotp 2pp 16492 2Sl 


— 9212210096 Notice of violation from imp on 821019-22 

* Division qf Vendor it Technical Programs 82/12/02 lp 
16472 223 


— 0212210098 Notice of nonconformance 
# Region 4, Office of Director 


from insp on 021010-22 
02/ 12/02 2pp 16492 224 


— B212070II7 Mot ice of nonconformance from insp on 821004-05 

» Division of Vendor & Technical Programs 02/11/16 2pp 
16329 332 


—0212070122 QA Program Insp Rept 99900794/B2-01 on BP1004-05 
Noncompliance noted design control procedure not fully 
implemented 4, review, ch eck, re-eva lua tion 1 ver if l cat i on 
process for REA 2023 design not fully planned k structured 
HC WE ILL, W M , BARNES, I Division of Vendor & Technical Programs 
02/ IS /OB 7pp 16329 334 


3212070156 Forwards GA Program Insp Rept 99900369/82-01 on 821012-14 4 
notice of violation & notice of nonconformance 

POTAPOVS, If Division of Vendor & Technical Programs 02/11/15 
EHRKARD.E R Automatic Switch Co 3pp 16333 104 


— S2 L 2070 1 59 Notice of violation from insp on 021012-14 

* Division of Vendor V Technical Programs 02/11/15 lp 
16333 107 


--9212210105 GA Program Insp Rept 99900080/02-0 1 on 821018-22 
Noncompliance noted procedures did not exist for two types 
of hardness testing equipment 6 equipment exceeded calihr 
due date 

CONWAY, J T , BARNES, I Division of Vendor 6 Technical Programs 
02/11/19 0pp 16492 226 


0212210135 Forwards QA Program In*p Rept 99900202/62-01 on 621010-20 
No nonca/npl iance noted 

POTAPOVS, U Division of Vender 8c Technical Programs 02/12/02 

SEWELL, D M ITT Qrinneil (subs of I TT ) 2pp 16405 173 


— Q212210I41 QA program Insp Rept 99900282/02-01 on 821010-20 No 
noncompliance noted Major areas inspected spec of incorrect 
weld insp requirements on hanger drawings L previous 
findings 

ELLERSHAW, L E , BARNES, I Division of Vendor & Technical Programs 
05/11/26 9pp 16489 177 


— 0212070162 Notice of nonconformance from insp on 821012-14 

• Division of Vendor U Technical Programs 02/11/15 2pp 
16333 160 


0212210210 Forwards QA Program Insp Rept 99900319/62-03 on 821004-Oa 
No noncompliance noted 

POTAPOVS, U Division of VendOT J* Technical Programs 02/12/03 
K0ME8, J M Bechtel Cnrp 2pp, 16404 001 


—8212.070169 QA Program Insp Rept 99900369/82-01 on 921012-14 
Noncompliance noted revisions to production planning L 
control dept Procedure PP 469 implemented in fabrication 
process w/n notifying or forwarding to DC 

SUTTON, J W , BARNES,! Division of Vendor 4 Technical Programs 
82/11/13 7pp 16333 190 


01? S 207030 1 Forwards QA Program Insp Rept 99900902/82-0? on B20B16-21 
No none o-mp I lance noted 

POTAPOVS* U Division of Vendor 4 Technical Programs 82/11/10 
HOLBROOK, W W Wyle Laboratories 2p p 16343 181 


—8212070304 QA Program Insp Rapt 99900902/82-09 on 820016-21 No 
noncompliance nnted Major area* inspected review of Terry 
turbine test spec k Wy 1 e test plan 1 procedures fc witnessing 
of turbine dynamic testing 

HUBBARD, 0 T , PHILLIPS. H 8 Region 4, Office of Director 
62/ I 1/09 Qpp 16343 103 


0JH2O7O416 Forwards QA Program Insp Rept 99900317/92-01 on 020920-24 
& notices of nonconformance 6 violation 

POTAPOVS, U Division of Vendor k Technical Programs 02/11/12 

STOL0A, F B Cooper Industries, l nc 3pp 16336 290 


— 8212070418 Notice of violation from insp on B20920-24 

* Division of Vendor & Technical Programs 02/11/12 Ip 
16336 301 


— B21 2210223 GA Program Insp Rept 99900919/82-03 on 021004-08 No 
noncompliance noted Major areas inspected QA program re 
audits & four 10CFR5Q 53(e) Part 21 repts 

COSTELLO, J R . HALE, C J Division of Vender & Technical Programs 
02/11/30 10p p 16484 003 


8212210353 Forwards QA Program Insp Rept 99900346/62-01 on 820830-0903 
& notice of nonconformance 

POTAPOVS, U Division of Vend or t Technical Programs 02/H/tB 
FRANCOIS, E I Vt 1 an Valve Co 2p P 16495 299 


— '021 221 0357 Notice of nonconformance from in*p on 820830-0903 
* Division of Vendor Technical Programs 82/11/18 2pp 
16495 301 


— 9212210366 QA Program Insp Rept 99900346/02-01 on 820830-0903 
Noncomp liance noted absence of inspector stamp k date for 
verification of transfer flf marking on operation I* routing 
sheets for PO P3-3500-N assembly 

CQNWAY, J T , BARNES, I Division of Vendor k Technical Programs 
82/1 1/04 8pp 16493 303 


8312270199 Forward* QA Program In*p Rept 9990 0743/02 -01 on 821006 U 07 
8 1 notice of nonconformance 

POTAPOVS , U Division of Vendor 6 Technical Programs 82/12/02 
DUVALL, D D Brown fioveri Carp (subs Drown Boveri & Co , Ltd ) 

2 pp 16535 135 


— 8212070423 Notice of nonconformance from insp on 020920-24 

* Division of Vendor U Technical Programs 02/11/12 3pp 
16336 302 


— 8212270206 Notice of nonconformance from insp on 821006 k 07 
# Division of Vendor k Technical Program* B2/12/02 3pp 
16535 137 


—0212070434 QA Program Insp Rept 99900317/82-01 on 820920-24 
None omp 1 jance noted disintegration of lube oil strainer 
basket mesh not reported & signatures, clock number 6 dates 
not entered for completed operations 

FOSTER, W E , BARNES, I Region 4, Offica of Director 02/11/02 
I3p p 16336 305 


8212100003 Ac ft receipt of 821JO0 lfcr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900003/82-02 

POTAPOVS* 3 Division of Vendor S' Technical Programs 82/10/26 
LONC - , J A General Electric Co lp 16373 350 


—8212100005 Responds to NRC 82101P lfcr re nonconformance noted in QA 
Program Insp Rept 99900003/82-02 Corrective actions 
engineering change request Issued requesting anhydrous 
ammonia requirement in nitrate spec be revised 

LONG, J A General Electric Co. 82/11/00. POTAPOVS, U Division 
of Vendor k Technical Programs 3pp 16373 359 


— 0212270213 QA Program Insp Rept 99900743/82-01 on 021006 !« 07 
Noncomp 1 lance noted data not entered In data sheets to 
indicate change to 49-volt dc control power k recorded 
voltage value did not satisfy min requirement 

FOSTER, W E i BARNES, 1 . Division of Vendor 8c Technical Programs 
02/11/23 llpp 16535 140. 


0212280396 Ac k receipt of 821122 ltr Informing NRC of step* taken to 
correct nonconformance noted In QA Program Insp Rept 
99900400/62-03 

POTAPOVS, U Division of Vendor k Technical Programs 82/12/21 
OUILBERT.D E Babcock * Wilcox Co Ip 16559 034 


— 02122SO4O1 Responds to NRC 021005 1 tT re nonconformance noted in QA 
Program Insp Rept 99900400/92-03 Correctivo actions 
notification of POWERTRAIN code error distributed to 
operational analysis unit per Exhibit C of NPG-0903-13 
QUILBERT. D E Babcock 8, WiUox Co 02/11/22 POTAPOVS, U 
Division of Vendor 8t Technical Programs 4pp 16599 035 
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NONDOCKETED ITEMS 


321 2300027 Forward!* QA Program !r»*p Rept 99 90 036 5/ B 2-0 1 on 821020-22 b 
notice of nan confer manes 

POTAPOVS, tf Division of Vendor b Technical Program* 32/12/OB 
NEARS, L N Van Huff el Tube Corp 2p p 1 6593 176 


— 9212300029 Notice of nonconformance from insp on 921020-22 

* Division of Vendor S» Technical Programs 32712/03 2pp 
16593 130 


— 0a£23OOO32 GA program Imp Rapt 99900365/32-01 on 021020-22 
None Ofltp! Ian ce noted get flow meter enervated u/dirt b oil 
preventing welder* from reading gas flow rate 

ELLERSHAW.L E . BARNES. I Division of Vendor It Technical Programs 
02/11/30 6pp I 6393 182 


0212300212 Forward* QA Program Insp Rept 99900912/82-01 on 02OB30-31 b 
notice of violation 

POTAPOVSiif Division of Vendor b Technical Programs 32/12/10 
COWDREY, H S Acton Environ Testing Carp 2pp 16598 039 


— B21230Q214 Notice of violation from insp on 820830-31 

e Division of Vendor b Technical Programs 03/12/10 lp 
16373 041 


—8218300213 OA Program Insp Rept 99900912/32-01 on 3S0B30-31 

Noncompliance noted failure to specify provisions of I0CFR21 
in each procurement document for basic component issued on 
or after 780106 

AGEE. J R * PHILLIPS, H 5 Division of Vendor b Technical Programs 
92/12/07 5pp 16590 042 


0212300254 Forward* OA Program Tnsp Rept 99900795/82-01 on 021006-00, 
notice of nonconformance & notice of violation 

POTAPOVS, V Division of Vendor b Technical Programs 82/12/00 
LOTT, J E. E L Manufacturing Peebles, Inc 3pp 16993 211 


—8212300258 Notice* of violation & nonconformance from insp on 
621006-08 

■* Division of Vendor 4< Technical Programs 82/J2/08 4pp 
16595 214* 


— B212300263 OA Program Insp Rep-t 99900793/82-01 on 021006-08 

Noncomp l Ian ce noted failure to adopt procedures to inform of 
component defects, to establish measures to assure integrity 
of subvrndor mfg operations b to perform insp steps 
MCNEILL, W M , 8AK0W5KJ, P , BARNES, I. Division of Vendor 4. 
Technical Program* 02/11/26 iOpp 16395 218 


0212300276 Forward* QA Program Insp Kept 99900276/02-01 on 02OB3O-O9O3 
b notice of nonconformance 

POTAPOVS, LL Division af Vendor b Technical Program* 82/12/00 
CASSIDYS R F Solldstate Controls, Inc 2pp 16595 1«?5 


— -8212300278 Notice of nonconformance from insp on 028030-0903 
# Division of Vendor b Technical Programs 82/12/00 2pp 
16595 197 


— B212300280 OA Program Insp Rept 99900276/02-01 or 320330-0903 
Nonconformance noted failure to maintain records to assure 
compliance u/lOCFRSl procedure l failure to submit review 
packages to QA manager 

PARKER, L 0 , HARNESrI Division of Vendor b Technical Programs, 
82/11/30 7pp 16595, 199 


02J23OO3O1 Forward* QA Program Insp Rept 99900903/02-01 on 
020031-0901 b 1025-26 h notice of non cortf a r man c a 
POTAPOVS , V Division of Vendor b Technical Programs B2/12/O0 
RUSSELL, J Georgia Institute of Technology 2pp 16594 197 


— 0212300-302 Notice of none on formant e from insp on 020031-0901 b 1025-26 
* Division of Vendor b Technical Programs 82/12/03 lp 
16594 £99. 


—02 1 2300303 OA Program Insp Rept 99900903/32-01 on 020031 -090 J b 
1025-26 Noncdmpi lane* noted OA program not established or 
implemented 

SMITH. A L * PHILLIPS, H S Division of Vendor & Technical Programs 
02/1 1/3D 9pp. 16594 200. 


REG CD REGULATORY GUIDES 


0212020131 Comments cm draft Reg Qi/ltfe OP 722~4, "Dual! ff eat 1 on* fOT 
Radiation Safety Officer In LarQe-3ca 1 e Non-Fuel-Cyd e 
Radionuclide Program ** Supports reg guide 

MECST. W F California, Univ of, Lo* Angeles 82/11/09 BELL, J M 
Office of Nuclear Regulatory Research, Director Ip 16272 036 


8212020173 Advisee that comments on draft Reg Guide HF 600-4, "Training 
b Certification of I8FSI Operators, " should be considered as 
personal comments, not Bechtel position 

WELLS, B J Bechtel Corp 82/1 J/10 Docketing b Services Branch 
Ip 16274 106. 


021203022? Requests comments on requirements of Reg Guide I 97 for 
reactor coolant temp indication Requirements not met by 
Westing house design Summary of NRC views enc 1 

EISENHUT, 0 0 Division of Licensing LSO5-02-1 1-072 02/11/10 

KINGSLEY, 0 D West i nghous e Operating Plants Owners Group 

KINGSLEY, 0 D Alabama Power Co 3pp 16316 350 


0212090141 Notification of CRGR 821124 meeting re Unresolved Safety 
issue A-43 concerning containment emergency sump performance 
fc proposed Reg Guide J 97 Agenda summary info 6 proposed 
NL/REG end 

STELLD, V Committee to Review Generic Requirement* 02/11/12 
EISENHUT, D G Division of Licensing JORDAN, £ L Director's 
Office, Office uf Inspection and Enforcement CUNNINGHAM* R £ 
Office of Nuclear Material Safety b Safegua rds, Di ret tor 122pp 
16361 029 


— 8211120212 Forwards proposed Revision 3 to Reg Guide 1 97, 

“instrumentation for Light Water Cooled NocleaT Power Plants 
to Assess Plant b Environ Conditions During & Following 
Accident, 1 ' regulatory analysis b CRGR summary 
MINDGUE, R B Office of Nuclear Regulatory Research, Director 
82/11/04 STELLD, V Committee to Review Generic Requirements 
43pp 16361 243 


8212290062 Summary of CRGR Meeting 26 on 021124 re Unresolved Safety 
Issue A-43, “Containment Emergency Sump Performance' 1 b 
revision to Reg Guide 1 97 

STELLD, V Regional Operations b Generic Requirements 02/12/10 
DIRCKS, M J Office of the Executive Director for Operations 5pp 
J 6607 001 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


781 1070329 RIL-030 

Research Info Ltr 30 re results of initial series of ACPR 
experiments on prompt-burst energetics w/fre»h oxide fuel 
W/e end NUREQ/CR-0367 

LEVINE, S Office of Nud ear Regulatory Research, Director 
70/10/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 6p p 16565 210 


0002260 L 62 RIL-076 

Research Info Ltr 76 summariies info re use of post- 
irradiation heat treatment to recover preirradiation 
properties of commercial nuclear power plant reactor vessels 
for continued safe operation 

LEVTNEiS Office of Nuclear Regulatory Research, Director 
79/12/20 DENTON, H R Office of Nuclear Reactor Regulation. 
Director MINOGUEiR B Office of Standards Development, Director 
4pp 16563 224 


8003280100 R1L-079 

Research Info Ltr 79 transmits evaluation of seismic 
quel i f ication feetfc* for nuclear power plant equipment 
LEVINErS Office of Nuclear Regulatory Research, Director 
79/12/20 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 16565 233 


8005270762 RIL-083 

Research Info Ltr 05 discusses NUREG/CR-IOl 4, “Integrated 
Geophysical b Geological Study of Tectonic Framework of 38th 
Parallel Lineament in Vicinity of Intersection w/Extension 
of New Madrid Fault Zone - Annual Progress Rept FY79 " 

OUDNITZjR J Office of Nuclear Regulatory Research, Director 
30/03/24 DENTON, H R Office of Nuclear Reactor Regulation* 
Director MINOGUE, R 0 Office of Standards Development, Director 
7pp 16565 352 


3005270829 RIL-Ofli 

Research Info Ltr 31, summari res results b analysis of Fuel 
Disruption-1 series af in~reactor experiments on swelling b 
disruption of irradiated fuel under condition* of 
unprotected (nonscramJ loss of flow accident in LNFBR 
DUDNJTZ, R J, Office of Nuclear Regulatory Research, Director 
60/03/27 DENTON, H R Office of Nuclear Reactor Regulation. 
Director IOpp 16565 339 


8005201047 RIL-071 

Research Info Ltr 71 submits NOR EG/CR- 0876, "Regional 
Tectonics b Seismicity of East NE, Annual Rept, June i 977- 
May L978 " 

LEVINE, 6 Office of Nuclear Regulatory Research, Director 
79/11/19 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 9pp. 16565 22B 



NONDOCKETED ITEMS 
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0006020271 RIL-087 

Research Info Ltr 87 transmits results of completed research 
to develop modeling capability far Independent assessment of 
need For power estimates for util svc areas 

DUDNETZ.R J Office of Nuclear Regulatory Research* Director 
80/ 04/04 DENTON, H R Office of Nuclear Reactor Regulation* 
Director 5p p 16566 QOi 


BUJ32S0465- RIU-106 

Research Info Ltr 106 forwards results of completed research 
on character i j mg effects on atmospheric dispersion from 
bltfg wakes around large reactor complex located on flat 
terrain 

KINQOtJE.R B Office of Nuclear Regulatory Research) Director 
80/11/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director SMITH, R 0 Office of Standards Development. Director 
4pp 16565 339 


0104170430 RIL-119 

Research Info Ltr 119 discusses development of best-estimate 
Component Code K-FIX <3D, FLX) 

HINOOUE.R D Office of Nuclear Regulatory Research. Director 
01/04/14 DENTON, H Office of Nuclear Reactor Regulation. Director 
!7pp 16566 012 


9104170664 RIL-UB 

Research Info Ltr 118 discusses variation of resonance 
component of Doppler coefficient w/depletion. 

M INDGlJE, R B Office of Nuclear Regulatory Research, Director 
BI/04/14 DENTON, H Office of Nuclear Reactor Regulation, Director 
6pp 16366 006 


0109230378 RIL-12S 

Research Info Ltr 125 reviews TRAC-PD2 Code, "Advanced Best 
Estimate Computer Program for PWR LOCA Analysis " 

MINOGUE, R B Office of Nuclear Regulatory Research, Director 
O 1/09/1 1 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 10pp 16565 265 


— 0109280303 Speech entitled , ’TRAC-P02 Development Assessment Summary, 
presented at 010114 ACRS Emergency Core Cooling subcommittee 
meeting 

VIGIL, J C Los Alamos Scientific Laboratory 81/01/14 32pp 
J 6565 273 


01 1 1 13Q045 R1L-124 

ftmsBarch Info Ltr 124 transmits results of research 
relevant to display & Utilization of control room alarm !< 
annunciator sys RIL is part of TMI Action Plan I D 4 ail) 

£ based on HUREQ.'CR-2i 47 W/o one I 

MINOGUE, R 0 Office of Nuclear Regulatory Research. Director 
RIL-124 01/10/20 DENTON, H R Office of Nuclear Reactor 

Regulation, Director STELLQ, V Director's Office, Office of 
Inspection and Enforcement 4pp 16566 029 


0^01150075 RIL- 127 

Research Info Ltr 127 transmits results of investigation of 

heat transfer & hydraulics during BUR Urge-break LOCA 

MINOQUE,R B Office gf Nuclear Regulatory Research. Director KIN 

0-3014 81/12/04 DENTON, H R Office of Nuclear Reactor 

Regulation, Director llpp 16565 256 


020 1 1 30563 RIL- 120 

Research Info Ltr 128 forwarding ''PWR Lower Plenum Refill 
ft e s aarc h Results " Updates L extends results in Research 
Info Ltr 57. "Small-Scale Emergency Core Cooling Bypass 
Research Results " No addl bypass work planned 

MlNOGUEfR D Office of NuctcaT Regulatory Research, Director TIN 
A.-4O40 RIL- 128 81/12/00 DENTON, H R Office of Nuclear Reactor 

Regulation, Director Upp 16565 245 


0201 220270 RIL- 126 

Research Info Ltr 126 transmits result of initial testing 6 
analysis of BUR sma 1 1 -break LOCA simulations in two-loop 
test apparatus 

M INOGUE, R 8 Office of Nuclear Regulatory Research, Director 
01/12/04 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 9p p 16565 309 


—0201120155 Speech entitled “Analysis of TLTA Small Break Teats & 
Comparisons to RELAP4/M0D6 Ca lculat ions, ,r presented at 
ANS Specialist Conference on Small Breaks in LWRs 010825-27 
meeting in Monterey, CA 

BE.CKNER* W D NRC - No Detailed Affiliation Given DALLMAN, Ft J 
£GfcQ. Inc 01/08/27 I9pp 16565 310 


BP02260369 RIL- 129 

Research Info Ltr 129 transmits results of project "Thorium 
in Human Tissues M Recommends adaption of ICRP 30 
methodology for Internally deposited thorium 

MINOOUE.R B Office of Nuclear Regulatory Research, Director TIN 
B-5756 82/02/05 DAVIS, J 0 Office of Nuclear Material Safety & 

Baf e guards, Di r*c tor 6pp 16563236 


0207200458 RIL- 131 

Research Info Ltr 131 responding to user need ltr NRR-70-2 
re significance of impingement t entrainment impacts on 
Hudson River white perch 

MINOGUE, R 3 Office gf Nuclear Regulatory Research, Director 
02/06/29 DENTON.HR Office of Nuc loar Reactor Regulation, 
Director 7pp 16565 239 


G212010109 "Review of Recent Research Sponsored by DDE That Impacts on 
Findings of ICRP30, " revision 

FELICETTI.S A New Mexico, Un i v of RUNKLE, Q E Raytheon Corp 
FIN A-1165 SANDB2-7079 82/09/30 Division of Waste Management 

44pp 16290 123 


0212010469 “Technical Assistance for Regulatory Development Simplified 
Repository Analysis in Hypothetical Bedded Salt Formation " 

PEPPING, R, E . CHU,M S Sandia Laboratories TIEN, P Science 
Applications, Inc FIN A-1165 SAND02-Q996 82/12/01 NRC - No 

Detailed Affiliation Given 72pp 16260008 


02 i 20 10474 "Quick Look at LERs of Batteries & Battery Chargers at U3 
Commercial Nuclear Power Plants, Jan 1976-Dec 19B1 n 
BROWN, B R , TR0JQV5KY EG&G. Inc FIN A-6276 EGG-EA-6074 

82/10/31 ROBINSON, R C Division of Risk Analysis 14lpp 
16296 228 


B2J 2010475 "Technical Assistance for Regulatory Development 
Radionuclide Concentration* for Basalt 6 Bedded Salt 
Repositories " 

PEPPING. R E Sandia Laboratories FfNA-tUS 8AND82-1275 
82/05/31 NRC - No Detailed Affiliation Given 7ipp 16270 290 


0212010476 "Definition of Scenarios t Evaluation of Methods for 
Analyzing Source Terms of Major Accidents Involving U 
Hexafluoride at NRC-Licenspd Fuel Cycle Fac i 1 itios, "■ monthly 
progress rept for Qc fc 1902 

SIM0M-T0V,M Union Carbide Corp FIN 0-0495 02/11/16 

UERNSTE IN, S Transportat i on h Materials Risk Branch 3pp 
16270 252 


0212010481 "Technical Assistance for Regulatory Development Simplified 
Ffepository Analysis in Ref Tuff Bite " 

SIEGEL, M D . CKU, M S Sandia Laboratories 02/12/01 NRC - No 
Detailed Affiliation Given 86pp 16260 001 


0212010483 "Acoustic Emiss i on/Floui Relationships for Inservice 
Hohi to-ring of Nuclear Pressure Vessels," monthly progress 
rept far Oct 1902 

HUTTON, P H » KURTZ, R J Battel le Momorial Institute, Pacific 
Northwest Laboratory FIN B-2000 02/11/17 MU SCAR A, J Materials 

Engineering Branch 2lpp 16270 23i 


021201 0406 “QRNL Projects for NRC Dfc of Nuclear Regulatory Research," 
monthly highlights rept for Sept 1902 

l QTTS, A L , BAYLOR, V B , HOMAN. F J Oak Ridge National Laboratory 
02/10/23 Office of Nuclear Regulatory Research, Director I03pp 
16297 009 


8212010487 "Monthly Rept Representing Research Portion of Water Reactor 
Research Dept & Thermal Fuels Behavior Program." technical 
assistance rept 

DEARIEN, J A Idaho National Engineering Laboratory 82/09/30 
NRC - No Detailed Affiliation Given 2i2pp 16296 016 


0212020010 "Identification of Crevice Corrosion in Titanium Alloy, 
TiCode-12 in Simulated Rock Salt Brine at iSO C, " interim 
rept 

AHN, T M , LEE, B 9 , 000, P Brookhaven National Laboratory 
DNL-NLPREG-32107 82/09/30 MCNEIL. M 0 Office of Nuclear 
Regulatory Research, Director 21pp 16308 341 


0212020100 "U9 3td Problem B Final Comparison Rept," interim rept 
DOBBE, CA EG4Q, Inc FlNA-6047 EGG-NTAP-6068 02/10/31 
ODAN, F Office of Nuclear Regulatory Research, Director 4Spp 
16309 139 


8212020104 “US Std Problem 10 Final Comparison Rept," interim rept 
DOBBE, C A EG5cC, Inc PINA-6047 EGG-NTAP-6069 05/1Q/31 
ODAR, F Office of Nuclear Regulatory Research, Director 6Spp 
16309 107 


0212020126 "Act 0 1 oration Data in Suppression Pool Area From Kuosheng 
Safety Relief Valve Tests, " interim rept 

MILLER, B K , YUAN. C Y EG&G, Inc FIN A-6415 EGG-EA-6025 

62/i0/3i BAGCHI , G NRC - No Detailed Affiliation Given 7Qpp 
16310 276 
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Q212030239 "Ind *p endon t Code Assessment at BNL in FY82# " prepared for 
Tenth Water Rsactar Safety Research Tnfo meeting o n 821012- 
13 

SAHA#P # RQHATQI « U S # JO# J H Brookhaven National Laboratory 
BNL- NUR EG - 32 101 82/ 10/1 2 NRC - No Detailed Affiliation Given 

24pp 16317 001 


6212030323 "SSC Development . Val idation & Application & CRDR Balance of 
Plant Modeling." monthly highlights for Oct 1992 

OOPPV, J Q Brookhaven National Laboratory FIN A-3041 82/11/12 

CURTIS# R T Severe Accident AsiMiment Branch 7pp 16316 329 


9212060003 "HTOR Safety Program." monthly highlights 1 tr for Oct 1982 
SASTflEi C Brookhaven National Laboratory FIN A-3016 82/11/18 

FOULDS# R Office of Nuclear Regulatory Research# Director 4pp 
14323 337 


B212060I1? "LWR Code Assessment It App 1 1 cation < " monthly highlight ltr 
for Oct 1982 

SAHA.P Brookhaven National Laboratory FIN A-3215 82/10/31 

ODAR. F Analytical Models Branch 6pp 16323- 001 


8212060128 "LWR Plant Analyrer project#" monthly highlight* ltr for 
Oct 1982 

WCJLFF » W Brookhaven National Laboratory FIN A-3227 02/10/31 

SHOTKIN, L H Office of Nuclear Regulatory Research# Director 4pp 
16322 360 


8212070400 "Thermal Hydraulic LMFBR & LWR Safety Exp*rJjnen t s# *’ monthly 
hiflhtllght ltr for Oct 1982 

0IN9BFRG. T , GREENE# 0 A Brookhaven National Laboratory FIN 
A-3024 82/10/31 C(/ftTlG. R T Severe Accident Assessment Branch 

4pp 16354 191. 


02 1 2070471 "Postulated Safety Relief Valve Line Break In Wetuell 
Airspace of Mark I & II Conta Inments-Risk Asse* smont. ,4! 
informal Tept 

EC0N0M03# C. , LEHNER#J, RANLET# J Brookhaven National Laboratory 
FIN A-3385 BNL-MUREG-31 940 82/10/31 SU.T H Office of Nuclear 

Reactor Regulation# Director 52pp 16355 265 


0212090262 "Stress Corrosion Cracking of PWR Steam Generator Tubing#" 
monthly highlights for Oct 1902 

VAN RODYEN# D Brook haven National Laboratory 82/10/31 NRC - No 

Detailed Affiliation Given 4pp 16370 195 


0212090305 "Post-Teat RELAP5 Simulations of Bemiscale Mod-2A Feedwater 
Line Break Tests 0-SF-i#2 & 3C# " interim rept 
STREITiJ E , NORTH, f> , JOHNSON. 9 W E Inc FIN A-403B 
EGO-SEMI “■4062 B2/10/3I LANDRY# R R Office of Nuclear Regulatory 

Research# Director 82pp 16368 001 


0212080510 "R5F0RCE Program to Compute Fluid Induced Forces Using 
Hydrodynamic Output From RELAP 5 Code#" interim rept 
WATK1N3# J C EO&O# Inc FIN A-6336 EGO-EA-5920 82/10/31 

R T CHARD SDN# -J E Division of Risk Analysis I03pp 16363 005 


8212000516 "Eva luati on of ThermaJ-Hydrau l ic & Radiological Effects of 
Removing or Bypassing LOFT Steam Generator 8# Pump Simulators 
for Experiment L2-6# " interim rept 

DEMMIE, P N , CONNOR# J-E , G1RI,A H EGLQ. Tne FIN A-6043 
EGG-LOFT-60B4 82/10/31 NRC - No Detailed Affiliation Given 

50pp 16368 190 


3212080520 "REL APS/MOD l Quick Ref Manual," Interim rept. 

HALL« D. 0 # JOHNSON# E C EGfcO# Inc FIN A-6330 EGQ-CDD-4027 
B2/10/31 CHEN# V Office of Nuclear Regulatory Research# Director 
42 p p I436B 240 


1212140549 "Rept of Foreign Travel of MF Osborne," foreign trip rept 
OSBORNE, M F Oak Ridge Nafcsonal Laboratory FIN 13-0127 
□RNL/FTR- 1 429 82/11/17 SILDERBER0, M Accident Evaluation Branch 

22? p 14466 214 


212160558 "J3MFT/NRC Core Melt Info Exchange Mee ting# Karlsruhe# KfK# 11 
foreign trip rept 

PARKER# G W Oak Ridge National Laboratory FIN 8-0127 
ORNL/FTR- 142B 92/11/10 SfLBERBERG# M Accident Evaluation Branch, 

14pp 16466 200 


212160564 "Rept of Foreign Travel of RP Wlchnorr" foreign trip rept 
WICHNER, R.P oak Ridge National Laboratory F IN B-0127 
ORNL/FTR-I 426 02/11/22 SILBERBERG# M Accident Evaluation Branch 

12pp. 16466 100 


21 222002 1 "Environ Assessments of Fuel Cycle Faci 1 i ties# " monthly 
progress rept for Oct 1982 

KELLY, H J Oak Ridge National Laboratory FIN B— 0279 
ORNL/ED/erS-l 79 B2/10/3I GILLEN # P M Uranium Recovery Licansing 

Branch, &pp 1652? 085. 


0212220060 "Measurements of Iodine Partition Coefficients Status of 
Experimental Program. " interim rept 

BEAHM.EC , SHOCKLEY# W E Oak Ridge National Laboratory FIN 
B-0453 02/10/31 Office of Nuclear Regulatory Research# 

Director 14pp 16527 005 


8212220519 "ORML Projects for NRC Dfc of Nuclear Regulatory Research." 
monthly highlights rept for Nov 1982 

LOTTS, A L , BAYLOR# V B , HOMAN- F J Oak Ridge National Laboratory 
82/12/19 Office of Nuclear Regulatory Research# Director 95pp 

16529 157 


8212220523 "Chemical Species of Migrating Radionuclides at Commercial 
Shallow Land Burial Sites#" quarterly progress rept for 
Ju 1-Sept 19Q2 

KIRBYpL J . TOSTE# A P BattetJe Memorial Institute, Pacific 
Northwest Laboratory PNL-4433-2 82/10/31 NRC - No Detailed 

Affiliation Given 21pp 16523 001 


02 J 2270240 RIL-130 

Research Info Ltr 130 re experimental verification of 
computer simulations of piping response using 
Hei«sdampfrea ktor seismic tests 

MINOGUErR 0 Office of Nuclear Regulatory Research# Director 
02/03/16 DENTON, H R Office of Nuclear Reactor Regulation. 
Director 4p p 16553 339 


02I227O416 "SIMTRAN 1 - Computer Code for Simultaneous Calculation of 
Oxygen Distri butions 4 Temp Profile* in Zircaloy During 
Exposure to High Temp Oxidning Environs H 

MALANG# S Oak Ridge National Laboratory 0RNL-5083 75/11/30 

NRC - No Detailed Affiliation Given I48pp 16570 233 


0212270534 "Direct Reactor Auxiliary Cooling 9ys Modeling in SSC# " 
interi-m rept 

CHANi 9 C , GUPPY# J 0 # KENNETT# R J Brookhaven National Laboratory 
FIN-A-3013 BNL-NUREG-32170 82/10/31 CURTIS# H T # WOOD- P M 
Division of Accident Evaluation 38pp 16550 326 


82122(30031 "Deg redat l on of Steam Generator Tubing it Components by 
Operation of P(JRs " 

WEEKS# J. R # CZAJKOWSKI.C J Brookhaven National Laboratory FIN 
A-3011 JWL-NUREG-31064 82/12/21 Office of Nuclear Regulatory 

Research# Director i3pp 16593 127 


0212280040 "Properties of Radwastes L Waste C on ta i ner s , " quarterly 
progress rept#Jul - Sept 1982 

SWYLER# K J ■ DAYAL#R Brookhaven National Laboratory FIN A-3027 
RNL-NUREO-32069 02/11/30 KIM# K Office of Nuclear Regulatory 
Research# Director 13pp 16592 354 


82 1 220005 1 "Effect of Shape Reactivity on Rod Ejection Accident. 0 to be 
presented to Topical Meeting on Advances in Reactor 
Computations in Salt Lake City# UT on 830531 
NEAGYi P # CAROWr J F Brookhaven National Laboratory 
DNL-NUREO-32I05 82/09/30 6pp 16591 358 


8212280055 "Tests W/Inconel 600 to Obtain Quantitative Stress Corrosion 
Cracking Data fpr Evaluating Svc Performance " 

DANDY# R # VAN R0OYEN, D Brookhaven National Laboratory 
DNL-NUREG-31814 82/09/30 TABOADA# A Office of Nuclear Regulatory 
Research# Director llpp 16592 121 


B212280518 "In-Core Detector Ac t i va t i on-To-Po mer Correlation for PWK 
Assembly," informal rept 

TODOSOW# R , EISENHART, L D Brookhaven National Laboratory FIN 
A-3212 BNL-NUREC-32106 02/11/20 DLMENFELD# M Division of 
Systems Integration (post 811005) 36pp 16590 077 


0212290512 "CRNL Project* for NRC Ofc of Nuclear Regulatory Seseorcb, " 
fourth quarter mgt rept 

LOTTS# A L , BAYLOR, V B # HOMAN# F J Oak Ridge National Laboratory 
82/11/30 Office of Nuclear Regulatory Research# Director iB/pp 

16593 140 


8212300137 "Acoustic Emission/Flaw Relationships for Inservic® 
Monitoring of Nuclear Pressure Vessels," monthly ltr 
progress rept for Nov 1982 

HUTTOMiPH# KVRTZ.R J Battelle Memorial Institute, Pacific 
Northwest Laboratory FIN B-208S 02/12/17 MUSCARA# J Materials 

Engineering Branch I6pp 16624 197 


6212300402 "Accident Aerosol Characters lotion# " informal monthly 
progress rept for Nov 1902 

OWCAZARSK|#P C Battelle Memorial Institute# Pacific Northwest 
Laboratory FrN 0-228 7 82/12/14 BERNSTEIN, S Division of Rifk 

Analysis Sp p 16613 195 
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HFVJEW GAP NRC RESEARCH REVIEW QROURS 


62 1 2020072 Summ at*y of CRGR Meeting 55 on B211 16 re proposed revision to 
10CFR20, "9td s for Protection Against Radiation " Revision 
Would reflect use of health risks as basis for radiation 
protection stds 

STELLO, V Regional Operations it Generic Requirements 08/11/30 
DIRCKS, W J Office of the Executive Director for Operations 5pp 
16578 006 


0312090141 Notification of CRGR 821124 meeting re Unresolved Safety 
Issue A-43 concerning containment emergency sump performance 
& proposed Reg Guide i 97 Agenda summary info It proposed 
NUREQ enc! 

&TELL0. V Committee to Review Generic Requirements 82/1J/12 
EISEUHUTiO G Division of Licensing JORDAN; E L Director's 
Office* Office of Inspection and Enforcement CUNNINGHAM, R E 
Office or Nuclear Material Safety It Saf eg ua rds, Direc tor 122pp 
l 636 1 02? 


— 0211120169 Forwards CRGR package for Unresolved Safety Issue A-43* 
'"Containment Emergency Sump performance " Issue not as 
significant as previously postulated CRGR review of 
proposed actions requested 

DENTON; H R Office of Nuclear Reactor Regulation* Director 
82/10/27 STELLO. V Regional Operations & Generic Requirements 
200pp 16361 191 


— 3211120212 Forwards proposed Revision 3 to Reg Guide 1 97, 

'■'Instrumentation for Light Water Cooled Nuclear Power Plants 
to Assess Plant & Environ Conditions During b Following 
Accident." regulatory analysis 6 CRGR summary 
MINOGUE, R 0 Office of Nuclear Regulatory Research* Director 
B2/11/04 &TELLO. V Committee to Review Generic Requirements 
43pp 16361 245 


DiIl2iOG(59 Provides rept re peer review of differing prof opinion 
raised by R Rogers Technical basis for approval of specific 
licensing action less than adequate b review process for 
actions should be improved 

□ EARD, J I Peer Review Group TAC 4S232 02/11/24 □ 'REILLY, J P 

Region 2, Office of Director 4pp 16399 004 


8515170245 Forwards long-range CRGR agenda for Dec 1902 - Nov 1903 Mods 
for agenda items not reflecting current status should be 
forwarded to U Schwink by 030204 

STELLO, V Regional Operations it Generic Requirement* 02/12/16 
ftEHM* T A , MINOGUE, R B , DENTON, H R NRC - No Detailed Affiliation 
Oiven I2pp 16459 307 


□212220256 Forwards CRGR monthly rept for Nov 1902 b open items from 
previous meetings Info will be included in Executive 
Director for Operations rept to Commission for wfc ending 
B212I7 

BCHWINKiU Committee to Review Generic Requirements 05/12/21 
Committee to Review Generic Requirements 6pp 16503 345 


3212280400 Notifies of CRGR Meeting 29 on 030106 to discuss proposed 
revision to 10CFR51, "Environ Protection Regulations for 
Domestic Licensing It Related Regulatory Functions " Proposed 
revision encl 

STELLO; V Regional Operations & Generic Requirements 82/15/29 
EISEffHUT,D 0 Division of Licensing JORDAN* E L Director's 
Office, Office of Inspection and Enforcemen t CUNNINGHAM, R E 
Office of Nuclear Material Safety it Baf eg ua rds, Di rec tor 2pp 
16557 249 


— (3212280415 Forwards draft final rule revising 10CFR91r "Environ 
Protection Regulations for Domestic Licensing & Related 
Regulatory Functions" it related conforming amends re 
implementation of CEO NEPA regulations for review 

CUNNINGHAM* o M Office of the Executive Legal Director 82/11/17 
STELLO, V Regional Operations I* Generic Requirements 464pp 
16557 251 


8212890062 Summary of CRGR Meeting 26 bn 021 124 ra Unresolved Safety 
Issue A-43* "Containment Emergency Sump Performance" U 
revision to Reg Guide 1 97 

STELLO, V Regional Operations t, Generic Requirements, 82/12/10 
DlftCK5»W J Office of the Executive Director for Operations 5pp. 
16607 001 


SECY POSITION PAPERS BEFORE THE COMMISSION 


021 2010029 Responds to FOIA request for documents setting forth policy 
re issuances of NRC press releases in connection w/ 
enforcement & licensing activities Forwards documents, listed 
on *pp Documents also available in PDR 

FELTON, J M Division of Rules and Records 02/11/01 HARTMAN, S 
Debevoise & Liberman 3p p 1628? 002 


— >8212010 1 43 SECY-77-574 

Obtain* Commission guidance re policy concerning use of 
camaros during licensing hearings 

FDUCHARD. J J Office of Public Affairs 77/lt/li 13pp 
1628? 052 


0212010327 SECY-B2-462 

Recommends approval of NRC integrated human factors program 
plan Plan represents systematic & comprehensive approach for 
addressing human factors concerns important to safety in 
FYQ3-05 

DIRCKS, W J Office of the Executive Director for Operations 
82/1 i/19 60pp 16532 053 


02 1 2060419 SEC Y-B2-46S 

Requests Commission approval of rec ommshd e rf near-term 
actions related to protection against pressuriied thermal 
shock events 

DIRCK5,W J Office of the Executive Director for Operations 
02/11/23 SOipp 1637 t 001 

0212070487 SECY-02-465 ERR 
Pa gm I A to ££CY~e2~445 

# NRC - No Detailed Affiliation Given 02/12/02 2p p 16351 361 


0212090040 Responds to FOIA request for SECYs Forwards &ECY-02-23, 
5ECY-0P-42* SECY-02-136, EECY-82-137* SECY-02-206 b 
SECY-82-315 SECY-01-4OOA available in PDR Review of 
SECY-8 1 -622A, EECY-82-197A b SEC Y-03-i 970 continuing 
FELTON, J M Division of Rules and Records 02/10/20 GRADER, L 
Affiliation Unknown lp 16304 295 


— B20SO 10383 SECY~82-023 

Requests Commission approval of denial of petition that 
licensee be held responsible for emergency planning it 
response to transportation on accidents Involving 
radioactive ma 1 1 Draft FR not ices, p reposed Tule & Itrs end 
D1RCKS, kJ J Office of the Executive Director for Operation* 
62/01/19 eapp J63S4 301 


—0203090677 SECY-02-042 

Requests approval of proposed amend to existing Section S74b 
agreement u/6tate of TX Proposed agreement, proposed FR 
notice, staff analysis of comments, proposed press release & 
proposed ltr to governor enc 1 

D I RCKS, W J Office of the Executive Director for Operations 
G 2/02/0 I 30pp 16303 029 


— 8204160270 SECY-82-136 

Seek* Commission approval of AQ determination re blockage 
of coolant flow to sa f ety-relat&d ays €i components 
Draft FR notice end 

DlRCKSf W J Office of the Executive Director for Operation* 
02/03/30 1 9pp 16385 060 


—0204160262 SECY-B2-I37 

Recommends that Commission approve AD recommendation re 
major deficiencies in engt Controls at nuclear power plant 
Draft FR notice end 

D1RCK8, W J Office of the Executive Director for Operations 
82/03/30 9pp 16305 OQO 


—8212090224 SECY-02-286 

Recommends that Commission approve publication of proposed 
rulemaking re staffing at nuclear power plants 
DIRCK3* W J Office of the Executive Director for Operation* 
82/07/02 72p p 16385 093 


— B2O920O513 SECY-B2-315 

Requests Commission approve publication of for comment 
NUREG-0906* "Guidance for Implementation of 10CFR5D 34(gl " 
Section requires applicants, to evaluate differences from 
SRP 

DIRCKS, W J Office of the Executive Director for Operation* 
B2/07/26 1 6pp 16305 166 


8212100008 SECY-B8-447A 

Suggests end revision of Nuclear Licensing Reform Act of 
19B3 be inserted as replacement for Chapter II of draft rept 
of Regulatory Reform Ta*fc Force Mark-up of former package 
enc l for ref 

TOUR TELL QTTE, J Regulatory Reform Ta*t Force 02/U/3O i33pp 
16399 09 S 


8212230166 Respond* to FOIA request for SECY-82-322, "Review of 
Director's Decision 2 806 Petition (PSC of NH»" U S Chi 1 It 
memo to L flic twit Forwards requested documents 
FELTON* J M Diviiion of Rule* and Records 02/11/04 
GOLDSMITH* M W Energy Research Group, Inc ip 16540 314 
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-6209010092 SECY-02- 322 

Recommends that Commi* j ion not revieu 020706 Director's 
decision denying Seecoejt Anti-Pollution League 020203 
request for order to *h ow cause why CP should not 6a 
suspended or revoked due to Jack of financial qualification 
MALSClii M G Office of the General Counsel B2/07/30 4pp 
165*30 315 


0212090390 Confirms discussion held following review 6 evaluation of 
state radiation control program FL program for regulation of 
agreement mat! adequate I< compatible w/NRC program Minor 
comments developed during review end 

0 'REILLY# J P Region 2, Office of Director 82/11/19 HOWELL. J 1 
Florida. State of 4pp 16364 245 


0212290036 Responds to FOIA request for five categories of documents 
Forwards documents listed in App A Review of documents re 
Item 1 continuing 

FELTON, J M Division of Rules and Records 02/12/02 HIATT , S L 
Ohio Clfciiens for Responsible Energy 2pp 16607 133 


—9212290039 SECY-92-275 

Informs Commission of public comments received on NRC, 

Jft Hendrie & util group proposed AT US rules t current status 
of rulemak i ng effort 

DJRCK5, W J Office of the Executive Director for Operations 
62706/28 10pp 16607 140 


8212090470 Forward* "Rept Zt Staff Evaluation of State of SC Radiation 
Control Program. " for period 810321-020618 

WOODRUFF. R L Region 2, Office of Director 02/11/05 JACKSON, Rfl 
South Carolina. State of Ip 16364 030 


— 0212090476 "Repfc & Staff Evaluation of State of SC Radiation Control 
Program. M for period 0 1 0521 -B2061 B 

* Region 2. Office of Director 62/06/10 00 pp 16364 031 


— 0212O9Q40J Ac k receipt of NRC Itr re recent NRC evaluation of Agreement 
State program N/o stated end 

JACKSON, R S South Carolina. State of Q2/07/27 O'REILLY. J H 

Region 2, Office of Director Ip 16364 119 


STATE FROG STATE PROGRAMS 


8P12010496 Agrees to assist in preparation of EIA for application for 
low level radwaste disposal site, per 820920 request Meeting 
to discuss roles & responslbi 1 1 ties suggested 

NUSSBAUMER, D A Assistant Director for State Agreements Programs 
62/11/04 HA2LE.A J Colorado, State of Ip 16270 256 


0212020388 Comments an State of CO proposed policy on financial tests 
as surety for mill licenses Policy generally acceptable 
Specifics of how parent company assume* responsibility for 
subsidiary requested 

3CARAN0, R A Low Level Haste Licensing Branch 82/11/02 
NU38BAUMER, D A Assistant Director far State Agreements Programs 
2pp 16297 350 


021 2090046 Responds to FOIA request for SECY* Forwards SECY-82-23. 
SECY-82 -42. SECV-82-1 36, SECY-82- 137, SECV-S2-2S6 & 

SECY-62-315 SECY-8 1-600A available in PDR Review of 
SECY-8i-622A. SECY- 62-1 97A 8. SECY-82-197D continuing 
FELTON, J M Division of Rules and Records 82/10/20 GRADER, L 
Affiliation Unknown Ip 16384 275 


—0203090677 SECY-02-042 

Requests approval of proposed amend t® existing Section 274b 
agreement w /fit ate of TX Proposed agreemen t, proposed FR 
notice, staff analysis of comments, proposed press release & 
proposed Itr to governor end 

DIflCKS.W J Office of the Executive Director for Operations 
92/02/01 30 pp 16385 029 


— 82I209006S Advises that Commission has approved proposed amend to 
existing Section 274b Agreement w/ TX Ofc of State Programs 
informed of action by telephone on 020226 Agreement should 
he forwarded for signitsir# of Chairman Pa Lladmo by 820312 
CHILK, S J Office of the Secretary of the Commission SQ2-042 
02/02/26 DIRCKS, W J Office of the Executive Director for 
Operation* Ip 16365 026 


SB! 20901 57 Respond* to 621112 itr re proper reporting procedures for 
emergency exercise before formulation of official findings 
Preliminary concern* should be reported to regional state 
liaison officer. R Trojanowski 

O'REILLY, Jp Region2, Office of Director 82/11/22 MYERS. I L 
Alabama. State of, 2pp 16359 102 


0212090235 Forward* "Rept & Staff Evaluation of KY Radiation Control 
Program for Period flIOSQt-820423 M Rept contain* NRC 
finding* 6 State of KY comment* on findings 

WOODRUFF, R L Region 2. Office of Director 62/11/03 ADAMS, 0, 
Kentucky, State of Ip 16363 090 


— 8212090240 "Rept k Staff Evaluation of KY Radiation Control Program for 
Period 61 0901-620423. *’ 2l«t regulatory program review 
* NRC - Wo Detailed Affiliation Given 92/11/03 i3Spp 
16363 091 


0212090315 Respond* to 020903 request for technical ass istance, due to 
staff turnover in radiation control *ecti on. Special 
assistance will be provided on limited basis, in terms of 
consultations & onsite training 

O'REILLY, J P. Region 2. Office of Director. 82/11/06 ALLEN, D T. 
Kentucky, State of 2pp. 16365 044 


——0212090319 Requests NRC assistance in. training personnel, due to recent 
steff turnover in radiation control section. 

ALLEN, D T Kentucky. State of 02/09/03 O'REILLY, JP Region 
2, Office of Director gpp 16365 046 


0212100111 Respond* to FOIA request for seven categories of info re 
NFS. Erwin. TN Forwards document* listed in App A Documents 
listed in App D withheld (ref FOIA Exemption* 3 & 5) 

FELTON, J M Division of Rule* and Records 82/11/12 WEJES.E R 
Harmon & Weiss 4pp 16308 157 


— 8212100121 Forward* addl comment* on proposed license conditions for 
NFS-Erwin re emergency preparedness 

GRIMES. D K Division of Emergency Preparedness 02/03/23 
PAGE. R Q Uranium Fuel Licensing Branch Ip 163B8 164 


— 0212100120 Ac k receipt of 620223 concern* re timeliness of alerting f, 
notifying nearby residents in event of certain type pf 
emergency at NFS, Inc Emergency planning license condition* 
for NFS discussed 

TROJANDWSKI, R Region 2. Office of Director 02/03/12 
GRAHAM, J A Tennessee, State of 2pp 16368 163 


□212200069 PNA-S2-010 on 821212,0 5 Cl Cs-137 sealed source in 
container lost during shipment between Houma. LA 6 
Cameron, LA Source not found Media interest anticipated 
DODA, R J Region 4, Office of Diroctor 62/12/13 ip 16474 2t»2 


6212210161 PNA-82-010A on 621213, lost well logging source recovered 
near Houma. LA NRC considering appropriate enforcement 
action 

# Region 4, Office of Director 82/12/16 ip I64B3 361 


0212220549 Notification of contract e x ec u ti on . Mod 2 to "Environ 
Surveillance for Measuring Concentrations of Rad i o<ac t i v l ty & 
Radiation Levels in Environ of Commission Licensed 
Activities 11 Contractor State of OA 

G ILVIS, R M Research Contracts Branch FIN B-3203 NRC- 0-5- 79 - 232 
62/12/13 CODD.L Training & Admini strati on Staff COHEN, L NRC 
No Detailed Affiliation Given Ip 16523 349 


— 8212220553 Mod 2, deob 1 i ga t i ng funds. to "Environ Surveillance for 
Measuring Concentrations of Radioac ti vi ty 6 Radiation Levels 
in Environ of Commission Licensed Activities Located Within 
State of GA & Selected by Commission " 

LEDBETTER, J L Georgia. State of GUSTAVE, ft P Division of 
Contracts FIN B-5203 NRC-05-79-252 02/12/15 Ip 16523 350 


8212270443 NUREG/BR-0025 V09NI 1 

INFORMATION REPORT ON STATE LEGISLATION 

KERR.O W Office of State Programs, Director 82/12/31 NBC - N« 

Detailed Affiliation Given 19pp 16566 339 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


0210210467 Forwards revisions to nonpropr ietary WCAP-8587, Supp I 1 
"Equipment Gaul if i cation Data Packages" & proprietary 
WCAP-86B7. Sup p 1 2 "Equipment Qua 1 i f 1 c at i on Tost Repts " 
Proprietary repts withheld (ref 10CFR2 7901 

RAHE. E P We*tinghouse Electric Corp NS-EPR-2668 82/10/13 

MILLER, vi R Standard! lat ion 6 Special Project* Branch 2pp 
15763 090 


— 8210210475 Submits application for withholding proprietary WCAP-868/, 
Buppl 2 "Equipment Dual i f ieation Test Repts," per 
10CFR2 790 Affidavit AW-00-27 end 

WIESEMANN, R A Westinghouse Electric Corp AW-82-60 02/10/13 

MILLER, J R Standard i z ati on & Special Projects Branch ilpp 

15763 092 
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-“82102 10*134 WC AR-Q5B7S 1RO ESE-lB 

"’Equipment Qualification Data Package*" Revision 0 to 
Suppl 1 » EQOP-ESE-IB* "Verltrak Pressure Transmitters 
Qualification Qroup A “ 

RAH Ei E P Westinghouse Electric C 0 Tp EQDP-ESE-1B 02/09/30 
23 pp 13763 103 


— 821021 04B9 WC AP-0507S1RO ESE-3B 

“Equipment Qualification Data Package*" Revision 0 to Suppl 
1* EGDP-ESE-3B, "Veritrak Differential Pressure Transmitters 
Qualification Group A " 

RAKE*E P Westinghouse Electric Corp EGDP-E8E-30 82/09/30 
21 p p 15763 126 


OP 120 10151 Forwards "Final Reviews of TRAP-a, POWER TRAIN & CADDS 
Topical Repts 11 

ABRAMSON* P 0 Arganne National Laboratory FIN A-2121 02/09/03 

JENSEN* W RBac tor Systems Branch 55pp 16250 148 


G21202O2QO Forwards Revision 1 to CEN-152, n C-E Emergency Procedure 
Guidelines Vols 1 b 2 ( " in response to DO Eisenhut 
801031 1 tr A NUREG-0737, 1 tern I C I Guidelines intended 
to supersede & replace guidelines in CCN-128 

WELLS, R W C-E Operating Plants Owners Group WELLS, R W Northeast 
•Utilities RWW-02-67 02/11/22 EISENHUT * D 0 Division of 

Licensing 2pp 16272 066 


— 0212020200 Informs that author replaces KP Baskin as chairman of C-fc 
owners group Policy re communications between owners group 6 
NRC reaffirmed 

WELLS, R W C-E Operating Plants Owners Group WELLS, R W 
Northeast Utilities RWW-02-61 02/10/19 DENTON, H R Office of 

Nuclear Reactor Regulation, Director 2p p 16272 06B 


- D 2 1202 02 12 CEN-152 ROl 

Resislon I to CEN-152, "Emergency Procedure Guidelines 
* C-E Operating Plants Owners Group 02/11/30 723pp 

16272 070 


0212020204 Requests resources t review be made available for licensing 
issues to be considered in EPRI LWR s tandard l zation program 
Response by 021119 requested 

DENTGM, H R Office of Nuclear Reactor Regulation, Director 
32/ l 1/15 MATTSON, R J Division of Systems Integration (post 
011003) HAN AUER, S H Division of Safety Technology VDLLMER, R H 
Division of Engineering 24pp 16302 330 


0212020267 Forwards proprietary "West! nghouse Advanced PWR Pre t end m' i np 
Module 2 Secondary Side Safeguards " Rept withheld Cref 
10CFR2 790) Application for withholding & affidavit enc 1 
WANE, E P Westinghouse Electric Corp NS-EPR-2609 82/11/29 

MIRAQLIAiF Assistant Director for Safety Assessment 2pp 
16290 334 


— 0212020271 Application for withholding proprietary "Westinghoune 
Advanced PWR pretender ing Module 2 Secondary Side 
Safeguards " Affidavit encl 

WIESEMANN, R A Wes ting house Electric Carp AW-02-69 02/11/29 

MIRAGL1 A* F Assistant Director for Safety Assessment 9pp 

16290 036 


0212030080 Forwards proprietary "Exxon Nuclear Co ECCS Cladding 
Swelling & Rupture Model," Revision 1 Rept withheld 
(ref 10CFR2 790) 

CHANDLER, J C Exxon Nuclear Co * Inc (subs of Exxon Corp ) 
JCC 115 02 82/12/01 THOMAS, C 0 S tanda rd i i a t ion b Special 

Projects Branch Ip 16304 191 


0212030229 Requests comments on requirements of Reg Guide 1 97 for 
reactor coolant temp indication Requirements not met by 
Westinghouse design Summary of NRC views encl 

EISENHUT, D 0 Division of Licensing LSO5-02-U-O72 02/11/10 

KINGSLEY, 0 0 Westinghouse Operating Plants Owners Group 
KINGSLEY, 0 D Alabama Power Co 5pp 16316 350 


CJ212O0O5S2 Agrees w/JS Charnley 020031 ltr proposing administrative 
amend to licensing Topical Repts NEDE-2401 1 -P-A-4 b 
NEDE-24011-P-A-4-UB Exception taken w/fuel design option 
Change re barrier f ue 1 , norma 1 1 y reviewed by NRC 

THOMAS* C 0 Standard 1 tat 1 on U Special Projects Branch 02/11/29 
SHERWOOD, G 0 General Electric Co 2pp 16360 360 


0212000603 Notification of 021221 meeting w/W esfcinghoute owners group 
in Bethesda.MD to discuss presentation an proposed methods 
for using reliability data for revising instrumentation 
sections of STB 

BRINKMAN, D S Standard i i a tion b Special Projects Branch 02/11/18 
THOMAS. C 0 Standard i lat ion b Special Projects Branch 2pp 
16879 340 


0212090003 Notification of 621207 meeting w/GE, MIT, BNL & Mark I owners 
group in B*th#§da,MO to discuss suppression pool local to 
bulk temp difference analysis associated w/Mark I long-term 
program post- imp 1 ementat i on review 

SIEGEL. B L Operating Reactors Branch & 02/11/24 VAS6ALLQ, D B 

Operating Reactors Branch 2 Ip 16379 361 


02 1 2090077 Advises that issue of we twell /drywel 1 vacuum breaker 
actuation during pool swell not applicable to Mark I plants, 
>n response to 021112 questions 

PFEFFERLEN, H C General Electric Co MFN- 186-82 02/1 1/2Q 
VASSALLO, D B Operating Reactors Branch 2 3pp 16357 327 


0212090148 Forwards "Mark l Containment Program Augmented Class 2/3 
Fatigue Evaluation Method 8, Results for Typical Torus 
Attached b Safety Relief Valve Piping Sys " 

PFEFFERLEN* H C General Electric Co tFN-lB7-B2 82/ 11/30 
VASSALLO, D B Operating Reactors Branch 2 2pp 16399 121 


—0212090155 MPR-751 

"Mark I Containment Program Augmented Class 2/3 Fatigue 
Evaluation Method 6 Results for Typical Torus Attached U 
Safety Relief Valve Piping Bys " 

* MPR Associates, Inc 02/11/30 44pp 163S9 183 


8212100052 Notifies that XN-NF-IA* "QA Program Topical Rept for Nuclear 
Fuel Design 6 Fahrlcat i an* M Revision 5, acceptable 

HAASB, W P Quality Assurance Branch 82/12/06 VQLMER, C J Exxon 
Nuclear Co , Inc (subs of Exxon Corp ) 2pp 16399 342 


8212100111 Responds to F01A request for seven categories of info re 
NFS, Erwin, TN Forwards documents listed in App A Documents 
listed in App S withheld (ref FOIA Exemptions 3 k 5) 

FELTON* J M Division of Rule* and Records B2/11/12 WEISS, £ H 
Harmon b Wei»s 4pp 163QB 157 


— 8212100121 Forwards addl comments on proposed license conditions for 
NFS-Erwin re emergency preparedness 

GRIMES* □ K Division of Emergency Preparedness 02/03/23 
PAGE* R G Uranium Fuel Licensing Branch Ip I63B8 164 


0212130097 Advises that "Application of Exxon Nuclear Co PWR Thermal 
Margin Methodology to Nixed Coro Conf i gurat iotisr rt Revision 
l.genericolly applicable to all open lattice PWRs 
COOKE. G C Exxon Nuclear Co * Inc < subs of Exxon Corp ) 

GCC-047 02 92/12/07 WOLONTCH. J J Core Performance Branch Ip 

16390 109 


0812130217 Forwards "FOAMS - Computer Program to Calculate Core Swell 
Level 6 Mass Flow Rate During Small Break LOCA," in response 
to NUREG-0565 «. NUREG-0737. Item 1 1 K 3 30 

tAYLOftiJ H Babcock b Wilcox Co 82/12/01 BERGGREN, J 8 
Standard! ration b Special Projects Branch lp 1639B 142 


— 8212130220 BAW-10159 

"F0AM2 - Computer Program to Calculate Care Swell Level 
Mass Flow Rate During Smell Break LOCA “ 

# Babcock b Wilcox Co B2/U/30 39pp 16398 t43 


0P1 2130233 Provides info per 921201 telcon re submittal of App 1 to 
"B&W Small Break LOCA ECCS Evaluation Model “ App X will be 
submitted under MUREQ-0737, Item 11 K 3 31 

TAYLOR, J H Babcock fe Wilcox Co 02/12/03 SHERQN, B Reactor 
Systems Branch lp 16397 016 


8P12130234 Notifies of withdrawal of Topical Rapt BAW-10026P <NP>* 
"Reactor Vessel Model Flow Test foT 145 FA Core " Withdrawal 
based on decision to discontinue marketing nuclear steam 
tys 

1AYL0R.J H Babcock b Wilcox Co 92/11/23 BERQOREN. J 8 
Standar d£ «ati on b Special Projects Branch 3pp 16390 143 


8P12130262 Advises that Topical Rept WCAP-10170* "Emergency Response 
Facilities Design & V6V Process." submitted separately for 
NRC review b ap proval, concern! taut w/review of design basis b 
functional sys requirements. 

RAHE, 6 P Westinghouse Electric Corp N0-EPR-26B9 62/12/Oi 

THOMAS, C □ Standardization 6 Special Projects Branch Ip 
16396 243 


3512130296 Forwards proprietary & nonproprietary responses to NRC 
821109 question# on WCAP-9063/9064 re methodology far use 
on two* three h four loop plants.both first cycle & reloads 
Application for withholding proprietary info forwarded 
RAHE. E P Westinghouse Electric Corp N8-EPR-269Q 02/12/10 

THOMAS, C O Standardization b Special Projects Branch lp 
16389 2B9 
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— 9212130302 Requests withholding of proprietory rHponses to NfiC 
qusitloni On fcfC AP-9063/9864 per I0CFR2 790 Affidavit 76-0 & 
nonproprl e tary respon*** w/info deleted end 

WIESEMANN.R A Wo* 1 1 ng home Electric Corp AW-02-72 02/12/10 

THOMAS/ C 0 Standardisation & Special Project* Branch lQpp 
16389 390 


(32 j 2 1 30360 Approve* end proposed route for transport of spent reactor 
fuel 

SHE/? Hi T S Material TrantfeT Safeguards Licencing Branch 82/12/01 

EMBWILER, T gaits lie Memorial Institute. Columbu* Laboratories 
J 2 p p 16415 001. 


0212140092 Forwards affidavit attesting that Bechtel Specs J-UO fc 
J-104 & Calculations FL-OI > Revl slon O.P0 FC -01, Revision 1. 

PB FC-Oi 1 Revl s ion 2 fc FC— 13. Ra vis Ion 0 are proprietary $, 
should be withheld per 1CCFR2 790 

HOMES, J M Bechtel Corp 82/12/09 ALLISDN, 0 14RC -No petal led 
Affiliation Given 5pp 16409 273 


0212140190 Respond* to NRC consultant conclusions on XN-NF-62 1 f P > , 
Revision li "Enion Nuclear DNS Correlation for PWR Fuel 
Designs " One population for OHF data base recogniied 14 
test section* 

CHANDLER. J c Enron Hue I ear Co i Inc (subi of Eixon Corp ) 

JCC* 120 82 02/12/09 HfJLONfCW, J J Core Performance Branch 3pp 

16410- 217. 


8212140501 Forwards CENPD-27G, ,J Dry Storage Cast for ISFSl " 

SCHERER, A E Combustion, Engineering, Inc LD-B2-0B8 02/11/11 

ROUSE. L C Advanced Fuel & Spent Fuel Licensing Branch Ip 
16431 1 59 


—0212140510 CEMPD-270 

" Dry Storage Casi for ISFSL " 

* Comb usti on Eng i near iitg. fnc 02/10/31- 4ipp 16431 159 


0212130003 Forward* Revision l.Boppl J to "GadoJmia Fuel Properties 
for LWR Fuel Safety Evaluation 

CHANDLER.J C E**on Nuclear Co . fnc l*ub* of E*jccm Carp ) 
JCC’121 02 82/12/13 THOMAS. C O Standard! *at Ion 8. Special 

Projects Branch Ip 16425 148 


— 8212130005 Xff-NF-77-56lNPHA>Ri 

Revision J,Suppl I to "Oatfalinia Fuel Properties for L-WR 
Fuel Safety Evaluation " 

* Exion Nuclear Co / Inc (subs of Exxon Corp ) B2/12/10 

32pp. 16429 149 


0212190055 Informs of three changes to LOCTA-fV computer code used to 
calculate fuel rod heatup transient in West 1 nghous e F-CCS 
evaluation nodal First -change concerns modeling of 
distribution of energy deposition during LOCA 

RAHE, E P Westlnghouae Electric Corp NS-EPR-26?? 02/11/00 

HILLER i J R fitendardl *at ion 6 Special Projects Branch 3pp 

J 6431 004 


0212160365 WCAP-10170 

"Emergency Response Facilities Design & YLV Process " 

GALLAGHER, J H , HERRICK. E 0 , OURCAK. A W We stin g h t»u*e Electric 
Corp 21280 1/102502 02/04/29 33pp 16442 230 


8212170396 Advises that Revision 22 to Topical Rept CE-I-A re GA 
program for nuclear power plant* acceptable 

HA ASS. W P Quality Assurance Branch 62/12/09 SWART 2. E D 

Commonwealth Edison Co lp 16470 J 41 


92 J 2200040 Forwards proprietary L nonpr oprietary responses to Revision 
1 to WCAP-9179/WCAP-9224. "Proper tie* of Fuel & Component 
Mat-lie " fSER open item re Zircafoy irradiated properties; 

Proprietary response withfiheld 

RAHE.E P Weitinghause Electric Corp NS-EPR-2607 B2/11/30 

THOMAS. C 0 Stand* rd i aa t ion ft Special Projects Branch Zpp 

J 6470 099 


- -02 122000 62 Requests withholding of responses to WCAP-9 J 79/WCAP-9234, 
"Properties of Fuel St Co-re Component Katl»." Revision 1 
tf IESEMANN, R, A Westing house Electric Corp AW-02-70 82/11/30 

THQMASiC 0 Standardisation & Special Projects Branch 7p p 
16470:097 


©212210935 Forward* requests for arfdl info to complete review of 
WCAP- 10079 <P1, "NO TRUMP A Nodal Transient Small Break & 

General Network Code. ” fc WCAP-10054 iP) "We *tinghouse 
Small Break ECCS Evaluation Model *' 

THOMAS/ C 0 Standard 1 ration U Special Project* Branch 82/12/03 
rAHE.E, P Wtstinghouse Electric Corp 3pp 16502 289 


— 9212210539 Round J questions re Reactor Sys Branch review of 
WCAP-10054, "Wes t 1 ng house Small Break ECCS Evaluation Mode 
Using NOTRUMP Code, H 6 WCAP-10079. “ NOTRUMP Nodal Transient 
Small Break 6 General Network Code " 

* Reactor System* Branch 02/12/03 23pp 16502 290 


0212220182 Forward* addl response* re environ & seismic open items per 
021019-20 & 1201 meetings Combination of comprehensive 
testing h. analysis assures structural Integrity t* 
operability of motors 

RAHE.E P Westinghouse Electric Corp NS-ERP-2695 02/12/16 

NOONAN. V Equipment Qua 1 i f i cat ion Branch 20pp 16503 035 


8212270473 Responds to 02112? request for review of C-E repfc. ''Dry 
Storage Catk for ISFSl " Cask* conform w /GA program 
CENPD-210-A, Revi s ion 3 Program reviewed in 1977 & accepted 
HAASS/W P Quality Assurance Branch 31665 02/12/OB ROUSE, L C 

Advanced Fuel & Spent Fuel Licensing Branch lp 16566 360 


BD 1 2270553 Notification of rescheduled 021217 meeting u/QE. DNL, MET, 
Detroit Edison li Mark J owners group in Qethesda.MD to 
discuss suppression pool local to bulk temp difference 
analysis associated w/Marl 1 long-term program 

SIEGEL, D L Operating Reactors Branch 2 82/12/02 VA35ALL0. D B 

Operating Reactor* Branch 2 |p 16546 342 


0212280160 Forwards Amend 6 to Dufce-1-A,QA program 

GRIER, G W Duke Power Co 82/12/21 HAASS, W P Quality Assurance 
Branch lp 16563 22 2 


— 8212200173 DUKE-l-A A06 

Amend 6 to Duke-]-A, QA program- 

GRIER. Q W , CAMP.L F Duke Power Co 02/12/21 lOSpp 
16563 224 


B21227O10B Forward* CEN-227, "Summary Rept on Opor-ability of 
Pressurized Safety Valves in C-E Designed Plants.'* In 
response to NUREQ-0737. Item II D 1 W/o anc 1 

WELLS, R W C-E Operating Plants Owners Group WELLS, ft W Northpotil 

Utilities RWW-82-70 82/12/20 BERNARD, H Standard I aa t i o n l. 

Special Project* Branch 2pp 16570 055 


8212290466 Summary of 021130 meeting w/Wes tinghous e re advanced PWll 
*td design program 

METER, 0 Standard! iation & Special Projects Branch 02/12/15 
Standardisation t Special Projects Branch 2pp 16606 050 


8212300034 Forward* pr ep ub 1 i cat i on draft of Revision 3 to BWR emurgcncy 
procedure guidelines Revision add* guidelines re secondary 
containment control Zt radioactivity release control 
DENTE. T J BWR Owners Group OlJROG-0262 83/12/22 EfSENHUTi-D 0 
Division of Licensing 2pp 16598 312 


-0212300036 Prepublication draft of Revision 3 to emergency procedure 
gui de 1 i nes 

* BWR Owner* Group 82/12/OB 66pp 16590 314 


WASTE mT NUCLEAR WASTE MANAGEMENT 


B212010003 Notification of 021110 seminar entitled, 11 EPA High Level 
Waste Std - Current Status & NMSS Perspective on 
Implementation'* in Silver Spring, MD 

KNAPPj M R High Level WAste Licensing Management Branch 02/11/05 
High Level Waste Licensing Management Branch Ip 16271 361 


0212010000 Forwards title page & table of contents to Sept 1902 fin.»l 
published version of FNL-3632, "AEGIS Technology 
Demonstration for Nuclear Waste Repository in Basalt " 

W/o end 

GDRDON.M J High Level Waste Licensing Management Branch 02/11/09 
COOK . F R High Level Waste Licensing Management Branch 
GREEVES, J T , JUSTUS, P S High Level Waste Technical Development 
Branch ip 16290 324 


0212010010 Forwards list -of individuals requiring copy of Hanford slip 
c haracteT i rat ion rept 

WRIOHT.R J Office of Nuclear Material Safety 6 Safeguards, Da rector 
82/11/10 STILL, N , HALL, J Division of Waste Management 3pp 

J 6270 221 


8212010013 Summary of S20429 meeting w/Dow Chemical Co in Silver 
Spring, MD re waste form provision* of 10CFR61 
JOHNSON, T C Low Level Waste Licensing Branch S2/U/12 
MARTIN. J B Division of Waste Management 4pp 16290 217 
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0212010025 Forward* draft "Generic Radiological Charac ter i lation 
Protocol for Survey* Conducted for DOE/OOS Remedial Action 
Program*," in response to 821012 1 tr W/cover page but w/o 
text 

MOTT . U E En orgy, Dept of 02/10/26 SCARANO, R A Low Level 
Waste Licensing Branch 2pp 16271 399 


0212010065 Forwards "Review Plan for Site Characterization Repts," 
"BWIP Issues Identified bg NRC" it "Schedules for Production 
of BWP Draft Site Charac teri ia tion Analysis M Identified 
QUIP issues encl W/o schedules far analysis 

MILLER, H J High Level Waste Licensing Management Branch 02/11/15 
MARTIN, J R Division of Waste Management 23pp 16269 152 


^“62 i 2010069 Revised "Review Plan for Site Chara c ter i ration Repts " 
-* Division of Waste Management 62/11/30 24 p p 16209 175 


8212010217 Comments on revised memorandum of unders tand i ng re ACRS 
participation in NRC rulemaking it policy making activities 
New agreement adds at least 4 month* to process New 
administrative steps will increase paperwork 

BUNTING, j q Licensing Process V Integration Branch 82/11/05 
HOUSE, L C Advanced Fuel it Spent Fuel Licensing Branch Ip 
16290 295 


92 12010220 Forwards 1 tr sent to Governor Spellman of WA State 
forwarding site charac ter i zation rept it informing of NRC 
role in process List of addressees attached 

BUNTING, JO Licensing Process & Integration Branch 82/11/15 
NRC - No Detailed Affiliation Given lp 16290 299 


— B212010221 Forwards site characterization rept for candidate high 
lovel waste repository on Hanford Reservation Procedural 
portion of 10CFR6O repository licensing rule also encl 
W/o ends 

DAVIS, J 0 office of Nuclear Material Safety b 

Safeguards, Director 62/11/15 SPELLMAN, J Washington, State of 
5pp 16290 300 


£212010227 Forwards branch fact sheet addressing disposal of wastes 
containing transuranic nuclides 

DRAGON ETTE. K Low Level Waste Licensing Branch 82/11/17 

SALOMON, S Office of State Programs, Director Ip 16270 305 


Q2I20I0457 Forwards editorial requirements for use in preparing all 
contracted products under NRC-02-B2-045 No change in coat 
or delivery of products expected W/o encl 
VERMAj T R High Level Waste Technical Development Branch 
NRC-02-02-045 02/11/19 RONE, J Golder Associates lp 

16266 167 


0213010496 Agrees to assist in preparation of EIA for application for 
low level raduaste disposal site, par 820920 request Meeting 
to discuss roles & responsibilities suggested 

NUSBBAUMER, D A Assistant Director for State Agreements Programs 
62/11/04 HAZLE, A J Colorado, State of Ip 16270 236 


6212010500 Comments on 06 Grand Junction, CO vicinity propcrt i es * p er 
620920 request Agrees w/c ond i t i □ nal designation of 
properties & need for engineering assessment phase of 
i emed ia 1 action 

SCARANO, R A Low Level Waste Licensing Branch B2/I0/29 MOTT# W E 
Energy, Dept of 2pp 16370 257 


0212010505 Comments on advanced draft of "Bite Recommendation 
Guidelines " Clarification re specific application of siting 
factors required Selection of repository site must satisfy 
1 GCFR60 criteria 

BELL* M J High Level Waste Licensing Management Branch WMHL 3109 
3 02/10/28 BALLARD, W Energy/ Dept of 2pp 16270 259 


0312010508 Concur* w/revised final remedial action concept paper, per 
62100 1 request 

SCARANCJi R A Low Level Waste Licensing Branch UMLL KJH 62/10/21 

CAMPBELL, R H Energy, Dept of Ip 16270 261 


8212010514 Forwards "Pro 1 invinar y Bite Stabilization it Closure Plan for 
Barnwell Low Level Radwas fee Disposal Facility" & 

NUREG/CR-2478, Vol 1 , per meeting in Natural Bridge State 
ParluKY re Maury Flats low level waste facility W/o encl 
PENNIFILL.R A Low Level Waste Licensing Branch WM 409 10 
02/11/04 PAQEiR Kentucky, State of ip 16270262 


8212020040 Ac k receipt of 821013 request to place list of Federal 
agencies generating low level waste on blank tape 
JACKSON, K C Low Level Waste Licensing Branch UMLL 204 2 3 

02/10/29 JORDAN, E A Energy, Dept of lp 16317 002 


— 8212010228 "Disposal 
Elements 1 
* Low Love 1 Waste 


Of Low Level Wastes Containing Transuran Ic 
Licensing Branch 62/11/17 4pp 16290 306 


B2 12020060 Forward* revised remedial 
per K Kami 1 1 B20916 talc an 
CAMPBELL, R H Energy, Dept of 
Recovery Licensing Branch 2pp 


action concept paper U 

02/10/01 BCARANO, R A 
16317 025 


comments, 

Uranium 


BLU 20 10232 Forwards "Characterization of Class 
Packages of New England Nuclear Corp 11 Final 
DROWNING, R E Division of Waste Management 
New England Nuclear Corp lp 16290 312 


B Stable Radwaste 
rept W/o and 
02/11/15 DUMAS, D 


-0212020073 UMTRA-DOE/AL-33 

Revised "Remedial Action Concept Paper for U Mill Tailings 
at Vitro Site, Salt Lake City.UT " 

« Energy, Dept of 82/10/31 23pp 16317 027 


82120 1 0240 Submits editorial recommendations for Basalt Waste Isolation 
Project site characterization analysis products 

ULtTCKi R B High Level Waite Licensing Management Branch 02/11/16 
High Level Waste Licensing Management Branch 2pp 16290 313 


G212010242 Requests two addl copies of Basalt Waste Isolation Project 
site characterization rept for hydrogeology review group 
WRIGHT, R J High Level Waste Licensing Management Branch 02/11/16 
STTLL, N NRC - No Detailed Affiliation Given ip 16290 317 


0212010245 Discusses J Kimball limited partic ipati on in review of 
Basalt Waite Isolation Project site characterization rept 
Attendance at 021115 meeting requested 

WRIGHT, R J High Level Waste Licensing Management Branch 62/11/17 
JACKSON, R Geosciences Branch 2pp 16270 315 


E2J20I0290 Forwards info on process formerly 
Proces 5 «*, Inc in mfg aircraft dials made w/ 
Info should be helpful in determining Lumin 
waste form characteristics W/o encl 
PERSON, L S Low Level Waste Licensing Dran 
BARLETTA, R Brookhaven National Laboratory 


used by Luminous 
tritiated paint 
ous Processes 

ch 82/11/03 

lp 16271 231, 


D2 1 20 J 0232 Discusses 021013 1 tr re test method for 
changes in actinide-doped waste forms Vote of no 
recorded unless MCC-12S test procedure Section 
Equation 6 revised as indicated 

BELL, M J High Level Waste Licensing Management 
STElNDLERiM J Argonne National Laboratory 2pp 


determining density 
will be 
3 L 

Branch 02 / 11 / 1 ? 
16271 252 


B212010302 Responds to L Olson 020923 1 tr re workshops & Hanford Site 
Charac teri zat ion rept Lists question & answer mode necessary 
for rept clarification 

MILLER, H J High Level Waste Technical Development Branch 
82/11/05 ANTTONEN, J H Affiliation Unknown 3pp 16271 279 


0212020114 Notifies of development of draft NRC GA Review Plan for 
reviewing adequacy of GA programs for geotechnical 
invest! gation* re site characterization activities for 
nuclear waste repositories Requests meeting *, discussion 
MILLER, H J High Lavel Waste Technical Development Branch 
WMHT 109 4 82/11/04 BALLARDiW Energy, Dept of lp 

16317' 090 


0212020117 Forwards tape for record of latest working SPLASHWATR code 
Requests any prepared documentation W/o encl 
GORDON, M J High Level Waste Licensing Management Branch 
WMHL 3109 9 82/11/10 MILLY. C D Princeton Unlv lp 16310*362 


0212020121 Submits info ra shallow land disposal of low level nuclear 
waste NRC responsible for regulating disposal of raduastes 
DOE responsible for R&D of different disposal methods 
Forwards NVREG-0879 i 0702 W/o encl 

GURMEIERiJ J Division of Waste Management WMP I 411 1 82/10/21 

FORSTER, J H Affiliation Unknown 2pp J 6308 300 


0212020120 Subm i t§ instructions for Basalt Waste Isolation Pro j ect 
site characterization assessment authors 

ULECK , R B High Level Waste Technical Development Branch 02/11/05 
BELL i M , MILLER, H ■ WRIGHT, R NRC - No Detailed Affiliation Given 
lp. 1 6300 296 


8213020132 Submit* principle* to be followed re submittal of documents 
for word processing for Basalt Waste Isolation Project site 
characterization assessment 

MILLERrH J High Level Waste Technical Development Branch, 

BELL. M J High Level Waste Licensing Management Branch 02/11/05 
NRC - No Detailed Affiliation Given 2p p 16300 296 
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0212020136 Confirm* convfrut ion w/P Justus rj 1 Alterm-an limited 
participation in review of Basalt Wa*te Isolation Project 
site character* *a fc£ on rapt Alfcerman will review Chapters 3 & 

13 

WRIGHT, R J High Level Waste Technical Development Branch 
32/1 1/13 JACKSON/ R Geosciences Branch 3pp 16306 294 


B2I2D20146 Forward* requested update of waste mgfc portion of ofe 
manual chapters & J0CFR6I W/o end 

BUNTING/ J 0 Licetising Process & integration Branch 32/11/16 
BEVERIDGE. 0 Program Support Branch Ip 16300 £90 


3212020148 Notifies that review of DOE 021112 site chore c ter i la t i on 
rept for Hanford/ WA reservation ha* commenced Draft analysis 
for public comment expected by mid-Mar 1983 w/final analysis 
expected by Sept 

DAVIS. J 0 Office of Nuclear Material Safety 6 Sa feguards, Di rector 
02/11/17 Office of Nuclear Material Safety & Safeguard*/ Director 

2pp 16306 sag 


0212020171 Forward* correspondence from WJ Dirds Indicating 
willingness to fund wort re dosimetry of Np-237 on 
sole-source contract basis Contract for Natl Committee for 
Radiation Protetion will be ini tia ted , according I y 
FENRINOER.D J High Level Waste Licensing Management Branch 
02/ 11/15 KNAFPi M R High Level Waste Licensing 1 Management Branch 
lp 1 6303 205 


5212020177 Discusses DOE designation of two Salt Lair City vicinity 
Properties 6L037 i < SLO60 in c on jun c t i on w/V i trg Chemical 
Co inactive mill site 

FLGRYi C A Lou Level Waste Licensing Branch 02/10/29, Low Level 
Waste Licensing Branch, 3pp 16303 200 


O212O201 83 Requests DOE site char ac ter l zaticm rapt for facility be 
kept in library for ref purposes only 

WRIGHT, R J Nigh Level Waste Technical Development Branch 
82/11/22 C0NYNOHAM, M Library Branch lp 16300 27B 


8.21 2020107 Forwards trip rept of B2Q824 -25 vis i t to Columb ie, 5C re 
i mp i eaten ta t i on of 10CFR61 waste form requirements 
JOHNSON/ T C Low Level Waste Licensing Branch 32/10/29 
BROWNING, R E Division of Waste Management 6pp 16300 261 


8212020193 Notifies that principle data need* per 821019 ltr & 020614 
meeting satisfied by manipulating info of type contained on 
radioactive shipment records received at disposal site* 

Meeting date of 521110 confirmed 

JACKSON. K C Lou Level Waste Licensing Branch WMLL 204 2 3 
02/11/17 COLEMANrJ A Energy- Dept df 2pp 16308 25? 


0212020196 Trip rept of 020322-23 Visit to Norwood- CO to participate in 
Pioneer Nuclear hearing 

HAMILL.K J Low Level Waste Licensing Branch S2/il/i5 
6CARAND/R A, Low Level Waste Licensing Branch 3pp 1 630B 234 


82I2020199 Forwards BNL rept* identifying phenomena applicable to 
assessing long-term performance Of high level waste packages 
constructed of TiCnde-12 a I log- includ J ng crevice corrosion k 
hydrogen embr i ttlemanfc W/o end 

BELL/M J High Level Waste Licensing Management Branch 82/11/08 
BALLARD- W Energy. Dept of 2pp 1630B 140 


0212020201 Forwards Chapter 10 of site charac teri za tion rept for Basalt 
Waste Isolation project r# <JA Comments requested by 021130 
MILLER, H J High Level Waste Technical Development Branch 
82/11/19 NAASBjW P Quality Assurance Branch lp 16308 147 


0212020203 Comments on draft low level waste mg t survey questionnaire 
Draft provide* excellent format for program to accumulate 
consistent 1 Qu level waste data for input to common data 
sy* 

JACK&DNrK C Lou Level Waste Licensing Branch WMLL 204 2 3 
02/11/03 MARDINiC M Conference of Radiation -Control Program 
Director*. Inc lp 16300 146 


G212O20246 Informs that record of decision- re long-term mgt of liquid 
high level radupste at Western NY Nuclear Svc Cfcr.West 
Valley, appear ed in 020915 FR DDE now able to construct & 
op crate fac i 1 t ty 

PFLUMr C 0. High Level Waste Licensing Management Branch 02/IO/26 

BOYLE. R J? High Level Waste Licensing Management Branch 3pp 

16305 143 


6212020356 Trip rept of 920614-13 meeting w/U Subcommittee of VA Coal it 
Energy Commission in L« ti ng ton, VA to hear expert witnesses 
from govt fc academia discuss issues associated ur/U mining & 
milling 

JIAMILL/ K J. Lou Level Waste Licensing Branch 92/10/2? 

SCARANO. ft A Lou Level Waste Licensing Branch 2pp 16303 130 


5212020307 Notification of contract executi on » Mod 6 to "Cyprus Mines 
Corp,JHan*en Project Mill Tailings Evaluation ’* 

Contractor FC Hart Assoc, Inc 

MCLEAREW. T Technical Assistance Contract* Branch FIN D-6927 
NRC-02-79-036 82/11/24 DAVIS. J G Office of Nuclear Material 

Safety it Safe guards, Di rec tor Ip !62?7 360 


— B212020390 Mod £>, incorporating indirect rate & adding addl funds- to 
"Cyprus Mines CorpiHansen Project Mill Tailings Evaluation " 

* Fred C Hart Associates, Tnc HAGAN, T F Division of 
Contracts F|N 0-6927 NRC-02-79-056 52/11/24 2pp 

16277 361 


Q2J2Q203B8 Comments on State of CO proposed policy on financial tests 
as surety for mill license* Policy generally acceptable 
Specifics of hou parent company assumes responsibility for 
subsidiary requested 

SCARANO. R A Low Level Waste Licensing Branch 02/J1/O2 
WUSSBAUMER, D A Assistant Director for State Agreements Programs 
2pp 16297 358 


0212020397 Trip rept of 811026-27 visit to CO State Umv to attend 
U mill tailings symposium 

HAMILL, K J Low Level Waste Licensing Branch 82/10/29 

SCAR A NO, R A Lou Level Waste Licensing Branch lp 16297 3S6 


0212020400 Forwards trip rept of 020302-04 meetings u/industry fc State 
of CO official* W/o end 

HAMILL.K J Lou Level Waste Licensing Branch 92/10/29 
SCARANO, R A Lou Level Waste Licensing Branch lp 16297 353 


8212020403 Forwards plans for development of draft site 
charac teri lat i on analysis Plans identify products needed, 
sequence of parallel activities 6 describe sequence Df 
daily activities between 021210 & 830121 

WRIGHT, R J High Level Waste Technical Development Branch- 
82/11/09 BOLYE.rt , CQOK/F R , KNAPP. M High Level Waste Licensing 
Management Branch 14pp 16297 327 


0212100343 Forwards Rn-222 repts for Aug ?< Sept 1902 TLD chip probet 
for passive radon monitors improperly prepared by outside 
1 ab 

MCCLUSHEY, J P Cotter Corp 20862 52/11/15 HAZLE, A J 

Colorado, State of lp 163Q9 189 


—5212100349 Rn -222 repts for Aug-Sept 1902 

* Cotter Corp 20562 62/1 1/JS 3pp 16309 190 


8212220546 Request* complete ref to sourte of "Geological Aspect* of 
Industrial Waste Disposal." to assist in search Paper 
unknown to geology staff 

JUSTUS. P S High Level Waste Technical Development Branch 
82/11/24 CHU. J Tennessee Valley Authority lp 16523 029 


0212230034 Responds to 021103 ltr re low level raduaste disposal 
regulations Final version of 10CFR61 "Licensing Requirements 
for Land Disposal of Radwaste" t related amends end 
W/o end 

DAVIS, J 0 Office of Nuclear Material Safety 6 Safeguard*. Director 
B2/U/30 UFFEN. R J Queen's Univ , Kingston, Canada Ip 
16544 270 


0212230066 Forwards comments on draft "NUTS Program Criteria for Mined 
Geologic Disposal of Nuclear Wastes Repository Performance 
& Development Cri ter ia. DOE/NWTS 33(3) •• Final document 
should include criteria from 10CFR6O 

DELL, M J High Level Waste Licensing Management Branch 02/I2/0J 
BALLARD. W W Energy, Dept of 1 1 p p 16544 349 


821223009? Summary of 821103 meeting u/CBU It ORNL in Region 4 ofr re 
proposed topical rept on long-term stability of U tailings 
reclamation covers 

FLEMING, T E Region 4, Office of Director 82/11/29 SCARANO, R A 
Low Level Waste Licensing Branch I3pp 16544 311 


5212230105 Summary of 821202 meeting w/EPA in Crystal City.VA re 
NRC t EPA plans for addressing disposal of lou activity 
waste by less restrictive means (de minimis waste disposal) 

ROLES, 0 W Lou Level Waste Licensing Branch 02/12/10 SCARANO. F? 
Low Level Waste Licensing Branch 4pp I6544’307 


8212230114 Summary of 821H7-1? meeting u/uti I at McGuire it Oconee 
plant* re imp 1 ementation of waste classif jc ati on 
requirements of 10CFR6I 

ROLES, 0 W Lou Level Waste Licensing Branch 02/12/09 SCAFANO, R 
Low Level Waste Licensing Branch 5p p 16544 302 
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0^12230110 Advises of contact u/C Cooley (DDE) re J Nell Jtrs on 
p e rf c rmanc fl assessment if content of NRC draft response 
Meeting! will be hold in Jan 1903 to prioritize performance 
aspects 

KNAPP. N R Low Uovel Waste Licensing Branch 82'/12/03 
BROWNING. R E Office of Nuclear Material Safety & 

Gaf eg wards. Di rec tor Ip 16544 301 


BJ’12230126 Forwards comments on Waste Mgt section of long-range 
research plan Steering committee should be established to 
coordinate high level waste research planning 
HUNTING. J 0 Procedures & Certification Branch 82/t2/0i 
DROWN. R S Program Support Branch 22pp 16544 279 


Q212230133 Summary of state & tribal participation steering group 
021001 meeting re proposed priorities before receipt of 
DQE first site characteriiation rept 

MACOOUGALL. R Procedures it Certification Branch 02/12/02 
BUNTING, J Q Procedures L Certification Blanch MILLER, H J IHioh 
Level Waste Technical Development Branch 4pp 16544 339 


B2J.223013S Responds to questions re interface w/EPA ERA must meet 
statutory responsibility of setting radiological stds tn 
areas covered by 10CFR20 302(c). since section already 
deleted 

BUNTING, J 0 Procedures 6 Cert if icat ion Branch 02/12/03 
SMITH, R 0 Region 4, Office of Director Ip 16544 343 


B? 1 2230 1 45 Advises that comments incorporated into "Technical 
Position Paper on Near-Surface Disposal Facility Design & 
Operation" 6 PR notice will be published to announce 
ava liability 

RANGBURN, G C Low Level Waste Licensing Branch Q2/1 1/23 
HAWKINS. E F Low Level Waste Licensing Branch lp 16544 058 


Qr't2230|53 Forwards compilation of updated rules 2. petitions for 
quarterly update of regulatory agenda Ofc of Nuclear 
Hegulatory Research will provide update for 10CFR6Q 
rul enaV ing 

BUNTING. J 0 Procedures 6 Certification Branch 82/12/01 
BROWN. R A Program Support Branch 5pp 16544 031 


821 2230174 Summary of B21 130-1203 meetings u/Damea & Moore in Bethesda, 
MB re Task D of Contract NRC-02-81-049, thi r d work 
requirement, to modify EIS c a 1 c u 1 a 1 1 ona ] methodology 
ROLES. G U Low Level Waste Licensing Branch NRC-02-B 1-049 
207 6/GWR/B2-12 82/12/13 SCARANO, ft A Low Level Waste Luensmq 

Branch 2pp 16540 361 


B 2 1 2230 171 Summary of ANS 821117 meeting re high level waste 
performance assessment 

ORNSTEtH. P M Low Level Waste Licensing Branch 3407 26/PMD/B2/ 
82/12/02 KNAPP. M R High Le/el Waste Licensing Management Branch 
Opp 16513 273 


0212230209 Order directing State of NV, Dept of Human Resourc es> no t to 
renew Radioactive Matl License 1 3-1 1-0043-02. i * su e d to 
Nuclear Engineering Co. Inc 

WILKES. D Nevada. State of 82/10/27 Nevada, State of Ip 
16544 095 


— 0212530212 Findings of fact & conclusions of law re proposed renewal of- 
Radioactive Matl License 13-1 1-0043-02, i ssued to Nuclear 
Engineering Co. Inc License should not be renewed 
WILKES, D Nevada, State of 82/10/27 7pp 16544 096 


□212230225 Forwards listing of error messages executed in NWFT/ 
DVM code used in Performance Assessment Section Use of end 
list should expedite initial debugging procedures 
WEBER. M F High Level Waste Licensing Management Branch 
WMHL 3109 9 82/12/03 High Level Waste Licensing Management 

Branch 4pp 16540 357 


6^*12230231 Forwards proposed revisions to current list of committees 
involving Ofc of Waste Mgt personnel W/o end 

BUNTING, J 0 Licensing Process It Integration Branch 02/11/10 
BROWN, R S Program Support Branch Ip 16540 356 


8L r l2230331 Proposes single document describing generic procedures for 
designating UMTRAP vicinity properties incorporating 
sct eening, pre 1 iminary comprehensive surveys needed 
buggested outline end 

BCARAWO. R A Lou Level Waste Licensing Branch ©2/12/06 MOTT, W II 
Energy. Dept of 16pp 16540 231 


0**12230332 Responds to 021022 request for comments on second draft of 
"Potential Health V Environ Haxards of U Mine Wastes " 

Recommends alternatives where regulatory gaps identified or 
where present stds considered inadequate 

MARTIN. J B Division of Waste Management 82/11/19 8JOBLOM. 0 L 
Environmental Protection Agency lp 16540 250 


0212230387 Responds to 021101 request for info on nuclear waste 
Excerpts from OatteUe. "Understanding Raduiaste" end 
DQE should be contacted for info re R8cG W/o end 
STILL.NL Division of Waste Management 92/11/26 PRUNIER.O M 
Affiliation Unknown 2p p 16540 240 


6212230398 Responds to 621026 request far info on law level waste 
disposal L 10CFR61 NuflEG-0782, “DES for S0CFR61," will be 
forwarded 

8CARAN0. R A Low Level Waste Licensing Branch WMLL 411 4 
82/11/17 FERRARA, W R Massachusetts Institute of Technology Jp 
16540 239 


8^*12230390 Responds to 821029 request for info on nuclear waste 
pollution Annual rep* I* excerpts From Battelle 
"Understanding Faduaste. ■' enc 1 W/o enc ] 

SURME1ER, J J Licensing Process t Integration Branch WMP I 411 1 
©2/11/22 CLARK. 0 Affiliation Unknown 2pp 16540 232 


8212230392 Forwards summary of 821029 meeting w/Chem-Nuc 1 ea r Sys, Inc 
re proposed ratfwaste disposal site in CO Site selection 
procats will delay licensing schedule from 3-9 months 
PANOD'JRN, G C Lou Level Waste Licensing Branch 02/11/22 
HAWKINS, E F Low Lovol Waste Licensing Branch 3pp 16540 226 


B212230394 Submits review nf Sept & Oct 1982 monthly repts for 
Edgemont Cleanup Action program Boil sampling map of 
Cottonwood 6 status of long-term progeny measurement program 
should be submitted w/Dec rapt 

FLGRY.C A Low Level Waste Licensing Branch FIN B-2217 WMLL CAI 
02/11/30 WAOMAN. N A Da fcte 1 1 e Memor ia 1 Institute, Pacific 
Northwest Laboratory 2pp 16544 ill 


8212270430 Ack receipt of 021020 ltr commenting on draft branch 
technical positions on waste form & waste classification 
Positions util be revised to incorporate comments 

BROWNING, R E Division of Waste Management 02/11/23 0HEALY. H 0 
3ou th Carolina, State of ip 16571 363 


9212270444 Accepts invitation to participate in 821218 workshop in 
Las Vegas, NV on opportunities for public involvement in NRC 
licensing process for high level raduiaate repository 
MARTIN, J D Division of Waste Management B2/11/24 TUCKER, M 
Nj ’ear Information 6 Resources Services lp 16371 362 


£321 2270455 Offers no comments on review nf annual compilation of 
actions taken by NRC on QAO roc ommen-d a t i on s 

BUNTING, J 0 Licensing Process b Integration Branch Q2/11/2J 
BROWN, R 8 Program Support Branch lp 1656B 362 


□1*12270464 Summary of 821026-98 Maxey Flats program review in Slade. KY 
Rept summarizing info gathered by NRC contractors 6 USG3 
will be compiled 

PEftNlFILL, R A . SIEFKEN, D L Low Level Waste Licensing Branch 
82/11/19 HAWKINS, E F Loiu Level Waste Licensing Branch 4pp 
I656B 359 


6212280104 Submits evaluation of TX Dept of Health B21029 submittal re 
IX Anaconda Rhode Ranch Required testing & GA program 
sufficient to assure adequacy of liner matl 

SMITH, R D Region 4. Office of Director 82/12/02 NUS5DAUMER, D A 
Assistant Director for State Agreements Programs 3pp i6990 340 


— 8212280109 Responds to Dailly request for citation to implement NRC 
Comment 7 r iqueit re TX Anaconda Rhode Ranch No citation 
can be given, as general license has not yet been issued 
FCNNER.R L Regulations Division 82/11/15 NUSSBAuMER. D A 
Assistant Director for State Agreements Programs lp 16590 343 


0212290008 Advises that FES on 10CFR61 sent under separata cover FET8 
may answer 820924 questions on DES re impacts of waste 
mgt U disposal 

DRAOONETTE.K S Lou Level Waste Licensing Branch 82/12/03 
GOLDSTEIN. M Massachusetts, State Of lp 16607 233 


8212290024 Concurs in final draft 19 9S annual status rept to Congross 
on UMTRAP 

SCARANO. R A Low Level Waste Licensing Dranch 82/11/29 
DAUBLITZ.J A Energy, Dept of lp 16607 180 


82 12 290260 Responds to ©21102 request for info on nuclear waste sites 
Excerpts from Batfcelle Dec 1981 rapt, "Understanding 
Raduiaste" 1 Map of waste disposal sites enc l NRC vs DOE 
responsibilities explained W/o end 

STILL, N L Division of Waste Management 82/11/26 STAVlTZiJM 
8outh Carolina, llniv gf 2pp 16606 264 



418 


NONDOCKETED ITEMS 


XPORTLIC EXPORT AND IMPORT LICENSES 


821201 0041 Advises that export license issued w/o normal 15-day waiting 
period due to NRC o\ers»ght of placing license amend 
application in wrong File 

Z IMMERMAN, J V Assistant Director for Exp o rt/Jmp art tt international 
Safeguard* 82/10/26 Assistant Director for Exper t/Imp or t t* 

International Safeguards ip 16269 105 


G2 1201 0043 Advises that license to erpo-rt penetration parte to 
Switzerland will be issued u /0 normal 15-day waiting period 
ZIMMERMAf^J V Assistant Director For Ex por t/imp o r t & International 
Safeguards 82/10/25 Assistant Director for Ex por fc/Imp □ r t t 

International Safeguard* lp 16271 338 


8212010044 Lfcr of assurance re export of 095 Irg U~235, con tame d in 
29, 032 kg U* to Japan 

5HIRAKAWA/T Japan 82/10/26 GRlFFtN,JA Energy, Dept of lp 
(6271 337 


8212010048 Ltr of assurance re export of 213 kg U“235, c onta 1 ned in 
/, 462 kg V. to Japan 

SHIRAKAWA, T Japan 82/10/22 GRIFFIN. J A Energy, Dept of lp 
16271 3 36 


8212010054 Ltr af assurance re export of 643 kg U-235, contained in 
19,769 kg U* to Japan 

GHIRAKAtfA, T Japan B2/I0/22 GRIFFIN, J A Energy, Dept of ip 
16271 344 


BP12010057 Forwards application tn export 791 kg U~235, con taina tf in 
22.000 kg U, to Belgium 

KIEL,© R Exxon Nuclear Co . I r»c ($ub« of Exxon Carp 1 B2/10/20 

DEVINE* J B Assistant Director for Expor t /Import L International 
Safeguards lp 16271 342 


“9212010063 Application for license to export 791 kg U-235. con taintfd 
in 22,000 kg U, to Belgium 

KIEL, G R Exxon Nuclear Co , Inc (subs of Exxon Carp 1 
82/10/20 Ip 16271 343 


0212010072 Application to amend License XT-8552, eip and ing list of 
authorized countries & issuing new license to export 100,000 
kg natural thorium to selected countries 

UARNUM*E C Molycorp, Int B2/I1/17 HEMS V , E Assistant Director 
for Export/Impart h International Safeguards 2pp 16271 347 


8212010076 Forwards application for amend to export license for minor 
nuclear export Ltr of assurance required W/o end 

ZIMMERMAN, J V Assistant Director for Export/rmport & In t erna t j emol 
Safeguards 82/11/22 GRIFFIN, J A Energy, Dept of ip 
J 6289 200 


8212010-091 Forwards application for export license for minor nuclpai 
export Ltr of assurance required W/o end 

ZIMMERMAN, J V Assistant Director for Export/Import 6 Internat i and 
Safeguards 82/10/29 GRIFFIN, J A Energy, Dept of lp 
16271 351 


9212010096 Informs that License XSNM- 1979 may he issued No mat! 
changed c ircumtanc e$ since issuance of License XSNM-1972 
MOORE, R N Assistant Director For Ex por t/Imp □ r t S, International 
Safeguards 82/10/29 Assistant Director for Exporfc/lmpar t fc 

Inter nati onal Safeguards lp 16271 350 


8212010088 Requests Executive Branch position re Mitsui L Co (U0A),Jni 
application For license to export 5MM to Japan 

ZIMMERMAN* J V Assistant Director for Exp o r t/Imp ort 4 In terna t i onal 
Safeguards 82/11/22. STDlDERiC f? State, Dept of, Bureau of Dcrant 
6c Internati EnviTO-n 8 Scientific Affair* lp 16271 349 


8212010093 Amend 2 to Halycorp. Irxt export 1 1 c en se, a u thor i x ing license 
condition stating that total amount of natural U A thorium 
may not exceed - 500 kg to any country per yr 

ZIMMERMAN, JV Assistant Director for Exp ort/Import fe International 
Safeguards 92/11/23 lp 16289 337 


8212010095 License for Sandvik Special Metals Corp to export 60 
Zircaloy-4 double thimble tubes to Japan 

ZIMMERMAN, J V Assistant Director for Export/Import tt International 
Safeguards SSM-2937 02/11/23 lp 16209 336 


8212010101 License for Hestinghouse to export 10 compensated ionization 
chambers to France 

ZIMMERMANiJ V Assistant Director far Ex por t/Emp ort & International 
Safeguards ZE 4Q141 82/11/ 23 lp 16290112 


8212010106 License for Molycorp, Inc to export 100,000 kg natural 
thorium, conta ined in rare earth compounds, t o 20 listed 
countries 

ZIMMERMAN, J V Assistant Director for Expo rt/Import 6 International 
Safeguards 82/11/23 lp 16290 111 


8212010110 Discusses licenses issued to Molycorp, Inc re export of 
thorium contained in rare earth compounds Licenses issued 
authorizing export to all countries save Cu ba, Vi e tnam, Nor th 
Korea tt Kampuchea 6 authorizing export over 10-yr period 
HEMBV, E NRC - No Detailed Affiliation Given 82/11/23 NRC - Nn 
Detailed Affiliation Given lp 16290 1 1 J 


8212010114 Forwards application for license to export SNtf to Japan 
HATTGR1 , H Mitsui «< Co (USA >,Int (Subs of Mitsui U Co *tttf 5 
82/11/12 Assistant Director for Export/ Import & International 
Safeguards Ip 16271 352 


— 8212010120 Application for license to export 3,215 kg U-235, 
contained in 147,990 kg U dioxide, to Japan 

MIKAMI.M Mitsui tt Co (USA ), Inc (Subs of Mitsui A Ca * l td ) 
MDK-K1 82/1 1/12 lp 16271 353 


02 J 2010127 Forwards application for license to export SNM to Japan 
MATTORJiH Mitsui i, Co (USA )*Iiu (Subs of Mitsui t Co , Ltd ) 
82/11/12 Assistant Director for Export/ Import & International 
Safeguards Ip 16271 354 


— 0212010133 Ap p 1 ication for license to export 1,016 kg U-235* c piitain-erf 
In 33,079 kg U dioxide, to Japan 

MIKAM1 , H Mitsui U Co (USA >, Inc (Subs of Mitsui L Co -Ltd I 
MBK-2F1-R2 (A) 02/11/12 jp 16271 355 


8212010189 Ltr of assurance re Exxon 021020 application to export 
791 kg U-235, contained in 22,000 kg U, to Belgium 
MARCHAL, J European Communities, Commission of 82/10/26 
GRIFF W, J A Energy, Dept of Ip 16290 298 


8212010194 Forwards Marubeni America Corp application for export 
license for minor nuclear export Ltr of assurance required 
W/o end 

ZIMMERMAN, J V Assistant Director for Expo rt/ Imp or t A International 
Safeguards 82/10/29 GRIFFIN, J A Energy, Dept of Ip 
16290 296 


G212010199 Forwards application for export license for minor nuclear 
export Ltr pf assurance required W/o end 

ZIMMERMAN, JV Assistant Director for Export/Import L In t erna 1 1 one 1 
Safeguards 02/10/26 GRIFFIN, J A Energy, Dept of Ip 
16290 297 


B2 120 10461 License for Tran snuc 1 ear . Inc to import 13,500 kg U, enriched 
to 0 85,4 U-235, from France 

ZIMMERMAN, J V Assistant Director for Export/Impor t 5- International 
Safeguards 02/11/10 ip 16270 221 


8P1201046B Application to amend export 1 i cons e, incr ea 6 i ng quant i fcy of 
U-235, U-233, t hor 1 um tt Pu, to West Germany 

MOWRY, W R Qa Technologies, Inc /General Atomic Co IEL-4024 
02/11/10 ZIMMERMAN, J Assistant Director for Expor t/Import fc 
International Safeguards Ip lo270 220 


8212020044 License for GE to export primary coolant pumps, fuel charqina 
6 discharging mach ines, control rods l< specially designed ot 
prepared parts $t components for nuclear reac tors, except 
pressure vessels, to Spain 

ZIMMERMAN, J V Assistant Director for Export/Import & I n te r r» »ti ctio 1 
Safeguards BDW-02-091 62/10/29 ip 16317 001 


0212020169 Requests Executive Branch position re Westinghouse 
application for license to export specially designed 
components to Brazil W/o encl 

Z IMMERMAN, J V Assistant Director for Exp ort/Imp or t it International 
Safeguards 02/10/27 STONIER, C R State, Dept of, Bureau of Ocuanr. 
tt Internatl Environ tt Scientific Affairs lp i6309 286 


0212020174 Revision to 021019 application to amend export licence, 
revising description of components in Block 17 

WILSON, 3 D General Electric Co BDN-Q92-02 82/10/20 HEMBY, L (J 

Office of International Programs, Director 2pp 16308 203 


S3J2O2OJ01 Requests Executive Branch position re Saunders-Roe 
Deve J opmeht, Inc application to amend license increasing 
matls for export to United Kingdom 

ZIMMERMAN, J V Assistant Director for Export/Import it International 
Safeguards 02/10/29 STOIBER.C R State, Dept of, Bureau of Ocean' 
%> Internatl Environ V Scientific Affairs Ip 16308 27? 
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0212020198 License for Transnuc 1 ear* Inc to export 0# 5B0 mCi Cf-252, in 
oiide form. to West Germany 

1 1 MHERHAN, J V Assistant Director for Ex p o r t / fmpor t & International 
Safeguards TNF-422 ©2/10/29 2pp 16308 ISO 


8212070417 Marked-up applications to amend export 1 ic ense s, requ es t i up 
extension for 2 yr* 

MORGEN STERN, A Sigma Chemical Co 02/ll/lS HEMBY, E Assistant 
Director for Export/ Import & International Safeguards lp 
I63S5 356 


0212070469 Forwards Saunders-Roe Dev* 1 o pmont s , I nc S211I7 ltr providing 
addl info re 821021 request to increase amount of matl 
authorised in export license 

ZIMMERMAN, J V Assistant Director for Ex p or t/ Imp ort & International 
Safeguards 02/11/29 STQIBER.C R State# Dept of. Bureau of Decani 
8< Internati Environ it Scientific Affairs Ip 16356 295 


— 9212070476 Submits addl info to 021021 application to amend licence to 
export tritium lighting devices 

PAISLEY. E J Saunders-Roe Developments. Ltd 82/11/17 HEMBY, £ 
Assistant Director for Expor fc/Impor t i> International Safeguards 
lp 16356 296 


0212070404 Ltr of assurance re transfer of nuclear mat! to Canada 
ELLYSONrC Canada, Atomic Energy Control Board 82/11/09 
GRIFFIN, J A Energy, Dept of lp 16334 273 


3212070409 Forwards application for DM! to import 3,298 g U from 
Canada 

HANNETT, 0 A Transnuc 1 ear , Inc 02/11/29 MOORE, N Office of 
International Programs, Director ip 16356 291 


— 02J2070503 Application for license for OMI to import 3,298 g 
(J. con ta ini n g 2,606 g U-235 & 0 70 g Pu#from Canada 
HANNETT, 8 A Trans nuc 1 ear, Inc M ISC-424, 02/11/29 MOD RE. N 

Office of International Programs, Director 3pp 16356 292 


9212070502 Forwards NUsho Iuai American Corp 021116 application to 
amend export 1 icense, deer easing quantity of highly enriched 
U tu 32 996 kg If, c onta i ni ng 30 785 kg U-235 W/o end 
2 IliMERdAN, J V Assistant Director for Export/Import k International 
Safeguards 02/11/24 STOlDER, C R 5tat*»Dept of. Bureau of Dci/ani, 
& Internati Environ t* Scientific Affairs lp 16351 360 


02 1 2070506 Forwards Mitsui & Co 021116 application to amend export 
1 ic ense, decreasing quantity of U-235 to 19 71 g Japanese 
Embassy should be notified & ltr of assurance revised 
accordingly W/o end 

ZIMMERMAN, J V Assistant Director for Export/Import !< International 
Safeguards 02/11/23 GRIFFlNrJ A Energy, Dept of lp 
16354 272 


9212070513 Application for license to export 20kg thorium oxide 
powder to Japan 

COLTON, E Carat. Inc 02/11/29 HEMQY, E NRC - No Detailed 
Affiliation Given lp 16356 290 


0212000002 License for Exxon Nuclear Co. Inc to export 791 Kg U-236, 
contained in 22,000 Kg U, to Belgium 

2 IMMERI1AN, J V Assistant Director for Export/Import it International 
Safeguard* 10-20-92 02/12/02 2pp 16368 324 


B2J2080003 License for Pacific Inti to export 90 g deuterium tp 
South Korea 

i IMMERJiAN, J V Assistant Director for Export/Impor t it International 
Safeguards 455 02/11/24 ip 16360 323 


03 1 2080004 License for Teledyn* Wah Chang Albany to expert 100 lbs 
Zircaloy-2 Trex tubes to Nest Germany, 

Z IMMERMAN, J V Assistant Director for Export/Import 4< International 
Safeguards 8100-789 <JFM) 02/11/24 lp 16360 322 


8212090016 Forward* Transnuc 1 ear, Inc 821130 application for export 
license for minor nuclear export, Ltr of assurance required 
Z IMMERMAN, J V Assistant Director for Export/ImpoTt £ International 
Safeguards 02/12/02 GRIFFIN, J, A Energy, Dept of lp 
16367 171 


— S2 12090020 Application to amend export license, Increasing quantity 
to 175 991 kg If, contain ing 1 704 Vg U-233 

HANNETT, 8 A Transnucl ear, Inc <TNP> 82-174/01 02/11/30 

MOORE, N Office of International Programs, Director lp 
16367 172 


8212090029 Application for amend to import license to include addl 
1,393 607 kg U, containing 46 071 kg U-233, from West Germany 
HANNETT, 8. A Transnuc lean Inc 82-027/02 02/11/24 MOORE, N 

Office of International Programs, Director Ip 16367 154 


S2I20BQ035 Application to amend export J i c ens e > e * t end i ng expiration 
date to 840401 

HANNETT, 8 A Transnuclea r. Inc HUH-37Q 02/11/29 MOORE, H 
Office of International Programs, Director lp 163b7 146 


0212080221 Application for license to export 150,927 lbs Zircalot|-£ 
tube shells to Japan End use statement end 

BUGNOCORE, J A Mitsui i Co (U S A ), Inc (Subs of Mitsui i 
Co , Ltd ) 136200 82/U/lB 2 PP 16367 136 


0212000225 Informs that License <5NM-1992 may be issued No natl ehanaui- 
circumstances since issuance of License XS»NM-1929 
MOORE, R N Assistant Director for E* port/ Import 4 International 
Safeguards 02/12/02 Assistant Director for Eipor t/Impcr t i 
International Safeguards )p 16367 135 


QP12O0O232 Amend 2 to Transnuc ] ear. Inc export 1 ic erse, ex tending 
expiration date from 030901 to 840301 

PETEftSQN. M R Assistant Director for Expor t/ Import l Interration.il 
Safeguards 62/12/02 lp 16370201 


BI‘ 1 2090237 License for Mitsui t Co <USAl>Ine to export 3,650 lbs 
Zirealoy-2 tube shells to Japan 

ZIMMERMAN, J V Assistant Director tor Ex pc? rt/lmpor t t International 
Safeguards 136276 B2/11/30 lp 16370 200 


9212000244 Amend 1 to GA Co export 1 l tense, ch anging ref to power level 
of reactor from 1,000 Iwt to 3,000 iwt i increasing value of 
items for export to Bangladesh 

ZIMMERMAN**/ V Assistant Director for Ex p o r t/ Imp or t 6 International 
Safeguards IEL-B21 02/11/23 tp 16370 199 


8212000529 License for Mitsui t Cc (USA), Inc to export 2, 9J0 lbs 
Zirtaloy-2 tube shells to Japan 

ZIMMERMAN, J V Assistant Director for Export/Import t International 
Safeguards 136277 62/IJ/30 lp 16370 190 


0PI2O0O934 License for Mitsui L Co CUSA ) , Inc to export 150,920 lbc 
Zircaloy-2 tube shells to Japan 

ZIMMERMAN, J V Assistant Direttor for Exp o r t/lmpor t U I n tern at i and 1 
Safeguards 136280 82/11/30 lp 16370 109 


0212000538 License for C Itoh t, Co (America), Int tu export 600 guxdi 
thirtible fubes to Japan 

2 IMMERMAN, J V Assistant Director for Expor t/ Import 6 Internati Dnu i 

Safeguards MOI-144 02/11/30 lp 16370 100 


8* J I2IOD097 Application for Amend 6 to export license increasing 
quantity to 2 mg C f-252, a d d mg end use statement t 
specifying end user 

SHAW, A Edlow Internet tonal Co 02/11/29 HEMBY, E Assistant 
Director for Exp or t/inpor t i International Safeguard* Ip 
16399 345 


0212100119 Amend 1 to Trans nuc 1 oar. Inc export l i c ense, e i tend ing 
expiration date from 830401 to 840401 r or exports to 
9wi taer land 

PETERSON, M R Assistant Director for Exp or t/ Imp or t 4, International 
Safeguards 02/12/02 ip 16399008 


8212160791 Application to amend import 1 icons e, Chang ing transport 
methods for imports to read "by various transport methods in 
compliance u/all applicable U3 regulations 11 

6HAU, A Edlow International Co 02/12/00 Assistant Director toi 
fcxpqrt/Iniport b International Safeguards lp 16465 353 


8212160796 Application to amend export 1 icense, chang ing max element 
weight to 32 996 kg it max isotope weight to 30 705 kg 
YAM ANA i K Nissho-Iuai American Corp 02/11/17 MOORE, N NRL - No 

Detailed Affi J iation Given lp 16465352 


021217OOOB License for Ediow Inti Co to export 12 6 kg U-235, c o nta ined 
in 63 kg U, to Canada 

ZIMMERMAN, J V Assistant Director for Exp o rt/ Impor t & International 
Safeguards AECL-1 (02) 82/12/07 lp I64B0 295 


8212170023 License for IRT Corp to export 2 24 mg Cf-252, coptai nod in 
two sealed sources, to Japan 

ZIMMERMAN, J V Assistant Director for Export/Import i International 
Safeguands 82/12/00 lp 16480 334 


0212170029 License for CEftAC* Inc to export ! 757 kg thorium, con tamed 
1' kg thorium oxide, to Japan 

Z I MMEftMANi J V Assistant Director for Export/Import it International 
Safeguard* 82/12/09 ip 164B0 360 
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£3; j l 2230402 Forwards Battatle 021130 ltr to Tr anjnuc 1 ea r , Inc requesting 
\ ranSTU»c leer, Inc prepare it process application for import 
J i cense 

HAMnETT, B A Transnuclear, fnc 02/12/06 MOORE, N Office of 
International Programs. Director 2p p 16539 361 


<3W 2230406 Forwards application to export 79.000 kg U he * a# iuor ide. 
enriched to 3 35X V-235 6 0 170 kg U-235, con taa n e d in 5 leg 
U, to The Netherlands Ltr of assurance also end 

HANNETT. B Trananuciear, Inc RBU-425 02/12/06 MOORE. N Office 

of In ter na fc i o na 1 Programs, Director 1 p- 16539 357 


- -U2 1 22334 10 Application for license to export 79.000 kg U hexafluoi idi. 
enriched ^ 3 35X U-235 L Q 170 kg U-235, contained lti 5 0 
kg U. to The Netherlands 

HAMMETT, B Trans n uc 1 ea r, Inc {RBU-4235 02/12/06 3)>P 

16539 358 


0M2£3<H14 Amend 1 to Sigma Chemical Co export 1 1 c e n *e, e x tend mg 
expiration date to 850401 

PETERSON, M R Assistant Director for Export/ Jfnport & International 
guards D-72 S2/12'06 lp 16544 MO 


□4*12230418 Amend I to Sigma Chemical Co export 1 i cen s *, ex t end m g 
t xpiration date to 830701 

PETERSON. M R Assistant Director for Exp or t/Import U International 
Safeguards D-80 82/12/06 Ip 16544 109 


□r'J253Q423 Amend 1 to Sig.Tia Chemical Co export 1 1 cense, ex tend in g 
i xpird f ion date to 850601 

PETERSON. M R Assistant Director for Expor t/Imp ort 6 International 
Iiafeguards D-77 02/12/06 Ip 16544 103 


□.'12230426 Notifies that Transude lear. I n c 021129 license request fox 
Da* telle Columbus tab to import 33kgU&07gPu from 
Canada ui 11 be granted tp/o normal 30-dag period of notice 
2 IKMERHAM, J V Assistant Director for Export/Impart -6 In tern a 1 1 on al 
Oafeguardi S2/12/09 Assistant Director for Exp or t/ Imp or t & 

International Safeguards 2pp 16544 106 


Gf- J 12230427 Discusses Exxon Nuclear Co, Inc B21021 application to import 
23,200 "kg U from Fiance Import will not be inimical to 
common defense L security 

MOORE, R II Assistant Director for Export/tmp art 6 International 
bafeguards 62/81/03 Assistant Director for Expor t/Ifflp or t 6 

International Safeguards ip 16544 105 


Dr' J 2230+28 Discusses staff findings re Tran snuc 1 oar , Inc 820920 
application to import 21.000 kg U from France Import will 
not be immcal to common defense & security 

MOORE, R N Assistant Director for £ x por t / Tmp o r t ft Internat ional 
Safeguards 82/11/04 Assistant Director for Export/ Tmpor t !c 

International Safeguards lp 16544 104 


8/12230431 Discusses staff findings re Edlcu Inti Co B20917 application 
to import 5 million Kg U from various countries Import will 
not be immcal to conmon defense 6 security 

MQORE.R W Assistant Director for E x port/ Imp or fc l< International 
Safeguards 02/ 11 /05 Assistant Director for E* p ort/ I mpor t & 

international Safeguards lp 16544 103 


8^12230432 Executive Branch position, re Saund ers-ftoe De ye I o pmen t, 1 nt 
application to export ad dl 700. 000 Ci to United Kingdom 
license should be granted 

DEVINE* J B State, Dept of. Bureau of Oceans St internet! Environ 4< 
Scientlnc Affaire 02/12/03 SHEA, J R Office of International 
I'rcjrani, Director lp 16544 102 


S.* J ££ 30433 Arcend I to Sigma Chemical Co export I icense, e x tend ing 
pxpiration date to 050701 

PETERSON, M R Assistant Director for Export/Import & International 
Safeguards D-79 82/12/06 lp 16529 360 


0^12270072 Addendum to application for license to export 24 2mm 
ZircaIoy-4 alloy fuel channels to Japan 

tf Carpenter Technology Corp 82/12/13 2pp 16553 157 


B2I2270D77 Forward* application for license to export nautron calibr 
source to Taiwan 

MERSCH, If V* Westinghouse Electric Corp MMH-217. 92/12/00 

ZIMMERMAN- J V Assistant Director for Exp o rfr/Import h International 
Safeguards lp 16553 155 


--82 1 22 70079 Application for license to export I neutron calibr source 
T« ivan 

HERECH, M M Mestinghouse Electric Corp MMH-217 62/12/07 ip 

16533 156 


0PI227OO92 Forwards application for license to export 732 leg U-235, 
enriched to 3 40'/ U he *a f 1 udr i d e, to Japan 

bHfftA, € Mitsubishi International Corp (subs of Mitsubishi Corp ) 
H5A-54B2-07 02/12/06 Assistant Director for Export/Import 6 

International Safeguards 3pp 16553 149 


— B2I2270086 Application for license to export 732 kg U-23S, enr l ch ed to- 
3 40/ U hexaf luor ide, to Japan 

5HIMA,S Mitsubishi International Corp (subs of Mitsubishi 
Corp ) HSA-S4B2-07 82/12/06 3pp 16553 152 


0212270097 Ltr of assurance re Tokyo Electric Power Co, Inc license 
to export 337 kg U-235, contained in 11,279 kg U 

SH IRAK ANA, T Japan 02/12/10 GRIFFIN, J A Energy, Dept of Ip 
16551 362 


8212270090 Ltr of assurance re Japan Nuclear Fuel Conversion Co.Ltd 
license to export 56 kg U-235, contained in 7,075 kg depleted 
U hexafluoride 

5HIRAKAWA, T Japan 02/12/10 QRIFFIN, J A Energy, Dept of ip 
16551 361 


0212270092 Requests Executive Branch position re Amersham Inti, Ltd 
application for license to re-export 2 0 mg Cf-252 to South 
Africa 

ZIMMERMAN, J V Assistant Director for Export/Import & Internat i ona] 
Safeguard a 02/12/13 STOI0ER,C R State, Dept of, Bureau of Oceans 
& Internat! Environ 2c Scientific Affaire Ip 16951 360 


021 2270094 Forwards application for export license for minor nuclear 
export Ltr of assurance required N/o end 

ZIMMERMAN, JV Assistant Director for Export/Import $ Inter nati ona] 
Safeguards 82/12/13 GRIFFIN.JA Energy, Dept of lp 
1 6551 359 


82 J 2270096 Forwards application for export license for minor nuclear 
export Ltr of assurance required W/o end 

ZIMMERMAN, JV Assistant Director for Expnr t/import 6 In ternati and 
Safeguards 82/12/14 GRIFFIN, J A Energy, Dept of Ip 
J 6551 350 


0212270090 Advises that export of 5 lb Zircaloy-4 fcrex to Canada meets 
requirements of Atomic Energy Act & would not be inimical td 
contnon defense St security 

L IMMERKAN. J V Assistant Direc tor for Export/Impart 6 International 
Safeguards 02/12/15 Assistant Director for Expor t/Imp or t ic 
International Safeguards ip 16551 357 


821 22701 02 Requests extension of license to import small quantity of 
U-235 in in-core detectors until June 1983 

ANGELONE, A Mitsubishi International Corp (subs of Mitsubishi 
Corp 1 PIT-L-3249 02/12/07 WRIGHT, 0 NRC - No Detailed 

Affiliation Given Ip 16351 336 


0212270105 Addendum to application for license to export 90 2 5mm 
Zircalay-4 alloy fuel channels to Japan 

* Carpenter Technology Corp 82/12/13 2pp 16551 354 


0212270328 Addl response to FCJIA request for documents re IAEA 
safeguards Forwards App A Documents 1,9 5, 10 Remaining 
documents in Apps A U 0 completely & partially withheld 
(ref FQIA Exemptions 165) 

FELTON. J M Division of Rules and Records B2/M/J5 

GREENBERG, E V Galloway 6 Greenberg 4pp 16555 329 


-0212270333 Advises that info supplied by State Dept does not clarify 
nature or significance of delay incurred in completing 
facility attachments for Swedish reactors Info partially 
withheld (ref FCJIA Exemptions 16 5) 

SHERRi T S Material Transfer Safeguards Licensing Branch 
02/02/01 DEVINE, J 0 Assistant Director for Export/Import U 
Internet! ona 1 Safeguards lp 16555 336 


82122B0J49 Application for license to export two WL22792 DF3 filled 
proportional counters to Japan 

POCHAL, W F Westinghouse Electric Corp ZE60237 82/12/01 Ip 

16570 035 


B2122B0J95 License for Exxon Nuclear Co, Inc to import 23,200 kg/u, 
enriched to 3 55?{ U-235, from France 

PETERSON, M R Office of Interna t iona 1 Programs, Director 82/12/03 
lp 16570 358 


8212280172 Requests amend to export license increasing usage to 
990,000 Ci Order* for tritium lighting devices confirmed 
PAISLEY, E J Saunders-Roe Developments, Ltd 02/12/06 HEM BY. E 
NRC - No Detailed Affiliation Given lp 16590 359 


NONDOCKETED ITEMS 


421 


6212280170 License for BMI to import 3 298 kg U, containing up to 
2 6 Q 6 U-335 & 0 7 g Pu # c onta 1 ned in spent MTR fuel 

assemblies from Canada 

I IHHERMAN# J V Office of International Pragums, Director 
02/12/09 2p p 16390 344 


8212580181 Requests withdrawal of 821119 application for import license 
For U- 239 Matl delivered by normal channels 
PEVEY, L E C ommerce# Dept of. National Bureau of Standards 
02/12/03 Assistant Director for E iporfc/ Import ic International 

bafeguards Ip 16990 360 


0232300140 Forwards list of export license* to be consolidated on one 
license for export of enriched U to Sweden Requests new 
license be valid until Jan 1990 

6 HAW. A Edlow International Co 02/11/09 Assistant Director foi 

Export/Import & International Safeguards 2pp 16624 195 


0212300143 Forwards Transnuc 1 ear . Inc 821207 1 tr re new checklist for 
Ritso Research Reactor export license application for 
review W/o end 

2 Ifi MERMAN. J V Assistant Director for Export/Import t International 
Safeguards 82/12/14 STD 1BER # C R State* Dept of* Bureau of Oceans 

it Internet! Environ & Scientific Affairs lp 16624 193 


G212300I4B Amend 5 to Saunders-Roe De ve 1 opmen ts . In c export license* 
increasing quantity from 1 million Ci to 2 million Ci 
tritium 

ZIMMERMAN, J v Assistant Director for Export/Import & Intern ati ona 1 
Safeguards 82/12/13 Ip 16624 107 


B2I2300I50 License for Teledyne Nah Chang Albany to export 5 lb 
ZircaIoy-4 Trex w/pure zirconium liner to Canada 

ZIMMERMAN. J V Assistant Director for Export/Impor t k International 
Safeguards 82/12/15 lp 16624 186 


62-12300153 License for Mitsui it Co (USA), Inc to export 337 kg U-23b, 
contained in 11,279 kg U as U hexafluoride, to Japan 

ZIMMERMAN, J V Assistant Director for Expo rt/Impor t & International 
Safeguards 82/12/13 lp 16624 184 


92 1 2300 1 S5 Application for license to export 5 kg deuter 1 um, con tai ned 
In 20 kg deuterium oxide# to India 

EDELSTEIN/B Aldrich Chemical Co , Inc (subs of Bigma-Al dr ich 
Corp ) 25/02 02/12/08 lp 16624 183 


92123Q0158 Application for license to export 5 kg d euter i urn# c on ta i nrd 
in 20 kg deuterium oxide, to Argentine 

EDELSTEIN, B Aldrich Chemical Co . Inc (subs of Si gma-Al dr ich 
Corp ) 26/82 02 / 12/00 lp 16624 182 


9212300163 Application for license to export 5 kg deuter »um. con tainpd 
in 20 kg deuterium oxide# to Israel 

EDELSTEIN.S Aldrich Chemical Co * Inc (subs of Si gma-Aldr ich 
Corp > 24/82 82/12/08 lp 16624 160 


9212300164 Application for license to export 5 kg deuter i urn, con tainnd 
in 20 kg deuterium oxide, to Jamaica 

EDELSTEIN, B Aldrich Chemical Co . Inc (subs of S i gma~Al dr i ch 
Corp > 27/02 02 / 12/00 lp 16624 179 


8212300166 Application for license to export 5 kg deuter J um# e on ta i n rd 
in 20 kg deuterium oxide, to Mexico 

C DELETE I N# B Aldrich Chemical Co , Inc (subs of Si gma-Aldr ich 

Corp ) 28/02 02/ 12/08 Ip 16624 170 


8212300169 Application for license to export 5 kg deuter 1 um. c on ta i n ed 
in 20 kg deuterium oxide, to Chile 

EDELSTEIN, B Aldrich Chemical Co . Inc (subs of Slgma-Aldr ich 
Corp ) 29/02 62/12/08 lp 16613 055 


8212300172 Informs that License XShfl-1967 may be issued No matl changed 
c ircumstances since issuance of License XSNM-1987 
MOORE. R N Assistant Director for Export/Import k Internatl onnl 
Safeguards 82/12/16 Assistant Director for Expnr t/Impor t t# 
International Safeguards lp 16613 054 


0212300173 Amend 1 to import license extending expiration date to 
830630 

2 IMMERMAN# J V Assistant Director for Exp o rt/ Import i< International 
Safeguards 02/12/14 lp 16613 053 


8212300175 Application for license to export four heater fuel rods w/n 
nuclear matl £ one annulus test section & fittings to 
Taiwan 

f General Electric Co BDN-lll-02 02/12/10 lp 16613 052 


6212300178 Application for license to export S lb Zircaloy-4 Tret 
w/pure zirconium liner to Canada 

AERNI # 0 L Teledyne Mah Chang Albany B5/12/13 ip 16613 051 

0212300100 Application for license to export 5 kg deuter ium. con tamed 
in 20 kg deuterium oxide, to India 

EDELSTEIN, B AldTich Chemical Co # Inc (subs of Si-gma-Aldr ic h 
Corp ) 31/82 B2/12/03 lp 16613 050 


0212300101 Application for license to export 5 kg d eute r i um. c on ta i nt'd 
in 20 kg deuterium oxide, to Chile 

EDELSTEIN#B Aldrich Chemical Co , Inc (subs of Si gma-Al dr irh 
Corp } 30/85 02 / 12/08 lp 16613 049 
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book.h e 

BOOK, H E 
©OOK, H E 
BOOK.H E 
BOOKER, J E 


0212130298* 
02122101 05# 
©212300213# 
0212000240# 
8212100033 


50-107 O 
50-344 a 
70-734 
70-23 

50-458 0 


AUTHOR 


BOOKER. J E 
BOOKER. J E 
BOOKER. J E 
BOOKER, J E 
BOOKER, J E 

BOOKER, J E 
BOOKER, J E 
BOOKER, J E 
BDftCHELT, M L 
OORTNER Fr R 

DDFiCHERT.R 
DORDENICK, B M 
13 OR DENICK, B K 
DORDENICKj 0 M 
FORD J NE> T C 

CORD J NE. T C 
BORO I ME, T C 
BORES, R 
PORi-b, R J 
BORG MANN, E A 

BORGMANrDE A 
BORGMANNj e a 
BORG MANN, E A 
BORGMANN.E a 
RORGMANN.E A 

BGRGMANN. E A 
BORG MANN, E A 
BORGMANN, E A 
BORG MANN, E A 
JffOROMANN, E A 

D-OftCHANN, E A 
DOR-GMANN, E A 
DDftGMANN, E A 
BORON ANN, E A 
DOR OMAN W, E A 

nOJIGMANN, E A 
BOROMANM, E A 
BORQMANN, E A 
DORGMANN, E A 
DORGMANN, E A 

BORGMAWN, E A 
UORGMANM. E A 
BORCMANN, E A 
BORGMAm, E A 

□ □ROM ANN, E A 

QORGMANM, E A 
OORGNANN, E A 
DOR ON ANN . E A 

□ PRO MANN, E A 
OORGMANN, E A 

BDRGMANNI, E A 
BOROMANN-E A 
DORKnUSKl.R J 
BOR ST , r J 
BOR ST, F J 

BOSNAft. R J 
D05NAK. R J 
DOUCHEVrC D 
OOUCHEY, 0 D 
BCUCHEV, 0 D 

DOUtllEY, G D 
DOliCHEY.O D 
OOUCHEY. <? D 
BOUCHEY. 0 D 
OOUCHEY, G D 

OOUCHEY, 0 D 
BOUCHEY.O D 
OOUGHEY, 0 D 
D0UCHEY, G D 
J30UCHEV.O 0 

BOUCHEY.G D 
JBOUCHEY. 0 D 
OOUCHEY. G D 
BDUCHEY. 0 D 
DOIVCMEY, O D 

OOUCHEY, G D 
DOUCHEY, O D 
OOUCHEY, G D 
BDUCHEY, 0 0 
OOUCHEY, O D 

OOUCHEY. G D 
DOUflNIA, A 
EDURNIA , A 
BOURN! A, A 

bouje, T a 
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ACCESSION 

NUMDER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8212100239* 

8212210136 

0212210176 

0212220274 

0212270183 

50-450 

50-450 

30-450 

50-458 

50-458 

0 

8 

S 

A 

S 

BOWMAKERiN J 
DOWMAKER, W J 

POYD, D C 

BOYD, 0 C 

BDYD, D C 

0212000197 

8212200200* 

0212030129* 

0212000522* 

0212280251* 

50-317 

50-317 

50-255 

50-155 

50-315 

P 

0 

0 

Q 

a 

BROTTQNjG c 
BROTTON.O C 

BROWN, C 

BROWN, C 0 

BROWN, C G 

021 2270 01 S 

0212270027* 

0212270276 

32 12020052* 

B2 12020087* 

71-490 

71-490 

50-863 S 

50-302 S 

30-302 S 

8212270236 
0212280196 
0212280252 
0212170131* 
021200041 5* 

50-458 

50-450 

50-458 

50-490 

50-336 

S 

8 

S 

A 

S 

BOYD, D C 

BOYD, R 

BOYD, R 

BOYER, V S 

BOYER, V S 

0212290335* 
821207011 1* 
8212140319* 
0210040253* 
0212030132* 

50-315 

50-320 

50-320 

50-352 

50-352 

0 

0 

Q 

A 

A 

BROWN, C 0 
drown, C 0 

DROWN, H H 

DROWN. H H 

DROWN, J F 

02 121 SO 108* 
021 2220322* 
0212220394 
0212220394 

021 2130182* 

30-302 9 
50-308 S 
50-275 0 
50-275 G 
CONTRACT 

8212210233* 

0212210009 

0212220120 

8212220135 

B2 120300 19 

50-336 

50-277 

50-322 

50-322 

50-155 

S 

Q 

Q 

0 

Q 

BOYER, V S 

BOYER, V S 
ORACHMAN, J Y 
BRADBURY, R 0 
BRADBURY. H B 

0212210495* 

8212270141 

0212210435 

8212020242 

0212200045 

50-352 

50-332 

50-440 

PR 

PR 

A 

A 

D 

BROWN, K 

DROWN, R Q 

BROWN. R L 

EROWN.R T 

BROWN, 8 ft 

0212160140* 

0212060471 

8ZI 220 0086# 
8212010190* 
6212010474 

71-434 

50-295 P 
50-450 G 
50-272 P 
RES 

B2 12100304 

0212200131 

8212220276 

0212030037* 

0212010009 

50-155 

50-155 

50-309 

50-219 

50-350 

S 

Q 

S 

0 

A 

BRADFORD, W H 
BRADLEY, E J 
□RADLEY, E J 
BRADLEY, E J 
BRADiEY.E J 

0212090519* 

0210040239 

021 2030122 
8213060096 
0212060106* 

50-348 

50-352 

50-352 

90-277 

50-277 

a 

K 

A 

p 

p 

DR OWNING, R E 
DROWNING, R E 
BROWNLEE, V 
BROWNLEE, V L 
BROWNLEE, V L 

8212010232 

0212270430 

8212280060 

0212090245* 

0212090545* 

WASTE NOT 
WASTE HOT 

SO- 302 6 
50-424 G 
50-393 Q 

0212020225 

0212020257 

8212020320 

8212020367 

8212030111 

50-358 

50-358 

50-35B 

50-350 

50-358 

S 

S 

a 

S 

b 

BRADLEY, E J 
□RADLEY, E J 
BRADLEY, E J 
BRADLEY, E J 
BRADLEY, E J 

8212070025 

0212070138 

8212000446 

0212100079 

0212100079* 

50-352 

50-352 

50-352 

50-278 

50-278 

A 

F 

A 

P 

P 

BRUNNER, J E 
BRUNNER, J E 
BRYANT, J C 

BRYANT. J C 

BRYANT. J C 

0212010035 

821 2210314 

82 12090 18 9* 
0212090261* 
0212090300* 

50-389 A 
SO- 329 0 
50-269 G 
50-413 0 

5 0-369" 0 

B212060030* 
0212060039* 
0212080472 
0212070020* 
02 12090094 

50-350 

50-350 

50-358 

50-358 

SO-358 

Q 

a 

F 

F 

K 

BRADLEY, E J 
BRADLEY, E J 
□RADLEY, E J 
□ RADLEY, E J 
BRADLEY, E J 

B212 100274 

0212130341 

02121SOO5B 

8212150062* 

8212170269 

90-352 

50-352 

50-277 

50-277 

50-277 

C 

K 

P 

P 

P 

BRYANT, J C 
BUCKHAM, J A 
BUCKLES, J 

BUCKLES, J 

budnitz.r j 

02121 3O0B6 
0212090405 
0212280205 
0212290213 
0005071094 

50-413 S 
50-332 0 
50-356 J 
50-315 J 
50-320 P 

8212140340* 

0212140342* 

0212170080 

0212170107 

8212170191 

50-350 

50-350 

50-358 

50-358 

50-350 

A 

A 

K 

R 

R 

BRADLEY, E J 
BRADLEY, E J 
BRADLEY, £. J 
BRADLEY, E J 
BRADLEY, E J 

8212210398 

0212210402 

0212210491 

8212270144 

8212200209 

50-352 

50-352 

50-352 

50-352 

50-332 

F 

A 

K 

F 

A 

BUDN1T7.R J 

budnitz.r j 

BUDNIT2.R J 
BUNTING,*/ 0 
BUNTING, J 0 

0005270762 

0005270829 

0006020271 

0212010217 

0212010220 

flES 

REB 

RES 

WASTE HOT 
HASTE MOT 

B21 2170260 
0212210031* 
8212210543* 
8212270190 

B2 122001 7 1 * 

50-350 

50-350 

50-338 

50-350 

30-350 

0 

Q 

F 

S 

a 

BRADLEY, E J 
BRADLEY, R 

BRADY, N F 
DRAINARDiH f 
DRAMLETT, L S 

8212290276 

0212270431* 

0212060511* 

0212100162* 

8212290236* 

50-392 

50-3 

40-B6 

CONTRACT 

50-36B 

H 

H 

8 

BUNT I NO, J 0 

BUNT! NO, ■J 0 
BUNTING, J 0 
□ UNTING, J 0 
BUNTING, J 0 

0212020146 

0212230126 

0212230130 

8212230103 

0212230231 

HASTE MOT 
WASTE HOT 
HASTE MOT 
HASTE MOT 
WASTE MOT 

0212290277 

0212290285 

0212290342 

8212290343* 

8212290364 

50-350 

50-358 

50-358 

30-338 

50-330 

s 

B 

S 

Q 

0 

BRANDENBURG, D 
BRANDENBURG, 8 
BRANDENBURG, 0 
BRANDENBURG, 0 
BRANDENOURO, B 

82 1202031 Q 
0212060103 
0212090007 
8212090090 
0212140423 

50-247 

50-247 

50-247 

50-247 

50-247 

G 

0 

0 

<3 

0 

DUNTING.J □ 

□ UONOCORE, J A 
BURDETTE, E 0 
BUROaiN, J F 
BURGER, F J 

B2 1227045 5 

02 1208 0221 
8212020330* 
0212130171* 
6212150176* 

WASTE MOT 
XPORTLIC 
50-443 A 

50-279 0 

50-271 ft 

0212290397 

0212290425* 

0212290429* 

021229O43B 

8212290454* 

50-350 

50-358 

50-358 

50-398 

50-350 

6 

A 

0 

S 

a 

BRANDENBURG, B 
BRANDENBURG, D 
BRANDENBURG, D 
BRANDENBURG, D 
BRANDENBURG, B 

8212140439 

8212140446* 

B2121602S9 

0212220271 

0212230187 

50-247 

50-247 

50-247 

50-247 

50-247 

0 

G 

C 

0 

0 

DURQ1N, ft E 
DURIAN, R J 
DURIAN, R J 

BURKE, D J 

BURKE, B J 

6212220262 
02121 50212 
8212210329 
0212090234* 
82 120903 13* 

40-0135 

71-5957 

7 1 -5957 
50-200 G 
50-200 0 

B212290467 

0212290483 

0212270435 

8212200043 

0212200030 

50-350 

50-338 

NUREC 

50-267 

SO-267 

s 

B 

F 

F 

BRANDENBURG, 8 
BRANDENBURG, D 
BRANNCNiJ P 
BRANNIN, J P 
BRANNINr J P 

821 22B0293 
8212300230 

B2 120904 10* 
0212200085* 
0212300065* 

50-247 

30-247 

50-335 

50-335 

50-333 

o 

o 

a 

3 

8 

BURSTE1N, 6, 

BUR WELL, S B 

BUSS, n 

□ use, ft D 

BUTKO, K J 

9212070099 

0212000106 

0212080404* 

0212130202* 

9212200943 

50-266 F 
50-445 A 
50-265 B 
50-254 R 
NUREG 

7912190426* 

8207200369* 

8210270013 

0212030107 

0212070131 

50-206 

FQIA 

50-397 

50-397 

50-508 

P 

A 

a 

F 

DRAG! AD, G W 
BRAUN, D J 
BRENNER, L 
brewer.s T 

BRIDCN, D W 

8212170379* 

8212390199* 

0212270320 

0212070378* 

0212160107* 

50-397 

50-237 

50-322 

COMMISSI 

50-346 

A 

P 

0 

row 

F 

BUTLER, S D 

BYRD, R 

DVRDj ft 

BYRD. R 

BYRD, R 

02 12 090304* 
0212020037* 
0212020144* 
02122BO352* 
0212200463* 

50-327 0 
50-414 S 
50-416 8 
50-4 1 6 9 
50-416 B 

8212100256 
8212130033 
0212140194 
B212I 5002 1 
0212150029 

90-397 

50-500 

50-500 

50-308 

50-508 

F 

K 

C 

A 

A 

DR3GGS, L 

BRIGHT, G Q 
BRIGHT, 0 0 
BRIGHT, G 0 
BRIGHTSEN, r a 

B2121400B4* 
B2 12090093 
0212150026 
0212300010 
021 20B0076* 

50-213 

50-483 

50-483 

50-440 

FOIA 

Q 

Q 

Q 

Q 

BYRD, ft 

BYRD, R 

BYRDNrP n 

BYRON, P ti, 
CAGNETTA, J P 

02123001 19* 
8212300200* 
0212100203* 
0212100263# 
0212020299 

50-416 S 
50-416 0 
30-341 a 
50-346 Q 
50-213 F 

0212170130 

8212170173 

8212170175 

8212170314 

0212170374 

50-397 

50-397 

50-397 

50-397 

SO-397 

E 

A 

A 

H 

A 

BRINKMAN, D 
BRINKMAN, D 8 
BROB0T.G E 
BROCARD, D N 
BROCK. B L 

821 21 4O40H 

8212080603 

0212000440* 

0212270520 

8212210246* 

50-362 

TOPREP 

50-317 

NUREG 

70-25 

P 

B 

CAGNETTA, J P 
CAGNETTA, J F- 
CAGNETTA, j p, 
CAGNETTA, J. P 
CAGNETTA, J P 

0212020300 
02 12070289 
0212000541 
0212000941 
0212100277 

ORG 

50-213 P 
50-423 8 
50-423 8 
50-245 P 

0212200003 

0212200036 

8212200047 

0212200073 

0212200074 

PR 

PR 

50-397 

PR 

SO-397 

A 

A 

BROCK, B L 
BROCKETS T 
BROCKETTi T 
BROCKETT, T W 
BROCKETT, T U 

8212300213* 
0212170090 
8212170345 
0212160182* 
02 12160362* 

70-734 

I6E 

50-259 

40-6500 

40-6300 

G 

CAGNETTA. J P 
CAGNETTA. J. P 
CAGNETTA, J P 
CAGNETTA, J P 
CAGNETTA, J P 

B21 2 100277 
8212170279 
0212170279 
6218210355 
8212210355 

50-245 P 
50-245 P 
30-249 P 
50-423 F 
50-423 F 

0212200063 

8212230208 

0212270159 

0212280440 

0212290180 

50-397 

50-503 

90-397 

50-460 

50-397 

E 

A 

A 

A 

K 

BROCKETS T W 
BRODSKY, 0. L 
BRDEHL, D J 

PR0N8, J C 

DRONS, J C 

8212160370* 

8212230235 

0212140280 

0212130355* 

0212130357* 

40-6300 

50-247 

50-344 

50-236 

50-286 

0 

F 

F 

F 

CAGNETTA, J P 
CAHALAN, J E 
CALDWELL, R A 
CALK, -J C 

CALLAtf, L J. 

0212230257 
0212870250* 
0212150049# 
8212270506* 
021 221 0208 

50-213 P 
50-537 A 
50-112 Q 
CONTRACT 
30-368 6 

6212290241 

8212060301 

8212130151 

0212300203* 

0212160004 

50-397 

50-373 

50-373 

90-416 

70-1100 

A 

P 

P 

P 

BRQNSj j c 

BRONS, J C 
BRGNSrJ C, 
BROOKS, B 0 
BROOKS, E- H 

9212140064 
0212210322 
02 12290 ISA 
0212270459 
8212090277* 

50-206 

50-286 

50-286 

NUREO 

50-280 

R 

P 

R 

Q 

C ALLAN, L J 

C ALLAN, U J. 
CALLAN, L» J 

CAMP, L F 
CAMPBELL, fl. H 

9212200345 

0212290210 

0212300162 

0212280173* 

0212020060 

50-313 8 

50-313 8 

50-369 9 

TOPREP 
WASTE MOT 
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author 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

subject 

CATEGtJR* 

CAMPBELL, R H 

0212170405 

40-6500 


CARTWRIGHT, W ft 

0212300220* 

50-330 

S 

CHILK, S J 

B2 120701 74 

30-329 

£ 

CANTER, H L 

0212060171* 

50-312 

0 

CARTWR I CHT, W R 

0212300232 

50-330 

S 

CHILK, S J 

0212070103 

50-289 

£ 

CANTRELL, F 

02120905 1 9# 

50-349 

a 

CARTWRIGHT, W R 

0212300237 

50-339 

S 

CHILK, S J 

8212070457# 

50-296 

F 

CANTRELL, F S 

8212090479# 

50-259 

0 

CARTWRIGHT, W R 

Q21230023B* 

50-330 

B 

CHILK, S J 

0212070496* 

50-290 

T 

CANTWELL, P F 

0212140327# 

50-295 

& 

CAftTWRlCHT. W ft 

8212300241# 

50-339 

S 

CHILK, 0 J 

0212070500* 

30-290 

P 

CAR DONE, A T 

B0071B01 1 4* 

50-206 

F 

CARTWRIGHT. W R 

0212300245 

S0-33B 

S 

CHILK. S J 

0212070052# 

FOIA 


CARO ONE, A T 

0007230260* 

50-206 

P 

CARTWRIGHT, W ft 

321 2300247* 

50-330 

s 

CHILKrS J 

0212070065# 

FOIA 


CAREY, J J 

0212020078 

50-334 

P 

CARTWRIGHT. W R 

8212300251 

50-339 

s 

CHILK, 0 J 

8212070097 

50-275 

G 

CAf\fZY,J J 

8212020004* 

50-334 

P 

CARTWRIGHT, W R 

8212300255* 

50-339 

s 

CHILK, S J 

0212090209# 

FQIA 


CAREY, J J 

0212030142 

50-334 

P 

CARTWRIGHT, U R 

6212300261 

50-330 

s 

CHILK, S J 

0212090210* 

FOIA 


CAREY, J J 

8212030148 

50-334 

P 

CARTWRIGHT, W ft 

0212300267* 

50-338 

s 

CHILK, S J 

0212090230* 

FOIA 


CAREY, J J 

8212080474 

50-334 

P 

CARTWRIGHT, W ft 

0212300291# 

50-339 

s 

CHILK, S J 

02121001 16 

50-522 

G 

CABBY, J J 

0212050400# 

50-334 

P 

CARTWRIGHT. W R 

8212300313 

50-330 

s 

CHILK, S J 

8212130205 

50-537 

C 

CAREY, J J 

B 21 20 90520 

50-334 

P 

CAnTWRIGHT, W R 

0212300315# 

50-330 

s 

CHILK, S J 

0212130214 

50-413 

0 

CAREY, J J 

0212100041* 

50-334 

Q 

CARUSO, ft 

021 10B0107* 

50-29 

p 

CHILK, S J 

0212140430 

50-277 

£ 

CAREY, J J 

Q212130242 

50-334 

P 

CARUSO, ft 

8212020356 

50-29 

p 

CHILK, S J 

0212130045 

50-289 

<S 

CAREY, J J 

0212130243 

50-334 

P 

CARUSO, ft 

0212130229 

50-29 

p 

CHILK, S J 

8212150031 

50-275 

Q 

CAREY, J J 

0212330240* 

50-334 

P 

CARVER, A H 

0212030092# 

50-327 

s 

CHILK, S J 

8212130057 

50-275 

C 

CAREY, J J 

0212160339 

50-334 

P 

carver, A m 

8212210100* 

50-320 

s 

CHILK, S J 

0212 160375 

50-247 

Q 

CAREY. J J 

021 21 70200 

50-334 

F 

CASE, E G 

0212130359* 

30-352 

G 

CHILK, S J 

8212210242 

50-413 

£ 

CAREY , J J, 

B2 12270 155 

50-334 

P 

CASE, E G 

8212130361# 

50-352 

G 

CHILK, S J 

8212210317 

50-289 

T 

CAREY . J J 

B21227016I* 

50-334 

P 

CASH, A 

021 SI 60361 

71-9006 


CHILK, S J 

8212220003 

i OCFfi 


CAREY, J J 

8212270201 

50-334 

P 

CASHWELL, ft. J 

0212140195 

50-156 

S 

CHILK, S J 

0212220006 

50-3 

F 

CAREY, J J 

82 1227020 7# 

50-334 

P 

CASSIDY, 3 P 

0212150137* 

50**382 

0 

CHILK, S J 

821222001 7 

50-375 

P 

CAREY, j j 

0212290225 

50-334 

ft 

CA55JDY. 3 P 

02 J 21 50153# 

50-302 

0 

CHILK, 8 J 

0212220266 

50-309 

« 

CARFY . J J 

02122902 09* 

50-334 

0 

CATCHPDLE, G J 

8212070461 

40-8745 


CHILK, S J 

0212230176* 

FOIA 


CAREY .J J 

02J 2300107 

50-334 

F 

CATCHPOLE, 0 J 

02120 70400 

40-0745 


CHILK, S J 

021223021 1 

50-341 

G 

CARLISLE. C S 

8212300310* 

50-397 

0 

CATCHPOLE, Q. J 

021 2100083 

40-0745 


CHILK, S J 

8212230344 

70-143 


CARLSON, J D 

0212060261* 

50-275 

0 

CATION, I 

S20829002S 

ACRS 


CHILK, 6 J 

0212230358 

50-247 

G 

CARLSON, J 0 

8212060364* 

50-275 

0 

CATTON, I 

0200290029 

ACRS 


CHILK, S J 

0212230360 

50-275 

0 

CARNEY. W 

9212000609* 

50-322 

H 

CATTCft, I 

8200290029 

ACRS 


CHILK, S J 

021227005 0 

10CFR 


CAROW, J F 

0212230051 

RE0 


CATTGN, J 

0212060323 

ACflS 


CHII K, 8 J 

0212270052* 

FOIA 


CARPENTER, J H 

8212270220 

50-322 

0 

CATTON, I 

0212070440 

ACRS 


CHILK, S J 

8212270114* 

FOIA 


CARPENTER, T 

0212290023 

50-206 

G 

CAYJA, A J 

8212290306* 

50-309 

S 

CHILK, S J 

8212270214 

50-247 

G 

CARR, A V 

B 21 2J 00096 

50-413 

G 

CERNE.A C 

82 1 2210292# 

50-443 

Q 

CHILK, S J 

8212270217 

50-275 

G 

CARR, A V 

8212280174 

50-413 

0 

CHACKES, K M 

0212280179 

50-403 

G 

CHILK, S J 

821227024 i 

50-358 

0 

CARROLL, J T 

8001140342 

30-219 

9 

CJHACKES. K M 

0212200179 

50-4B3 

G 

CHILK, S J 

0212270249 

50-247 

0 

CARTER, R S 

821221041 1 

50- J 84 

S 

CHAMBERS, 0 3 

0212080010# 

FQJA 


CHILK, S J 

0212270251 

50-413 

£ 

CARTE*, H S 

8212290402* 

50-104 

0 

CHAMBERS, 0 S 

B2120B005B* 

FDIA 


CHILK, S J 

0212280332* 

50-247 

£ 

CARTER, S 

021 2020354* 

50-259 

3 

C HAND LEE, J A 

8212100049 

FOTA 


CHILK, S J 

8212290469 

50-261 

P 

CARTER, 6 

B21 2090369* 

50-259 

S 

CHAN, B C 

0212270534 

RES 


CHILK, S J 

0212300026 

50-32? 

0 

CARTWRIGHT. W 

82 12300206 

50-339 

s 

CHANCELLOR, ft A 

0212030306 

40-8200 


CHILK, 8 J 

8212300142 

SO-2A9 

£ 

CARTWRIGHT- U ft 

02 1 2090063 

S0-33S 

s 

chandler. J c 

9212030008 

TOPftEP 


CHILK, S J 

0212300151 

lOCFft 


CARTWR IGHT, W R 

0212090064* 

50-338 

s 

CHANDLER, J C 

0212140190 

toprep 


CHILK, S J 

0212300159 

lOCFfi 


CARTWRIGHT, W R 

0212090067 

50-339 

B 

chandler, j c 

0212130003 

TOPREP 


CHILK, S J 

0212300244 

50-359 

£ 

CARTWRIGHT, U R 

0212090072# 

50-339 

B 

chandler, j c. 

8212290215* 

50-237 

P 

CHIN, 3 L 

02 1 21 00206 

50-275 

P 

CARTWRIGHT, W R 

0212090102 

50-339 

8 

CHANDLER, L J 

021 2070007 

50-361 

0 

CHIN, S L 

821 210029 J 

50-275 

F 

CARTWRIGHT, W ft 

021 2090107* 

50-339 

S 

CHANDLER , L J 

0212090199 

50-361 

G 

CHO, D H 

0212070083# 

30-247 

O 

CARTWRIGHT, W ft 

0212 090 U2 

50-338 

S 

CHANEY, H D 

0212100233* 

50-205 

Q 

CHRI08GTIMO3, N 

0212030197* 

50-254 

G 

CARTWRIGHT, W R 

0212090115* 

50-330 

s 

CHANG, K C 

0212210005* 

50-275 

P 

CHRJ0TEL, 0 

8212170225* 

SO -24? 

S 

CARTWRIGHT, W R 

0212090272 

50-339 

3 

CHAPLIN, S D 

62 12060326* 

50-320 

9 

CHRI8TEL, B 

0212200479* 

50-237 

s 

CARTWRIGHT, W R 

0212090207# 

50-339 

S 

chaplin, b d 

8212150044* 

50-320 

S 

CHRISTIAN, D L 

6212100260 

S0-3B9 

A 

CARTWRIGHT, W R 

8212090327 

50-330 

B 

CHAPLIN, S D 

8212220454* 

50-320 

S 

CHRISTMAN, J N 

0200290121 

FOIA 


CARTWRIGHT. W R 

0212090530* 

50-330 

B 

CHAPLIN, B 0 

8212290240* 

50-320 

S 

CHRl STOPFER. G 

0212090396/ 

30-133 

Q 

CARTWRIGHT, W H 

8212150020 

50-330 

S 

CHAPYAK, E J 

0212130157 

50-537 

A 

C HR I BTOFFER. G 

0212200220* 

50-10 

G 

CARTWRIOHT, W R 

8212150034* 

50-330 

3 

CHARM OFF, 0 

0212060413# 

CONTRACT 


CHRISTOPHER, W 

0212140444* 

50-259 

S 

CARTWRIOHT, W R 

8212150094 

50-330 

9 

CHAftNOFFr 0. 

8212070096# 

COMMISSION 

CHU, K K 

0212160762 

NUREO 


CARTWffrGHr, W R 

02 121 50096* 

50-330 

S 

CHASE, J W 

0212090479# 

50-259 

Q 

CHU, M S 

0212010469 

RES 


C ARTUR TGHT, W R 

0212200027 

30-330 

B 

CHAUDHARY, S K 

821 2070269* 

50-352 

Q 

CHU, M S 

0212010401 

RES 


CARTWRIGHT, W R 

8212200037* 

50-330 

9 

CHEN, P Y 

7709200656* 

50-237 

P 

CHUNG, J W 

0212070158# 

50-3S7 

G 

CARTWRIGHT. U R 

0212210137 

50-338 

G 

CHENG, T C 

0212220202 

NUREO 


CHUNG. J W 

0212290468# 

50-307 

G 

•CARTWRIGHT, W R 

0212210147* 

50-330 

S 

CHENG. T M 

0112290035# 

50-244 

P 

CHURCHILL, S W 

0212100098 

50-302 

£ 

CARTWRIGHT.W « 

0212210163 

90-338 

3 

CHIANQI.N J 

0212220345 

50-400 

3 

CHURCHILL, B W 

0212100090 

50-302 

£ 

CARTWR IGHT. W R 

0212210171* 

50-338 

G 

CHILK, 6 J 

8103310251# 

FOIA 


CHURCHILL, B W 

0212100100 

S0-3S2 

<? 

CARTWRIGHT, W R 

0212210254 

50-337 

S 

CHILK, S J 

0104100175# 

FOIA 


CHURCHILL, S W 

021 21 00100 

50-302 

O 

CARTWRIGHT, W R 

0212210269# 

50-339 

8 

CHILK, 8 J 

8211150416 

50-393 

0 

CHURCHILL, fl W 

0212230357 

50-266 

£ 

CARTWRIGHT, W R 

8212220244 

S 0-336 

8 

CHILK, S J 

0212010096* 

FOIA 


CHURCHILL, fl W 

0212230357 

50-266 

£ 

CARTWRIGHT, W ft 

0212220268# 

50-338 

B 

CHILK , 8 J 

0212010105* 

FOIA 


CHURCHILL, B W 

0212230339# 

50-266 

£ 

CARTWRIGHT, W R 

0212220364 

50-339 

S 

CHILK, S J 

8212010319 

50-361 

P 

CHURCHILL, 0 W 

0212 230359# 

50-266 

C 

CARTWRIGHT, W R 

0212220368# 

50-339 

S 

CHILK, S J 

0212010510 

lOCFfl 


CHURCHILL, 13 W 

821 22001 82 

50-302 

£ 

CARTWRIGHT, W R 

0212220397 

50-339 

s 

CHILK, 8 J- 

0212010522 

10CFR 


CHURCHILL, fl W 

821 2200 182 

50-302 

0 

CARTWRIGHT, W R 

0212220391* 

50-339 

s 

CHILK, 8, J 

6212010526 

50-395 

P 

CHURCHILL, ft 

0212270030# 

70-33 


CARTWRIGHT, W R 

9212220392 

30-339 

s 

CHILK, S J 

8212010530 

50-3SS 

A 

ClLJMAEftG, ft 

0212290336# 

50-266 

Q 

CARTWRIGHT. W R 

0212220397* 

30-339 

s 

CHILK, S J 

021202 0012# 

FOIA 


CILI IS, M 

02121 302 98# 

50-187 

a 

CARTWRIGHT, W R 

0212220399 

50-330 

8 

CHILK, S J 

8212020019# 

FOIA 


CIP0LLA,A J 

0212160060 

40 *3392 


CARTWR 1 OH T, W R. 

8212220400* 

50-330 

3 

CHILK, S J 

8212020036# 

FOIA 


CLARK, A T 

8212130430 

50-201 

p 

CARTWRIGHT, W R 

8212220410 

50-330 

S 

CHILK, 8 J 

9212020067# 

FOIA 


CLARK, A T 

0212220511 

PFOJ 


CARTWRIGHT, W #L 

8212220416# 

50-339 

a 

CHILK, a J 

0212020075# 

FOIA 


CLARK, L 

8212200406 

50-20 

p 

CARTWR rCHT, W R. 

8212300099 

50-339 

s 

CHILK, S J 

02120 20247 

PRM 


CLARK, P ft 

0212060247 

50-219 

p 

CARTWRIGHT, W. fl 

0212300104* 

50-337 

e 

CHILK, S J 

8212060072 

50-209 

G 

CLARK, P R 

0212140180 

50-289 

p 

CARTWRIGHT, W. R 

8212300126 

50-330 

5 

CHILK, 8 J 

8212060104 

50-275 

G 

CLARK, P R 

0212150110 

50-289 

p 

CARTWR IGHT. \i R 

0212300130* 

5 0-330 

8 

CHILK, S J 

0212060242 

50-289 

G 

CLARK, R 

0212090033* 

S 0-335 

p 

CARTWRIGHT, W R 

0212300171 

50-338 

S 

CHILK, 3 J 

8212060243 

50-413 

Q 

CLARK, R 

0212090037* 

50-335 

p 

CARTWRIGHT. W R 

B21 230017 7# 

50-338 

8 

CHILK, S J 

8212060427# 

FOIA 


CLARK, R A 

0212010236 

50-205 

F 

CARTWR IGHT, W R 

8212300217 

50-338 

8 

CHILK, 0 J 

0212070160 

50-437 

G 

CLARK, R A 

8212010334 

50-309 

P 



PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 


author 

NUMBER 

CATEGORY 

CLARK, R A 

8312010417 

50-309 

P 

CLARK, R A 

G21 201 0450 

50-205 

P 

CLARK. R A 

82120203*? 1 

50-338 

P 

CLARK, ft A 

B2I2020409 

50-267 

P 

CLARK . H A 

0212070082 

50-317 

P 

CLARK . A 

02 1 2070QB4 

50-267 

P 

CLARK. R A 

8212070105 

50-317 

P 

CLARK, R A 

8212070454 

50-309 

P 

CLARK, R A 

B2 120800 I 2 

50-317 

P 

CLARK. R A 

0212OSOO31 

50-316 

Q 

CLARK. R A 

02120000404 

50-318 

0 

CLARK, R A 

8212090032 

90-317 

P 

CLARK. R A 

B2 12090050 

30-310 

P 

CLARK, ft A 

0212090053* 

50-316 

P 

CLARK, ft A 

8212130092 

50-309 

P 

CLARK, ft A 

8212130095# 

50-309 

P 

CLARK, R A 

0212130366 

50-344 

P 

CLARK, R A 

02121 30367* 

90-344 

P 

CLARK, H A 

8212130372* 

50-344 

P 

CLARK, R A 

8212150226 

50-267 

P 

CLARK. R A 

8212150229 

50-309 

P 

CLARK. ft A 

0212160542 

50-313 

F 

CLARK. R A 

0212160751 

50-309 

F 

CLARK. R A 

0212170024 

50-280 

F 

CLARK. R A 

8212210013 

50-313 

P 

CLARK, R A 

0212220551 

50-335 

P 

CLARK. R A 

8212270025 

50-309 

F 

CLARK. R A 

8212270403 

50-344 

F 

CLARK. R A 

8212270542 

50-310 

P 

CLARK, R A 

0212270546# 

50-310 

P 

CLARK, R A 

0212280082 

50-266 

F 

CLARK, R A 

0212280410 

50-344 

P 

CLARK. R A 

8212290022 

50-313 

P 

CLARK, R A 

B212290496 

50-335 

P 

CLARK, R A 

0212290499# 

50-335 

P 

CLARK, ft A 

0212290501# 

50-335 

P 

CLARK. R A 

8212300041 

50-317 

P 

CLAY, E L 

8212090413* 

70-143 


CLAYTON. F L 

0212020130 

50-348 

P 

CLAYTON, F L 

0212020102 

PR 


CLAYTON. F L 

8212070336 

SO-364 

G 

CLAYTON, F L 

8212090295 

90-364 

S 

CLAYION. F L 

0212090362 

50-340 

0 

CLAYTON. F L 

0212090412 

50-340 

o 

CLAYTON.F L 

0212100070 

50-348 

F 

CLAYTON, F L 

0212150033 

50-364 

P 

CLAYTON, F L 

8212170197 

50-340 

R 

CLAYTON, F L 

Q2 12 170234 

50-364 

P 

CLAY! ON, F L 

0212170297 

50-364 

R 

CLAYTON, F L 

0212210130 

50-364 

P 

CLAYTON, F L 

0212280200 

50-348 

P 

CLAYTON, F L 

0212300216 

50—364 

B 

CLEMENS DM, F 

0212150333# 

nureg 


CLEMENTS. D R 

0212160420 

50-445 

A 

CLEMONS, P 

8212030032# 

70-1100 


CLEVELAND, R S 

8212160105* 

40-6500 


CLINE . W E 

0212090351* 

50-261 

0 

coon, c h 

0212200012* 

40-1470 


CORN, L I 

0209190245 

50-3 

0 

COBH.L I 

8208 1 902 S 7 

50-3 

0 

COCKRELL, R 0 

92 12070 1B5 

50-111 

u 

CODD.tt 

0212230241 

50-247 

o 

COMEN, C 8 

0212160516 

PR 


COMEN, E H 

0212290023 

50-206 

G 

COlfFN, I 

0212220390* 

50-287 

0 

COHN. D M 

9206100047* 

50-344 

F 

COLARULLI , P F 

8212080310 

50-247 

0 

COLARULLI , P F 

8212000310 

50-247 

G 

COLARULLI.P F 

8212090090 

30-247 

<J 

COLMURN, R P 

0212140390# 

50-537 

A 

COLE. D 

0212160530 

PR 


COLF . ft F 

8212200107 

50-454 

G 

COLEMAN, J H 

8212100104 

50-330 

0 

COLEMAN. J 11 

8212100104 

50-339 

Q 

COLEMAN, J M 

8212140245 

50-338 

Q 

COLEMAN, J M 

0212140245 

50-338 

0 

COLE WAN, J K 

8212140249 

50-330 

Q 

COLEMAN, J K 

8212140249 

50-339 

Q 

COLEY, J L 

0212090106* 

50-400 

0 

COLL I Eft, A ft 

0212070107# 

50-454 

A 

COLl-TNS. 0 J 

8212220350* 

50-244 

Q 

COLLINS, J J 

9212060429 

NUREO 


COLLINS. J J 

8212060441 

NUREG 


COLL INS, J J 

6212060447 

NUREG 


COLl INS, J J 

8212060451 

NUREO 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

COLLINS, J J 
COLLINS, J T 

0212060455 

0212070437# 

NUREG 

50-293 

F 

COLLINS, J r 

0212070473* 

50-267 

F 

COLLINS, J r 

0212060506 

50-293 

G 

COLLINS. J T 

8212100197 

50-293 

G 

COLLINS, J T 

0212140403 

50-29B 

Q 

COLLINS, J T 

8212200121 

50-382 

Q 

COLLINS, J T 

0212210021 

5 0-235 

Q 

COLL INS. J T 

8212200423 

50-332 

G 

COLLINS, J T 

9212280430* 

50-302 

Q 

COLLINS, J T 

9212300121 

50-445 

0 

COLLINS. T R 

0212090332* 

50-416 

Q 

COLOMBO. ft 

0212140401 

50-312 

P 

COLOMBO, R 

0212170235# 

50-312 

n 

COLOMBO, R 

S2122OOO40# 

50-312 

R 

COLOMBO, R 

8212270200* 

50-312 

R 

COLOMBO, R 

0212270291* 

50-312 

R 

COLOMBO, R W 

0212030095# 

50-312 

s 

COLOMBO, ft W 

0212030106* 

50-312 

s 

COLOMBO, R W 

8212030116# 

50-312 

s 

COLOMBO, R U 

B2 12060300* 

50-312 

s 

COLOMBO, ft U 

0212270205 

50-312 

p 

COL 3 HER, C S 
COLSHEft.C S 
COLTON, E 

CONDON, W A 

8212140464 

8212160773 

8212070513 

8212140479 

NUREG 

NUREG 

XPORTLIC 

50-259 

p 

CONI ON, T E 

0212090256* 

50-4C0 

Q 

CONLON, T E 

0212090250* 

50-424 

a 

CONL ON, T E 

0212090275* 

50-339 

0 

CONLON, T E 

0212090300# 

90-335 

G 

CONI ON, T E 

8212090321* 

50-324 

Q 

CONLON, T E 

0212090355* 

50-400 

Q 

CONLON, T E 

B212090364# 

50-417 

a 

CONI ON, T e 

0212090407# 

30-390 

Q 

CONL ON, T E 

0213090465* 

50-413 

Q 

CONNAUGHTON.K 

0212100308# 

50-454 

0 

CONNER, E L 

8212090036# 

30-317 

P 

CONNER, E L 

0212130102# 

50-309 

P 

CONNER, T B 

0212020330 

50-352 

G 

CONNER, T B 

0212020330 

30-352 

G 

CONNER, T B 

821 S020339* 

50-352 

G 

CONNER, T ft 

0212020339* 

50-352 

Q 

CONNER, T B 

0212210261 

50-459 

G 

CONNER, T B 

0212210261 

50-45B 

0 

CONNER, T 0 

0212230327 

50-352 

Q 

CONNER, T Q 

8212230327 

50-352 

G 

CONNER, T B 

0212270216 

50-352 

G 

CONNER, T 0 

0212270216 

50-352 

0 

CONNER, T 0 

0212280105 

50-352 

0 

CONNER, T G 

0212260105 

50-352 

0 

CONNER, T B 

0212300107 

50-352 

0 

CONNER, T □ 

021 23001 B7 

50-352 

0 

CONNOR, J E 
CONNOR. L 
CONSTABLE, 0 L 

0212OBO516 

8208290104 

0212070123* 

RES 

FOIA 

50-382 

G 

CONSTABLE, 0 L 

0212290378* 

SO-392 

0 

CONTE , R 

8212140319* 

50-320 

0 

CONTE, R 

8212220478# 

50-209 

a 

C0NVER5ANE, E 

0212290273* 

CONTRACT 

CONWAY. J T 

COMWAY, J 7 

COOK. J 

8212210105* 

0212210366* 

8212130084# 

QA999 

0A999 

50-333 

ft 

COOK, J W 

0212020313 

50-329 

s 

COOK, J U 

0212070017 

50-329 

b 

COOK, J W 

0212090392 

50-329 

A 

COOK, J W 

0212090066 

90-329 

A 

COOK, J W 

8212100237 

50-329 

s 

COOK, J W 

0212100273 

50-329 

s 

COOK, J M 

0212140367* 

50-329 

A 

COOK, J W 

8212170144 

50-329 

A 

COOK. J W 

8212210156 

50-329 

B 

COOK. J W 

0212210309 

30-329 

A 

COOK, J W 

COOK, J W 

9212230112 

0212270126 

70-2964 

30-329 

9 

COOK, J W 

8212200207 

50-329 

D 

COOK, J W 

8212200225 

50-329 

F 

COOK, J N 

0212230320 

50-329 

S 

COOK, J W 

0212290203 

50-329 

A 

COOK, J W 

8212290200# 

50-329 

A 

COOK, T L 

8212020100 

50-364 

P 

COOKE, 0 0 

COOKE, 0 C 

8212130097 

0212140411 

TOPREP 

50-282 

P 

COOKE, G C 

8212290206* 

50-237 

P 

COONEY, M J 

8212030205 

50-279 

8 

COONEY, « J 

8212030200# 

50-270 

6 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

COONEY, M J 

8212130061 

50-277 

8 

COONEY, M J 

8212160053 

50-277 

R 

COONEY, M J 

S2 121604 15 

30-277 

S 

COOPER, W E 

021201 0206 

50-275 

R 

COOPER, W E 

82120B0479 

50-275 

P 

COOPER, W E 

0212100206 

50-275 

P 

COOPER, u e 

B2 12100291 

50-275 

P 

COOPER, W E 

8212140278 

30-275 

P 

COPPER, W E 

B2 121 40281 

30-275 

ft 

COOPER, W E 

0212290146 

50-275 

fl 

COOPER, W E 

0212290205 

50-275 

P 

COPELAND, V G 

821 2070327 

50-155 

0 

COPELAND, V G 

8212070327 

50-155 

0 

COPFLAND, V G 

6212070352* 

30-155 

0 

COPELAND. V Q 

8212070352* 

50-153 

0 

COPFLAHD.V 0 

021221 0265 

50-155 

0 

COPELAND, V G 

0212210285 

50-155 

0 

CORYELL. 0 P 

9212000139* 

FOIA 


CORYELL, 0 P 

8212090451# 

50-332 

Q 

COSTELLO, J ft 

0212210223* 

QA999 


COTTER, B P 

9212230215 

50-450 

G 

COTTER, 0 P 

921223031 5 

50-438 

Q 

COTTER, 0 P 

0212200192 

50-440 

Q 

COTTON. 0 D 

8212030166* 

50-361 

P 

COUNS IL.U G 

8211030257 

50-245 

P 

COUNSIL.W 0 

8211080257 

50-245 

P 

COUNSIL.W o 

8212020297 

50-213 

F 

cauNsrL.u e 

8212060157 

50-213 

P 

COUNSEL* W G 

0212060157 

50-213 

P 

COUNSEL, U 0 

9212060376 

50-213 

0 

COUNSEL, U 0 

8212070124 

50-245 

F 

COUNSEL* W 0 

0212070124 

S 0-24 5 

F 

COUNSEL* W G 

0212070286 

5 0-24 S 

P 

COUNSEL, W 0 

0212070286 

50-245 

P 

C0UN3IL, W G 

Q2 1207028 9 

50-213 

P 

COUNSEL, 11 G 

02 12080541 

50-423 

S 

COUNSEL, W Q 

0212090541 

50-423 

s 

COUNSEL i IJ 0 

0212090114 

50-213 

F 

COUNS I L. M 0 

021209011 4 

50-213 

F 

C0UN31L.W 0 

0212100071 

50-245 

a 

CCJUNBIL.W G 

0212100071 

50-245 

0 

COUNSEL, U 0 

8212100277 

50-243 

p 

COUNS IL, U G 

82 12100277 

50-245 

p 

C0UN3IL, W G 

B2 12140 144 

50-336 

p 

COUNS IL, W 0 

82 1 21 404 44 

90-336 

p 

COUNS IL. W G 

8212140221# 

50-245 

0 

COUNS IL, W G 

8212140221* 

30-245 

0 

COUNS IL, W 0 

8212150036 

30-21 3 

F 

CGUNSILiW 0 

821215012B 

50-245 

P 

COUNS IL, W 0 

821 21 50126 

50-245 

P 

COUNS 1L.W 0 

B2 12 16021 6 

PR 


COUNS IL, W 0- 

9212160216 

PR 


COUNS IL, W G 

9212160216 

PR 


COUNSEL, W 0 

9212160470 

30-423 

8 

COUNS IL* N 0 

8212160470 

50-423 

9 

COUNS IL,W 0 

8212170117 

50-245 

P 

COUNSEL, W G 

8212170199 

30-245 

P 

COUNSEL* U G 

0212170199 

50-245 

P 

CCUNSIL,W 0 

0212170279 

50-245 

P 

COUNSEL. W G 

8212170279 

50-245 

P 

courts il.w o 

0212170321 

50-245 

P 

COUNSIL.W G 

0212170321 

50-245 

P 

COUNS IL* W 0 

9212310039 

30-213 

P 

COUNSEL, W G 

8212210121 

50-213 

P 

COUNS IL, W G 

0212210131 

50-213 

P 

COUNSEL, VI G 

021221012V 

50-213 

P 

CCUN9IL, W 0 

8212210355 

50-423 

F 

COUNS IL, W 0 

8212210339 

50-423 

F 

CDUNSIL, W 0 

8212230257 

50-213 

P 

COUNS IL, W G 

0212270152 

50-245 

P 

COUNSEL, U 0 

8212270152 

50-245 

P 

CDUNSIL, W 0 

8212200119 

50-213 

F 

COUNSIL, W 0 

0212290447 

SO-245 

P 

COUNSEL, U 0 

8212290447 

50-245 

P 

COWAN, B Z 

8212160431 

PR 


CONG ILL, C 

0212210099# 

50-219 

G 

COWGILL, C 

8212220473# 

50-219 

0 

COX, F N 

8212170044# 

50-280 

F 

CQX.H r 

0212090120* 

50-261 

8 

cox, M r 

0212300296* 

50-261 

8 

CDYLE, L 

8212100216# 

50-237 

8 

COYLE, L 

8212170102# 

30-249 

8 

COYLE, L 

0212290478* 

50-249 

8 

COYLE, L M 

9212210160# 

50-237 

S 

CDZFNS, 0 

8212000200# 

50-187 

ft 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CR ADD ICK, W 0 
CRAIG, yf 

02 { 3060465 
6212060329 

NUREG 

50-302 

S 

CRAIUA C 

C RAND ALL i W E 

02122202-9 2 
021 2080194 

NUREG 

50-187 

R 

CRANE# C J 

0207010124* 

50-29 

P 

CRANE# C J 

0207010149* 

50-244 

P 

CRANE# C J 

8207010396* 

50-245 

P 

CRANE r C J 

Q207O104J0* 

50-409 

P 

CRANE; C J 

8207130169* 

50-219 

P 

CRANE, C J 1 

82 1 2230 1 1 0 * 

S0-2I3 

P 

CRANE, C J 

8212230230* 

50-277 

P 

CRANE, P A 

8212010190 

50-275 

P 

CRANF, P A 

0212030190 

50-275 

P 

CRANE, P A. 

8212030191 

50-275 

P 

CRANE, P A 

82£ 204004 7 

50-275 

R 

CRANE, P A 

02 I 2040078 

50-323 

S 

CRANE, P A 

B2 12070235 

50-275 

P 

CRANE , P A 

62 1 20 BO 06 3* 

50-275 

F 

CRANE, P A 

0212090094 

30-275 

0 

CRANE# P A 

8212130070 

50-275 

F 

CRANE# P A 

8212140473 

50-275 

P 

CRANE, P A 

B2 121702 17 

50-275 

R 

CRANE, P A 

0212 210002 

50-275 

P 

CRANE, P A 

02J22 1001 4 

50-275 

P 

CRANE, P. A 

B2 122 I 0090 

50-323 

A 

CRANE, P. A 

8212220217 

50-275 

P 

CRANE, P A 

0212-230210 

30-275 

P 

CRANE, P A 

8212230298 

50-275 

P 

CRANE, P A 

0212270371 

50-275 

P 

CRANE, P A 

8212200090 

50-275 

P 

CRANE, P A 

6212290366 

50-275 

R 

CRAWFORD, V A 

8212060095 

50-520 

0 

CRAWFORD# V A 

B2t20A0093 

50-52B 

Q 

CREED, J R. 

0212060080* 

50-346 

a 

CREED, J R 

8212090396* 

50-155 

Q 

CREED, J fl 

82121404 14* 

50-151 

Q 

CREED# -J R 

9212200220* 

30-10 

0 

CREWS. J L 

82122B0279 

50-500 

0 

CREWS# J L 

0212200301* 

50-508 

Q 

CROCKER, H W 

8212160406* 

50-209 

0 

CR-DCKER, H W 

82122203BS* 

50-209 

0 

CRONENBERG, A W 
GROSSMAN, W A 

02121301 13 
8212070123* 

NUflEC 

5 0-302 

0 

CROSSMAN, W A 

021207003* 

50-112 

0 

CROSSMAN, W A 

0212200086* 

50-450 

0 

CROSSMAN# W A 

9212200126* 

50-382 

Q 

CROSSMAN- W A 

S2I 2200378* 

50-302 

0 

CROUCHES# P W 
CRDUEE, R P 

0212130113 

0212020270 

NUflEO 

30-346 

F 

CROUSE, R P 

8212040150 

50-346 

P 

CROUSE, R P 

8212070292 

50-346 

P 

CROUSE, R P, 

8212100040 

30-346 

P 

CRDUEE, R P 

0212100231 

50-346 

F 

CROUSE, fl P 

8212130080 

50-346 

P 

CROUSE, fl P 

8212130090 

50-346 

P 

CROUSE, it P 

8212210081 

50-346 

P 

CROUSE# fl P 

8212210092 

50-346 

P 

CROUSE# R P 

0212310360* 

50-346 

0 

CROUSE, R P 

9212220273 

50-346 

P 

CROUSE. R P 

8212270205 

30-346 

P 

CR-DU9E, R P 

8212270210 

50-344 

P 

CROUSE# H P 

8212290226 

50-344 

G 

CROUSE# R P 

0212290459* 

50-344 

0 

CROW, W T- 
CROW, W T 

CROW, W T 

CROW, W T* 

CROW, w r 
crow# u r 

CRUTCHFIELD, D 

8212010330 

9212020001* 

8312100100* 
8212130287* 
82121 7001 I* 
0212270029* 
0002270395* 

70-371 

70-734 

70-1334 

70-2957 

70-2920 

70-2941 

50-206 

P 

CRUTCHFIELD, 0 

8003070778* 

50-237 

P 

CRUTCHFIELD, D 

0006090164* 

50-206 

P 

CRUTCHFIELD, D 
CRUTCHFIELD, D 

8009100414* 

S1O5110312* 

FQIA 

50-219 

P 

CRUTCHFIELD, D 

031 1000101 

50-29 

P 

CRUTCHFIELD# E> 

921 1080105* 

50-29 

P 

CRUTCHFIELD# D 

8211000110* 

50-29 

P 

CRUTCHFIELD# D 

921 1 170509 

50-237 

P 

CRUTCHFIELD# 0 

0212030245 

50-409 

P 

CRUTCHFIELD, D, 

0212030255 

50-155 

P 

CRUTCHFIELD# D. 

0312020266 

50-1S5 

P 

CRUTCHFIELD, D 

0212020020 

50-409 

P 

CRUTCHFIELD, D 

0212020332 

50-155 

P 

CRUTCHFIELD, D 

0212060063 

50-219 

P 

CRUTCHFIELD, D 

62 12070097 

50-219 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CRUTCHFIELD, D 

B2 1 2070 102 

30-213 

P 

CRUTCHFIELD, D 

021 2070192 

50-255 

P 

CRUTCHFIELD, D 

S2 12070201* 

50-255 

P 

CRUTCHFIELD, D 

0212070210* 

50-255 

P 

CRUTCHFIELD, D 

8212070299 

50-135 

P 

CRUTCHFIELD, D 

8212080169 

50-409 

P 

CRUTCHFIELD, D 

0212080174* 

50-409 

P 

CRUTCHFIELD, D 

8212030 306 

50-219 

P 

CRUTCHFrELD, D 

8212080340 

50-255 

P 

CRUTCHFIELD, D 

8212080374 

50-29 

P 

CRUTCHFIELD- D 

0212080309# 

50-29 

P 

CRUTCHFrELD, D 

8212080403* 

50-29 

P 

CRUTCHFIELD# D 

8212130203 

50-255 

F 

CRUTCHFIELD# D 

0212140259 

50-29 

P 

CRUTCHFIELD# D 

8212150030 

50-155 

P 

CRUTCHFIELD# t> 

B21 2150039 

50-409 

P 

CRUTCHFIELD# t> 

021 21 501 1 5 

50-409 

P 

CRUTCHFIELD# D 

8212150194 

50-409 

P 

CRUTCHFIELD, D 

8212170050 

50-219 

F 

CRUTCHFIELO# d 

8212200008 

50-244 

P 

CRUTCHFIELD. D 

82 1 2200100 

50-245 

P 

CRUTCHFIELD, D 

8212210127 

50-213 

P 

CRUTCHFIELD, D 

021 2210216 

50-409 

P 

CRUTCHFIELD. D 

02 1 2210392 

50-244 

P 

CRUTCHFIELD, D 

8212210459 

50-255 

P 

CRUTCHFIELD, D 

8212230209 

50-155 

P 

CRUTCHFIELD, D 

8212220377 

30-213 

P 

CRUTCHFIELD, D 

0212220427 

50-155 

P 

CRUTCHFIELD, D 

0212220457 

50-213 

P 

CRUTCHFIELD, D 

8212230089 

50-213 

P 

CRUTCHFIELD, D 

821223023B 

50-29 

P 

CRUTCHFIELD, D 

8212230243* 

50-29 

P 

CRUTCHFIELD, D 

0212230277 

50-237 

P 

CRUTCHFIELD, D 

0212230287 

50-245 

P 

CRUTCHFIELD, D 

9212230305 

50-245 

P 

CRUTCHFIELD, D 1 

S3 122303 10 

50-219 

P 

CRUTCHFIELO, t> 

8212230322 

50-155 

P 

CRUTCHFIELD# D 

8212230354 

50-155 

P 

CRUTCHFIELD# D 

0212270365 

50-29 

P 

CRUTCHFIELD, D 

0212290239 

50-213 

G 

CRUTCHFIELD. D 

0212290242* 

50-213 

G 

CRUTCHFIELD, D 

0212290267 

90-155 , 

P 

CRUTCHFIELD, D 

0212290270# 

50-155 

P 

CRUTCHFIELD, D 

0212290270* 

50-155 

P 

CRUTCHFIELO, D 

0212290320 

50-409 

P 

CRUTCHFIELD, D 

8212300031 

50-255 

P 

CRUTCHFIELD, D 

02 J 2300030* 

50-255 

P 

CRUTCHFIELD, D 

8212300044# 

50-253 

P 

CRUTCHFIELD, D 

0212300330 

30-155 

P 

CULP, 0 H 

0212140349 

50-344 

F 

CUMMINGS, J J 

8212060177# 

50-275 

G 

CUNMINSrJ E 

0212030192# 

50-360 

Q 

CUMMINS, J E. 

0212070123* 

50-382 

a 

CUMMINS, J E 

8212200370* 

50-382 

G 

CUN NT NOHAM# A L 

8212090200# 

50-261 

G 

CUNNI NOHAM. 0 H 
CUNNI NO HAH, M 

021223041 5# 
0212140476 

REVIEW GPP 
NUflEO 

CURRAN# D 

0212200039 

50-443 

0 

CURRAN. D 

8212200039 

50-443 

0 

CURRAN# 0 

8212200049# 

90-443 

G 

CURRAN; D 

CURRAN, D 

CURRAN, J 

CURRAN, J E 

0212200049* 

0212280506 

0212020277 

8212160168* 

SO-443 

FQIA 

PRM 

40-6500 

G 

CURRAN, J M 

0212060012 

50-362 

s 

CURRAN, J M 

0212170306* 

S0-206 

Q 

CURRAN, J M 

8212290038* 

50-206 

Q 

CURTIS, N W 

021 1090019 

50-387 

E 

CURTIS, N W. 

0212060066 

50-307 

P 

CURTIS, N W 

0212060140 

50-307 

F 

CURTIS. N U 

8212090214 

50-387 

P 

CUfiTTS. N W 

0212140497* 

50-307 

P 

CURTIS. W W. 

0212160317 

30-387 

P 

CURTIS# N W 

8212160417 

50-387 

P 

CURTIS, N W 

02121 70271 

50-3 B7 

P 

CURTIS, N W 

8212210310 

50-308 

A 

CURTIS, N W 

8212210450 

50-387 

ft 

CURTIS# N W 

8212270272 

50-307 

P 

CURTIS, N W 

82 12280323 

50-388 

S 

CURTiS, N W 

6212280346 

50-380 

3 

CURTIS, N W 

6212260347 

50-307 

P 

CURTIS, N W 

8212260400 

50-3B7 

S 

CURTIS, N W 

8212260446 

50-387 

P 

CU3T0DI0, D B 

821221037 7* 

90-219 

6 

CUTCH IN, J M 

8212030161 

30-440 

0 


AUTHOR 


ACCESSION 

number 

SUBJECT 

CATEGORY 

CUTCH IN, J M 

0212070155 

50-440 

G 

CUTCH IN, J M 

821 2090220 

50-440 

c 

CUTCH IN. J K 

8212150110 

50-440 

fi 

CUTCHIN, J 1 

H 

0212210310 

50-440 

a 

CYQULSKIS, J 

? 

0212140476 

NUREG 


CZAJKOWSKI 

,C J 

0212200031 

RES 


D'ANGELO, A 


821 221021 1 • 

50-320 

0 

DALE, L F 


8212010176 

50-416 

p 

DALE, L F 


8212070274 

50-416 

? 

DALE, L F 


8212170270 

50-416 

? 

DALE, L F 


8212230252 

50-416 

p 

DALE, L F 


8212270154 

50-416 

p 

DALE, L F 


S2 12270235 

50-416 

F 

DALFY, C 


0212170311# 

50-331 

P 

DALLMAN, R . 

J 

0201120155* 

RES 


DALTROFF, S 

L 

0212060106* 

50-277 

P 

DAL TR OFF. S 

L 

8212000323* 

50-277 

0 

DA LTR OFF, S 

L 

8212090119 

50-277 

P 

D ALT HOFF, S 

L 

9212100036 

50-277 

f 

DALTRQFF, S 

L 

021213021 1 

50-277 

P 

DALTROFF# S 

L 

Q2121403B5 

50-277 

P 

DALTROFF, S 

L 

0212150107* 

50-277 

F 

DALTROFF. S 

L 

0212170240 

90-277 

P 

DALTROFF, S 

L 

8212170289 

50-277 

P 

DALTROFF. S 

L 

0212210312 

50-277 

P 

DALTROFF, S 

L 

9212230313 

50-277 

F 

DALTROFF, S 

L 

8212270167 

50-277 

P 

DALTROFF, S 

L 

0212270219 

50-270 

P 

DALTROFF, S 

L 

9212290452 

50-277 

P 

DALTROFF, S 

L 

8212270235 

50-277 

P 

DANCE, H C 


0212030102 

50-302 

5 

DANCE, H C 


0212070195 

50-338 

0 

DANCE, H C 


8212090101 

50-269 

0 

DANCE, H C 


0212090187 

50-369 

0 

DANCF, H C 


0212090197* 

50-369 

G 

DANCE, H C 


021209021 1 

50-309 

a 

DANCF, H C 


0212090215 

50-260 

a 

DANCE, H C 


0212090223# 

50-200 

a 

DANCF, H C 


8212090227 

30-424 

fl 

DANCE, H C 


8212090240 

50-424 

a 

DANCE, H C 


8212090262 

50-370 

a 

DANCE, H C 


82 I 209026 7 

S0-2B0 

0 

DANCE, H C 


0212090260 

50-3e9 

a 

DANCF. H C 


02 12090276 

50-200 

a 

DANCF, H C 


8212090300* 

50-200 

a 

DANTF, H C 


0212090302 

50-335 

a 

DANCE, H C 


02 1209031 7 

50-413 

a 

DANCE, H C 


8212090331 

50-309 

a 

DANCE, H C 


8212090353 

50-309 

a 

DANCE, H C 


8212070373 

50-369 

0 

DANCE, H C 


8212090404 

50- 3 B? 

0 

DANCE, H C 


8212090459 

50-413 

0 

DANCE, H C 


8212090470 

50-330 

0 

DANCE , H C 


0212090487 

50-250 

0 

DANCE, H C 


□212090470 

50-250 

6 

DANCE, H C 


8212090491* 

50-330 

0 

DANCE, H C 


0212090509 

50-395 

0 

DANCE, H C 


8212090510# 

50-250 

c 

DANCE, H C 


8212090515 

50-330 

0 

DANCE, H C 


8212090529 

50-250 

0 

DANCE# H C 


8212090530* 

50-395 

0 

DANCF, H C 


8212090531 

50-335 

0 

DANCF, H C 


0212090553 

50-333 

0 

DANCE, H C 


0212090561# 

50-335 

0 

DANCE, H C 


8212150085 

50-302 

0 

DANCF, H C 


0212150103 

50-330 

0 

DANCE# H C 


0212150144 

30-287 

6 

DANCF, H C 


0212150151 

50-330 

3 

DANCF, H C 


8212290137* 

F01A 


DANCE, H C 


8212290165# 

FQIA 


DANDINIiV 

J 

6212130110 

nureo 


DANIELSON, 

D H 

8212170096* 

50-255 

a 

DANIELSON, 

D H 

82 I 2270305# 

50-282 

0 

DANIELSON, 1 

0 H 

0212290336* 

50-266 

Q 

DANIELSON, ] 

D H 

0212290400* 

50-295 

0 

DAVID# L T 


8207160049 

fota 


DAVIDSON, D 

R 

0212020296 

S 0-4 40 

s 

DAVIDSON# 0 

R 

0212020395 

50-440 

s 

DAVIDSON* D 

R 

0212070015 

50-440 

H 

DAVIS, A 0 


0212000416 

50-329 

8 

DAVIS, C B 


0212020110 

50-249 

P 

DAVIS, D, K 


7900090435# 

50-10 

P 

DAVIS, H M 


B2 12220339 

50-440 

Q 

DAVIS, J G 


S21 2010221# 

WASTE MOT 

DAVIS, J, G 


8212020148 

WASTE MOT 
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ACCESSION 

SUBJECT 



iHJTN qr 

number 

CATEGORY 

AUTHOR 

DAVfP.U o- 

8212100103 

40-17 


DEVI NCENTIS, J 

DAVIS , J 0 

8912230034 

WASTE MOT 

DEVINCENTIS, J 

PAVSO.J R 

0212020389 

PRM 


DEVINCENTIS, J 

PAVIS.M J 

021 209023 4 if 

50-200 

a 

DEVINCENTIS, J 

PAVIStW Jl 

821 20903 13* 

50-280 

0 

DEVINCENTIS, J 

DAVISON, A 

8212230092 

NUREG 


DEVINCENTIS, J 

DAMSON, D Jl 

0212150216 

71-9001 


DEVI NCENTIS. J 

DAYAl , R 

0212200040 

RES 


DEVINCENTIS, J 

DAYAt . R 

0212200514 

50-320 

P 

DEVINCENTIS, J 

OE MARCO, J IJ 

8212230235 

30-247 

G 

DEVINCENTIS, J 

DC AGAZ IQ, A M 

0212130111 

50-346 

P 

DEVINCENTIS. J 

DFAOAZra, A W 

S212280069 

50-346 

P 

DEVINCENTIS, J 

DEAK, A M 

0212O7O353* 

50-269 

P 

DEVTNCENTIS, J 

DfcAftI EN. J A 

0212010407 

RES 


DEVINCENTIS, J 

DEBS, B T 

8212090500* 

50-250 

a 

DEVINCENTIS, J 

DFi iKICH.L U 

0212070003* 

50-247 

0 

DEVINCENTIS, J 

DELANEY, J C 

8212160341* 

40-3265 


DFVINCENTIS, J 

DELANEY, J C 

8212160505* 

40-2116 


DEVINCENTIS, J 

DELANEY, J C 

0212160513* 

40-2116 


DEVINCENTIS, J 

DEL AWEY. J C 

8212160534* 

40-J606 


DEVINCENTIS, J 

rELDELLO, A B 

0212130254* 

50-247 

G 

DEVINCENTIS, J 

OELCEQRGE, L 0 

821204004! 

50-373 

F 

DEVINCENTIS, J 

PELGEQRGE, L 0 

8212060045* 

50-10 

0 

DFVINCENTIS. J 

delg-eqrge, L o 

0212090338* 

30-254 

G 

DEVINCENTIS, J 

OFL^EQRGE. L 0 

0212090303 

50-237 

F 

DEVINCENTIS, J 

DEL GEORGE, L 0 

0212100330* 

50-454 

0 

DEVINCENTIS, J 

delgecrge, l a 

0212140231* 

50-373 

G 

DEVINCENTIS, J 

DELGFOflCF, L 0 

02 J 2210 108* 

50-373 

G 

DEVINCENTTS, J 

DELGEORGE, L 0 

0212270223* 

50-373 

G 

DEVINCENTIS , J 

tlELGEORGE, L □ 

8212270303* 

50-237 

0 

DEVINCENTIS, J 

oelgegrge, l 0 

0212290247 

50-454 

F 

DEVINE, J 0 

PELtA RATTA, A 

8212100001* 

50-219 

0 

DEVINE, J F 

UELtA ftftTTA.A 

Q21 2290352* 

70-820 


DEVINE, T 

DELIA R ATTA , A 

0212290303* 

50-244 

G 

DEVINE, T 

DFMHJE* P N 

0212000516 

RES 


DEVINE, T D 

DENISON, E 

0212140276 

50-275 

P 

DEVINE, T D 

DENI SOU, E 

0212140277* 

50-275 

P 

DEWEY, L S 

DENISON, E 

8212150164 

50-275 

P 

DEWFY, L Q 

DENISON, E 

0212150170* 

30-275 

P 

DEWITT, R B 

TEN J SON, E 

0212200090 

50-275 

P 

DEWITT, R D 

L£-N J &C3N, E 

0212200095* 

50-275 

P 

DEWITT, R S 

PENNING, ft 

0212140476 

NUREG 


DEYOUNOrR C 

JTEWN V , I L 

8212130432 

40-2061 


DEYOUNG, R C 

OENTE, T J 

8212300034 

TOPREP 


DEV0UNO, R C 

DENTON, H R 

0009110797* 

50-10 

P 

DEYOUNG, R C 

|>EN1 ON, H R 

0211120169* 

REVIEW CRP 

DEYOUNG, R C 

DENTON, H fi 

0211230137* 

30-275 

P 

DEYOUNG, R C 

DLNION.H ft 

0212010436 

MI SC 


DEYOUNG, fl C 

DENTCJN, K FI 

8212020204 

TOPREP 


DEYOUNG, R C 

DENTON. K R 

8212030262 

50-13 

P 

DEYOUNG, R C 

LEMON. H R 

02 1 2060042 

50-309 

P 

DEYOUNG, ft C 

DENTON. H R 

8212060046* 

50-309 

P 

DIAZ, N J 

DENTON. H R 

0212060052 

KI5C 


DIAZ, N J 

PEN! DAD H ft 

0212060050* 

MISC 


DJCK,G F 

OEWTCJN.H R 

8212060064* 

MISC 


DICKENSON, R E 

DENI DM, H R 

0212060142 

50-69 

P 

DICKERSON, H W 

IfENTUhttH R 

821 2060422 

50-295 

P 

DICKEY, F 

DENTON, H R 

0212060430* 

50-295 

P 

DICKEY, P 

DENTON, H ft 

0212070170 

50-209 

G 

DICKHONER, W H 

DENTON, H R 

82 12080672 

50-322 

K 

DIEDERICH, 0 J 

DENIOU, H R 

8212100074 

50-219 

D 

blEDERlCH, 0 J 

nenigm, h r 

0212130350 

50-332 

G 

OIEDERICH.C J 

DENTON, H ft 

8212130359* 

50-352 

Q 

DlEDERICHrO J 

DEN1CJN, H R 

8212160634 

COMMISSION 

DIEDER JCH» 0 J 

OFNItJU W R 

021222OO4B* 

30-202 

F 

DJEDERICHiG J 

DENI ON, H R 

0212270020 

50-320 

P 

DIEDERICH, 0 J 

DEFKS, P S 

8212290186* 

30-133 

R 

DIEDERICH, 0 J 

DFS5Y,fl F 

B3 12300004 

50-312 

0 

DrEDERlCH, 0 J 

DETULLTO. D 

0212210363* 

50-391 

Q 

DIEDERICH, 0 J 

IJEVINCENTIS, J 

9212020029 

50-443 

A 

DIEDERICH, G J 

DEVINCENTIS, J 

0212020029 

50-443 

A 

DIEDERICH, G J 

DEVINCENTIS, J 

0212020286 

50-443 

A 

DIEDERICH, 0 J 

DEVINCENTIS, J 

8212020206 

50-443 

A 

DIEDERICH, G J 

DFVINCENTIS, J 

0212020334 

50-443 

A 

DIEDERICH, 0 J 

DEVINCENTIS, J 

8212020334 

50-443 

A 

DIEDERICH, G J 

DEVINCENTIS, J 

0212030194 

50-443 

A 

DIEDERICH, 0 J 

mrviNCEims, J 

0212060056 

50-443 

A 

DIEDERICHiO J 

DrVINCENTTS, J 

8212060056 

50-443 

A 

DIEDERICH, 0, J 

DEVlNCENtrS, J 

8212060059 

50-443 

E 

DlEDERICHrO J 

DFvrNcejstris, j 

0212060068 

50-443 

0 

DIEDERICH, 0 J 

DE VINCENT 1 8, J 

0212060075 

50-443 

A 

DIEDERICH, 0 J 

dfvincentis, J 

8212060075 

50-443 

A 

DIEDERICH, 0 J 

OEVINCENTI5, J 

0212060094 

50-443 

A 

DIEDERICH, G J 

devincentis. J 

8212060094 

50-443 

A 

DIEDERICH, G J 

DEVINCENTIS. J 

8212060151 

50-443 

A 

diederich.q J 
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8212060151 

50-443 

A 

DIEDERICH, G J 

0212280403 

50-373 

S 

8212070100 

50-443 

A 

DIETCH, ft 

0212010171 

50-361 

P 

6212070100 

50-443 

A 

DrETCH. R 

0212030157 

50-361 

P 

6212030163 

50-443 

F 

DIETCH, R 

6212030166* 

50-361 

P 

8212080163 

SO-443 

F 

DIETCH, R 

9212130106 

50-362 

P 

0212080190 

50-443 

A 

DIETCH, R 

8212 1 30193* 

50-362 

P 

8212000190 

5 0-443 

A 

DIETCH. R 

621229041 3 

50-361 

S 

B2120B0207 

50-443 

A 

DIETZ, C ft 

8212020066 

50-324 

s 

0212080224 

50-443 

A 

DIETZ , C ft 

8212020(52 

SO-324 

s 

021 209022 4 

go-443 

A 

DIETZ, C R 

6212020293 

50-324 

s 

B2120B0329* 

50-443 

0 

DIETZ, C R 

62 1202030 6 

50-325 

s 

0212030329* 

50-4 43 

G 

DIETZ, C R 

821202031 5 

SO-324 

0 

0212090490 

50-443 

A 

DIET Z, C R 

82 1202036 2 

5 0-324 

s 

8212090498 

50-443 

A 

DIETZ, C F 

0212070008 

50-325 

s 

0212140235 

50-443 

A 

DIETZ, C R 

8212070112 

50-325 

s 

0212140235 

50-443 

A 

DIETZ, C R 

0212070200 

50-325 

s 

8212210273 

50-443 

S 

DJETZ, C R 

8212070273 

50-324 

s 

8212210273 

50-443 

S 

DIE1Z.C R 

8212090100 

90-325 

s 

0212210207 

50-443 

S 

DIETZ, C R 

0212090135 

50-323 

s 

0212210287 

50-443 

9 

DIETZ, C fl 

8212090147 

90-325 

s 

8212210449 

50-443 

S 

L1ETZ.C R 

6212090167 

50-323 

s 

0212210449 

50-443 

S 

DIETZ, C R 

6512090289* 

50-324 

a 

0212270146 

50-443 

A 

DIETZ, C R 

0212090314 

50-324 

s 

8212370146 

50-443 

A 

DIETZ, C f? 

Q21 2090453 

50-325 

3 

0212270100 

50-443 

A 

DIETZ, C R 

8212090335 

50-325 

8 

0212270100 

50-443 

A 

DJETZ. C R 

8212090543 

50-325 

0 

8212270270 

50-443 

A 

DIETZ, C R 

621210024 I 

50-324 

R 

8212270270 

50-443 

A 

DIETZ, C R 

0212140153 

50-325 

S 

0212270279 

90-443 

A 

DIET?, C R 

6212140196 

50-325 

S 

8212270279 

50-443 

A 

DIET? , C ft 

32 12150112 

50-325 

S 

0212230432 

XPDRTLIC 


D1E17.C R 

02121 70141 

30-325 

B 

8212020193* 

MISC 


DIETZ, C ft 

0212170216 

50-325 

S 

8212020350 

50-373 

P 

DIETZ ,C ft 

82125 1 0030 

50-325 

S 

8212020382 

50-350 

0 

DIETZ, C R 

9212210152 

50-325 

s 

0212200128 

50-350 

0 

DIETZ, C R 

0212210399 

50-325 

s 

821 2200128 

50-359 

G 

DIETZ ,C R 

8212220400 

50-325 

0 

0212010038 

50-522 

0 

DIETZ, C R 

9212220496 

50-323 

S 

8212220118 

50-520 

Q 

DIETZ, C R 

8212280363 

50-325 

3 

B21 2200075* 

50-255 

P 

DIETZ, C ft 

9212300067 

50-324 

6 

0212280099* 

90-255 

P 

DIETZ, c n 

0212300221 

SO-325 

S 

8212280107* 

50-155 

P 

DIETZ, C R 

0212300229 

30-325 

S 

B209I 90240 

90-3 

G 

DIETZ, C ft 

6212300256 

50-323 

a 

0208190256 

50-3 

Q 

DIETZ, C R 

0212300257 

50-325 

s 

8203190259 

50-3 

G 

DIETZ, C R 

6212300307 

50-325 

s 

0208190267 

50-3 

G 

DIETZ, C ft 

9212300316 

50-325 

s 

0212020000* 

FD1 A 


DIETZ, C ft 

9212300331 

50-325 

B 

021 2060427* 

FOIA 


DIETZ, C R 

9212300360 

30-325 

s 

0212070033 

50-312 

G 

DIETZ# G R 

02 12300093 

PR 


0212070073 

50-247 

0 

DIGGS, R M 

6212010370 

50-33B 

p 

0212070001* 

50-247 

G 

DIGGS, ft M 

6212170040 

50-266 

p 

0212070146* 

50-312 

0 

DIGG9, R H 

8212210012 

50-267 

Q 

0212070004 

50-03 

R 

DIGGS, R M 

621222006 1 

50-361 

P 

0212070009* 

50-03 

R 

DIGGS, ft M 

6212220545 

50-263 

P 

8212130326 

NUREG 


DIGGS, Fl M 

9212300190 

50-320 

P 

0212160643* 

COMMISSION 

DIGNAN, T 0 

6212H0212 

50-443 

0 

8212070260* 

50-267 

0 

DIGNAN, T 0 

8212140212 

50-443 

0 

0212220406* 

50-311 

s 

DIGNAN, T 0 

9212140217 

50-443 

0 

0212220424* 

50-311 

s 

DIGNAN, T G 

8212140217 

50-443 

Q 

0212270434* 

50-350 

A 

DIGNAN, T G 

8212140430 

50-443 

0 

0212020274 

50-373 

9 

DIGNAN, T 0 

0212140430 

50-443 

Q 

0212020294 

50-373 

S 

DlGNANiT G 

9212140437* 

50-443 

G 

8212020305 

50-373 

6 

DIGNAN, T G 

0212140437* 

50-443 

0 

0212080300 

50-373 

8 

DIGNAN, T 0 

0212140441 

50-443 

0 

02 1 2080318 

50-373 

S 

DIGNAN# T G 

021 214044 1 

30-443 

G 

0212000400 

50-373 

s 

DIGNAN, T 0 

6212210228 

50-443 

0 

0212080412 

90-373 

B 

DIGNAN. T 0 

9212210228 

30-443 

0 

0812000500 

50-373 

S 

DIGNAN# T 0 

8212220255 

50-443 

0 

0212100272 

50-373 

3 

DIGNAN, T G 

8212220255 

90-443 

Q 

0212130175 

50-373 

R 

DILLON, P 

0212210324* 

50-206 

P 

8312140067 

50-373 

s 

D JftCKS, W J 

8S02010383* 

FOIA 


8312140119 

50-373 

B 

DIRCKS, W J 

8202180082* 

FOIA 


0312170123 

50-373 

S 

D1RCK6, W J 

6203090677* 

FOIA 


8312170139 

50-373 

6 

DIRCKS, W J 

8204160262* 

FOIA 


0312170184 

50-373 

S 

DIRCKS, W J 

6204160270# 

FOIA 


031217021 1 

50-373 

s 

DIRCKS, W J 

0206280059* 

FOIA 


8312170214* 

50-373 

s 

DIRCKS, U J 

B20 928051 3* 

FOIA 


8312170233 

50-373 

s 

DTRCK8, U J 

021 H 70230 

50-395 

P 

0312170264 

50-373 

s 

DIRCKS, W J 

8212010327 

SECY 


0312270140 

50-373 

s 

DIRCKS, W J 

8212020185 

rtf SC 


9312270162 

90-373 

e 

nrncKS, w j 

0212060052 

wise 


0312270175 

50-373 

s 

DIRCKS, W u. 

0212060419 

BECY 


0312270354 

50-373 

B 

DIRCKS, W V 

021206050? 

40-96 


92122B0195 

50-373 

s 

DIRCKS, W J 

0212070062 

50-889 

K 

03 J 2280229 

50-373 

s 

DIRCKS, W J 

92 12 070378* 

COMMISSION 

0312280447 

50-373 

9 

DIRCKS, W J 

0212070443* 

50-290 

Q 
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DJHCKSrW J 

8212070432* 

50 '290 

a 

DIflCKS.W J 

021. 20 B 05? S 

30-350 

R 

DIRCKS, W J 

6212090224* 

FOIA 


oircks, w J 

621 21 00042 

50-329 

u 

DIRCKS, W J 

621 2100390# 

FOIA 


DTRCKSrW J 

6212130339 

50-327 

E 

orncK^i w J 

02I216OOOQ 

PR 


QUICKS, U yJ 

021 2220 55 S 

COMMISSION 

DTRCKS. W J 

0212270428 

50-3 

ft 

DTRCKSi W J 

0212270432 

MISC 


DIRCKS., W J 

0212270401 

50-437 

A 

DIRCKS, W J 

021228050? 

FOIA 


DIRCKS. W U 

0212280515* 

foia 


DIRCKS, W J 

0212290039* 

FCHA 


OISE, D P 

0212100207 

50-410 

A 

DITTO, S U 

32120*0399 

ACRS 


DIVINE, J ft 

921 2 1301 52 

NUREG 


DIVINE, J ft 

0212270145 

Nt/REQ 


DIXON, D R 

62121*0734# 

50-262 

F 

DIXON, □ W 

8212020340 

50-395 

F 

DIXON. 0 IV 

621 20300*0 

50-395 

S 

DIXON, 0 W 

021203008? 

30-393 

s 

DIXON. □ W 

8212030108 

50-395 

s 

DJXDN.O W 

0212030133 

50-3 9S 

8 

dtxon. a w 

82120301*4 

50-395 

s 

DIXON, 0 W 

821 20301 86 

50-395 

s 

DIXON, 0 IV 

8 212030169 

30-395 

s 

DIXON, 0 U 

8212070026# 

50-395 

0 

DIXON. 0 W 

6212070128 

50-395 

F 

D J XON, 0 W 

0212070181 

S 0-39 5 

P 

DIXON. 0 W 

8212090243 

50-395 

s 

DIXON, □ V 

8212090366 

50-395 

s 

DIXON. 0 IV 

8212090392 

50-395 

a 

DIXON, 0 IV 

8212090422 

50-395 

8 

DIXON, 0 U 

0212090449 

30-395 

5 

DIXON, a W 

8212090516* 

30-395 

G 

DIXON, 0 W 

8212100392 

50-375 

F 

DIXON, 0 W 

B212130 077 

50-395 

0 

DIXON, a w 

8212150009 

50-395 

S 

DIXON, 0 W 

8212150097 

50-375 

S 

DIXON. 0 W 

8212150117 

50-395 

s 

DIXON . 0 W 

0212160332 

50-395 

F 

DIXON. 0 U 

8212170257 

50-395 

P 

DIXGN,0 W 

0312170287 

30-395 

s 

DIXON, 0 W 

8212200110 

50-395 

s 

DIXON, 0 U 

0212220320 

50-395 

s 

DIXON, 0 W 

8212220376 

50-395 

e 

DIXON, 0 W 

021222041 1 

50-395 

3 

DIXON, □ U 

8212220426 

50-395 

S 

DIXON, 0 IV 

8212220498 

50-395 

S 

DIXON, 0 W 

8212230206 

50-395 

P 

DIXON, a w 

8212300035 

50-375 

S 

DOflfiE, C A 

8212020100 

RES 


OQBCE.C A 

8212020104 

RES 


DODA.fi J 

82 1 208031 4 

I&E 


DODA.R J 

8212300069 

IS.E 


D0DD3.R T 

8212060178* 

50-243 

0 

DODDS. R r 

921206020S* 

50-397 

0 

DODDS, R T 

8212060264# 

50-508 

Q 

DODDS, R T 

8212060274# 

50-508 

G 

DDDDS, R T 

8212060391* 

50-344 

0 

DODDS. R T 

8212130270* 

50-27 

a 

DDDDS, R T 

8212170341* 

50-500 

0 

DODDS, R T 

Q2I 2 170370* 

50-508 

a 

DODDS, R T 

82122 1 OC 95# 

50-500 

□ 

DODDS, R T 

8212210427# 

50-397 

a 

DODDS, R T 

6212280301* 

50-500 

G 

DOERFLEIN, L T 

821 2030078* 

50-333 

Q 

DOES R UR <5. J H 

8212220230 

NUREG 


DONER TV', D F 

8212020376 

PR 


DOOLlTTLErE L 

B2120B012! 

50-546 

A 

DORSEY, ft 

8212270470 

CONTRACT 


DOUGH TV, J 

8212020346 

PR 


DOUGHTY, J 

8212160321 

50-443 

0 

DOWNEY. T 

8212230276 

50-247 

U 

ERAGD, J. P 

0212270435 

NUREG 


DRAGONETfE, K- 

6212010227 

WASTE MOT 

DRAGONETTE, K S 

9212270008 

WASTE MOT 

DREV, L A 

0212140406* 

50-259 

H 

DRYFOOS.fi J 

0212230241 

50-247 

0 

DRYSDALE.vl A 

6212220249 

NUREG 


DUBJNSKI.L 

6212160002# 

40-4300 


DUBINSKr, L 

0212160123# 

40-6500 


DUB INSKI, L. 

6212160204* 

40-6500 


DUBINSKI, L 

0212160398* 

40-6500 
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DUD INSKI, L 

8212160516* 

40-6500 


DL/BIN5KI, L 

0212160503* 

40-6500 


DUBOIS, D L 

0212100271# 

50-290 

0 

DUORV, U E 

8212200251 » 

50-315 

0 

DUDRV, N £ 

9212290335# 

50-315 

G 

DUCK, J R 

8212020269 

50-239 

J 

DUCK. J R 

02122BO222 

50-321 

J 

DUCK, J R 

8212200223 

50-340 

J 

DUCK, J R 

0212280261 

50-259 

J 

DUCK, J R 

0212200340 

50-340 

J 

DUCK. J R 

8212200369 

90-321 

J 

DUCK, J R 

8212290150 

50-327 

J 

DUCK, J R 

82 12290246 

90-259 

J 

DUCK, J R 

0212300109 

50-327 

J 

DUCK, J R 

0212300202 

50-250 

J 

DUCK, J R 

0212300243 

50-25 0 

J 

DUCK, J R 

0212300294 

50-335 

J 

DUCK, J R 

8212300300 

50-430 

J 

DUPNICK, C L 

0212020279 

PRM 


OUDNICK.C L 

8212020288* 

PRM 


DUFFEV, D N 

821 2260362 

PT21 


DUtfMER, G H 

8212060120# 

CONTRACT 


DUNLAP, J H 

S2I 2030030# 

50-244 

a 

DUNLAP, J M 

0212030090# 

50-307 

Q 

DUNLAP, J ft 

8212210134# 

50-277 

Q 

DUNN, F E 

8212270250# 

50-537 

A 

dupljssey, j, f 

0212200060 

PRM 


DUPONT, S 0 

0212030197* 

50-234 

Q 

DURR, J 

8212040217* 

50-309 

0 

DURR, J P 

0212070136* 

50-322 

0 

DURR, J P 

9212100064# 

50-397 

G 

DURR, J P 

821 22202 IB* 

50-397 
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0 
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Q 

FRANTZ, 8 P 

9212280289 
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50-247 

Lf 

FRANTZ, S P 
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0 
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P 

FREEMAN, N 0 
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50-247 

Q 
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50-537 

A 
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0 
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50-247 

0 
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50-247 

0 

FREEMAN. S 

8212210192* 
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50-247 

0 

FRENCH, L D 

8212140187* 

8212300197 

50-247 

0 

TRENCH, L D 

0212150160* 

0212300201* 

50-247 

0 

FftlEDLANDER, M 

8212230241 

02 1 2030252 

40-299 


FRITZ. E J 

0212300051 

0212070045 

40-0698 


FRYE, J H 

8212060236 

0212230079 

WASTE MOT 

FRYE, J H 

0212300 022 

0212200033 

40-8698 


FUMRMAN. G R 

82I2060I49 

0212140519 

r&e 


FUHRMANiG r. 

82120Q0436 

8212020177 

WASTE HOT 
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0212060406 
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0212010123* 

FOIA 


GALLO, J 

8212510205 

6212010143* 

FOIA 


GALLO, J 

8212270045 

8212010149# 

FOIA 


GALLO, ft- 

8212060079 
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G 
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G 
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G 
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50-247 

Q 
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50-247 

Q 
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T 

GLEASON. J P _ 
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50-247 

0 

GLEASON, J P 
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50-247 

0 
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50-514 

0 
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G 
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Q 

gody.a r 

0212030147# 

50-247 

a 

GODY. A T 

0212030175# 

50-213 

a 

OOOY, A T 

Q2tZ030t77* 

30-33 A 

a 

OODY.A T 

8212060212# 

M1BC 
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0 
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8212210390# 
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GODY, A T 
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a 
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a 
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Q 
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0 

GOLDBERG, 8 C 

8212090231 

30-434 

G 

GOLDFARBrR A 

8212130013* 

50-247 

T 

GOLDFARfl.R A 

8212150013* 

50-247 

T 

GOLDMAN, L A 

8212130056 

NUREG 


GOLDMAN, M 

8212270513* 

CONTRACT 


ODLDMANN, K 

8212270069 

71-9015 


GOLDSTEIN# R- 

6212230241 

50-247 

G 

GOODE. R M 

8212030232* 

50-259 

0 

GOODL INO, B 

8212070068* 

50-209 

H 

GOODMAN, L B 

8212260256* 

50-409 

S 

GOODWIN, E F 

0212010024 

50-397 

□ 

GOODWIN, W L 

8212150244* 

70-11S1 


GORDON, B E, 

8211020246* 

40-8690 


GORDON, M J 

8212010000 

WASTE HOT 

GORDON. M J 

0212020117 

WASTE MGT 

gornes. J w 

8212230001 

71-6717 


OR A AS S, J 

6212210324* 

50-206 

P 

GRADER, L 

0208290092 

FOIA 


GRADER, L. 

0209150034 

FOIA 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

GRABER, L 

82091 50055 

FOIA 


GRABER. L 

0212010314 

FOIA 


GRADER. l 

8212100404 

FOIA 


GRABER, L 

0212280033 

FOIA 


GRABER, L 

B21 229001 4 

FOIA 


CRAE5SER, K L 

8212020234 

50-295 

S 

graebser.k l 

8212020272 

30-295 

s 

0RAES8ER.X L 

8212140033 

50-295 

R 

GRAE9SER, K L 

8212140381 

50-295 

3 

graesser.k l 

0212170307 

30-293 

S 

GRAESSER, K L 

0212200244 

50-295 

S 

CRAE9SER.K L 

0212230432 

50-295 

s 

CRAESSER.K L 

0212230450 

50-295 

s 

GRAHN . D 

8212060429 

NUREQ 


GRAMM, R A 

9212210202# 

50-44,3 

a 

GRANT. W B 

8212020314* 

50-254 

a 

GRANT, W B 

0212060252* 

50-409 

a 

GRANT, W 0 

02121 00023# 

50-263 

Q 

GRANT/W B 

8212280062# 

50-295 

Q 

CRAVES, R H 

8212080449 

50-213 

S 

GRAVES, R H 

B2121 50222 

71-6574 


GRAY, E H 

0212070269# 

50-352 

Q 

GRAY. J R 

0212010032 

30-289 

0 

GRAY, J R 

8212030210 

50-2Q9 

0 

GRAY, J R 

8212090342 

50-289 

0 

GRAY, J R 

0212270000 

50-289 

Q 

GREEN, H J 

02120201 1 6 

30-296 

S 

GREEN, H J 

8212020143 

30-260 

B 

green,h J 

0212020179 

50-328 

S 

GREEN. H J 

0212020240 

50-296 

S 

GREEN, H J 

0212020261 

50-296 

8 

GREEN, H J 

0212020340 

50-259 

S 

GREEN, H J 

B21 2030039 

50-239 

s 

GREEN, H J 

0212030006 

50-327 

s 

GREEN, h J 

0212090109 

50-259 

s 

GREEN, H J 

8212090143 

30-260 

s 

GREEN, H J 

8212090174 

50-320 

3 

GREEN, H J 

0212090200 

30-259 

5 

GREEN, H J 

8212070361 

50-239 

S 

GREEN, H J 

G2 12090331 

50-320 

s 

GREEN, H J 

B21214O190 

50-320 

s 

GREEN, H J 

931314024} 

50-327 

0 

GREEN, H J 

0212140440 

50-259 

s 

GREEN, H J 

8212150066 

50-259 

Q 

GREEN, H J 

0212150071 

50-296 

B 

GREEN, H J 

8212150101 

50-260 

S 

GREEN. H J 

9312150)07 

50-296 

S 

GREEN, H J 

0212210095 

50-323 

8 

GREEN, H J 

3212220463 

30-260 

S 

GREEN, H J 

0212200099 

50-260 

S 

GREEN, H J 

0212200111 

50-327 

8 

GREEN, H J 

0212230133 

90-320 

S 

GREEN, H J 

0212230147 

50-259 

S 

GREEN, K 

0212170276# 

50-250 

P 

GREEN, P K 

0211040090* 

50-335 

s 

QREENDERO, E V 

0212030257 

50-537 

0 

GREENBERG, £ V 

0212030257 

50-537 

0 

GREENBERG, E V 

0212030257 

50-537 

0 

GREENBERG, E V 

8212230200 

50-537 

0 

GREENBERG, E V 

0212230200 

30-537 

G 

GREENBERO, E V 

0212230200 

50-537 

0 

GREENBERG, E V, 

0212270245 

50-537 

G 

GREENE, G, A 

831 2070400 

RES 


GREENE, 8 R 

0212140479 

50-299 

P 

GREENMAN 

6212210417 

50-206 

6 

GREENMAN, E 

6212030032* 

70-1100 


OREENNAN# E 

3212060079 

90-443 

6 

GREGER.L R 

8213030314* 

50-254 

Q 

GREQER.L R 

0212030114 

50-155 

9 

GREGER.L R 

8212060197* 

50-254 

Q 

GREGER.L r 

0212030296* 

50-295 

0 

GREGER.L R 

0212100023* 

50-263 

0 

GREGER.L R, 

0212280062* 

50-299 

a 

GREGG, R J 

3212270236* 

70-020 


GREITZER.C 

6212230241 

50-247 

0 

GRIER, 0 W 

02122BO168 

TOPREP 


QftlERiQ W 

0212280173* 

TOPREP 


GRIEBMEYER,J M 

3212270442* 

FOIA 


QRIEBMEYER, J M 

0212270445# 

FOIA 


GRIFFIN, J M 

8212260307 

50-313 

p 

GRIFFITHB, 5 K 

0212270156 

NUREG 


GRIMES, B K 

321 210012 1 * 

70-143 


GRIMES, B K 

8212150140* 

50-302 

G 

OROBE.J A 

B21217OJ09* 

50-266 

a 

GROCE, R H 

021229Q116 

50-309 

R 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

grgesch, g l 

B2 12020355 

50-382 

GROESCH. 0 L 

B212230361 

30-383 

GROSS, M E 

8212100358 

FOIA 

GROSSMAN, H 

8212020344 

50-460 

GROSSMAN, H 

3212020330 

50-397 

GROSSMAN, H 

02 12020360 

30-460 

GROSSMAN, H 

8212000272 

30-460 

GROSSMAN, H 

0212200104 

50-397 

GROTENHUIS. M 

821 2070492 

50-305 

GRUBER, E E 

0212270250* 

50-537 

GUCWA.L T 

8212090127 

50-321 

OUCWA.L T 

0212090492 

SO- 321 

GUCWA.L T 

0212290151 

50-321 

GUHItf, M A 

8212080017# 

FOIA 

GUILDER?, D E 

9212200401# 

0A999 

GUILD, R 

8212280132 

50-413 

GUILD, R 

8212280132 

50-413 

GUILD, R 

8212280132 

SO-413 

GUILD, R 

8212280130 

50-413 

GUILD, R 

0212280130 

50-413 

GUILD. R 

8212200130 

50-413 

CULDEMOND, U 

8212030028# 

50-373 

GULDEMOND, W 

B212T0Q26 1 

50-373 

GUPPY.U G 

02 12030323 

30-537 

GUPPY, J 0 

0212270934 

RES 

GURCAK. A W 

821 216036 5 

TOPREP 

GUSTAVE f? P 

8212080024# 

CONTRACT 

GUSTAVE. R 

0212080022 

CONTRACT 

GUSTAVE, R P 

0212020057* 

50-354 

GUSTAVE, R P , 

8212030343# 

CONTRACT 

GUSTAV Ei R P 

B2 12030266# 

CONTRACT 

GUSTAVE, R P 

0212000560# 

50-443 

GUSTAVE, R P 

0212100162# 

CONTRACT 

GUSTAVE, R P 

02121301 60# 

CONTRACT 

GUSTAVE, FL P 

B21S220528# 

CONTRACT 

GUOTAVEiR p 

8212220535# 

CONTRACT 

GUSTAVE, R P 

0212220542# 

CONTRACT 

GUSTAVE, R. P 

82L2220553# 

contract 

GUSTAVE, R P 

8212230051* 

CONTRACT 

GUSTAVE, R P 

8212270422# 

CONTRACT 

GUSTAVE, R P 

B212270447* 

CONTRACT 

GUSTAVE. F P 

8212270503 

CONTRACT 

GUSTAVE, R P 

8212270521* 

CONTRACT 

GUSTAVE, R P 

□212270360* 

CONTRACT 

GUSTAVE, R P 

0212280049* 

CONTRACT 

GUSTAVE, R P 

□212300123* 

CONTRACT 

GUSTAVE, R P 

0212300192* 

CONTRACT 

GUTIERREZ, J M 

0212290003 

50-490 

GUTMANIN, P H 

8212270560* 

CONTRACT 

HAA SS.W P 

8212100052 

TOPREP 

HAAS9, W. P 

B2 12170396 

TOPREP 

HA ASS# W P 

0212270473 

PRO J 

MACKETT, 0 B 

8105210384* 

50-263 

HAFNER , 0 

BSD'S 2 90 1 1 S 

50-322 

HAFNER, H 

0209150050 

50-322 

HAFNER. B 

6209150064 

50-322 

HAFNER , B 

8212290006 

50-322 

HAGAN, T F 

0212020194* 

CONTRAC T 

HAGAN, T F 

8212020390* 

CONTRACT 

HAGAN, T F 

B2 12020404* 

CONTRACT 

HAGAN, T F 

B2 12060304* 

CONTRACT 

HAGAN, T F 

62120 60506* 

CONTRACT 

HAGAN, T F 

8212130102* 

CONTRACT 

HAGAN, T F 

0212160600* 

CONTRACT 

HAGAN, T F 

0212170401# 

CONTRACT 

HAGAN, T. F 

8212280024* 

CONTRACT 

HAGAN, T F 

0212220027* 

C ONTRAC t 

HAGAN# T, F~ 

02 J22704 12* 

CONTRACT 

HAGAN. T F 

8212270417* 

CONTRACT 

HAG AM, T F 

0212270501* 

50-537 

H4GAW# T F 

8212270530* 

CONTRACT 

HAGAN, T- F 

0212270543# 

CONTRACT 

HAGAN# T F 

0212270356# 

CONTRACT 

HAGAN# T F 

0212200455* 

CONTRACT 

HAGAN. T, F 

0212200501* 

50-329 

HAGAN. T F 

0212290096# 

CONTRACT 

HAGAR. C 

8212080263# 

50-219 

HAHFR# J 

0212130105* 

50-400 

HArRSTON.W G 

9212090312* 

50-364 

HAIRSTON, W G 

8212170207* 

50-348 

HAIRSTON, W 0 

0212170302* 

50-364 

HArnSTOM, W. 0 

0212300223* 

50-364 

HAIRSTON, W Q 

8212300237* 

50-364 

HAIRSTON, W G 

02 12300231* 

50-364 

HAIRSTON, W 0 

8212300236* 

50-364 


0 

C 

G 

G 

C 

G 

G 

P 

A 

a 

Q 

P 


0 

<3 

Q 

G 

0 

0 

Q 

S 

A 


Q 


A 


0 


Q 

A 

H 

A 

A 


A 


A 


B 

A 

8 

R 

R 

8 

3 

8 

8 


f 
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AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HAJST, D 0 


0312170370# 

30-500 

0 

MASSE, ft A 

0212100339# 

50-461 

Q 

HIND. J A 

6212060172 

50-254 

F 

HAffiT f D P 


931 32.101 93* 

50-500 

0 

MASSE, R A 

8212170121* 

50-295 

Q 

HIND, J A 

8212060232 

50-295 

G 

HAJST i 0 P 


0212200301* 

50-508 

a 

MASSE, fl A 

6212270339# 

50-305 

G 

HIND, J A 

0212150015 

50-409 

3 

HALE * C J 


9212210223* 

QA999 


HASSELL, 0 F 

021 2260009 

50-247 

0 

HIND, J A 

0212210110 

50-237 

0 

HALL, B L 


0212030232* 

30-239 

0 

HATTER, B J 

8212080011# 

FOIA 


HIND, J A 

8212210329 

50-202 

a 

HALL, 0 0 


0212080520 

RES 


HATTGRI , H 

021 2010114 

XPORTLIC 


HINKLE, L S 

8212060206* 

30-317 

s 

HALL* 0 P 


8212020324 

90-461 

s 

MATTDRI, H 

0212010127 

XPORTLIC 


HINRICHS, 0 

0212080311* 

50-247 

s 

HALL, D P 


8212020333 

90-461 

s 

HAWKINS , F C 

0212100339# 

50-461 

G 

HI NR I CHS, 0 

8212150027* 

50-247 

5 

HALL, D P 


0212060093 

50-461 

Q 

HAWKINS, F C 

0212170121# 

50-295 

a 

HINRICHS, G 

021 221 0133* 

50-247 

S 

HALL , D P 


9212060144 

50-461 

A 

HAWKINS, F C 

0212270339* 

90-305 

G 

HJNRICHS, 0 

82 12210 J40* 

50-247 

5 

HALL, D P 


0212140057 

50-461 

S 

HAWKINS, F C 

0212290340# 

90-254 

G 

HIRT, C W 

8212070276* 

90*416 

P 

HALL * D P 


0212200101 

50-461 

A 

HAWTHORNE, J R 

8212270499 

NUREO 


KQCHBERG, A G 

8212230235 

50*247 

G 

HALL- D P- 


02 122S03A0 

50-461 

0 

HAYES. D. W 

0212OBO573# 

50-461 

Q 

HOCHFELDER. E 

8212010035 

PT21 


HALL, W J 


7907100669# 

30-237 

P 

HAYES, D W 

0212090236* 

50-454 

0 

HQOGDQN, A D 

0212130227* 

30-29 

P 

HALL* W J 


7907240319* 

50-237 

P 

HAVES, D W 

8212100240# 

50-461 

0 

HODQDOM, A P 

8212140036 

50-352 

0 

HALL, W J 


7908000624* 

50-237 

P 

HAYES, D W 

8212100300# 

50-454 

Q 

HDDQDON. A P 

8212200114 

50-352 

c 

HALL, W J 


S00307079S* 

50-237 

P 

MAYES, D W 

0212280301* 

50-461 

Q 

HQDGDQN, A P 

8212220097 

50-352 

0 

HAMffLL, K J 


02 12020 196 

WASTE MOT 

HAYMAN.R 0 

021 2220249 

NUREO 


HODGDON, A P 

8212220126 

50-3S2 

0 

HAH ILL, K J 


0212020396 

WASTE MOT 

HAYNES, R C 

0212030040 

50-322 

a 

HODGE* S A 

8212140479 

50-259 

P 

HAMfLL.K J 


0212020397 

WASTE MOT 

HAYNES, R C 

0212030124 

50-3 

F 

HOFFMAN, D P 

8212300332 

50-155 

fl 

HAM ILL, K J, 


0212020400 

WASTE MOT 

HAYNES, ft C 

0212060307 

50-296 

F 

HDHMANi B 

0212140177* 

50-219 

S 

HAMMER, S 


0212140337* 

50-263 

s 

HAYNHS, R C 

8212070014 

50-219 

G 

NOLI AN. P 0 

02(2280213* 

50-124 

P 

HAN, J T 


821227010 1 

NUREO 


HAYNES, R C 

0212070021# 

50-219 

G 

HOL JAN, P 0 

8212280216# 

50-124 

P 

HAN AUER, S H 


0206070020# 

FOIA 


HAYNES, ft C 

8212280064 

50-247 

F 

HOLLAND, P 

8212020290* 

50-237 

s 

HANA4/ER* S H 


0206070020* 

FOIA 


HAYNES, R C 

0212200106 

50-296 

F 

HOLLEY, W 

8212210250# 

50-313 

0 

HANAUER, S H 


0206220070* 

FOIA 


HAZLE, A J 

0212160422 

PR 


HOLLJN0WORTH, Q 

8212200079 

50-443 

0 

HANAUER, S H 


0207120232* 

FOIA 


HAZLETT, T L 

6212210005# 

50-273 

P 

HOLT, J 

8212080280 

50-269 

w 

HANAUEflrS H 


0212000639 

MISC 


HEATH, D C 

0212220162 

NUREO 


HOLT, J 

8212150022 

50-247 

0 

MANGEY, M 


0212280536 

27-40 


HEATHEflLY, T L 

0212090504# 

50-370 

Q 

HOLT, J 

62121 50022 

50-247 

0 

HANCHETT. J 0 


0212010166* 

FOIA 


HEHL, c w 

0212030004 

50-261 

S 

HOLIER, G M 

B2 12270033 

NUREO 


HANCHETT-J 0 


B212010209* 

FOIA 


HE1DEL, C H 

0212010196# 

50-341 

K 

HOLIER, G M 

8212270232 

NUREO 


HANCHETT, J 0 


0212210105# 

SO-344 

G 

HEIDERiL H 

8212020300 

50-29 

P 

HOMAN i F J 

6212010406 

RES 


HANCOCK, J A 


021 2060004 

50-302 

H 

heider, l m 

0212140379 

50-271 

P 

HDMAN, F J 

0212220517 

RES 


HANNETT, B 


0212230406 

XPORTLIC 


HEJDER.L H 

0212290126 

50-27 

R 

HOMAN* F J 

6212290512 

RES 


HANNETT , B 


0212230410# 

XPORTLIC 


HEIDER, M J 

8212160539 

PR 


HONG, C 

6212010015* 

50-537 

F 

HANNETT, B A 


9212070409 

XPORTLIC 


HEI5KEL, M M 

0212130195 

71-4909 


HOOD, D 

aa 120202 10 

50-329 

A 

HfANNETT, B A 


8212070303# 

XPORTLIC 


HELLER, J k 

0212030129* 

50-255 

0 

HOOD, D S 

021 20603 B 9 

50-329 

A 

HANNETT, B A 


0212000020# 

XPORTLIC 


hemby, e 

8212010110 

XPORTLIC 


HOOPER, F 

3212210296# 

50-155 

G 

HANNETT, B A 


0212080029 

XPORTLIC 


HENDRIE, J M 

9212010112# 

FOIA 


HOOPER. F 

0212210296* 

50-155 

G 

mannctt, B A 


0712060035 

XPORTLIC 


HENDRIX, 0 W 

8212020119 

PR 


HOPKINS, P 

0212090380* 

50-369 

G 

HANNETT, B A 


8212230402 

XPORTLIC 


HENSLEY, K D 

82 J 2160420 

70-143 


HOP IN, U A 

8212140409 

50-445 

0 

HANNON. J N 


0212270108 

50-3 

P 

HERBERT, J P 

0212020404* 

CONTRACT 


HOR IN, W A 

8212140409 

30-445 

0 

HANNON, 8 


0212020277 

PRK 


HERDT, A R. 

8212290109# 

50-250 

a 

KORIN* M A 

0212280273 

50-445 

G 

HANSON 


0212150170* 

50-27S 

P 

HERDT,A r 

8212290130# 

50-261 

Q 

MORIN, W A 

0212280273 

50-445 

0 

HARBOUR, J 


S2J207OJ67 

50-322 

0 

MERINO, R F 

8212290165 

50-315 

G 

HOROWirZ.F D 

0212220535* 

CONTRACT 

HAP0IN,A k 


021 228027 B 

50-324 

S 

HERLEKAR, A 8 

8212210342* 

50-263 

P 

kosey*c m 

0213090500# 

50-250 

0 

HARDTH. A K 


0212290078# 

50-250 

0 

HERMANN, R 

8203310670* 

50-29 

P 

HOU, 0 

0212300007# 

50-312 

G 

HARDIN, A K 


8212290109# 

50-250 

0 

HERNAN, R U 

8212070356 

50-329 

D 

HOUSTON, ft 

0212170238* 

50-373 

3 

HARD I Nr A K 


8212290114* 

30-250 

0 

HERNAN, R 14 

9212170074 

50-329 

E 

HOUSTON, R W 

8212020301* 

50-373 

0 

HARDIN, A K 


0212290137* 

50-250 

0 

HERNAN, R W 

0212220540 

50-327 

E 

HOUSTON, R W 

8212080332* 

50-373 

S 

HARD! NO, H R 


0212020191* 

50-320 

5 

HERNAN, R U 

0212200513 

50-329 

E 

HOUSTON, ft W 

8212170270* 

50-373 

5 

HARD I NO, M R 


B2 12030092* 

50-327 

6 

HERMAN. R W 

8212290475 

50-329 

E 

HOUSTON, R W 

8212270149* 

50-373 

B 

HARDIN0, M R 


8212090178* 

50-320 

S 

HERNAN, R H 

8212290500 

50-329 

A 

HOU IS, J □ 

8212140333 

50-522 

G 

HARD I HO, M R 


0212140207* 

30-328 

S 

HERNAN, R W 

0212300185 

50-329 

A 

MOV 1 5, J B 

8212140333 

30-522 

G 

HARDINO, M R 


0212140247* 

30-327 

S 

HERNANDEZ, G 

8212170376# 

50-206 

0 

H0VI5,J & 

8212140345 

50-522 

a 

HARD! NO, M R 


0212210100* 

50-328 

3 

HERRICK.E G 

0212160365 

TOPREP 


H0V1S, J Q 

0212140345 

50-522 

G 

HARD I NO j J1 R 


82122901 16# 

90-327 

S 

HERRING, K 3 

0207200474* 

50-155 

P 

NOVI 9, J B 

021 2t 40354 

50-522 

0 

HARD r NO, M R 


0212260136# 

50-328 

s 

HERSCH'M M 

8212270077 

XPORTLIC 


HOV IS, J G 

8212140354 

50-522 

9 

HARDING* V 


821207044 I# 

50-298 

F 

hersch,m m 

9212270079* 

XPORTLIC 


H0VI9, J B 

8212140306 

50-S22 

9 

HARDY, 0 L 


8212030274 

40-0084 


MESSON. 0 M 

8212220265 

NUREO 


HOV IS, J a 

8212140306 

S 0-522 

9 

HARDY, 0 L 


0212030278 

40-0084 


HIATT, 8 L 

8212060100 

50-440 

G 

HOWARD, B N 

8212160394 

PR 


HARDY, 0 L 


0212270331 

40-9084 


HIATT, S L 

0212070196 

50-440 

G 

HOWARD, E H 

8212080088* 

70-143 


HARDY, J E 


8212130128 

NUREO 


HIATT, S L 

8212070199 

50-440 

G 

HOWARD, E M 

82120B0093* 

70-143 


MAR JED, J A 


8212270492 

NUREO 


HIATT, S L 

0212070203 

30-440 

G 

HOWARD, E M 

8212080129# 

70-J43 


HAROL DSGN, R C 

J 

801 2020086 

90-409 

P 

HIATT, S L 

8212230267 

50-440 

<3 

HOWARD, J E 

0212170305 

50-393 

P 

HARR AN, 0 


8212290229* 

30-245 

R 

HIATT, 8 L 

8212230319 

50-440 

0 

HOWE, P W 

0212090375 

50-324 

a 

HARR I NO TON, R 

m 

8212140479 

SO-259 

P 

HIATT, S L 

8212230345 

50-440 

G 

HOWELL, D E 

8212140377 

50-341 

9 

HARRINGTON, W 

D 

8212150224# 

50-293 

Q 

HIATT, 8 L 

0212230368 

50-440 

G 

HOYi E, A 

0212070424 

CONTRACT 

HARR INC TON, W 

D 

821 2150233# 

50-293 

G 

HIATT, 8 L 

0212280324# 

50-440 

0 

HOYLE, J C 

8212080009* 

COMMISSION 

HARRINGTON, W 

D 

821 2290403# 

50-293 

G 

HIATT, S L 

0212290031 

50-440 

A 

HOYLE, J C 

8212270084* 

FOJA 


HARRIS, A 0 


8212090372+ 

50-375 

S 

HICKEY, J P 

B2 12070096* 

COMMISSION 

HOYLE, J C 

02 I 2270095* 

FOIA 


HARRIS* J A 


0212010244# 

FOIA 


H1ETALA, J 

8212140095# 

50-373 

S 

HQYT, Q W 

0212030160* 

50-361 

P 

HARRIS* J A 


8212010249# 

FOIA 


HIETELA, J J 

0212020327# 

50-373 

S 

HOYT, H F 

821 2230203 

30-443 

0 

HARRIS,*! R 


0212090364* 

50-417 

G 

HIGGINS, J C 

8212030083# 

50-322 

G 

HQYT, H F 

9212270208 

50-443 

0 

HARRIS, R H 


0212220218* 

50-397 

G 

HILDEBRAND, J E 

S2J2130060# 

50-320 

P 

HSU, T I 

8212210333# 

50-263 

P 

HARR I SON. F 


0212100250* 

50-324 

R 

HILL, D 

02 12080502* 

CONTRACT 


HUBBARD, 0 T 

8212070304# 

GA999 


HARR I SON, F L 


9212 140439 

50-261 

P 

HILL, K L 

0212060224# 

50-331 

S 

HUBBARD. ft Q 

8212270227 

50-322 

T 

HARRISON, F. L 


0212140485 

NUREO 


HILL, K L 

8212140147# 

50-331 

6 

HUBBARD, R B 

8212270227 

5 0-322 

T 

HARRJSON. J J 


0212000407# 

50-546 

G 

HILL, K L 

0212140330* 

50-331 

S 

HUBBLE, W H 

8212020076 

50-395 

P 

HART* T 


02122 90250# 

30-346 

S 

HILL, K L. 

8212210034* 

50-331 

B 

HUBBLE* W H 

8212020108 

50-364 

P 

HARTMAN, J E 


0212220282 

NUREO 


HILL, K L 

8212210074* 

50-331 

8 

HUETER, L J 

8212020314* 

50-254 

0 

HARTMAN, S L 


0209150071 

FOIA 


HILL, K L 

8212210358* 

50-331 

S 

HUETEft, L J 

82180601 97# 

50-254 

a 

HARTZMAN- A M 


0212220246 

50-247 

c 

HILL, K L 

8212280497# 

50-331 

s 

HUFFMAN. G N 

8212090540* 

50-250 

o 

HARTZMAN, R tf 


0212220246 

50-247 

G 

HILLMAN, R E 

0212210044* 

50-219 

ft 

HUFFMAN, G N 

0218090355# 

70-1 131 


HARVARD* U E, 


8212300174 

30-219 

G 

HIND, J A 

8212060009 

50-315 

G 

HUGHES* P 0 

821 2020071# 

50-302 

s 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 
CATEOOft Y 

HUGHES/ P 0 

02121 50053* 

50-302 

5 

JACKSON, R £ 

0109210340* 

FOIA 


JOHNSTON, W V 

01071401 19* 

50-322 

H 

HUGHES, P 0 

0212150064* 

90-302 

S 

JACKSON. R S 

0212090481* 

State Prag 

JOHNSTON, W V 

0204270491* 

50-253 

P 

HUGHES/ P 0 

0212150102* 

50-302 

S 

JACKSON, T J 

0212030037* 

30-319 

G 

JOHNSTON, W V 

021 1290023* 

50-206 

a 

huizenga, h w 

0212290005 

27-47 


JACOBS, A 

0212220522 

CONTRACT 


JONES- D W 

0212090270* 

70-1 113 


HUIZENOA, H W 

0212290005 

27-47 


JACOBS, A 

0212220524 

CONTRACT 


JONES, 0 T 

0212290281 

50-259 

R 

HlWILL, H D 

0212060054 

50-289 

F 

JACOBS, A 

8212300117 

CONTRACT 


JONES- J M 

82 1 2080103* 

CONTRACT 


HUKILL/H D 

0212070251 

50-209 

F 

JACOBS, R H 

0212060500 

50-209 

P 

JONES- R 

0212130218 

50-440 

0 

HUKN-L. H D 

0212000519 

50-209 

F 

JACOBS, R S 

0212230241 

50-347 

0 

JONES- R E 

0212230366 

50-400 

Q 

HUKlt L. M 0 

0212090204 

50-209 

P 

JACOBSON. J 

8212290023 

50-206 

a 

JONES- R J 

8212000304* 

FOIA 


HUKILL.H D 

0212090293* 

50-289 

P 

JAKUBAITIS, T C 

0212020237* 

50-295 

9 

JONES, ft J 

0212000109* 

FOrA 


HUH II L, HD l7 

021209050 1 

50-209 

P 

JANG, J C 

8212030037* 

50-219 

0 

JONES- R J 

821208011 1* 

FOIA 


HUKILL.H D 

0212130060* 

50-320 

P 

JANUSKA, A 0 

0212170079* 

50-373 

Q 

JONFS, ft J 

8212000126* 

par a 


HUKILL.H D 

0212130104 

50-209 

P 

JAPE, F 

0212090213* 

90-309 

G 

JONES, ft J 

8212000346* 

FOTA 


HUKILL, H D 

021214022a 

50-209 

S 

JAPE- F 

0212090271* 

50-370 

a 

JONES, R J 

821 2100364* 

FOIA 


HUKJLL-H D 

0212140466 

50-209 

P 

JAPE, F 

0212090277* 

50-280 

G 

JONES, 9 Z 

82 12060496 

40-6102 


HUKILL.H D 

0212210017 

50-209 

P 

JAPE, F 

8212090360* 

50-309 

G 

JONES, V 

8212290244* 

50-260 

R 

HUKILL. H D 

021221023 2 

50-209 

R 

JAPE, F 

02120904 1 l« 

30-389 

G 

JONES, W & 

8212070123* 

50-302 

G 

HUKILL.H D 

0212270134 

50-269 

P 

JAPE, F 

821 2090493* 

50-327 

G 

JONES, W ft 

82 12200370* 

50-302 

G 

Him H L, H D 

8212270268 

50-209 

P 

JARRELL- D B 

0212130152 

NUREG 


JONES, W C 

021 2020093 

50-205 

P 

HUKILL.H D 

8212290197 

90-209 

P 

JAUDCIN, J P 

0212030112* 

50-285 

G 

JONES, W C 

0212020119 

50-263 

P 

HULL/ P 

02 12070348* 

50-269 

P 

JAUDON. J P 

8212300192 

50-36B 

S 

JONES, W C 

Q212030009 

50-265 

B 

HULMAN, L 0 

8212080626 

NUREO 


JENKINS- 0 R 

0212090274* 

70-1201 


JONES- W C 

B2 12060032* 

50-285 

P 

HULMAN, L G 

0212130050 

nureg 


JENKINS- 0 R 

02120902 7 4* 

70-024 


JONES, W C 

6212060254 

50-285 

P 

HUWMICUTT. D M 

0212030050* 

90-482 

0 

JENKINS- 0 R 

0212090351* 

50-261 

□ 

JONFS, W C 

82 1206026 6 

50-205 

a 

HUNNICUfT-D m 

0212030156* 

30-445 

Q 

JENKINS-0 ft 

0212090340* 

50-290 

Q 

JONFS, W C 

0212060430 

50-203 

p 

HUNNICUTT, D M 

0212030192* 

90-368 

0 

JENKINS- 0 R 

0212090599* 

70-1151 


JONES, W C 

0212070150* 

30-205 

a 

HUNWrcUTT/D M 

021 2070133* 

90-112 

0 

JENKINS- 0 ft 

0212290137* 

FOIA 


JONES, W C 

8212070419 

50-2BS 

p 

HUNSTAD/A A 

0212020317* 

50-202 

8 

JENKINS. 0 R 

0212290104* 

FOIA 


JONFS. W C 

0212080380 

50-285 

F 

HUNSTAD/A A 

0212000429* 

50-282 

S 

JENSCH, S W 

8212OJO230* 

FOIA 


JONES, W C 

8212100244* 

50-205 

G 

HUNT/ M 0 

821 2090256* 

50-400 

0 

JENSEN- S A 

0212000551* 

50-443 

A 

JONES, W C 

8212130312 

50-285 

F 

HUNT / M D 

821 209025B* 

50-424 

0 

JENSEN- S E 

0212140167 

50-316 

P 

JONES, W C 

8212140416 

50-265 

P 

HUNTER/ R S 

8212030125 

50-319 

p 

JENSEN, S E 

0212290199* 

50-237 

P 

JONES, W C 

0212200059 

50-285 

R 

HUNTER - R S 

8212030145* 

50-315 

p 

JIM- ft 

8212140453 

50-922 

G 

JONES, W C 

0212210022* 

50-285 

G 

HUNTCR/fi S 

8212060072 

90-313 

p 

Jtl - J H 

0212030239 

RES 


JONES, W C 

8212210199 

50-28S 

P 

HUNTER/ ft S 

0212090296 

50-313 

p 

JOHNSON, A D 

0212130270* 

5 0-27 

Q 

JONES, W C 

8212230326* 

50-205 

P 

HUNTER/ R S 

8212100290 

50-319 

p 

J0HN30N, A D 

02 12300240* 

7 0-25 


JONES, W C 

B2 12200197 

50-285 

P 

HUNTER/ fi S 

0212160001 

30-315 

F 

JOHNSON- A E 

8212230306 

50-275 

P 

JORDAN. D D 

0212170133* 

30-498 

A 

HUNTER/R 5 

0212170179 

50-316 

P 

JOHNSON- 0 D 

B2 12060 047 

30-255 

S 

JORDAN. E L 

8208190251 

50-3 

a 

HUNTER, ft S 

021221O12S 

50-313 

P 

JOHNSON- 8 D 

0212060337 

50-255 

S 

JORDAN. E L 

0208190261 

90-3 

a 

HUNTER. R s 

0212270136 

50-315 

P 

JOHNSON, Q D 

Q21 200026 1 

50-255 

s 

JORDAN, E L 

0208190260 

50-3 

Q 

HUNTER. R S 

B2 122803 10 

50-316 

0 

JOHNSON, 0 D 

0212090409 

50-255 

F 

JORDAN, E L 

8212220505 

50-335 

Q 

HUSAIN. I 

0212200061* 

50-409 

p 

JOHNSON, B 0 

0212100313 

5 0-255 

8 

JORDAN. E L 

0212220500 

50-220 

Q 

HUBER V. D E 

0212160270* 

50-317 

5 

JOHNSON. B D 

821227021 5 

Sj 0*2&9 

8 

JORDAN, E L 

0212260023 

30-397 

0 

MUTKO. K 

0212000525* 

50-219 

3 

JOHNSON, B D 

0212280330 

50-255 

G 

JORDAN, H 

0212270420 

NUREG 


HUTTON. P H 

0212010403 

RES 


J0HN50N-B D 

82 J 2280460 

50-255 

S 

JORDAN, M 

0212290164* 

90-327 

R 

HUTTON/ P H 

8212300137 

RES 


JOHNSON. B W 

B21 1220096* 

50-3 

P 

JORGENSEN/ 0 L 

0212030129* 

90-255 

Q 

IDEKFR.ft L 

0212220527 

70-143 


JOHNSON- E B 

0212070160 

50-237 

G 

JUL 1 AN, C 

8212090313* 

50-280 

a 

1GNATONJS. A 

0212130144 

50-207 

S 

JOHNSON, E C 

0212000520 

R ES 


JULIAN. C 

8212090524* 

50-250 

G 

INGRAM, F 

821 201 0 1 77* 

F01A 


JOHNSON, 0 E 

0212150124 

50-413 

G 

JUUAN.C A 

0212090234* 

50-280 

Q 

INGRAM, F 

0212010180* 

FOIA 


JOHNSON- 0 E 

0212190127 

30-413 

G 

JULIAN. C A 

0212090537* 

50-335 

G 

INGRAM- F 

821201021B* 

FOIA 


JOHNSON, 0 E 

9212160235 

50-413 

G 

JULIAN, C A 

02 12090562* 

50-335 

G 

INGRAM, F 

021 2010226* 

FOIA 


JOHNSON, G E 

0212160240* 

50-413 

G 

JULIAN. C A 

0212090564* 

50-335 

a 

INGRAM. F 

0212010239* 

FOIA 


JOHNSON- 0 E 

9212160256 

50-413 

0 

JULIAN, C A 

0212150103 

50-330 

e 

INGRAM, F L 

0212010067* 

FOIA 


JOHNSON, G E 

8212160303 

50-413 

0 

JULIAN, C A 

0212150151 

50-33© 

B 

INGRAM- F L 

0212010070* 

FOIA 


JDHN50N, 0 E 

021 21 701 BO 

30-413 

G 

JUMOE.M A 

8212060306* 

50-317 

S 

INGRAM- F L 

8212010077* 

FOIA 


JOHNSON, 0 E 

021217O1B6 

50-413 

0 

JUMGH.M A 

0212210048* 

50-317 

6 

INGRAM- F L 

0212010000* 

FOIA 


JOHNSON, G E 

8212210317 

30-413 

0 

JUNGE.M A 

0212210080* 

50-317 

0 

INGRAM, F L 

0212010159* 

FOIA 


JOHNSON. G E 

0212290002 

50-413 

0 

JIMJE.M A 

8212290282* 

50-317 

G 

INGRAM- F L 

0212010196* 

FOIA 


JOHNSON, 0 W 

8212000505 

RES 


JUSTUS, P 9 

0212220546 

WASTE MOT 

INGRAM, F L 

0212010201* 

FOIA 


JOHNSON, J D 

8212270561 

NUHEG 


KAEPPEL, F 

8212100335* 

50-265 

S 

INMAN, 0 U 

0212270561 

NUREG 


JOHNSON. L 

8212140337* 

40-3265 


KAHLE.J 0 

8212090517* 

70-143 


INTERRANTE, J 

8212010174* 

FOIA 


JOHNSON, L 

9212160352* 

40-6500 


KALIVIANAKIS, N 

0212OEO39O 

50-263 

S 

IRBV, 0 J 

0212130069* 

50-259 

S 

JOHNSON, L 

0212160372* 

FOIA 


KALIV IANAKISi N 

8212100328 

50-269 

8 

IRDY, Q J 

0212190076* 

90-296 

6 

JOHNSON, L 

0212160386* 

FOIA 


KALIVIANAKIS/ N 

0212130196 

50-254 

ft 

IRBY- R J 

0212220472* 

50-260 

S 

JOHNSON/ P 

0312030091 

50-312 

S 

KALMAN, K L 

©212010056 

40-8064 


IRWIN. D P 

8212140463 

50-322 

0 

JOHNSON. P 

0312060347 

50-312 

s 

KALMAN, K L 

8212010059 

40-83B0 


IRWIN/D P 

02122001 1 1 

50-322 

0 

JOHNSON/ P H 

S2 12170397* 

50-361 

0 

KALMAN, K L 

0212030264 

40-8300 


TRWJN. H R 

8212160043 

71-5796 


JOHNSON/ R D 

0312020325 

50-255 

S 

KALMAN, K L 

62 J 230001 7 

40-8064 


r SEND ERG. J 

0212130147 

NUREO 


JOHNSON, T C 

8212010013 

WASTE MOT 

HAMMER, D 0 

B2 12 100046 

50-390 

F 

TVER. J 8 

8212290101* 

50-361 

ft 

JOHNSON, T C 

©212020107 

WASTE MOT 

HAMMER/ D 8 

0212140323 

50-259 

K 

JAB DOUR, K M 

0212150232 

50-413 

A 

JOHN BON, T L 

0212300025 

40-1341 


HAMMER, D S 

62121 50010 

50-327 

P 

JABBnUR.K N 

8212170422 

50-413 

A 

JOHNSON, W D 

8212030059* 

30-482 

Q 

HAMMER. D S. 

8212270207 

50-390 

A 

JADDOUR. K N 

821 22200 J 5 

50-413 

A 

JOHNSON, W D 

02120301 12* 

50-283 

Q 

KANE, W F 

©212010030 

50-387 

P 

JACK J W, I N 

82121701 IB* 

50-454 

0 

JOHNSON, W 0 

©212030113* 

30-482 

0 

KANG A , 0 K 

©2120301 13 

50-320 

ft 

JACK IW, I N 

8212170306* 

50-10 

0 

JOHNSON, W D 

©212030126* 

30-285 

Q 

KANGA.8 K 

0212060322 

30-320 

S 

JACK 1 U, I N 

021 2290306* 

50-249 

0 

JOHNSON, W D 

8212030192* 

50-366 

G 

KANGA.B K 

6212070143 

50-320 

ft 

JACKSON. 0 

8212160050* 

71-5796 


JOHNSON, W D 

0212100247 

50-285 

8 

KANG A* B K 

©212130059 

50-320 

P 

JACKSON. J P 

920829OI47* 

COMMISSION 

JOHNSON, W D 

©212300033* 

50-285 

0 

KANO A- 0 K 

©212130316 

50-320 

F 

JACKSON. K C 

0212020040 

WASTE MOT 

JOHNSON, W D 

0212210208 

50-368 

B 

KANOA, 0 K 

0212150036 

50-320 

S 

JACKSON- K C 

8212020199 

WASTE MOT 

JOHNSON. W 0 

0212280345 

50-313 

S 

KANGA. B K 

0212160764* 

50-320 

F 

JACKSON, K C 

0212020203 

WASTE MOT 

JOHNSON, W D 

©212290210 

30-313 

8 

KANOA, B K 

0212210016 

50-320 

P 

JACKSON. P P 

0212220193 

NUREO 


JOHNSON, W D 

©212290249 

50-402 

0 

KANOA . 3 K 

8212220449 

50-320 

S 

JACKSON. R 

8002130031* 

50-206 

p 

JOHNSftUD/J H 

0212140106 

50-877 

0 

KANOA, 3 K 

8212230295 

50-320 

P 

JACKSON, R E 

0001200032* 

50-402 

A 

JOHNS RUDi J H 

0212300134 

50-277 

0 

KANGA, 0 K 

9212270149 

50-320 

F 

JACKSON, R E 

0003310092* 

SO -206 

P 

JOHNSTON. 0 

0212130215* 

50-520 

Q 

KANOA, 3 K, 

0212230390* 

50-320 

a 
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50-245 

s 

NARROW, L 

0212100064* 

50-387 

Q 

50-336 

s 

NARVER, R B 

0210190510# 

50-247 

F 

50-336 

3 

NEAGY. P 

0212200051 

RES 


50-336 

s 

NEEL, A W 

0212090201 

50-537 

D 

50-336 

0 

NEI) t>, R 

0212290430* 

50-220 

8 

50-336 

B 

NEJSLER.J H 

B212 100242* 

50-483 

Q 

SO-336 

3 

NEJFELT, 0 M 

8212150055 

50-302 

B 

50-24 5 

S 

NELSON, 0 & 

0212070071* 

70-1359 


50-24 5 

S 

NELSON, 0 ft 

0212210246* 

70-25 


50-245 

s 

NELSON, P ft 

0212160161* 

40-6500 


50-245 

s 

NELSON, R H 

8212210170* 

50-309 

S 

SO-336 

3 

NELSON. R H 

B2 12290306* 

50-309 

9 

50-336 

S 

NELSON, R L 

0212100149* 

50-305 

0 

50-336 

ft 

NELSON, T A 

7909190332* 

50-244 

P 

50-336 

R 

NELSON, T A 

0010220355* 

50-245 

P 

50-245 

R 

NELSON, T A 

0113160327* 

50-213 

P 

50-245 

R 

NELSON, T A 

9203010313* 

FOI A 


50-271 

P 

NELSON, T A 

02OSO4O451* 

FOfA 


ACRS 


NELSON, T A 

02J 0260403* 

50-206 

P 

ACRS 


NERSES, V 

0212010439 

50-309 

A 

50-537 

A 

NERSES. V 

0212090002 

50-389 

A 

50- 263 

P 

NERSES. V 

021217040a 

30-369 

F 

50-263 

P 

NERSES, V 

8212220153 

50-389 

A 

50-263 

P 

NEUMANN, M R 

8212030284 

40-8380 


50-263 

P 

NEUMANN, M R 

0212230183 

40-8380 


50-263 

P 

NEUMAN. J R 

0212200279 

50-490 

0 

us 


NEWMAN, J R 

0212230279 

50-498 

0 

50-259 

8 

NEWMAN, J R 

02122QO2BH 

50-49G 

0 

30-155 

0 

NEWMAN, J R 

02122BO262 

50-490 

0 

50-155 

G 

ME WMARK. N M 

7911150252* 

50-237 

P 

50-219 

8 

NEWMARK, N M 

8009070790* 

50-237 

P 

50-329 

T 

NO, Y C 

02 1 2140464 

NUREO 


NUREO 


MG, V C 

0212160773 

A UR EG 


NUREO 


NICHOLAS, H M 

B2 120602 90* 

50-322 

a 

40-6500 


NICHOLSON. N A 

82 1 2060062* 

50-40? 

a 

40-6500 


NICHOLSON, W 0 

0212070346* 

50-344 

R 

40-6500 


NICHOLSON, U 0 

0212290204* 

50-344 

R 

40-6500 


WIEI SON, K K 

02120101 1 5 

NUREO 


50-205 

Q 

NIELSON, K K 

G21222034J 

NUREG 


50-112 

Q 

NIMITZ, R L 

02120300-23# 

30-220 

fl 

90-271 

ft 

NIX, H C 

8213020292 

50-366 

6 

50-205 

0 

NIX, H C 

0212030170 

50-221 

8 

50-313 

G 

MIX, H C 

0212070297 

50-321 

8 

50-206 

P 

NIX, H C 

0212090121 

50-366 

8 

50-219 

P 

NIX.H C 

82120901 40 

50-321 

8 

50-219 

P 

NIX. II C 

02 L 2090 142 

50-366 

B 

50-346 

S 

NIX, H C, 

0212090190 

50-366 

S 

50-346 

s 

NIX, HI C 

0212090202 

50-321 

S 

90-346 

8 

NIX. II C 

0312090216 

50-321 

9 

90-346 

F 

NIX. H C 

0212090247 

50-366 

S 

50-346 

r 

NIX. H C 

9212090329 

30-366 

0 

50-346 

s 

NIX. H C 

0212090330 

50-321 

B 

50-346 

a 

NJX, ll C 

0212070379 

50-321 

8 

50-346 

s 

NIX, H C 
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50-366 

S 

50-346 

s 
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82120903B6 
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50-346 

B 

NIX, H C 
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50-366 

S 

50-263 

P 

NIX, H C 

821214011 5 
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NVL5EN, 0 


B212100J42* 

FOIA 
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821 21001 55* 

FOIA 


NUSSBAVMER. D 

A 

0212010496 

WASTE MOT 

NU5SQAUMER. 0 

A 

8212160090* 

FOIA 


NUSSBAUrtER. 0 

A 

8212160097* 

40-6500 


NUSSBAUMER, D 

A 

8212160197* 

40-6500 


NUSSBAUNER, D 

A 

9212160214* 

40-6500 


NUSSBAUMER, D 

A 

821 21 60260* 

40-6500 


NUSSBAUMER, D 

A 

8212160273* 

40-6500 


NUSSGAUMER, D 

A 

021 2160307* 

40-6500 


NUSBBAUMER, D 

A 

8212280016* 

70-146 


NUSSBAUflER, D 

A 

0212260019* 

70-146 


NVKIEL, A 


0212026205* 

30-293 

S 

O'BRIEN, J P 


0212060171* 

50-312 

0 

O'NEILL, 0 


821207011 1* 

50-320 

0 

O'NEILL. Q 


0212140319* 

50-320 

0 

O'NEILL, 0 


0212220471* 

50-289 

0 

□ 'NEILL, J H 


82J 2210222 

50-400 

0 

O'NEILL, J H 


8212210222 

50-400 

G 

O'REILLY. J P 


821 2080105* 

70-143 


O'REILLY, J P 


8212090100* 

50-259 

0 

O'REILLY, J P 


821209011 1 

50-324 

0 

O'REILLY, J P 


8212O90M8 

50-259 

p 

Q'REILLY, J p 


6212090129 

50-324 

Q 

O'REILLY, J P 


8212090132 

50-302 

F 

o'rejlly.j p 


8212090157 

State Frog 

O'REILLY. J P 


0212090161 

30-330 

8 

□ 'REILLY. J P 


8212090200 

40-0355 


O'REILLY. J P 


8212090285 

30 -280 

0 

0 'REILLY, J P 


8212090315 

State Prog 

O'REILLY, J- P 


E2 12 090346 

50-259 

P 

O'REILLY, J P 


S21 2090305 

70-J43 


O'REILLY, J P 


9212090390 

State Prog 

O'REILLY, J P 


8212090390 

50-395 

G 

O'REILLY. J P 


0212090406 

30-395 

0 

0 'RE J LLY, J P 


0212090414 

50-416 

Q 

□ 'REILLY, J P 


0212090429 

50-382 

A 

P 'RE I LLY, J P 


0212090435 

50-364 

0 

0 'f?E I LLY, J P 


0212090436 

50-416 

0 

O'REILLY, J P 


8212090464 

50-261 

Q 

O'REIILY.U P 


82I2Q90&44 

50-335 

Q 

O'REILLY. V P 


0212090550* 

50-335 

G 

O'flElLLY. J P 


02122701 16* 

70-143 


O'TOOLE, J D 


0210190499 

50-247 

F 

O' TOOLE. J 0 


021 2030248* 

50-3 

F 

0 'TOOLE, J 0 


0212060146 

50-247 

S 

O'TOOLE, J D 


8212070285 

50-3 

P 

□ 'TOOLE, J 0 


02 J 2070296 

50-247 

0 

O'TOOLE, J D 


0212050297 

50-247 

3 

O'TOOLE, J D 


9212090205 

50-247 

P 

D 'TOOLE, J D 


0212130232 

50-247 

P 

0 'TOOLE, J 0 


G2121302B8 

50-247 

P 

O'TOOLE, J D 


8212140393 

50-3 

F 

O'TOOLE, J 0 


0212150023 

50-247 

S 

□ 'TOOLE, J D 


8212150080 

50-247 

s 

0 'TOOLE. J 0 


0212210119 

50-247 

s 

O'TOOLE, J D 


0212210128 

50-247 

s 

O'TGDLEjJ d 


8212220042* 

50-3 

F 

0 ' TOOLE, J D 


0212270120 

50-247 

F 

O'TOOLE, J D 


8212270361* 

50-247 

Q 

Q 'TOOLE, J D 


0212280219 

50-247 

R 

□ 'TOOLE, J D 


0212200237 

50-247 

P 

O'TOOLE, J 0 


82I22S0243* 

50-247 

P 

0 'TOOLE, J D 


8212280364 

50-247 

P 

0 ' TOOLE, J 0 


821 2290302* 

50-3 

F 

0 'TOOLE, J D 


8212300273 

50-247 

P 

□ 'TOOLE, J D 


8212300352 

50-247 

P 

OBLIGADO, A 


0212230061* 

50-409 

P 

DESTMAMN, M J 


9212170079* 

30-373 

Q 

GKRENT, D 


8212270442* 

FOIA 


OKRENT. D 


0212270445* 

FOIA 


OKRENT. 0 


8212270445* 

FOIA 


Ot ACH, V R 


8212210289* 

50-135 

G 

OLACJ-L V R 


8212210289* 

50-155 

G 

□LLER.R E 


8212070036* 

QA999 


DLMAN, M D 


S212270165 

NUREO 


GLMEDQ, L A 


0212230241 

50-247 

0 

OLSEN, A F 


821 2160086 

71-S8I4 


OLSEN, C S 


8212060490 

NUflEG 


DLSHAM, L 


82 J 2010020* 

50-456 

A 

OLSHAN, L 


9212090120 

50-454 

F 

OLSON, R A 


8212020034 

40-17 


OLSON, F? C 


82 12080491 

50-317 

F 

OLSON, R C 


8212140412 

NUREG 


ON0RASIK, N 


8212080280 

50-289 
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8212030(00 

8212270172 
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0212090189* 

NWFO 
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50-490 S 
50-269 0 
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OSTER.C A 
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8212160549 
0212270320* 
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50-200 Q 
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0212280404 
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FOIA 

RES 

50-269 P 
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CONTRACT 

PACE, P 

PAGE, M 
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9212290169* 
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8212270099* 
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FOIA 

FOIA 

FOIA 
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PALL ADINO, N J 
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8212070342 
0212070351# 
8212070359* 
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COMMISSION! 
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COMMISSION 
COMMISSION 
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PALLADINO, N J 
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50-409 a 
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50-409 8 
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PAPER IELLO, C J 
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PAPER IELLO, C J 
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ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

PARCHED L J 

S2 12230269 

NUREG 


PARIS, Q H 

GO 1 2060236 

50-142 

G 

PARIS, 0 N 

B2 1200031 5 

50-155 

G 

PARIS, 0 N 

B21 2 160509 

50-135 

Q 

PAR IS, □ H 

0212210235 

50-247 

G 

PAR 18. P C 

8212270135 

50-354 

A 

PARKl-R. Q w 

02131 60550 

RES 


PARKS R. L B 

0212300200* 

0A999 


PARKER, fl E 

8212080522* 

50-155 

Q 

PARKER, R C 

0212290130* 

50-261 

0 

PARKE R. R C 

6212290165* 

50-261 

0 

PAftKYN.J D 

8212020125 

PR 


PARKYN, J D 

0212020375 

PR 


PARSONS, R M 

02 l 2070043 

50-400 

s 

PARSONS. R M 

82 1207030 5 

50-400 

s 

PARSERS. R H 

B212090237* 

50-400 

0 

PARSONS, R H 

9212170183 

50-400 

s 

PARSONS, R H 

0312170320 

50-400 

s 

PARSONS, R K 

0212220432 

50-400 

s 

PARSONS, R 11 

S2I 2300326 

50-400 

s 

PAS1VA,M J 

0212020083* 

50-324 

s 

pastva.m J 

8212020161* 

50-324 

s 

PAST VA, M J 

Q2 12020297* 

30-324 

s 

PAS TV A, M J 

9212020312* 

50-325 

s 

PA3TVA,M J 

0212020319* 

50-324 

s 

PAST VA, H J 

0212020365* 

50-324 

s 

PA31VA.M J 

0212070012* 

50-325 

s 

PASTVA, M J 

0212070110* 

50-323 

s 

PAS1VA, M J 

0212070214* 

50-325 

s 

PAS1VA, J 

82 12070275# 

50-324 

s 

PAGfVA. H J 

0212090105* 

50-325 

s 

PASTVA, fl J 

8212090139* 

50-325 

S 

PASTVA, M J 

8212090152* 

50-325 

s 

PAST VA, M J 

0212090173* 

50-325 

s 

PAST VA, M J 

82 12090319* 

50-324 

s 

PAST VA, M J 

B21 2090463* 

50-325 

s 

PA31VA M J 

8212090542* 

50-325 

s 

PA3TVA, M J 

8212090350* 

50-325 

Q 

PAST VA, M J 

0212140139* 

50-325 

s 

PAST VA, M J 

8212140202* 

50-325 

s 

PAS1VA, M J 

0212150114* 

50-325 

s 

PASTVA, M J 

8212170156* 

50-325 

s 

PASTVA, M J 

8212210032* 

50-323 

s 

PAS1VA, M J 

8212210139* 

50-325 

s 

PASTVA, rt J 

02 1 2210405* 

50-323 

s 

PAST V A, M J 

8212220493* 

50-325 

3 

PASTVA, M J 

8212220504* 

50-323 

s 

PAST VA, M J 

0212300225* 

50-325 

s 

PAST VA, n V 

0212300259* 

50-323 

3 

PA3TVA, M J 

8212300262* 

50-325 

8 

PASTVA, M J 

0212300309* 

50-325 

S 

PAST VA. M J 

8212300317* 

50-323 

S 

PAS1VA.M J 

8212300334* 

5 0-323 

B 

PATIPN.W D 

021 1000140 

50-329 

Q 

paton, w d 

8212200145 

50-397 

0 

PATTLRSON, J P 

0212210340* 

50-202 

0 

PAT PERSON, W P 

0212220091 

50-461 

T 

PAUl , R A 

8212080296* 

50-295 

fl 

PAUl , R A 

0212090433 

50-409 

Q 

PAUl K* 4 L 

0212090479* 

50-299 

Q 

paui son, w 

0212010023 

50-206 

P 

PAUl SOM, W 

0212020252 

50-206 

P 

P AULSGM, W 

8212070002 

50-206 

F 

PAUl SOM, W 

8212130204 

50-206 

P 

PAUL SOM, W A 

0212010047 

50-206 

P 

PAUL SOM, W A 

0212020307 

50-206 

P 

PAUl SOM, W A 

8212080283 

90-206 

P 

PAUL SOM, W A 

8212100009 

90-206 

P 

PAUl SOM, W A 

0212100020 

90-206 

P 

PAUL SON, W A 

8212160018 

50-206 

P 

PAUL SON, Vf A 

8212210293 

50-206 

P 

PAULSON, 1/ A 

6212220447 

50-206 

P 

PAVIS, 0 S 

8212140131* 

50-317 

8 

PAVJS, 0 S 

8212210303* 

90-317 

S 

PAXTON. H C 

0212130191 

50-266 

G 

PECK, R a 

8212090194* 

50-329 

T 

PEEBl ES. T 

0212270151 

50-346 

S 

PEEBLES, T A 

0212100263* 

50-346 

0 

PELJZZA.H S 

8212030261 

40-0706 


PELKT, P R 

0212100200* 

50-367 

Q 

PELKE.P R 

0212290414* 

50-546 

0 

PELl ETIER, J P 

0212290378 

30-271 

8 

PELL ETIER, J P 

8212290304* 

50-271 

S 

PFNMFRj R A 

0212090206* 

50-440 

G 

PENN1FILL, R A 

8212010514 

WASTE MGT 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

PENNIFILL, R A 

0212270464 

WASTE HOT 

PEPPING, R E 

0212010469 

RES 


PEPPINO, fl C 

8212010479 

RES 


PERCH, R L 

0212010030 

30-307 

P 

PERCH, R L 

0212220557* 

50-307 

P 

PERKINS, D h 

0212200439* 

50-409 

P 

PERL IS, R G 

9212010365 

SO-443 

0 

PERL IS, R 0 

8212020323 

50-443 

0 

PETRUS, f? 0 

0212020326* 

50-443 

0 

PERI IS, R G 

9212030163 

50-443 

G 

PERL I S< R 0 

0212280017 

50-443 

Q 

PERLMAN, J 

02 1 20B0380 

CONTRACT 


PERLMAN, J 

8212300127 

CONTRACT 


PERRY, J M 

8212230156 

7 1-474 


PERSINKQ, 0 

8104230080* 

FOIA 


PERSON, L 5 

8212010250 

WASTE MOT 

PESCHETL, J M 

8212100339* 

50-461 

Q 

PESCHEL. J M 

8212170121* 

50-295 

ft 

PESCIIEL, J M 

021229034 &* 

50-254 

G 

PETERSEN, R J 

0212130100 

NUREG 


PETERSON, D A 

0212130250* 

50-355 

R 

PETERSON, M R 

921 20 6023 2 

XPORTLIC 


PETERSON, M R 

9212100119 

XPORTLIC 


PFTERSON. M R 

9212230414 

XPORTLIC 


PETERSON, M R 

8212230418 

XPORTLIC 


PETERSON, H R 

8212230423 

XPORTLIC 


PETERSON, M R 

0212230433 

XPORTLIC 


PETERSON, M R 

0212270336* 

FOIA 


PETERSON, fl R 

8212260155 

XPORTLIC 


PETRJCK, N A 

0212170290 

50-492 

A 

PETRJCKiM A 

8212280236 

50-462 

A 

PETRONEi c 

B2 12030207* 

30-209 

a 

petrone. f p 

0212230092* 

50-247 

F 

PETTENQILL, H J 

0212030299 

40-1162 


PETTENOJLL.H J 

B2 12030272* 

40-6622 


pettengill.h j 

0212060004 

4 0-8004 


PETTt NGILL, H J 

8212070049 

4 0-0690 


PETTEN01LL, H J 

Q212230391 

4 0-6602 


pevfnsteim, j E 

0212220034* 

CONTRACT 


PEVEY, L E 

8212280101 

XPORTLIC 


PEVFY, R E 

8212060445 

NUREG 


FEV&ER, P 

6212230276 

50-247 

U 

FFAFF.S J 

8212 270335 

4CN665? 


PFEFFERLEN.H C 

8212090077 

TOPREP 


PFEPFERLEN, H C 

9212090MB 

TOPREP 


PFLUNiC 0 

8212020246 

WASTE MGT 

PMULIPS.H 6 

8212070304# 

QA999 


PHIL LIPS, H S 

821230021 B* 

3A799 


PHILLIPS! H S 

8212300303* 

QA999 


PHIl LIPS, J 

0212290128* 

50-309 

R 

PHIILIPS, J 

9212290130* 

50-29 

R 

PHIl LIPS. M P 

0212060230* 

90-295 

G 

PHILL TPS, M P 

021 22101 24* 

50-237 

G 

PICKENS, T A 

0212150072* 

30-331 

P 

PICHLiP H 

B212060060* 

90-316 

S 

PIEHL.R H 

□212100327# 

50-315 

B 

PIERCE, J D 

8212190274 

71-5939 


PIERCE, R L 

B2J 23001 23* 

contract 


PJKF.D H 

0212270435 

NUREG 


PILANT, J 

0212070175 

50-290 

P 

P1LANT. J M 

B212030L59 

50-29 a 

P 

PILANT, J M 

8212070141* 

50-290 

a 

PILANT, J M 

8212070402 

50-290 

F 

PILANT, J M 

B2 1210017 1 

50-298 

P 

PILANT, J M 

8212100293 

50-290 

P 

PILANT, J M 

821213034 2* 

50-298 

F 

PILANT, J M 

0212140472 

71-9001 


PILANT, J tf 

0212160433 

71-484 


PILANT, J 11 

82122B0397 

50-298 

F 

PILGEN, J P 

021222026 5 

NUREG 


PINKETTpM 

821223024) 

50-247 

G 

PIR1LE, G L 

0212060000* 

30-346 

Q 

PI Z7UT0, C H 

021 2270330 

50-3BS 

0 

PL I ML , G 

3212130153 « 

50-293 

F 

PL I Ml , G 

0212290096* 

30-295 

P 

PUMlrG 

8212290105* 

50-295 

F 

PLIML, Q 

0212290511* 

50-295 

F 

PL08KI. T J 

021206001 7* 

50-315 

0 

PLUMLEEiO. L 

0212070260# 

50-267 

a 

POCHALrW F 

02 J 22BOI 49 

XPORTLIC 

POL ASK I, J P 

0212020095 

50-155 

p 

POLLOCK, M S 

0212210330 

50-322 

A 

POPPE, L K 

0212150202 

7 1-90B1 


POPPE.L K 

0212160407 

71-9151 


PORTER, M R 

8212020124* 

50-296 

s 



ACCESSION 

SUB JEC T 


AUTHOR 

NliMilER 

CATEGORY 

POSNER, P 

021215001 7 

50-247 

0 

POTAPOVS.U 

8312070032 

GA999 


POTAPOVS. U 

02120701 16 

0 A999 


POTAPOVS. V 

B21 20701 56 

QA999 


POTAPOVS, if 

0212070301 

GA999 


POTAPOVS, U 

9212070416 

QA999 


POTAPOVS, U 

0212100003 

OA999 


POTAPOVS. U 

8212310091 

OA999 


POTAPOVS, U 

8212310135 

0A999 


POTAPOV, 9, U 

0212210218 

0A999 


PDTAPOVS. U 

B21 2310353 

QA999 


POTAPOVS, U 

8312270199 

QA999 


POTAPOVS, U 

8212200396 

0A999 


POTAPOVS, U 

8212300027 

GA9 99 


POTAPOVS, U 

02)2300212 

QA999 


PDTAPOVS, U 

0212300254 

QA999 


POTAPOVS, U 

6212300276 

QA999 


POTAPCVSr U 

821230030) 

0A999 


PQULK, R M 

0212280397* 

50-325 

S 

PCJYSEfi , R W 

8212230155 

40-2259 


PRATT, C M 

8212220271 

SO-247 

G 

PRATT, C H 

B2 I 2220271 

50-247 

<5 

PRATT, C M 

621 22 301 87 

50-247 

Q 

Pf?A1T,C M 

8212230187 

30-247 

0 

PREVATTE. n 

8212010335* 

50-309 

P 

PRICE , E R 

0212160527# 

40-6500 


PRICHARD, R P 

621 21 30122 

71-6495 


PRICHARD, R P 

0212160437 

71-9132 


PULL AMI, S V 

8212O7014B* 

50-309 

a 

PURCFLL, L D 

8212260026* 

70-146 


PUZTYrA H 

0212100406* 

5 0-344 

F 

QUICK, D R 

G2120903B4* 

50-327 

0 

QUICK, D R 

62 1 2090504# 

50-390 

0 

GUIGG, C 

0212070411 

50-29 S 

P 

QUIGLEY, T W 

0212060330 

40-8743 


QUIGLEY, T U 

8212290145 

40-8743 


QUILL 1AM, J F 

8213060471 

50-293 

P 

RAHY, J 

8213290430* 

90-220 

s 

RADKEY, R L 

02 l 2060336* 

40-0743 


OAHEi E P 

8310210467 

TOPREP 


RAHE, E P 

02102 10404* 

TOPREP 


RAHE, E P 

02SO21O4B9* 

TOPREP 


RAHE. E P 

0212010194 

PT2t 


RAHE. E P 

6213020267 

TOPREP 


RAHE. E P 

0213130262 

TOPREP 


RAHEiE P 

0213130296 

TOPREP 


RAI fE. E P 

8213130059 

TOPREP 


«AHF, E P 

□213200040 

TCPREP 


RAHE, E P 

0212220182 

TOPPER 


RAIMONDI, P J 

0212020256 

50-358 

A 

RAMSEY, 0 L 

B21 22.90104* 

50-266 

P 

RAMSEY, C 

0212170162* 

50-155 

c 

RAMSEY, C 

B2 12170189* 

50-266 

c 

RANDAZZA, J D 

8212210266# 

50-30? 

< 

RANGEL. C 

02 1 2230276 

50-247 

l 

RANLLT. J 

0212070471 

RES 


RATCHFORD, W 

8212230276 

90-247 

< } 

RAUSCH. T J 

0212030043 

50-237 

p 

RAUSCH, T J 

02 I 2030056* 

50-254 

a 

RAUSCH, T J 

8212060029 

SO- 237 

a 

RAUSCH, T J 

821 2060 IBI* 

50-254 

F 

RAUSCH, T J 

8212060207 

50-237 

P 

RAUSCH. T J 

8212060267 

50-237 

P 

RAUSCH, T J 

0212080537 

50-237 

a 

RAUSCH, T J 

821 209030 S 

50-237 

P 

RAUSCH, T J 

S212140172 

50-237 

P 

RAUSCH, T J 

021 2 1401 79 

50-254 

F 

RAUSCH, T J 

0212160013 

50-254 

P 

RAUSCH, T J 

9212160326 

50-237 

a 

RAUSCH, T J 

0212210036 

50-237 

p 

RAUSCH, T J 

0212230110 

50-237 

Q 

RAUSCH, T %T 

0212200263 

50-237 

P 

RAUSCH, T J 

0212280357 

30-254 

P 

RAUSCH, T J 

02122901 1 1 

50-254 

P 

RAUSCH, T J 

0212290190 

50-237 

P 

RAUSCH, T J 

0212290-107 

50-254 

P 

RAWSON.R J 

0212070003 

50-322 

0 

RAWSON, R J 

8212200113 

50-454 

0 

RAWSON.R J 

8212230020 

50-259 

0 

RAY, H B 

0212070225 

30-361 

s 

RAY, H. D 

0212070231# 

50-361 

3 

RAY, H D 

B21 2070232 

30-361 

6 

RAY, K, B 

B2 12070259* 

50-361 

8 

RAY, H B 

8212070201 

90-361 

8 

RAY, H B 

82 12070293 

50-361 

B 
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ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

RAY, H 

a 

8212070207# 

50-36 1 

S 

RAY, i H 

B 

02 12070290 

50-361 

S 

RAY, iH 

a 

821 2070293# 

50-36 1 

S 

RAY, iH 

B 

8212070294# 

50-36 1 

8 

RAY, iH 

B 

82 1 2070324 

50-361 

8 

RAY, H 

B 

8212070329* 

30-361 

S 

RAY, il 

0 

8212070350 

50-361 

0 

RAY, H 

0 

0212070360# 

50-36 1 

S 

RAY, H 

B 

8212070369 

50-361 

S 

RAY, 11 

0 

0212070374# 

50-361 

8 

RAY, H 

0 

8212070379 

50-361 

S 

RAY, H 

0 

B2i 2070303 

50-361 

S 

RAY, H 

0 

8212070308# 

50-361 

Q 

RAY, H 

B 

8212070399# 

50-36 1 

9 

RAY, H 

B 

8212070406 

50-361 

a 

RAY, H 

8 

8212070412* 

30-361 

S 

RAY, H 

0 

9212140033 

50-36J 

B 

RAY, H 

8 

8212140263 

50-361 

S 

RAY, H 

0 

8212140270* 

30-361 

S 

RAY, H 

B 

0212140272* 

30-361 

8 

RAY, It 

B 

B2 12140360 

90-206 

8 

RAY. It 

B 

0212140360# 

50-206 

8 

RAY, H 

a 

8212140390 

30-361 

S 

RAY, It 

a 

S2 12140403# 

30-361 

S 

RAY, It 

B 

0212290102 

50-206 

R 

RAY, H 

0 

0212290176 

S 0-361 

R 

rayhond.w j 

82121401 13* 

50-271 

0 

RAYN PR, J U 

8212210303# 

50-317 

8 

RAZLAFF, W J 

8212290104* 

50-266 

P 

READ, l 

> F 

02J 2020303 

FR 



ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

REYNOLDS, N 5 

0212270326 

50-397 

0 

REYNOLDS, W S 

8212270326 

30-397 

Q 

REYNOLDS, N 8 

B2 1227032 9 

50-460 

0 

REYNOLDS, N S 

6212270329 

S0-460 

0 

REYNOLDS, N 8 

0212270332 

50-445 

0 

REYNOLDS, It S 

6212370332 

50-445 

G 

REYNOLDS, N S 

6212200273 

50-445 

G 

REYNOLDS, N 9 

621228027 3 

50-445 

G 

REYNOLDS. N 5 

8212200277 

50-397 

0 

REYNOLDS. N S 

0212200277 

50-397 

0 

REYNOLDS, N 8 

6212260294 

50-460 

G 

REYNOLDS, N S 

6212260294 

50-460 

G 

RHEE, 3 

0212170139# 

50-249 

S 

RHEC, 3 J 

6212170130# 

50-237 

S 

RHINELANDER. J 

0212140470 

40-2061 


RHOADES, W J 

B212160419* 

50-307 

P 

RHOADS, 0 Q 

6212070158# 

50-307 

0 

RHOADS, 0 Q 

6212290468# 

50-307 

Q 

RHODES, ft 

6212160659 

40-8027 


ft JCCAnOELLA, f* 

0212100303# 

50-331 

Q 

RICE, D A 

6212210203# 

50-29 

S 

RICE, W A 

6212270312 

nureg 


RICH, P C 

021 2220341 

NUREG 


RICHARDS, J F 

0212280453# 

CONTRACT 


RICHARDS, L 

B2 12140253 

50-329 

A 

RICHARDS, 3 

02 12030207# 

50-269 

0 

RICHARDS, 8 

0212060190# 

50-423 

0 

RICHARDSON, J D 

0212200106# 

50-416 

R 

RICHTER, L 

6212100332* 

50-346 

S 

RICHTER, L 

02J22S025O# 

50-346 

6 


AUTHOR 

ACCESSION 

NUMBER 

8UJE. T 
C4TE7:? ’ 

ROHRER, M V 
ROHRER, M V 
ROHRER, M Y 

ROLES, 0 W 

ROLE-&, 0 W 

8212300047# 
0212300007# 
82123002 26# 
0212230105 
82122301 H 

80-41* S 
50-1 1* s 
50-4 s 

WASTE 
WASTE 

ROLES , 0 U 

ROMAN, T 14 

RGMINE, W D 

ROOD, H 

ROOD, H 

0212230174 

6212140031# 

6212090170* 

6212010409 

0212170361 

waste r* T 

SO-?** * 
50-353 S 
50-3(52 9 
50-341 ? 

ROONEY, Y L 

ROOT, L D 

ROOT, L D 

ROOT, L 0 

ROOT, L D 

8212280003 
0212060324# 
8212070216 
8212070300 
621 2090322 

5 0—27 L 9 
50-331 i 
S0-33t r 
50-331 9 

50-33C 1 

ROOT, L D 

ROOT, L D 

ROOT, L D 

ROOT, L D 

ROOT, L D 

0212090337 
6212100270 
0212IOO295 
0212150070 
021 2170193 

50-331 1 

50-331 t 
-50-33 1 t 
513-331 p 
-5-0—33 1 * 

ROOT , L D 

ROOT, L D 

ROOT, L D 

ROOT, L D 

ROOT i L D 

8212170300 
0212210315 
821 2270 S 60 
8212270290 

82 1 2280065 

50-331 * 

$0-331 * 

00-331 * 

50-331 i 
50-331 * 

ROOT, n W 

ROOT, n w 

ROSANO, R 

R09F, M 

R03CNFELD, C 6 

0212210251 

6212200420 

6212170170 

0212270311 

6212010150* 

SQ-1&0 5 

50-1K S 
50-147 K 
FOM 

50-*7Z * 


I 

I 

I 

} 

f 

t 

t 

b 

a 

A 

N 

N 

N 

N 

N 

N 

Hi 

N| 

Nl 

Nl 

Nt 

NL 

NC 

NC 

NC 

NC 

NC 

NC 

no 

wa 

NO 


NO 

NO 

NU 

NLA 


RE AVIS, J A 
REAVIS, J A 
REBELLO, J E 
REBELLO. J E 
REBELLO, J E 

0212210065# 
G2J 2210420* 
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821220001 1* 

50-267 

F 

VANDEWALLE, D J 

0212170150* 

50-155 

0 













VERMA.T R 

0212010457 

WASTE MOT 

WAREMBOURO. D. U 

0212200030 

50-267 

F 

VANDEWALLE. D J 

0212500070 

90-255 

P 

VERNETSON, W, Q 

02J 2070009* 

50-03 

R 

WAREMBOURO, D W 

8212200035* 

30-267 

F 

VANDEWALLE, D J 

8212230275 

50-255 

G 

VERRELLI. D M 

0512070122 

50-261 

V 

WAREMBOURO, D W 

8212200090* 

50-267 

0 

VANDEWALLE, 0 J 

0212530342 

50-159 

P 

VERRELLI, D M 

8212090103 

50-400 

a 

WAREMBOURO, D W 

8212200070* 

50-267 

F 

VANDEWALLE. D J 

0212580083 

50-255 

P 

VERRELLI, D M 

0212090229 

30-400 

G 

WAREMBOURO. D. W. 

8212200116* 

50-267 

F 

VANDEWALLE, D J 

0212580103 

gO-135 

P 
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ACCESSION 

SU8 JEC T 

AUTHOR 

NUMBER 

CATEGORY 

WARENBGURC, □ u 

8212200117* 

50-267 

F 

WAREMffCURG. D W 

6212210024* 

50-267 

C 

WAMEMDOURO, 0 W 

6212210173* 

50-267 

C 

WAREhfflCURC, D W 

621 2270326 

50-267 

F 

WAREMQOURC, D W 

6212270374 

50-267 

F 

WARCMBQURG, D W 

G212290371 

50-267 

R 

■MAREHBGURGj D W 

6212290423 

50-267 

P 

WARN I C K . R 

E2120&01 1 2 

50-329 

fi 

warnick. r f 

0212060025 

50-358 

G 

WARNICK, R F 

921 20004 1 & 

50-329 

S 

WATlNJCV , r f 

B2l2t403M 

50-329 

A 

WARWICK. R F 

0212230050* 

50-329 

S 

WARWICK, R F 

9212280054* 

50-329 

5 

WARWICK, R F 

021 2200 1 66 

50-358 

Q 

WAHN1CK. H F 

0212290341 

50-358 

Q 

WAR NICK R F 

9212290301 

50-359 

0 

WARNJCK.R F 

0212290420 

50-350 

A 

WARRf N, D M 

8212160394 

PR 


WATFORD, P S 

8212170126* 

50-373 

S 

WATFORD, P S 

0212280231* 

50-373 

5 

WATKINS, J C 

8212080510 

RES 


WATSON, ff 

9212210210* 

50-331 

fl 

WEAVER. L W 

0212290230* 

50-334 

R 

WEB If. 0 J 

0212220265 

NUREG 


WCBM.W A 

0212270417* 

CONTRACT 

WEBER, M F 

8212230225 

WASTE MGT 

WEEKS, E D 

82 I 22 901 82 

50-133 

R 

WEEKS, J R 

B2 1223003 I 

RES 


WEGST, W F 

8212020131 

REGGD 


WE INK AH. E J 

9212170069 

50-322 

A 

WE1CB, D 

6212160067* 

40-3392 


WEISS, E R 

6212200021 

70-143 


WEISS. E R 

6212200021 

70-143 


WEISS, E R 

6212210272 

50-2B9 

G 

WEISS, E R 

6212210272 

50-209 

C 

WEISS, E R 

6212210336 

50-2B9 

Q 

WEISS, E R 

9212210336 

50-2B9 

G 

WEISS, E R 

8212220240* 

70-143 


WEISS, E R 

0212220240* 

70-143 


WEISS, E R 

B2122B0270 

70-143 


WEISS, E R 

8212200270 

70-143 


WEISS. E R 

8212300002 

50-2S9 

G 

WEISS, E R 

8212300002 

50-209 

Q 

WEISS, E R 

0212300006 

50-209 

0 

WErSS.E R 

8212300006 

50-209 

0 

WEISS, E R 

9212300242 

50-289 

0 

WEISS, E R 

0212300242 

50-209 

0 

WEISS, E R 

9212300362 

50-209 

0 

WEISS, E fi 

0212300362 

30-209 

G 

WEISS, T 

0212230276 

50-247 

U 

WELLS. 0 J 

0212020173 

REGGD 


WELLS, 0 A 

9212210443 

50-341 

S 

WELLS, D A 

0212270359 

50-34! 

S 

WELLS, D A 

0212270362 

50-341 

s 

WELL 5, R W 

S2 12020200 

TOFREP 


WELLS, R 11 

9212020200 

TOPREP 


WELLS, R U 

8212020206* 

TOPREP 


WELLS. R 1/ 

6212020208* 

TOPREP 


WELLS. R 1/ 

6212290186 

TOPREP 


WELL 9, R W 

621 22901 BB 

TOPREP 


WENDERLICtf, R L 

6212210394* 

50-317 

s 

WENGER, L O 

6212140131* 

50-317 

s 

WEN5LA^5KI,F A 

0212060168* 

50-206 

Q 

WENBLAWSKIrF A. 

8212130294* 

SO-107 

Q 

WEIMSLAWSK I , F A 

8212130296* 

50-167 

Q 

WENSLAUSKI.F A 

6212210105* 

50-344 

Q 

WEN2EL ,J S 

6212230226 

50-247 

G 

WERNER, R P 

62U 080257 

50-245 

P 

WERNER, R P 

6211080257 

50-245 

p 

WERNER, R P 

6212070124 

50-245 

F 

WERNER, R P 

6212070124 

50-245 

F 

WESEL , R 

6212270260* 

50-537 

A 

WESLEY, D A 

6210190510* 

50-247 

F 

WESLEY, D A 

0212030025* 

50-155 

a 

WESTAFER, G ft 

6212100006 

50-302 

F 

WESTAFER, 0 R 

6212140048 

50-302 

ft 

WESTAFER. 0 R 

6212140087 

50-302 

F 

WESTAFER, 0. R 

8212150099 

50-302 

3 

WESTAFER, G. R 

0212150105 

50-302 

S 

WESTAFER. 0. R 

8212220270 

50-302 

P 

WESTAFER, G R 

62 1 22202 B 4 

50-302 

F 

WESTAFER, G R 

0212290177 

50-302 

H 

WESTBROOK, K B 

0212260041 

40-6786 


WE STERNAL, T. F 

6212030156* 

50-445 

Q 

WESTERMAM, T F 

0232070133* 

50-112 

0 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

WESTERMAN, T F 

8212070260* 

50-267 

Q 

WESTERMAN. T F 

0212100213* 

50-298 

G 

WE STEP MAN, T F 

8212100271* 

50-293 

0 

WESTERMAN, T F 

Q2I2280420* 

50-293 

a 

WE5T0VE6, A T 

8212020353 

S0-34I 

G 

WETIHY, C H 
WETMILLER, R J 

9212170060* 
92 12220249 

50-335 

NUREG 

F 

WETTERHAHN, M J 

0212000280 

50-353 

a 

WETTERHAHN, M J 

0212000288 

50-356 

G 

WETTERHAHN, M J 

0212090073 

50-358 

G 

WETTERHAHN, M J 

9212090073 

50-358 

0 

wetterhahn.m j 

9212200067 

50-356 

G 

WETTERHAHN, M J 

8212200089 

50-35B 

Q 

WETTERHAHN, M J 

0212210261 

50-458 

Q 

WETTERHAHN, H J 

0212210261 

50-45B 

0 

WHALEN, R J 

0212020249* 

50-249 

5 

WHEE( ER,L 

6212010375 

50-443 

e 

WHEELER, L L 

8211040225* 

50-443 

E 

WHITE, J 

6212220276 

50-309 

s 

WHHENER.H L 

821209041 1* 

50-3S9 

0 

WHITFNER, H L 

6212290165* 

50-261 

0 

WHITMAN, D 

6212 1 30346* 

50-296 

F 

WHITNEY, G 0 

6212060200* 

50-293 

S 

WHITNEY, 0 0 

821 2060220* 

50-293 

5 

WHITNEY, 0 0 

8212210071* 

50-293 

S 

WHITNEY, C G 

8212210153* 

50-293 

S 

WHITNEY, G Q 

WI CHNER.R P 
WJDMANN.fi K 

8212210264* 

8212160564 

9212230380* 

90-293 

RES 

40-8027 

8 

WJEDE.U 

0212070111* 

50-320 

a 

WIEOE , J 

8212140319* 

50-320 

Q 

WIEDEi J 

WIEDER, A V 

WIEDERi a V 

WIESE MANN, ft A 

WIESE MANN, R A 
WIESE MANN, R A 

8212270233 

8212090071* 

8212210246* 

0210210475* 

0212010440 

8212020271* 

50-320 

70-1359 

70-25 

TOPREP 

FOJA 

TOPREP 

S 

WIESEMANN.R A 
WIESEMANN.fl A 

8212060245* 

8212130302* 

90-369 

TOPREP 

P 

WIESEMANN.R A 

0212140267 

50-413 

A 

WIESEMANN.R A 
WIESEMANN.R A 

8212140312* 

8212200062* 

50-413 

TOPREP 

A 

WIESEMANN.R A 

0212270263* 

50-266 

P 

WIGGINS, J T 

0212010422* 

50-309 

P 

WIGG INTON, D 

8212020002 

50-315 

P 

WIQGINTON, D 

8212070472 

50-295 

P 

W1GGINT0M.D L 

0212010452 

50-295 

P 

WJGGINTON, D L 

0212160573 

50-316 

P 

WIGG INTON, D L 

8212290453 

50-295 

P 

WIGHT, L H 

7907180391* 

50-409 

P 

WILDER. H A 

B2122 90078* 

50-250 

0 

WILBORN, L 

6212100233* 

50-205 

0 

WILBORM. L 

WILDUNO, M J 

621 2210250* 
6212220265 

50-313 

NUREG 

Q 

WILHELM, D 

8212130157 

50-337 

A 

WILKE8, D 

8212230209 

WASTE MOT 

WILKES, D 

0212230212* 

WASTE MGT 

WILKES, T C 

8212300336* 

50-32! 

6 

WILLETT, D J 

6212060178* 

50-243 

G 

WILLETT, D J 

8212210427* 

30-397 

G 

WILLIAMS, C C 

0212170162* 

50-155 

0 

WILLIAMS, C C 

82 12170189* 

50-266 

Q 

WILLIAMS, C C 

8212170253* 

50-341 

Q 

WILLIAMS. C C 

8212170286* 

50-463 

G 

WILLIAMS, C C 

8212270318* 

50-456 

G 

WILLIAMS,!) 

0212030020* 

50-373 

G 

WILLIAMS, 0 

0212280251* 

50-315 

0 

WILLIAMS. J H 

8212020396 

50-461 

A 

WILLIAMS, J W 

8211040066 

50-335 

S 

WILLIAMS, J W 

8212020369 

50-335 

s 

WILLIAMS, U W. 

82 1 2090356 

50-250 

s 

WILLIAMS, J W 

8212090403 

50-335 

s 

WILLIAMS, J W 

0212100219 

50-230 

s 

WILLIAMS, J W 

02 12150156 

50-335 

s 

WILLIAMS, J W 

8212200071 

50-335 

s 

WILLIAMS, J W 

8212210175 

50-335 

s 

WILLIAMS, J W 

0212210202 

50-250 

0 

WILLIAMS, J W 

8212210309 

50-335 

s 

WILLIAMS, J W 

8212220441 

50-335 

8 

WILLIAMS, J W 

8212280164 

50-250 

B 

WILLIAMS, J W 

B21220O17O 

50-250 

8 

WILLIAMS, J W 

8212200359 

30-335 

S 

WILLIAMS, J W 

0212200416 

30-335 

S 

WILLIAMS, J W 

0212290153 

30-230 

R 

WILLIAMS, J W 

6212300061 

50-335 

S 


AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

WILLIAMSON, G 

0 

6212280354* 

50-387 

P 

WILLIAMSON, H 

E 

021229021 5* 

50-237 

P 

WILLSEY. W 0 


6212020349 

50-277 

fl 

WILLSEY, W 1? 


6212210150 

50-277 

fi 

WILSON, B D 

WILSON, C L 


8212020174 

0212220265 

XPORTLtC 

NUREG 

WILSON, J L 


0212020090 

50-280 

8 

WILSON, J L 


6212020096* 

50-280 

B 

WILSON, J L 


8212090066 

50-200 

& 

WILSON, J L 


8212090091* 

50-280 

0 

WILSON, J L 


621209009B* 

50-280 

8 

WILSON, J L 


8212090130 

50-231 

8 

WILSON, J L 


6212090134* 

50-281 

8 

WILSON, J L 


8212090137* 

50-281 

8 

WILSON, J L 


0212090144* 

50-281 

9 

WILSON, J L 


0212150067 

50-201 

8 

WILSON, J L 


8212130007* 

50-201 

8 

WILSON, J L 


0212210365 

50-260 

B 

WILSON, J L 


0212210383* 

50-280 

B 

WILSON, J L 


8212210308* 

50-200 

B 

WILSON, J L 


0212210397* 

50-280 

6 

WILSON, J L 


0212200126 

90-280 

S 

WILSON, J L 


0212280140* 

50-280 

a 

WILSON, J L 


6212200152* 

50-280 

0 

WILSON, J L 


0212280206* 

50-280 

s 

WILT, D 0 


8212090495 

50-440 

& 

WILT, D D 


0212090495 

90-440 

a 

WILT, D 0 


8212280319 

50-440 

0 

WILT. 0 0 


0212280319 

50-440 

0 

WJNGO, M D 


8212200153* 

50-259 

& 

WIN! ERHDFF, D 


02125BO449* 

30-373 

a 

WISENOURO, M R 
WISHNER.J A 
WISMER.M C 
WISNER.C E 


0212020234 

62 12060420 

82 12220265 
8212010162* 

50-498 

FDIA 

NUREO 

FOJA 

A 

WITHERS, B D 


8212030027 

50-344 

p 

WITHERS, B D 


6212070316 

50-344 

p 

WITHERS, B D 


6212100044 

30-344 

p 

WITHERS, B D 


8212210201 

50-344 

F 

WITHERS, B D 


8212270360 

50-344 

P 

WITHERS, B D 


0212280190 

50-344 

9 

WITHERS, B 0 


0212260263 

90-344 

P 

WITHERS, B D 


8212280470 

90-344 

P 

WITTENBURG, K 


8212270180* 

50-373 

8 

UITTENBURG, K 


0212280467* 

90-373 

8 

WIZNEfi, D 0 


0212060057* 

90-316 

6 

WIZNER.O 0 


0212140165* 

50-316 

9 

WI2NER.0 G 


8212170296* 

50-315 

0 

WOFTORD, A W 


0212010371* 

50-322 

A 

WOFFORD, A W 


8212010393* 

50-322 

A 

WOFFORD, A W 


0212010397* 

50-322 

A 

WOFFORD, A W 


0212010401* 

50-322 

A 

WOLF, J F 


8212020376 

50-322 

Q 

WOLF, J F 


8212020379 

50-322 

0 

WOLFE, 8 J 


8212020342 

50-382 

0 

WOLFE, S J 


0212020374 

50-382 

0 

WOLFE, 6 J 


8212060008 

50-382 

Q 

WOLFE, S J 


0212070139 

50-330 

Q 

WOLFE, 8 J, 


0212070147 

50-330 

0 

WOLFE, S J. 


6212070236 

50-330 

0 

WDLFE, B J 


0212150035 

50-392 

Q 

WOLFE, S J 


0212160334 

50-392 

Q 

WOLFE, 8 J 


0212160503 

50-392 

0 

WOLFE, 8 J 


8212160515 

30-392 

0 

WOLFE, S J 


8212270104 

50-382 

0 

WOLFE, 8 0 


0212270247 

50-302 

0 

WOLIVER, J 


02121 4020S 

50-350 

0 

WOLIVER, J 


6212140205 

,50-330 

0 

WOLLETT, 8 
WOLLETT, 8. 


0212020031 

0212100154 

50-334 

CONTRACT 

0 

W0L7NER, E 
WOLTNERt E 
WDLTNER, E 

WONG, G C 

WONG, T 

WONG, T 

WONG, T 


0212030177* 

8212220437* 

0212290352* 

6212020251 

6212060513 

0212230186 

0212270074 

50-336 

70-133 

70-020 

PR 

40-299 

40-299 

40-299 

0 

WOOD, E C 

WOOD, fl S 


0212220456 

0212140471 

50-309 

NUREG 

8 

WOODHEAD, C P 


6212070013 

50-142 

0 

WOQDHEAD, C P, 


6212090226 

50-440 

0 

WOODHEAD, C P 


0212140456 

50-142 

0 

WOODHEAD, C P, 


8212280139 

go-341 

0 

WOODHEAD, C P 


6212280151 

50-34 I 

G 

WOODRUFF, R L 


821&090235 

9t«t* Pros 
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AUTHOR 


WOODRUFF* R L 
WOCD5> J 
WOODS IDE. P 
WQOLEVEft. E J 
WOOL EVE ft. E J 

WOOLEVEft. E J 
WOOL EVER, E J 
WOOL 5 EY . R T 
WOOLS EV. R T 
WRAY. J fl 

WRAY. J fl 

wright, o c 

WHICHT, G N 
WRIGHT, N A 
WRIGHT, IT A 

WRIGHT. R J 
WRIGHT, R J 
WRIGHT. R J 
WRIGHT. FL vf 
WRIGHT, R J 

WRIGHT. R J 
WOLFF* W 
WU-LEfl.O E 
MULLER. <3 E 
MULLER. O E 

MULLER. O E 
MULLER. O. E 
MULLER. <? E 
MULLER t 0 E 
MULLER. 0 E 

MULLER ■ O E 
MULLER* 0 E 
WYNGARDEW. S 
VJYNGARDEH, S D 
MYNQAROEM. S O 

V Ah AN A. K 
VANDELL, L A 
YANDELL, L A 
YAH1CKHO. 9 E 
YARGEfl, K 

YARM1CK.. T P 
YJN. I T. 

YORF. J R- 
YOUNCi F 
YOUNG. O. 

YDUNGrO O 
YOUNG. Q 8 
YOUNIG. J A 
YOUNG. T- 
YOUNG* T 


ACCESSION 

number 


6212090470 
8212000200* 
B2 1230003 4 
6212140427* 
8212220203 

0212220403 

0212220404* 

6212060004 

9212280076 

B212090439* 


SUBJECT 

CATEGORY 


State Prog 
30-167 R 
50-440 0 

50-412 Q 
50-412 M 

50-412 A 
50-412 A 
40-6004 
40-0004 
70-27 


ACCESSION SUBJECT 

AUTHOR NUMBER CATEGORY 


YUNDT.C P 0212290201 50-344 R 

ZI0ULSKY. H 0212220437* 70-135 

ZIDULSKY. H 6212290352* 70-020 

ZIEULSKY. H 6212290363* 70-1100 

ZIMMERMAN, D A 621222023B NUftEG 


ZIMMERMAN, J V 
ZIMMERMAN, J V 
ZIMMERMAN, J V 
ZIMMERMAN, J V 
ZIMMERMAN, J V 


6212010041 XPORTLIC 
8212010043 XPORTLIC 
9212010076 XPORTLIC 
0212010001 XPORTLIC 
0212010080 XPORTLIC 


AUTHOR 


ZIMMERMAN, J V 
ZIMMrftMAN. J V 
ZIMMERMAN, J V 
ZIMMERMAN. J V 
ZIMMERMAN, J V 

Z IMMERMAN .» J V 
ZIMMERMAN , J V 
ZIMMERMAN, J V 
ZIMMERMAN. J V 
ZIMMERMAN, J V 


Q21209050S* 50-330 G 
0212060522* 50-155 G 
0212200176 50-10 H 
0212060014 50-329 G 
0212270005 50-329 G 


ZIMMERMAN, J V 8212010093 
ZIMMERMAN, JV 0212010095 
Z I MMCR MAN, JV 0212010101 
ZIMMERMAN, J V 0212010106 
ZIMMERMAN, J V B212O10194 


XPORTLIC ZIMMERMAN* J V 

XPORTLIC ZIMMERMAN. J V 

XPORTLIC ZIMMERMAN, U V 

XPORTLIC ZIMMERMAN* J V 

XPORTLIC ZIMMERMAN* J V 





YOUNG, T 


B212060347 

50-312 

S 

ZIMMERMAN, J 

V 

0212010010 

WASTE MOT 


YOUNG , T 


8212130209* 

50-530 

a 

ZIMMERMAN, J 

V 

0212010242 

WASTE MOT 


YOUNG , T 


02121302 J S* 

50-520 

G 

ZIMMERMAN, J 

V 

8212010245 

WASTE MOT 


YOUNG, T 


0212170394* 

50-361 

0 

ZIMMERMAN, J 

V 

0212020136 

WASTE MOT 


YOUNG, T 


0212170397* 

50-361 

Q 

ZIMMER MAI 6 J 

V 

0212020183 

WASTE MOT 












YOUNG, T 


821221021 1* 

50-520 

Q 

ZIMMERMAN, J 

V 

8212020403 

WASTE MOT 


YOUNG, Y A 


0212030235 

40-8745 


ZIMMERMAN, J 

V 

0212060120 

RES 


YOUNGBLOOD, D 

J 

0212010020* 

50-456 

A 

ZIMMERMAN, J 

V 

0212060105 

50-461 

A 

YOUNG BLOOD, 0 

J 

0212010049 

50-483 

0 

ZIMMERMAN, J 

V 

8212070125 

50-461 

E 

YOUNG BLOOD, B 

J 

8212070440 

30-395 

E 

2 I MMERMAW, J 

V 

0212070200 

50-461 

E 











YOUNGBLOOD, B 

J 

8212070458 

50-350 

A 

ZIMMERMAN, J 

V 

0212070229 

50-461 

F 

YOUNGBLOOD, 0 

J 

0212070460 

50-440 

E 

2 IMMERMAN, J 

V 

0212170303 

50-461 

A 

YOUNGBLOOD, □ 

J 

0212070466 

50-440 

A 

ZIMMERMAN, J 

V 

0212170330 

50-461 

E 

YOUNGBLOOD, D 

J 

0212O8OOQ1 

SO-35B 

F 

Z IMMERMAN, J 

V 

0212210313 

50-461 

A 

YOUNGBLOOD, B 

J 

82 1 2080 1 14 

50-546 

A 

Z IMMERMAN, J 

V 

0212220233 

50-461 

A 











YOUNGBLOOD, B 

J 

8212100094 

50-395 

P 

ZIMMERMAN, J 

V 

8212200235 

50-461 

A 

YOUNG DL DO D, 0 

J 

02 12100101* 

50-395 

P 

ZIMMERMAN, J 

V 

0212290179 

50-461 

E 

YOUNGBLOOD, D 

J 

0212100110* 

50-395 

P 

Z IMMERMAN, R 

L 

0212230309 

40-6940 


YOUNGBLOOD, B 

J 

8212170004* 

50-341 

A 

ZIMMERMAN, S 

R 

8212020122 

40-6940 


YOUNGBLOOD, B 

J 

821 2230385 

50-440 

A 

1 1 MMERff AN, S 

R 

0212160659 

40-0027 












YOUNGBLOOD, B 

J 

6212270022 

50-402 

F 

ZIMMERMAN, S 

n 

0212160796 

XPORTLIC 


YOUNGBLOOD, B 

J 

0312290061 

50-423 

A 

ZIMMERMAN, S 

r 

0212030126* 

50-203 

G 

YOUNGBLOOD, B 

J 

0212290067 

50-395 

P 

ZIMMERMAN, S 

r 

0212100247 

50-285 

8 

YOUNGBLOOD, B 

J 

0312290071* 

50-399 

P 

2 IMMERMAN, S 

r 

8212140420* 

50-244 

P 

YOUNGBLOOD, B 

J 

3212390081* 

50-395 

P 

Z IMMERMAN, 8 

ft 

8212170107* 

50-346 

S 











YOUNGBLOOD, B 

J 

9212290499 

50-546 

F 

ZIMMERMAN, S 

R 

0212230063 

40-0102 


YOUNGBLOOD, B 

J 

0212290502 

50-546 

F 

ZIMMERMAN, S 

R 

8212290400* 

50-293 

0 

YOUNGBLOOD, B 

J 

0212300023 

50-423 

C 

ZIMMERMAN, S 

R 

0212010139* 

FOIA 


YOUNGBLOOD, 0 

J 

9212300086 

50-546 

0 

Z5CHALER, W F 

i 

0212220478* 

50-289 

a 

YUAN, C Y 


0212020126 

RES 


2URAK0USKI, F 

1 ft 

8212070104 

50-330 

0 











YU HAS * G P 


0212060160* 

50-206 

Q 

ZWETZIQ.G 0 


8212270466* 

50-327 

0 

YUNDT.C P 


0212030011 

5 0-344 

S 

ZWETZIG.O B 


0212230004 

40-6659 


YUNDT , C P 


0212070343 

50-34 4 

R 



0212220193 

NUREO 


YUNDTrC P 


021210041 1* 

50-344 

F 



8212060167* 

30-312 

a 

YUNDT.C p 


8212140346 

50-344 

0 



0212060171* 

50-312 

G 









ACCESSION 

NUMBER 


0212010199 

6212010461 

0212020044 

0212020169 

0212020101 

0212020196 

0212070469 

0212070502 

0212070506 

0212000002 

B 2 L 2080003 
0212080004 
8212080016 
0212080237 
0212000244 

6212080529 
8212000534 
6212000333 
G2I 2170000 
0212170023 

82 121 70029 
8212230426 
6212270072 
021 2270094 
02I227OO96 

0212270090 
02 1 2280 l 70 
02 1 2300 1 43 
0212300140 
0212300150 

8212300153 
02 1 2300 1 73 
8212060444* 
0212060013 
8212090307 

B2 121000 1 5 
B2 1210002 l 
82 12100032 
0212130313 
02122IOO6B 

82 1 22104 1 B 
0212200070 
82122601 12 
0212170101* 
0212300213* 


SUBJECT 

CATEGORY 


XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
XPOfl TLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 
XPORTLIC 
50-255 S 
50-261 P 
30-324 P 

50-261 F 
50-26 1 P 
50-324 F 
50-261 0 

50-26 1 P 

50-261 P 
50-261 P 
50-400 C 
50-277 P 
70-734 


8212130171* 90-275 0 
0212210204* 50-361 0 
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The subject category column In this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled ''Cross Reference of Enclosures to Principal 
Documents/' 


AUTHOR 


ACCESSION 

SUBJECT 


AFFILIATION 


NUMBER 

CATEGORY 

AUC, Inc, 


3212270479 

71-6144 


Aamodt*. Th* 


0212010193 

50-2Q9 

0 



0212020346 

50-209 

0 



0212020401* 

90-209 

0 

Advanced Medical 8y«tem4i 

1 nc , 

0212160043 

71-5796 


Apr oV 1 r onme n ti Inc 


0212060336* 

40-0743 


Alabama Power Co 


6212020130 

50-348 

P 



6212020162 

PR 




0212070336 

30-364 

ft 



0212090293 

50-364 

B 



0212090312# 

50-364 

S 



8212090362 

30-340 

a 



8212090412 

30-340 

a 



0212100070 

30-340 

F 



0212100217 

MISC 




0212150033 

50-364 

p 



8212170197 

50-348 

R 



8212170207* 

90-349 

R 



0212170234 

50-364 

P 



0212170297 

50-364 

R 



0212170002* 

50-364 

R 



0212210130 

30-364 

P 



0212210132* 

50-364 

P 



0212200280 

50-348 

P 



9212300216 

50-364 

a 



0212300223# 

50-364 

B 



8212300227# 

30-364 

8 



8212300231# 

30-364 

0 



0212300236# 

30-364 

S 

Aldan Raiearch Laboratory 


0212270520 

NUREG 


Alderton Reporting 


0212100048 

30-329 

T 


821 22 70065# 

FOIA 




6212270131# 

FQIA 




8212260044# 

CONTRACT 


Aldrich Chemical Co t Inc 

(eub* of 

8212300155 

XPORTLIC 


Sigma-Aldrich Corp, ) 


8212300150 

XPORTLIC 




6212300163 

XPORTLIC 




0212300164 

XPORTLIC 




B212300166 

XPORTLIC 




0212300169 

XPORTLIC 




0312300100 

XPORTLIC 




8212300161 

XPORTLIC 


Allied Chemical Corp, 


8212160060 

40-3392 


Allied General Nuclear Service* 

0212090405 

80-332 

ft 

All i a d-Cr onroad* Nuclear 

Corp 

0212160131* 

40-6300 




8212160193# 

40-6500 


Aatarican Electric Power Service Corp 

0212100253 

80-315 

J 

American Nuclear Ineurer* 


8212300174 

50-219 

0 

Aatereham Corp. 


0212150230 

71-9167 


Anaheim, CA 


8212030168# 

50-361 

P 

Andrulia Research Corp. 


0212220027# 

CONTRACT 


Anthony, R L 


6212230352 

50-332 

0 


6212230356 

30-352 

0 

Antioch School of Law, Washington, DC 

8212020361 

50-135 

0 


AUTHOR 

AFFILIATION 


Applied Phytical Tec hnology p Inc 
Arponn* National Laboratory 


Arizona Public Service Co 


Accession 

NUMBER 


021 20 70247 
Q21 20 7£>303» 
02122BO2«?2 
82120603664 
8212010131 

8212060429 

0212060441 

0212060447 

0212060451 

6212060459 

B212070Q77 

0212070083* 

0212070431 

821207043B 

8212090660* 

8212090670* 

0212080673* 

0212130143 

0212130147 

0212270250* 

0212270260* 

0212270460 

02U29OI35 

0212030031 

0212030031 

0212030031 

0212060002 

0212060143 

8212060229 

0212060240 

02120 60275 
0212060275 
8212060275 
82120 60203 
8212070109 

0212070329 

0212070328 

8212070329 

8212070331* 

8212000157 

0212050157 

B212O0O157 

0212090552* 

0212090552* 

0212090552* 

0212130146 

0212130216 

8212130259 

8212130567 

0212130267 

0212130267 

0212130292 

02121 30292 
0212130309 
0212130320 


SUBJECT 

CATEGORY 


50-155 Q 
50-155 Q 
50-155 C 
50-416 P 
TOPREP 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

50-247 D 
30-247 0 

ACRS 
ACRS 

50-373 P 

50-373 P 
50-373 P 
NUREG 
NUREG 

50-537 A 

50-537 A 
NUREG 

50-5 20 A 
50-528 E 
90- 520 E 

50-528 E 
50-530 S 
50- 528 a 
SO- 528 S 
50-528 8 

50-528 D 
50-52B 9 

50-520 fa 
50- 528 S 
50-520 A 

50-528 K 
50-52B K 
50-526 K 
50-520 K 
50-528 F 

50-520 F 
50-529 F 
50- 523 0 
50- 523 G 
50-523 ft 

70-2949 
30-523 
50-530 
50-520 
50- 523 

50-52B B 
90- 528 C 
50-520 E 
50-530 3 

50 -528 3 


453 


(0 to w 
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AUTHOR 

AFFILIATION 


Avkaneat Power it Light Co 


ACCESSION 
NUN B ER 


8212210075 
B21 22 10077 
0212210077 
8212210 077 
6212210036 

02122 1 0006 
6212210086 
6212210097 
6212210107 
621 22 1 0225 

8212210237 
8212270139 
021 22801 40 
9212280227 
02 1 2280227 

9212200407 
9212030066 
8212030075* 
S2I 20 30097 
82120 30169 

0212060007 
0212060262 
0212060262 
021 2060333 
0312060333 

0212070294 
62120 70284 
0212080082* 
6212080082* 
0212000085* 

9212090311 
021 2090311 
8212100305* 
0212100394* 
9212140334 

8212140431 
02121 50283* 
0212160782* 
82121 607S7* 
02121 70018* 

02121 70025* 
0212170113 
8212170215 
0212170448* 
0212170433* 

8212210027 

0212210020* 

02122 J 0039 
0212210117 
02122IO12O* 

0212210166 
02122 1 0149 * 
9212210193 
0212210190* 
8 212210257 

0212210260* 

8212210514* 

0212210321* 

0212210534* 

0212210537* 

02122 20002* 
0212220004# 
BS132 30165* 
8212330165* 
8212230172# 

8212230 1 72* 

0212270143 

0212270169 

0212270194# 

0212200072 

8212280142 
6212280146* 
821 2280224 
6212200224 
8212260307 

6212290309* 

0212200459 

0212290168 

6212290160 

8212290171* 

8212290171* 
8312290194 
0212290196* 
021 22 90 l 9B* 
0212290212 


SUBJECT 

CATEGORY 


50-529 K 
30-528 S 
30-529 S 
50-528 3 

50-520 9 

50-520 3 

50-520 S 
50-520 5 

50-528 C 
50-920 S 

50-529 5 

50-528 A 
50-520 S 
50-520 G 
50-520 S 

90-529 Q 
50-360 B 
50-360 5 

50-31 3 9 
50-313 P 

50-313 0 

50-313 P 
50-3 1 3 P 
50-313 P 
50-313 P 

50-313 P 
50-313 P 
30-313 F 
50-313 F 
50-313 F 

50-313 F 
3D-313 F 
50-313 F 
50-313 F 
50-360 Q 

50-313 8 

50-313 F 
50-313 F 
50-313 F 
50-313 F 

5o-3«3 r 
90-313 P 
50-369 P 
50-313 F 
90-313 F 

50-368 9 

50-36 S S 
50-368 P 
50-368 S 
50-368 S 

50-313 S 
50-313 S 
50-36B S 
50-360 9 

50-369 9 

50-368 9 

50-3 1 3 F 
30-313 F 
50-313 F 
50-313 r 

50-313 F 

5o-3i3 r 

50-313 F 
5D-313 F 
50-313 F 

50-313 F 
50-313 3 

50-369 S 
50-368 B 
50-360 9 

50-360 S 
50-36B S 
50-313 r 
50-313 F 
50-313 P 

50-313 P 
30-363 P 
50-313 R 
50-313 ft 
50-313 R 

50-313 R 
50-313 R 
50-313 R 
50-313 Q 
50-360 8 


AUTHOR 

AFFILIATION 


Arkema* Tech Unlv 
Army* Dept of 

Army, Dept of, Carp* of EAS Inter* 


Atl#* fUneral* 


Atomic Industrial Forum 
OWR Owner* Croup 
BabcocV lc Mile#* Co, 


R A 

Baltimore On & Electric Co 


ACCESSION 

NUMBER 


821229 0223# 

0212290234 

8212290236* 

0212290321 

8212290406 

0212300052 

0212300057 

0212300059# 

5212300062# 

0212300088 

0212300090# 

0212010423* 

0212200455* 

0212220542* 

0212270412* 

0212030201 
0212030202* 
0212270401 
02122704 05* 
0212290123 

S21 2020360 

8212160431 

8212300034 

0212300036* 

8212090499# 

0212130067# 

0212130217 

0212130220* 

8212130233 

8212130234 

0212130113* 
821 21 60006 
0212160426 
0212230023 
8212230031* 

0212270042* 

0212270047* 

0212270406 

0212270337 

8212280401* 

0212140426 
82 1 22 30334 
8212010090* 
82120 10053* 
0215060071 

0212Q6OO71 

8212060149 

8212060196 

0212060206* 

0212060293* 


6UUJECT 

CATEGORY 


5Q-3&S S 
50-369 R 
50-36B Ft 
50-313 S 
30-313 S 

50-363 S 
50-363 B 
50-369 9 

50-363 0 

S0-36Q S 

S0-36B 5 

C DR Tit ACT 
CONTRACT 
CONTRACT 
CONTRACT 

40-3453 

40-3433 

40-3453 

40-3453 

40-3453 

QflO 

PR 

TOP REP 
TOPflEP 
70-624 

70- 27 
TOPREP 
TDPREP 
TOPREP 
TOPREP 

50-289 P 

71- 3814 
71-5086 
70-1201 
70- 1 201 

50-269 P 
30-269 P 
70-27 
70-27 
0A999 

50-443 0 

30-443 0 

50-317 F 
50-317 F 
50-317 P 

50-317 P 
50-317 9 

50-317 8 

50-317 9 

50-317 0 


0212060301 

8212060306* 

8212070034 

0212070054 

6212000197 

0212080197 

0212000441 

0212000448* 

0212000456 

8212080456 

0212080491 

0212130065 

0212130065 

0212140125 

8212140131* 


30-317 9 
50-317 S 
50-317 P 
50-317 P 
30-317 P 

50-317 P 
50-317 Q 
30-3 J 7 S 
50-317 9 
50-317 9 

50-317 F 
30-317 F 
50-317 F 
30-3J7 8 
90-317 s 


0212140412 
0212160259 
8212160270# 
0212160304 
021217 0232 

02121 70349 
0212200000 
0212510043 
8212210040* 
3212210076 

6212210000# 

0212210294 

0212210303* 

8212210370 

0212210384# 


NUREO 
30-317 9 

50-317 9 

50-317 Q 
50-317 P 

30-316 0 

50-310 P 
30-317 S 
50-317 9 

50-317 9 

50-317 9 

50-317 9 

50-317 0 

50-317 9 

50-317 S 


02122 l 0420 

6212210420 

0212210447 

0212210440# 

8212220208 


30-317 P 
50-317 P 
30-317 P 
50-317 P 
30-317 R 
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AUTHOR 

AFFILIATION 


Battel le Memorial institute* Columbus 
Lahor-a tor i ec 


Gat telle Memorial Institute* Pacific 
Mai th west Laboratory 


Dattrlle New England Marine Research 
Laboratory 

Pear Creek Uranium Co 
Bechtel C or p 


Beveridge* Fairbanks & Diamond 


Poston College 
Poston Edison Co 


Dripham Young Umv 


ACCESSION 

NUMBER 


02 12220208 
G21 2220310* 
0212220310* 
0212230374 
0212230374 

0212230312 

0212200199 

0212280302* 

0212200300* 

9212290120 

8212290122 
0212290379 
0212290362* 
8212290338 
821 2300309* 

8212300209* 

0212300211* 

0212300211* 

0212140476 

0212150212 

0212190310* 
0212270056* 
021227042 0 
021 2270521* 
0212270543* 

0210150165* 

8212010115 

8212010403 

8212210529 

8212220193 

8212220230 

0212220265 

0212220341 

8212220460 

8212220509 

8212220523 

0212270033 

0212270232 

0212270449 

0212270436 

0212270487 

0212270512 

9212270539 

8212300137 

8212300402 

9212210044* 

0212290157 

0212290161* 

8212020173 

8212140092 

B212170276* 

0212230304* 

0212100104 

8212140245 

8212140245 

8212140249 

0212140249 

0212220320* 

0212060198 

0212060200* 

0212060210 

0212060220* 

9212060272* 

0212100031 

9212130037 

8212140139 
9212150224* 
02121 50233* 
0212170305 
0212170310* 

0212210067 

8212210071* 

0212210140 

0212210153* 

8212210249 

0212210264# 

8212210450 

8212210462* 

8212290433* 

0212160734* 

8212160742* 

0212020010 


SUBJECT 

CATEGORY 


50-317 R 
50-317 n 
50-317 n 
50-317 P 
50-317 P 

50-310 P 
50-318 P 
50-318 P 
50-317 Q 
50-319 P 

50-310 P 
50-317 3 

30-317 S 
50-310 a 
50-317 r 

50-317 F 
50-317 r 
50-317 F 
NUREQ 

71-5937 

71-5937 

50-289 P 
NUREG 
CONTRACT 
CONTRACT 

50-341 F 

NUREG 

RES 

71-5957 

NUREG 

NUREG 
NUREQ 
NUREG 
50-341 r 
NUREQ 

RES 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

RES 

RES 

50-219 R 

40-9452 

40-B452 

REGOO 

TOPREP 

30-230 P 
50-275 P 
50-330 Q 
50-330 G 
50-338 G 

50-330 G 
50-338 G 
CONTRACT 
50-293 3 

50-293 3 

50-293 S 
50-293 9 

50-293 F 
50-293 F 
30-293 F 

S0-293 P 
50-293 G 
30-293 G 
50-293 P 
50-293 P 

50-293 O 
50-293 S 
50-293 G 
50-293 9 

50-293 S 

50-293 S 
50-293 Q 
50-293 Q 
50-293 G 
50-262 F 

50-262 T 
RES 


AUTHOR 


ACCESSION 

SUBJECT 


AFFILIATION 


NUMBER 

CATEGORY 



0212030239 

RES 




8212030323 

50-537 

A 



8212060005 

FES 




0212060119 

RES 




8212060128 

RES 




8212070400 

RE5 




92120 70471 

RES 




33120 80262 

FES 




92122 70S34 

RES 




82122 B0031 

RES 




82122QQ04G 

RES 




921228005 1 

RES 




8212200053 

RES 




9212280514 

50-320 

P 



B2I220O31B 

RES 


Burn* 6 Roe Co 


9212010015* 

50-537 

r 

C-E Operating Plants Owners 

Qroup 

8212020200 

TOPREP 




B2I202020B* 

TOPREP 




8212020212* 

TOPREP 




821 22901 B0 

TOPREP 


C F Oraun Co 


0212080662 

50-373 

P 

CONOCO, Inc {Continental Oil 

Co » 

0212060330 

40-0743 




8212290145 

40-0743 


Califnrniai State of 


0212020251 

PR 




0212220394 

50-57S 

0 



0212280542 

NUREG 


California. Univ of. Davis 


8212270227 

50-322 

T 

California. Unlv of. Los Angeles 

0200290029 

ACRS 




0212020131 

■REQQD 




0212270445* 

■FOIA 


Canad a 


0212160134 

71-494 




0212160140* 

71-454 


Canady. Atomic Energy Control Board 

0212070404 

XPDRTLIC 


Canadian Commercial Corp 


0212220249 

NUREO 


Carolina Envl ronmental Study 

■Group 

821 2 2 BO 13 2 

50-413 

G 



0212200132 

50-413 

G 



0212280 139 

50-413 

G 



9212200139 

50-413 

G 

Carolina Power U Light Co 


0212020069 

50-324 

S 


0212O2OOB3* 

50-324 

G 



8212020152 

50-324 

B 



0212020161* 

30-324 

S 



021 2020293 

50-324 

S 



0212020297* 

50-324 

S 



82 12020306 

50-325 

0 



8212020312* 

50-325 

B 



0212020315 

50-324 

3 



0212020-319* 

50-324 

3 



0312020362 

50-324 

9 



0212020365* 

50-324 

S 



0212060013 

30-261 

P 



021 2060069 

30-261 

P 



0212060179 

30-261 

R 



0212060201* 

50-261 

R 



0212070000 

30-323 

3 



0212070012* 

30-325 

□ 



0212070043 

50-400 

0 



8212070043 

50-400 

a 



82120 70112 

90-325 

9 



8212070118* 

50-323 

B 



821207020B 

50-325 

6 



02120 70214* 

50-323 

0 



0212070273 

50-324 

3 



02120 7027S* 

50-324 

0 



92120 70305 

50-400 

s 



9212070305 

50-400 

3 



8212090100 

50-325 

a 



0212090105* 

50-325 

s 



0212090120 

30-261 

a 



0212090129* 

30-261 

B 



0212090135 

30-325 

g 



0212090139* 

S 0-325 

s 



0212090147 

50-323 

8 



Q21 2090 152* 

50-325 

8 



0212090167 

30-323 

8 



8212090173* 

50-Q25 

8 



0212090237* 

50-400 

Q 



0212090269* 

30-324 

Q 



8212090307 

50-324 

P 



8212090307 

50-324 

P 



8212090314 

50-324 

S 



0212090310* 

90-324 

8 



0212090375 

50-324 

a 



0212090453 

50-329 

8 



6212090463* 

50-325 

8 
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CORPORATE SOURCE INDEX 


AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 
NUN OER 

SUBJECT 

category 

8212090339 

50-325 

S 


0212290125# 

50-26 1 

0 

0212090342* 

50-325 

S 


02122 90155# 

50 -261 

0 

8212090S43 

50-325 

G 


0212290800 

50-261 

P 

0212090350* 

50-325 

S 


8212300067 

50-324 

G 

8212100013 

50-261 

r 


6212300221 

50-325 

S 

8212100021 

50-261 

p 


8212300225# 

50-325 

G 

02121 00032 

50-324 

F 


0212300229 

50-325 

G 

0212100032 

SO-324 

r 


0212300256 

50-325 

S 

8212 100070 

50-261 

p 


8212300257 

30-325 

2 

8212100002 

50-324 

p 


02123 00259# 

50-325 

3 

8212100005* 

50-324 

p 


0212300262# 

50-325 

*5 

0212100099 

50-400 

0 


0212300272 

50-261 

S 

0212100099 

50-400 

Q 


0212300296# 

50-261 

G 

0212100241 

50-324 

R 


0212300307 

30-325 

G 

0212100241 

50-324 

R 


8212300309* 

30-325 

S 

0212100250* 

50-324 

R 


0212300316 

SO-325 

3 

0212100250* 

50-324 

R 


0212300317# 

50-325 

2 

0212130181 

50-400 

A 


0212300326 

50-400 

3 

8212130313 

50-261 

Q 


821 2300326 

50-400 

5 

0212130317# 

50-261 

G 


0212300331 

SO -325 

3 

0212140153 

50-325 

3 


0212300334# 

50-325 

9 

0212140159# 

50-325 

5 


0212300360 

30-325 

3 

0212140196 

50-325 

S 

Carpenter Technology Carp 

8212270072 

XP0RTLIC 


0212140202* 

50-325 

B 


0212270105 

XPORTLIC 


0212140250 

50-324 

P 

Catalytic/ Inc I subs of Air Products & 

0212200060 

PRK 





Chemicals/ Inc ) 




8212140250 

50-324 

P 





0212140255 

50-324 

P 

Center for Law in the Public Interest 

B21220O2B0 

50-275 

0 

02121 40S55 

50-324 

P 

Central Power b Light 

0212170131* 

50-49B 

A 

8212140257# 

50-324 

P 

Cerocj Inc 

8212070513 

XPORTLIC 


02121 40257* 

50-324 

P 

Chackes 6 Hoare 

Q212280179 

30-403 

0 




Charlevoix. MI 

8212010430* 

CONTRACT 


82121 50004 

50-261 

P 





0212150112 

50-325 

0 


0212070337* 

50-153 

& 

0212150114# 

50-323 

S 


8212070345* 

50-155 

G 

0212160036 

50-400 

D 


02120 70349# 

50-155 

G 

021217OJ41 

50-323 

S 


0212210289# 

50-135 

G 





8212210292# 

50— J 55 

G 

0212170156* 

50-325 

5 





0212170103 

50-400 

8 


8212210296# 

50-15S 

G 

8212170210 

50-324 

P 

Charncff. G 

0212060413# 

contract 


02121 70216 

50-325 

S 

Chem- Nuclear Systems/ Inc 

8212 150202 

71-9001 


8212170320 

50-400 

8 


G2I 21 50206# 

7J-9O0I 






8212160407 

71-9151 


8212170330 

50-324 

P 





0212170338 

30-324 

P 


0212160410# 

71-9131 


821 21 70343# 

50-324 

P 


0212280541 

27-47 


0212170343# 

50-324 

P 


021 2290003 

27-47 


8212170330# 

50-324 

P 

Chicago Bridge & Iron Co 

0212020243 

PfTM 





Chnsta-Mar ia 

0212020361 

50-153 

G 

8212170350* 

50-334 

P 





8212170355 

50-324 

P 


0212070247 

30-155 

0 

02121 70333 

50-324 

P 


8212070303# 

50-155 

a 

0212170356* 

30-334 

P 


8212200292 

50-155 

G 

0212170356# 

50-324 

P 

Cincinnati Gas 6 Electric Co 

8212010009 

50-358 

A 





0212020225 

50-330 

£3 

8212170363# 

50-324 

P 





8212170363# 

50-324 

P 


0212020257 

50-350 

3 

8212210004 

50-324 

P 


8212020320 

50-3SB 

3 

8212210004 

50-324 

P 


821 2020367 

30-358 

9 

0212210006# 

50-324 

P 


0212030111 

30-350 

9 





8212060030# 

50-350 

<1 

0212210006# 

50-324 

P 





0212210030 

50-323 

9 


8212060039# 

50-350 

G 

6212210032* 

50-325 

S 


8212080280 

50-359 

G 

0212210060 

50-261 

P 


8212000472 

50-350 

F 

8212210132 

50-325 

s 


0212090020# 

50-350 

r 





8212090031# 

50-350 

F 

8212210159* 

30-325 

B 





8212210222 

30-400 

0 


8212090034# 

50-358 

F 

0212210399 

30-325 

3 


8212090073 

50-358 

Q 

8212210405* 

50-323 

5 


0212090094 

90-359 

K 

0212210418 

50-261 

P 


8212090096# 

50-350 

K 





0213140340# 

50-358 

A 

82122 10422 

50-400 

C 





8212210422 

50-400 

C 


8212140342# 

50-35B 

A 

8212210424# 

50-400 

c 


0212170080 

50-350 

K 

0212210424# 

50-400 

c 


8212170107 

50-358 

R 

8212220345 

50-400 

s 


8212170191 

90-358 

R 





021217026 0 

90-350 

B 

0212220345 

50-400 

& 





0212220432 

50-400 

9 


0212200009 

50-330 

G 

0212220432 

50-400 

S 


0212210031# 

5O-3S0 

a 

8212220480 

50-325 

s 


0212210545* 

50-350 

F 

0212220493# 

50-325 

s 


0212270190 

50-350 

S 





8212270434# 

50-350 

A 

0212220496 

50-323 

9 





0212220504# 

50-325 

s 


8212280171* 

50-350 

ft 

8212230366 

50-400 

G 


0212290277 

50-350 

G 

0212230366 

50-400 

Q 


0212290295 

50-338 

9 

8212270222 

30-400 

G 


8212290342 

50-358 

B 





0213290343# 

50-350 

ft 

0212280078 

50-261 

P 





0212200112 

30-400 

C 


0212290364 

30-350 

fl 

0212280112 

50-400 

C 


0212290397 

50-350 

S 

0212280383 

30-325 

s 


0212290425* 

50-350 

A 

8212280397# 

50-325 

3 


821 2290429# 

50-398 

0 
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AUTHOR 

AFFILIATION 


CiUitni Against Nuclear Power 
Citium Association for Sound Energy 


CltLl-tm Concerned About Nuclear Power* 
Int 

Citirem for Energy & Employment 


Cleveland Electric Illuminating Co 


Cleveland' OH 
Coalition For Safe Power 


Coastal Chamber of Commerce of New 
Hampshire 

Colorado State Un lv 
Colorado, State of 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

0213290430 

50-35B 

3 

Colt Industries* Inc 

0212210341 

30-395 

S 

0212290434a 

30-330 

0 

Columbia River Inter-Tribal Fish 

0212160267 

30-522 

G 

0213290467 

30-338 

S 

Commission 




0213290403 

50-338 

s 

Columbus & Southern Ohio Electric Co 

0212090034* 

50-356 

F 

0212200099 

30-373 

H 

Combustion Engineering' Inc 

0212020372 

PR 






02121 40501 

PRQJ 


9213230182 

50-445 

0 





9212230182 

50-445 

9 


02121 40S 10* 

PRdJ 


9212230195 

50-445 

G 


0212160004 

70-1100 


8212230195 

50-445 

0 


0212170163 

NUREG 


9212300009 

50-445 

G 

Commerce' Dep t of 

0212210411 

30-104 

Ss 




C-ommere e< Dep t of, National Bureau of 

0212200 161 

XPORTLIC 


031 2300009 

50-445 

G 

Standards 




8212300045 

50-445 

G 





8212300045 

50-445 

G 


0212290402* 

50-104 

a 

8212100129 

50-490 

Q 

Commonwealth Edison Co 

021 1290530 

30-454 

K 





021 1290530 

30-454 

K 

9212010191 

50-341 

G 


021 1290959* 

50-454 

K 





0211290959* 

50-454 

K 

8212140377 

50-341 

G 





8212140420 

50-341 

G 


8212020234 

50-295 

Q 

9212140460 

50-341 

G 


0212020237# 

30-295 

Q 

0212010209 

50-440 

G 


021 20 2023 9 

50-249 

0 

8212010208 

50-440 

G 


0212020240* 

50-249 

9 





8212020275 

50-295 

S 

0212010212 

50-440 

G 





0212010212 

50-440 

G 


9212020274 

50-373 

8 

021 2020090# 

50-440 

K 


0212020275 

50-237 

a 

021 2020090# 

50-440 

K 


0212020200# 

30-237 

S 

0212020296 

50-440 

5 


0212020202# 

90-373 

g 





0212020205* 

50-295 

g 

821202039S 

50-440 

S 





8212070015 

50-440 

II 


0212020294 

50-373 

g 

0212070015 

50-440 

II 


9212O2030 1* 

50-373 

a 

0212070237 

50-440 

A 


8212020305 

50-373 

9 

0212070237 

50-440 

A 


9212020327* 

50-373 

9 





0212020329 

30-4S4 

s 

8212070359 

50-440 

0 





0212070398 

50-440 

0 


0212020337 

50-249 

g 

8212070365# 

50-440 

0 


0212020357* 

50-249 

3 

0212070397 

50-440 

E 


8212030043 

50-237 

p 

0212070397 

50-440 

E 


0212030036* 

50-254 

a 





8212030273* 

50-254 

F 

82120B0293 

50-440 

Q 





0212090196 

30-440 

Q 


B212O30273# 

S0-254 

r 

0212090201# 

50-440 

G 


0212030279* 

50-254 

F 

02 1 20 9020 1# 

50-440 

0 


0212030279* 

30-254 

F 

0212090206* 

50-440 

0 


0212030266* 

50-10 

F 





8212030207* 

50-10 

F 

8212090206* 

30-440 

0 





0212090495 

50-440 

0 


0212060029 

30-237 

Q 

8212090493 

50-440 

0 


0212060029 

50-237 

a 

0212130241 

50-440 

G 


8212060029 

50-237 

a 

0212130241 

50-440 

G 


9212060041 

50-373 

F 





B212060041 

50-373 

F 

8212130246* 

50-440 

0 





8212130246* 

90-440 

Q 


0212060045* 

50-10 

0 

8212140449 

50-440 

Q 


@212060006 

90-293 

P 

0212140445 

50-440 

G 


9212060086 

30-295 

P 

0212160247 

50-440 

G 


0212060101* 

30-254 

F 





0212060207 

50-237 

P 

8212160247 

50-440 

0 





8512160291 

50-440 

G 


0212060219 

50-293 

P 

0212160251 

30-440 

G 


0212060219 

50-295 

P 

0212170193 

50-440 

3 


0212060267 

30-237 

P 

0212170193 

50-440 

B 


0212070065 

50-295 

F 





0212070065 

SO-295 

F 

0212170241 

50-440 

B 





0212170241 

50-440 

G 


0212070177 

50-454 

A 

0212200061 

50-440 

9 


0212070177 

50-454 

A 

0212200061 

50-440 

9 


0212070177 

50-454 

A 

0212200072# 

50-440 

9 


0212070177 

50-454 

A 





0212070177 

50-454 

A 

8212200072* 

30-440 

G 





0212200105 

50-440 

G 


0212070196* 

50-434 

A 

8212210321 

50-440 

G 


0212070207* 

50-434 

A 

0212210345 

50-440 

G 


9212070249 

30-454 

E 

0212210 370 

50-440 

3 


8212070249 

50-454 

C 





0212070249 

50-454 

E 

8212210370 

50-440 

B 





0212280253 

30-440 

A 


0212070249 

50-454 

C 

8212280255 

50-440 

A 


0212000235 

50-454 

0 

0212200291 

50-440 

8 


0212090235 

90-454 

0 

0212280291 

50-440 

B 


021 200024 9# 

50-454 

G 





0212090249* 

30-454 

G 

8212290189 

50-440 

E. 





82122901B9 

50-440 

F 


8212080308 

30-373 

□ 

0212290305 

50-440 

L 


9212090317* 

50-373 

9 

0212290305 

50-440 

E 


0212000318 

90-373 

9 

0212290325 

50-440 

C 


0212090332* 

50-373 

9 





0212000375 

50-249 

S 

B212290325 

50-440 

E 





8212300013 

50-440 

0 


8212080301* 

90-249 

9 

0212150012 

50-346 

ht 


0212000390 

50-265 

S 

0212140410 

50-397 

G 


0212000400 

50-373 

s 

0212160267 

30-522 

9 


0212080404* 

50-265 

8 





0212000410* 

50-373 

8 

0212200079 

50-443 

9 









0212000412 

50-373 

9 

021 2 130102* 

CONTRACT 



8212090413* 

50-373 

9 

0212160422 

PR 



0212090500 

30-373 

9 
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CORPORATE SOURCE INDEX 


AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATECIWY 

0212080524* 

50-373 

S 

6212140243 

50-10 F 

0212080537 

50-237 

G 

0212140243 

50-10 r 

8212000537 

50-237 

G 

8212140243 

SO- 10 F 

0212000537 

50-237 

G 

8212140243 

50-10 F 

0212090301 

50-237 

P 

0212140209 

50-373 0 

0212O9O33B* 

50-254 

G 

6212140269 

50-373 0 

8212090330* 

50-254 

a 

8212140292* 

30-373 Q 

9212090303 

50-237 

F 

0212140321 

50-295 S 

8212090303 

50-237 

F 

0212140327* 

50-295 S 

9212090393 

50-237 

F 

8212140402 

30-373 P 

9212090393 

50-237 

F 

0212160013 

50-254 P 

8212090303 

50-237 

r 

0212160326 

30-237 Q 

8212090383 

50-237 

F 

021 21 60334# 

50-237 <3 

9212090393 

50-337 

F 

0212170097 

50-249 S 

0212100215 

90-237 

3 

0212170102* 

50-249 S 

62121 00216* 

50-237 

S 

8212170122 

50-237 U 

0212100272 

50-373 

3 

0212170123 

50-373 S 

02121 00275* 

50-373 

S 

821 21 70126* 

SO-373 S 

0212100312 

50-237 

s 

0212170130* 

30-237 S 

8212100319# 

90-237 

0 

0212170134 

50-249 5 

8212100323 

50-265 

3 

0212170139# 

50-249 2 

0212100330* 

50-494 

Q 

02121 701S9 

SO-373 3 

8212100335# 

90-265 

S 

0212170176* 

50-373 3 

6212130028# 

50-10 

F 

0212170104 

SO-373 a 

0215130028# 

50-10 

F 

02121 70192 

50-454 S 

8212130020# 

50-10 

F 

0212170192 

50-454 S 

8212130028* 

50-JO 

F 

0212170194* 

50-373 S 

8212130020# 

50-10 

F 

021217021 1 

50-373 3 

8212130020# 

50-10 

F 

8212 I 70214* 

SO-373 3 

9212130020# 

50—10 

F 

0212170210 

50-249 3 

8212130029# 

90-10 

F 

0212170225* 

50-249 S 

8212130029# 

30-10 

r 

0212 J 7023 3 

SO-373 S 

8212130028* 

50-10 

F 

8212170230* 

50-373 9 

0212130028# 

50-10 

F 

0212170264 

SO-373 S 

0212130028# 

50-10 

F 

82121 70270# 

50-373 S 

62121 30028# 

50-10 

F 

8212170307 

50-295 3 

B2121 30020* 

50-10 

F 

0212170312* 

50-295 S 

0212130035 

50-295 

P 

0212210036 

50-237 P 

0212130035 

30-299 

P 

0212210106* 

50—373 Q 

8212130041* 

50-10 

F 

0212210100* 

50-373 0 

0212130041* 

50-10 

F 

8212210157 

50-237 a 

0212130041# 

50-10 

F 

8212210160* 

50-237 S 

0212130041* 

30-10 

F 

0212210369 

50-299 P 

8212130041* 

50-10 

F 

02 1 22 J 0369 

30-299 P 

021213004 1 * 

SO- 10 

F 

8212210454 

50-295 T 

0212130041* 

so - 10 

F 

8212210454 

50-295 F 

0212130041# 

50-10 

F 

0212210463 

50-373 K 

0212130041* 

30-10 

F 

0212210463 

50-373 H 

8212130041* 

50-10 

F 

0212210466# 

50-373 H 

G2I21 30041* 

50-10 

F 

0212220190# 

50-10 F 

0212130093 

SO-373 

P 

0212220190* 

90-10 F 

0212130193# 

50-295 

F 

0212220202* 

50-10 F 

0212130196* 

50-295 

F 

0212220212 

90-10 P 

0218130175 

30-373 

R 

8212220231# 

90-10 P 

02121 301 77* 

50-373 

R 

021 22 2023 J* 

50-10 P 

0212130103 

50-295 

a 

8212220231* 

50-10 P 

0212130193 

50-295 

a 

0212220231# 

so-io p 

0212130196 

50-254 

ft 

0212220231* 

50-10 p 

02121 30196 

90-254 

R 

8212220231* 

50-10 P 

8212130202# 

50-254 

R 

8212220231* 

50-10 P 

8212130202* 

50-254 

ft 

0212220231# 

50-10 P 

0212130231 

50-295 

P 

0212220231# 

30-10 P 

€212130231 

50-295 

P 

0212220231# 

50-10 P 

0212130236# 

50-295 

P 

8212220231# 

50-10 P 

821 2130236* 

SO -295 

P 

0212220231# 

so-io p 

0212140055 

50-295 

R 

0212220231* 

50-10 P 

02121 4005S 

50-295 

ft 

0212220231* 

90-10 P 

0212140061# 

50-295 

R 

0212220431 

5£>-2?S P 

921 21 40061* 

50-295 

ft 

8212220431 

50-2*5 P 

82 121 40067 

30-373 

8 

0212230020* 

50-10 r 

8212140066 

30-373 

P 

8212230020* 

50-10 F 

0212140072* 

50-373 

P 

8212230020* 

50-10 F 

8212 1 40095* 

50-373 

S 

0212230045* 

50- JO F 

8212140112 

50-10 

ft 

0212230042* 

50-10 F 

0212140112 

50-10 

R 

02122 3 0045* 

SO- 1 0 F 

0212140112 

50-10 

R 

0212270140 

50-373 S 

0212140119 

50-373 

3 

0212270140# 

50-373 3 

0212140120* 

50-10 

ft 

8212270162 

SO-373 S 

02123 40120* 

50-10 

n 

0212270165 

50-373 9 

0212140120* 

SO -10 

ft 

8212270170* 

SO-373 3 

8212140128* 

50-373 

8 

0212270170# 

SO-373 0 

6212140172 

50-237 

P 

0212270175 

50-373 S 

821 21 4017? 

30-254 

F 

0212270100* 

50-373 Q 

S21 21 40231* 

50-373 

a 

8212270223# 

50-373 G 

0212140231* 

SO-373 

a 

0212270223* 

50-373 0 


m w a u tt 


CORPORATE SOURCE INDEX 
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AUTHOR 

AF F ILIATION 

ACCESSION 

NUMBER 

SUDJECT 

CATEGORY 

AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


82 122 70303 # 

30-237 

0 



82123001 79# 

50-10 

F 


8212270303* 

50-237 

0 



8212300179# 

50-10 

F 


8212270334 

50-373 

3 



8212300179# 

50-10 

F 


S21 2270334# 

50-373 

3 



8212300179* 

50-10 

F 


821 2290110 

50-237 

a 



6212300179# 

50-10 

F 


02122BO1 10 

50-237 

ft 



6212300199# 

50-10 

F 


8212280117 

50-237 

p 



8212300199* 

50-10 

F 


8212280117 

50-237 

p 



0212300199* 

50-10 

F 


8212280117 

50-237 

p 



8212300199* 

50-10 

F 


82122801 17 

50-237 

p 



8212300199# 

50-10 

F 


8212280117 

50-237 

r 



B2I 23 00405* 

50-234 

F 


8212280193 

50-373 

g 



8212300405# 

30-234 

F 


8212280212 

50-237 

p 



021 23 00409* 

50-254 

F 


8212280212 

50-237 

p 



8212300409* 

30-234 

F 


821 2280212 

50-237 

p 

Connecticut Yankee Atomic 

Power Co 

8212020299 

50-213 

F 


6212280212 

50-237 

p 



6212060157 

50-213 

P 


8212280212 

50-237 

p 



0212060376 

50-213 

0 


8212280212 

50-237 

p 



02120 70289 

50-213 

P 


8212280212 

50-237 

p 



0212080449 

50-213 

s 


821 2280212 

£0-237 

p 



02120 80459# 

50-213 

S 


8212200212 

50-237 

p 



0212090114 

50-213 

F 


8212200212 

50-237 

p 



8212130036 

50-213 

F 


8212200215# 

50-373 

0 



8232150222 

71-6574 



8212200229 

50-373 

s 



8232160216 

PR 



0212200231# 

50-373 

s 



8212210039 

SO-213 

P 


8212200244 

50-295 

s 



8212210063* 

50-2*3 

P 


82122 BQ249# 

50-295 

8 



8212210121 

50-213 

P 


0212280243 

50-237 

P 



8212210121 

50-213 

P 


82122Q0243 

50-237 

P 



8232230237 

50-213 

P 


8212280243 

50-237 

P 



8212280119 

30-213 

F 


8212280243 

50-237 

P 

Conner U UetVerhahn 


8212020330 

50-332 

G 


8212200243 

50-237 

P 



8212020339* 

50-332 

G 


8212280290 

50-373 

P 



8212000288 

50-358 

G 


821220029B 

50-373 

P 



8212090073 

30-338 

0 


0212200306 

50-454 

11 



8212200089 

50-350 

Q 


8212280306 

50-454 

11 



8212210261 

50-458 

Q 


0212280341 

50-373 

K 



8212230327 

50-352 

Q 


0212280343 

50-237 

P 



8212270216 

50-332 

Q 


8212280343 

50-237 

P 



0212280185 

50-352 

Q 


8212280343 

50-237 

P 



8212300107 

30-352 

G 


82122 80343 

50-237 

P 

Conover fc A*iociate*r Inc 

Iiueranc * 

8212270173 

70-1621 



82122 80343 

50-237 

P 



8212280254 

70-1621 



82122 80337 

50-234 

P 

Consad Research Corp 


0212070404 

FOTA 



62122 80432 

50-299 

9 

Consolidated Edi*on Co of 

Neu York* Inc 

8210190499 

30-247 

F 


8212280442# 

50-295 

S 



8212020318 

30-247 

G 


82122 80447 

50-373 

s 



0212020318 

50-247 

G 


82122 80448* 

50-454 

ft 



S21203024B# 

30-3 

F 


82122 80440# 

50-454 

ft 



8212060103 

50-247 

G 


82122 80449# 

50-373 

8 



8212060103 

30-247 

G 


02122 80490 

50-295 

0 



B212060146 

30-247 

8 


0212280441# 

50-295 

3 



8212060152# 

30-247 

S 


82122 80472 

30-237 

8 



8212070285 

30-3 

P 


B2122 80479# 

30-237 

S 



8212070285 

30-3 

P 


62122 00483 

50-373 

s 



0212070296 

30-247 

0 


82122 00487# 

30-373 

B 



0212080297 

50-247 

8 


B2122 900B6* 

50-295 

r 



0212080311* 

50-247 

9 


82122 900B6# 

50-295 

F 



0212090007 

50-247 

Q 


82122 90089# 

30-295 

r 



8212090090 

50-247 

Q 


82I22 900B9# 

50-295 

F 



8212090090 

50-247 

Q 


02122 90103# 

30-295 

r 



8212090205 

50-247 

P 


8212290103# 

30-293 

F 



8212090205 

30-247 

P 


82122 90110# 

30-293 

F 



8212130232 

50-247 

P 


02122 90110# 

30-275 

F 



8212130232 

30-247 

P 


6212290111 

50-294 

P 



8212130288 

50-247 

P 


82122 90111 

30-254 

P 



021 21 40353 

30-3 

F 


0212290190 

50-237 

P 



6212140423 

50-247 

ft 


82122 90193# 

50-237 

P 



8212140439 

30-247 

0 


82122 70247 

30-454 

F 



8212340439 

90-247 

0 


8212290247 

30-454 

F 



8212140446* 

90-247 

0 


82122 90329 

50-249 

8 



821 21 40446* 

50-247 

0 


8212290333# 

50-249 

B 



8212150023 

50-247 

8 


02122 90337 

50-374 

0 



6212150027# 

90-247 

6 


02122 90344 

30-237 

S 



021 21 50080 

50-247 

8 


82122 90343# 

50-237 

S 



8212150084* 

30-247 

8 


82122 90369 

30-249 

s 



021216028? 

90-247 

0 


02122 90385# 

30-249 

B 



82 1 21 60289 

90-247 

0 


82122 90390 

00-237 

B 



6212210119 

30-247 

8 


02122 90407 

50-254 

P 



0212210128 

30-247 

8 


82122 90409# 

50-237 

S 



6212210133* 

50-247 

8 


82122 90472 

50-249 

8 



8212210140* 

30-247 

8 


B2122 90470# 

30-249 

8 



8212220042* 

30-3 

F 


02122 90511# 

50-295 

F 



8212220042* 

50-3 

F 


B2122 90311# 

50-295 

F 



8212220046# 

30-3 

F 


82122 90513# 

50-295 

F 



8212220046* 

SO- 3 

F 


0212300179# 

50-10 

F 



B2L2220271 

50-247 

0 



460 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Consumers Power Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


6212220271 50-247 G 

8212230167 SO-247 Q 

8212230187 50-247 G 

8 212270120 50-247 F 

821 2270361# 50-247 G 

6212280219 50-247 ft 

821 2280221 * 50-247 R 

0212280237 50-247 P 

0212280243# 50-247 P 

8212280240# 50-247 P 

82 15280293 50-247 0 

8212280364 50-247 P 

8212290302* SO-3 F 

8212290300* 50-3 F 

8212290309* 50-3 F 

8212300230 50-247 0 

82123002 73 50-247 P 

821 2300352 50-247 P 

62120 10035 50-329 A 

8212020313 50-329 S 

8212020325 50-255 S 

8212020331* 50-253 S 

8212020351* 50-255 Q 

8212030019 50-155 0 

8212030137 50-155 P 

8212060067 50-255 □ 

8212060073* 50-355 S 

8212060357 50-255 9 

8212060371* 50-255 S 

8212060382* 50-255 B 

8212060392* 50-255 fa 

8212060396* 50-255 S 

8212060412* 50-255 0 

8212060421* SO-255 S 

8212060431* 50-255 S 

8212060444* 50-255 B 

8212070017 50-329 R 

8212070127 50-155 0 

8212070300 50-155 F 

8212070300 50-195 F 

8212070300 50-153 F 

8212070300 50-155 F 

8212070327 50-153 G 

8212070330* 50-155 G 

8212070337* 50-195 G 

821 2070340* 50-155 G 

8212070345* 50-155 G 

8212070349* SO -153 G 

8212070332* 50-153 Q 

8212080261 50-255 S 

8212080271* 50-255 B 

8212080392 50-329 A 

8212000392 SO-329 A 

8212090066 50-329 A 

8212090066 SO-329 A 

8212090069* SO-329 A 

8212090160 50-329 T 

8212070180 50-329 T 

8212090194* 50-329 T 

8212090194* 50-329 T 

8212070409 50-255 F 

8212100210 30-135 F 

0212100210 30-155 F 

8212100210 SO-155 F 

8212100237 30-329 S 

8212100240 SO-255 B 

8212100273 SO-329 S 

8212100273 50-329 9 

8212100289 SO-155 F 

0212100283 50-155 F 

82121 00285 50-iSS F 

8212100304 50-155 S 

8212100309* SO-155 S 

8212100313 50-235 S 

8212100317* 50-255 S 

8212130347 50-255 Ft 

8212130250* SO-255 R 

8212140236* 50-329 A 

82121 40367* 50-329 A 

8212140367* 50-329 A 

02121 403B7 50-329 Q 

0212140387 30-329 0 

0212160223 50-135 0 

021 2160227* 50-135 G 

0212170002 30-135 P 


AUTHOR 

AFFILIATION 


Continuni Dynamic#, Inc 
Cornell l/niv 


Cotter Corp 


Crystal River# FL 
Cygna Energy Service# 

Dairyland Power Cooperative 


Dalla# Morning New# 

Dames 4c Moore 

Dayton Power & Light Co 

DeKalb Area Alliance for Respo 
Energy 

Debevoiie <c Liberman 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0212170144 

50-329 

A 

821 21 70144 

50-329 

A 

0212170150* 

50- 1 55 

LI 

8212200029 

PR 


8212200070 

50-255 

P 

8212200075* 

50-255 

P 

8212200002* 

30-255 

P 

S2122 10156 

50-329 

S 

0212210290 

50-155 

G 

0212210205 

50- S 55 

G 

8212210289* 

50-155 

C 

02122 10292* 

30-153 

£ 

8212210294* 

30-155 

fa 

8212210309 

50-329 

A 

82122103(4 

50-329 

0 

0212210314 

50-329 

G 

8212230112 

70-2964 


8212230275 

50-255 

0 

Q212230342 

50-155 

P 

8212230343* 

SO-155 

P 

8212230350 

50-329 

fa 

8212270126 

50-329 

s 

8212270126 

30-329 

s 

8212270215 

90-255 

s 

0212270228* 

SO-255 

5 

82122B00B3 

90-255 

P 

8212280089* 

50-255 

P 

0212200094* 

50-255 

P 

0212200103 

30-155 

P 

0212200107# 

50-155 

P 

8212280113* 

50-155 

P 

0212200131 

SO-155 

<3 

8212280207 

50-329 

0 

8212200225 

50-329 

f 

0212200225 

50-329 

F 

8212280320 

50-329 

5 

8212200320 

50-329 

5 

0212200330 

50-255 

0 

8212200302 

90-255 

F 

8212200460 

50-253 

s 

8212200464# 

50-255 

s 

0212290203 

50-329 

A 

0212290203 

90-329 

A 

0212290200* 

50-329 

A 

0212300147* 

30-329 

A 

0212300332 

50-155 

Ft 

8212300341* 

50-153 

R ' 

8212200354* 

50-387 

P 

0212140146 

30-77 

Ft 

8212140232 

50-97 

R 

0212140232 

50-77 

fl 

821214023B* 

50-97 

fl 

8212140238* 

30-97 

a 

8212140469 

30-97 

fl 

8212140469 

30-97 

fl 

0212030258 

40-9511 


0212100343 

WASTE MOT 

8212100349* 

WASTE MOT 

6212010406* 

CONTRACT 

0212300312* 

50-341 

A 

0212030024 

50-409 

P 

821 2070 110 

50-409 

P 

0212070152 

50-409 

F 

8212000220 

50-409 

P 

8212090440* 

50-409 

0 

8212140417* 

50-409 

0 

8212170204 

30-409 

P 

0212220323* 

50-409 

F 

0212220331* 

30-409 

F 

0212260059 

50-409 

P 

0212200095* 

50-409 

0 

8212280253 

30-409 

S 

8212280256* 

50-409 

s 

8212290220 

50-409 

ft 

8212290222* 

50-409 

R 

8212100370 

FOIA 


8212150183* 

50-230 

ft 

8212280478* 

CONTRACF 

8212090034* 

50 -35a 

F 

8212230001 

71-6717 

8212000235 

50-454 

Q 

821 2000249* 

50-454 

© 

82071 00063 

S 0-290 

a 

02091 50071 

FOIA 




CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


IlEtroit Edison Co 


Ditto. s J 

Doc-Search Associates 
Dow Chfrnital Co 
Duke Pouer Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

8212130230 

50-413 

Q 

9212140409 

30-445 

Q 

0212160261 

50-413 

Q 

8212200010 

PR 


0212220232 

30-413 

0 

0212220232 

50-413 

G 

0212220239# 

50-413 

Q 

8212220239* 

50-413 

G 

8212230314 

50-397 

G 

0212230314 

50-397 

G 

0212270244 

50-413 

Q 

8212270244 

50-413 

G 

8212270317 

50-443 

Q 

0212270317 

30-445 

G 

0212270321 

50-413 

0 

02 12270321 

50-413 

G 

0212270326 

50-397 

G 

0212270329 

30-460 

0 

9212270332 

50-445 

G 

8212270332 

50-445 

G 

8212260273 

50-445 

G 

8212200277 

50-397 

G 

8212200277 

50-397 

G 

8212200294 

50-460 

G 

9212010156# 

30-341 

11 

0212010163# 

50-341 

K 

8212090061 

30-341 

E 

0212100166 

50-341 

A 

0212100267 

50-341 

A 

0212130303 

50-34 1 

A 

0212130424 

70-2926 


021213042 7# 

70-2926 


0212140375 

50-341 

F 

8212210443 

50-341 

3 

0212230309 

50-341 

0 

8212230355 

50-341 

0 

0212270359 

50-341 

a 

0212270362 

30-341 

3 

0212300311 

50-341 

A 

0212060399 

ACRE 


0209290104 

FOIA 


0212020034 

40-17 


0212030002 

50-36? 

P 

0212030003# 

50-369 

P 

8212030049 

50-413 

A 

02120 300BO 

50-413 

A 

8212060244 

SO-369 

P 

8212070170 

50-413 

Q 

8212070178 

50-413 

0 

0212070341 

50-26? 

P 

B21207034B# 

50-26? 

P 

8212070353* 

50-267 

P 

8212070370 

50-269 

P 

8212070392# 

50-269 

P 

0212070392# 

50-269 

P 

0212070392# 

50-269 

P 

0212070395# 

50-269 

P 

0212070393# 

50-269 

P 

0212070393# 

50-269 

P 

0212090079 

50-414 

G 

0212090192* 

50-369 

G 

8212090221 

50-237 

a 

8212090225# 

50-287 

a 

8212090233 

50-413 

a 

0212090239# 

50-413 

a 

8212090290 

90-369 

G 

0212090323 

50-414 

B 

8212090339 

50-369 

G 

0212090401 

50-369 

G 

0212090420 

90-269 

G 

8212090442 

50-413 

G 

02120 90402 

90-413 

a 

0212090522 

50-413 

0 

8212100096 

50-413 

Q 

0212130069 

50-269 

F 

B21 21 30069 

50-269 

F 

0212130069 

50-269 

F 

0212130069 

50-269 

r 

0212130190 

50-269 

p 

8212130230 

50-413 

G 

0212130230 

90-413 

G 

0212130257 

30-413 

A 

8212140171 

50-369 

0 

8212140176# 

90-369 

0 

8212140263 

50-413 

A 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


S212I40263 
0212140390 
02121 40390 
0212140423 
B2I21 40434# 

02121 50073 
3212160044 
9212160044 
9212160249 
9212160261 

0212160345 
8212160343 
92121 70256 
92121 70256 
8213170290 

9212200005 

9212200012# 

8212210060 

8212210065# 

8212210079 

8212210079 

8212210079 

9212210145 

8212210134# 

0212210231 

8212210231 
9212210419 
83122 10421 
Q21 22 10421 
8212210421 

82 I 22 10423# 
92122 1042B# 
8212210420# 
B2122 1 0439# 
9212220327 

9212220232 
8212220232 
8212220239# 
8212220339# 
B21 22 30076# 

82122 30076# 
8212230083# 
8212230109# 
02122301GB# 
G21223010B# 

0212230124# 
8212230124* 
8212230124# 
8212230124* 
82122 30124# 

0312230124# 

8212230124# 

B212230124# 

8212230134# 

8212230134* 

9212230134* 

8212230134# 

8212230134# 

0212230134# 

0212230134# 

0212230134# 

0212270244 

0212270244 

8212270261 

0212270321 

0212270321 

0212280168 

8212280173# 

0212260174 

8212200391 

8212260351 
6212280331 
621 2200367# 
6212280367* 
6212260367* 

621 2280360 
8212260394# 
8212290232 
821 2290232 
8212290354 

8212290354 

9212300093 

8212300096# 

8212300224 

9212300264 


SO-413 A 
30-369 P 
30-369 P 
50-369 S 
SO -3 69 s 

50-269 P 
50-413 A 
50-413 A 
50-369 P 
50-413 a 

50-413 A 
50-413 A 
30-413 S 
50-413 S 
30-369 P 

50-369 9 

50-369 S 
90-369 FI 
50-369 fl 
50-269 P 

50-269 P 
30-269 P 
50-369 9 

50-369 9 

30-413 9 

50-413 9 

50-370 II 
50-269 R 
50-269 R 
90-269 R 

30-370 K 
50-269 R 
30-269 R 
90-269 Fl 
90-413 A 

50-413 G 
50-413 0 

50-413 0 

50-413 G 
50-369 F 

90-369 F 
30-369 F 
30-269 F 
30-269 T 
SO-269 F 

50-269 F 
30-269 F 
50-269 r 
30-269 F 
50-269 F 

50-269 F 
30-269 F 
50-269 T 
30-269 F 
50-269 F 

50-269 F 
50-269 F 
50-269 F 
50-269 F 
30-269 T 

50-269 r 
50-413 0 

50-413 0 

50-413 A 
90-413 0 

50-413 0 

TQPREP 
TOPREP 
50-413 G 
90-269 P 

50-269 P 
90-269 P 
30-269 P 
30-269 P 
30-269 P 

30-369 B 
50-369 S 
50-369 P 
50-369 P 
50-4 1 3 A 

50-413 A 
50-369 9 

50-369 8 

50-287 S 
50-287 B 
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CORPORATE SOURCE INDEX 


AUTHOR ACCESSION 

affiliation NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

Duke Univ 0212830031* 

CONTRACT 



62I2I 40366 

50-206 

P 

Duqueene Light Co 82 12020070 

50-334 

P 


8212220282 

NUREG 


821 20 20064 * 

30-334 

P 


8212270145 

NUfl EG 


8212020089* 

50-334 

P 


8212270454 

NUREQ 


92120 30142 

50-334 

P 

ENSA. Inc 

8212270499 

NUftEG 


8212030148 

50-334 

P 

East Tennessee Development District 

8212000201 

50-537 

D 

6212070204 

50-334 

R 

Ebasco Service*# Inc l*ubs of Enserch 

8212170243 

50-339 

ft 

8212080419 

50-334 

S 

Corp > 




821 2080440# 

50-334 

9 


821 22 1 0324 * 

50-296 

P 

8212080451 

50-334 

G 


8212200167 

50-33? 

ft 





0212280333 

50-33? 

A 

8212080474 

90-334 

P 





82120B04Q0# 

50-334 

P 


0212280405 

S0-3Q? 

A 

9212080404* 

50-334 

P 

Edison Electric Institute 

8212020359 

PR 


021 2080497# 

50-334 

G 

Ed 1 oiii International Co 

8211 090496 

70-295* 


821 20 BO 526 

30-334 

S 


8212100087 

XPOR rue 






02121 6079 J 

XPORTLIC 


02120BO53O* 

50-334 

S 





8212090520 

50-334 

P 


0212300140 

XPGRTUC 


8212090526* 

50-334 

P 

Energy Fuels Nuclear# Inc 

8212070509 

40-86 G 1 


8212100041* 

50-334 

G 


8212290012 

4O-06BJ 


8212130242 

50-334 

P 


0212290013# 

40-0631 





Energy Incorporated 

0209220453* 

50-33J 

P 

9212130243 

50-334 

P 





0212130243* 

50-334 

P 


02121 OOOB6# 

fdia 


82121 30246* 

50-334 

P 


8212100089* 

fdia 


8212130264# 

50-334 

P 

Energy Research Group# Tnc 

0212230159 

fqia 


0212140174 

50-334 

G 

Energy# Dept of 

0212010023 

WASTE WOT 





0212020060 

WASTE MOT 

0212140191* 

50-334 

S 





8212140427* 

50-412 

Q 


0212020073* 

WASTE HOT 

8212150020 

50-334 

S 


0212020262 

90-537 

A 

8212150025* 

50-334 

S 


0212060113 

50-337 

C 

8212130075 

50-334 

3 


9212070370* 

COMMISSIDM 





0212090002 

50-537 

c 

8212150078* 

50-334 

3 





8212160339 

50-334 

P 


6212130122 

71-6495 


82121 70200 

50-334 

F 


0212130129* 

7 1 -6495 


8212220283 

50-412 

M 


8212130195 

71-4909 


8212220373 

50-334 

P 


02121 50133 

50-537 

A 





9212160437 

71-9132 


9212220403 

50-412 

A 





9212220404* 

50-412 

A 


0212160430* 

71-9132 


9312220409 

50-334 

P 


02121 70405 

40-6500 


B212220425 

50-334 

P 


0212170409* 

40-6300 


9312270155 

30-334 

P 


6212200015 

50-537 

G 





0212210253 

70-143 


8312270161* 

50-334 

P 





9212270163* 

50-334 

P 


8212220010 

40-6500 


92123 70201 

30-334 

P 


0212270238 

70-143 


8212270207* 

50-334 

P 


8212300011 

50-537 

G 

9212270209* 

50-334 

P 

Energy# Dept of# Clinch River Breeder 

0212010011 

90-537 

F 




Reactor plant 




93122 90225 

50-334 

R 


8212010146 

50-537 

A 

93122 90230* 

50-334 

R 





0212290289* 

50-334 

0 


0212010161 

90-537 

A 

8312290339 

50-334 

9 


8212020303 

90-537 

A 

8312290340* 

50-334 

S 


8212070226 

50-537 

A 





02120 70243 

50-537 

A 

8312290373 

50-334 

9 


62120703! 1 

30-337 

A 

B31 2290382# 

50-334 

9 





8212290404 

50-334 

9 


8212140374 

90-337 

A 

9212290411# 

50-334 

S 


8212150054 

50-337 

A 

0212290439 

50-334 

fi 


8212150177 

50-337 

D 





0212160200 

50-537 

A 

0212290440# 

50-334 

B 


02121 70190 

50-537 

A 

9212300107 

50-334 

F 





EO0 Nuclear, fire 021 1120491* 

MSG 



0212200077 

50-537 

A 

8212130234 

50-255 

P 


0212210045 

SO- 537 

A 

0212130229# 

50-253 

P 


8212210050 

30-537 

A 





8212210055 

30-537 

A 

0212290104# 

50-266 

P 


0212230007 

50-537 

A 

EO&G, Inc 790B1 40789* 

50-219 

P 





0105210384# 

50-263 

0 


8212230237 

50-537 

A 

9201 1 20155* 

RES 



8212230253 

50-537 

A 

8212010474 

RES 



021 2230262 

50-537 

A 





0212230263 

50-537 

A 

0212010519# 

50-352 

A 


8212230300 

50-537 

A 

8212020076 

50-395 

P 





021 SO 30006 

50-409 

P 


8212230321 

50-537 

A 

8212020095 

50- I 55 

P 


8212270185 

50-537 

A 

6212020100 

RES 



8212270229 

50-337 

A 





0212270231 

50—537 

A 

8212020104 

RES 



021227O24B 

50- 337 

A 

821 2020 1 08 

50-364 

P 





031 2020 UO 

50-249 

P 


0212270294 

50-337 

F 

8212020126 

RES 



0212270302 

50- 537 

A 

0212060468 

NUREO 



0212300215 

50- 337 

A 





8212300249 

50-337 

D 

0212060471 

50-295 

P 


8212300249* 

50-537 

0 

8212060490 

NUREO 






0212000505 

RES 



8212300253 

50-537 

A 

0212080510 

RES 



0212300299 

50-537 

A 

0212080516 

RES 



0212300343 

50-537 

A 




Engineering 5c Economics Research# Inc 

8212270501* 

50-537 

A 

8212000520 

RES 


Environmental Coalition on Nuclear Power 

9212140106 

50-277 

0 

0212080551# 

50-443 

A 





8212130108 

NUREO 



0212300134 

30-277 

0 

6212130113 

NUREO 


Epler, E P 

0212030280 

ACRB 


8212130152 

NUREG 



0212060325 

ACRS 




CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Corp 

European Communities, Commission of 
Ci ion Corp 


Ciidti Nuclear Co , Inc (sub* of Enron 
Coi p 1 


Fautfc? U Associates, Inc 

Federal African Partners 

Federal Emergency Management Agency 


Flat I* -$ 

F I oi ) da Power it Light Co 


ACCESSION 

NUMBER 


8212130105* 
8212010189 
021 3030283 
0212210336 
8212210542* 

0212230063 

8212010057 

0212010063* 
82120 300BS 
8212130097 

0212140167 
0212140190 
0212140411 
8212150003 
82121 50005* 

82121 50276 

8212280404 

8212290199* 

0212290206* 

8212290215* 

0212270254* 
8212070407 
02121 50137* 
0212150153* 
0212200087* 

0212200092* 

0212280426 

8212290207 

8212020260 

0211040086 

0211040090* 

8212010026 

0212020369 

0212020371* 

0212030216 

8212070215 

8212090200 

8212090356 

0212090371* 

8212090403 

B212090410* 

0212090503* 

8212090549* 

8212090554* 

8212090359* 

0212100219 

8212100220* 

8212100260 

8212140373 

0212140461 

8212150064* 
02121 50060 
0212150074 
8212130098 
8212150129 

0212150156 
8212150150* 
82121 501 BO 
S2121 30100 
8212130204 

0212170060* 

0212170063* 

0212170127 

8212170129* 

8212170269 

8212170273 
0212170274 
0212200071 
8212200005* 
S21 23 tO 1 01 

0212210175 

8212210186* 

8212210190 

8212210202 

8212210207* 

8212210349 
0212210334 
BS1S3103Q9 
B2122 10396# 
8212220200 

6212220441 

9212220442* 

0212200164 

6212280167* 


SUBJECT 

CATEGORY 


50-400 A 

XPORTLIC 

40-0102 

40-8064 

40-8064 

40-8102 

XPORTLIC 

XPORTLIC 

TOPREP 

TOPREP 

50-316 P 
TOPREP 
50-282 P 
TOPREP 
TOPRFP 

70-1R97 
50-316 P 
50-237 P 
50-237 P 
50-237 P 

50-337 A 
40-4492 
50-382 Q 
50-302 O 
50-247 F 

50-247 F 
30-483 F 
50-416 F 
PRH 

50-335 S 

50-335 S 
NUREQ 

50-335 9 

50-335 S 
50-309 S 

90-3B9 B 
50-30? a 

30-250 a 
50-250 9 

50-335 B 

50-335 B 
30-250 Q 
50-335 Q 
50-335 G 
50-339 G 

50-250 S 
50-250 a 
50-389 A 
50-309 A 
50-389 A 

50-302 E3 
50-333 P 
30-309 S 
50-309 S 
50-3B9 A 

50-335 S 
50-335 9 

50-250 R 
50-250 F? 
70-2957 

50-335 F 
50-335 r 
50-335 P 
50-335 P 
50-389 A 

50-250 P 
90-335 P 
50-335 S 
50-335 8 

50-309 E 

50-335 3 

50-335 9 

50-250., P 
50-250 S 
50-250 9 

50-3B9 B 
50-309 8 

50-335 S 
50-335 B 
90-309 A 

50-335 0 

50-335 8 

50-250 E 
90-250 S 


AUTHOR 

AFFILIATION 


Florida Power Corp 


Florida. Univ of, Gainesville 

PIdui Science. Inc 
Fantiinan L 

Fracture PtooP Design Carp 
Frank h auser. D D. 

Franklin Itia ti tut e/Frank lin Research 
Center 


Fred C Hart Associates. Inc, 
Friend* of the Earth 


ACCESSION 

NUMBER 

8212280170 

8212280175* 

021228035? 

8212280366* 

9212280410 

9212280425* 
021 229006B* 
0212290094* 
8212290097* 
82122 90 1 24* 

0212290153 
8212290133 
0212290133 
821 22 90 133 
62122 90169* 

62122 90169* 

8212290169* 

8212290169* 

B212290265 

8212290357 

82122.90359 

8212290361* 

8212300061 

6212300065* 

0212300252 

0211090043 
821 202004 5 
8212020052* 
8212020063 
B21 2020071* 

8212020077 

0212020007* 

8212060004 

8212060225 

8212100006 

8212140048 

8212140051* 

8212140089 

8212150046 

8212150033# 

821 21 50060 
02121 5 00 ?9 
82121 50102* 
8212150105 
02121 30108* 

8212220370 

0212220264 

0212220314 

8212520322* 

0212290177 

B31 2070004 
0212070009* 
82 J20 70276* 
82121 60521 * 
0212270135 

6212140205 

8206160113# 

0207010124* 

0207010149* 

9207010396* 

8207010410* 
8207130169* 
eZ07t 80049 
8209140103* 
0209230250# 

8209230377* 
8209290122* 
8210070227* 
0210220470* 
82102 20453* 

621 02 50167* 
82120 1 0431* 
0212170401* 
B212I 70402# 
8212220024* 

6212230110* 

8212230250* 

8212290536* 

B21S290536* 

0212300348* 

0212020390* 

0212270530* 

0212220246 

6212230352 


SUBJECT 

CATEGORY 


50-250 S 

50-2S0 Q 

50-333 S 

50-335 S 

30-335 9 

50-335 8 

50-250 0 

50-250 0 

50-250 Q 

30-250 Q 

50-250 ft 

30-250 R 

50-250 R 

50-250 FI 

50-250 R 

50-250 R 

50-290 R 

50-250 R 

50-3B9 C 

50-335 P 

30-335 P 

50-335 P 

50-335 9 

50-335 S 

50-389 S 

50-302 P 

50-302 fl 

50-302 9 

50-302 S 

50-302 S 

50-302 8 

50-302 8 

30-302 H 

50-302 P 

30-302 F 

50-302 R 

50-302 ft 

30-302 F 

50-302 B 

SO -302 S 

50-302 S 

50-302 S 

50-302 S 

50-302 O 

50-302 S 

50-302 P 

50-302 F 

50-305 B 

30-302 B 

50-302 H 

30-83 R 

50-63 R 

30-416 P 

50-382 0 

50-354 A 

50-358 G 

50-271 P 

30-2? P 

50-244 P 

50-245 P 

30-409 P 

50-21? P 

FCJIA 

50-255 P 

50-40? P 

50-153 P 

50-409 P 

50-250 P 

50-317 P 

50-317 P 

50-344 P 

FOIA 

CONTRACT 

CONTRACT 

CONTRACT 

50-213 P 

50-277 P 

50-230 P 

30-250 P 

50-209 P 

CONTRACT 
CONTRACT 
50-247 G 

50-352 0 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


021 22 30356 

30-352 

G 




0212160764# 

50-320 

F 

Fugror Inc 

82120B036B# 

50-443 

A 




02121701 19 

50-209 

P 

GA Technologleti Inc /General Atomic Co 

S21201046B 

XPORTLlC 





8212210017 

50-209 

P 

Gage-0abcoc i Ai*ociat»s« Inc 

0206100047# 

50-344 

F 




8212210018 

50-320 

P 

©all, W R 

B2062 90027 

ACRE 





8212210019 

50-21? 

P 

Galloway It Gr*«nb*rg 

B2120B0297 

50-537 

G 




8212210020* 

50-219 

P 


021 2230500 

S0-S37 

Q 




8212210040 

50-219 

fl 


B2 12270245 

50-537 

Q 




0212210232 

50-23? 

fl 

General Electric Co 

0212010144 

NUREG 





8212210234* 

50-28? 

n 


0212020174 

XPORTLIC 





8212210372 

30-219 

B 


051 2090301# 

50-440 

Q 




8212210377# 

50-2J? 

B 


021 2000301# 

50-440 

G 




82 122 10460# 

50-219 

0 


0212070077 

TQPREP 





8212210468# 

30-219 

0 


B2i 2090149 

TOP REP 





8212210555* 

50-219 

F 


B21 21 00005# 

GA999 





B2 122 10557* 

50-219 

F 


0212130172 

50-447 

0 




821 222041 5 

50-2B7 

F 


0212130246# 

50-44 0 

Q 




0212220421* 

50-2B? 

F 


8212130246# 

50-440 

G 




8212220449 

50-320 

S 


8212140349 

90-447 

B 




0212220454* 

50-320 

S 


021214044? 

50-447 

0 




8212230293 

50-320 

P 


0212160453 

70-1113 





8212270134 

50-209 

P 


0212160762 

NUHEG 





021227014? 

50-320 

F 


8212170101# 

50-277 

P 




0212270268 

50-209 

P 


0212200041 

50-447 

A 




0212280010 

71-5757 



0212500072# 

50-440 

0 




8212200210 

50-219 

I> 


0212230085 

70-1113 





6212200313 

50-219 

P 


0212230103# 

70-1113 





0212200390* 

50-320 

0 


0212230301 

50-447 

E 




8212290127 

50-219 

R 


B2132303SB 

50-447 

A 




0212290134# 

50-219 

n 


0212270506# 

CONTRACT 





8212290197 

50-209 

p 


0212290010# 

POI A 





821 2290233 

50-320 

3 


021229011? 

50-447 

A 




821 2290240* 

50-320 

0 


B2 12300 123# 

CONTRACT 





0212290353* 

50-320 

0 


0212300175 

XPORTLIC 





8212290410# 

50-21? 

a 

Oen-eral Electric Uranium Management Corp 

0212150216 

71-9001 





8212300113 

50-320 

p 

Qeneral Public Utilities - QPU Service 

0212010097* 

50-320 

F 




021 2300260 

50-320 

p 

Corp 




General 

Research 

Corp 

0212030266# 

CONTRACT 



0212030113 

50-320 

R 

Georg la 

Power Co 


8212020292 

50-366 

s 


0212030120* 

50-320 

R 




0212020295# 

50-366 

B 


8212060013 

50-320 

P 




021 20301 70 

50-321 

B 


B212060019* 

30-320 

P 














0212030174# 

50-321 

S 


021 2060022# 

50-320 

P 




0212070297 

50-321 

S 


0212060034 

50-209 

F 




8212090121 

50-366 

9 


0212060005 

50-320 

P 




8212070126# 

50-366 

B 


0212060140 

50-21? 

3 




8212090127 

50-321 

<1 


0212060247 

50-219 

P 














8212090140 

50-321 

S 


0212060322 

50-320 

9 




0212090142 

50-366 

s 


8212060326# 

30-320 

a 




8212090145# 

50-321 

s 


0212060332 

50-219 

Q 




0212Q9O149* 

50-366 

a 


021 20701 43 

50-320 

R 




0212090190 

50-366 

s 


B2 13070251 

50-289 

F 














0212090193# 

90-366 

s 


0212070293# 

50-209 

F 




0212090202 

50-321 

s 


0212000240 

50-219 

0 




8212090207* 

S0-32J 

8 


0212080263# 

50-219 

9 




0212090216 

50-321 

8 


021200034? 

90-21? 

B 




0212090219* 

50-321 

a 


0212000394# 

50-21? 

Q 














0212090247 

50-366 

s 


0212080359# 

50-219 

S 




02120 90254# 

50-366 

s 


8212000300 

50-21? 

S 




02 1209032? 

50-366 

5 


0212OBO399# 

50-219 

5 




0212090330 

50-321 

B 


8212080511 

50-219 

9 




0212090335* 

50-366 

3 


821200051? 

30-2B9 

F 














0212090341* 

50-321 

a 


8512000525# 

50-219 

s 




0212090379 

50-321 

a 


0212080556 

50-219 

a 




0212090391 

30-366 

a 


02120 90204 

50-289 

p 




0212090306 

50-366 

a 


0212090293# 

90-289 

p 




0212070388# 

50-366 

g 


8212090297# 

50-289 

p 














0212090309 

50-366 

8 


8212090501 

50-289 

p 




621 20 70391# 

50-366 

a 


0212090500# 

50-209 

p 




0212070399# 

50-366 

s 


021213005? 

30-320 

P 




8212070437 

50-366 

s 


02121 30060# 

90-320 

p 




8212090446# 

50-366 

B 


0212130104 

50-209 

P 














8212090493 

30-321 

a 


8212130306 

50-219 

F 




8212100264 

50-366 

a 


0212130310 

50-320 

F 




8212100279# 

50-366 

s 


02121 40169 

50-219 

S 




S212100282 

30-366 

a 


02121 40177# 

50-219 

3 




8212100286# 

50-366 

s 


8212140180 

50-299 

P 














8212100311 

S 0-366 

B 


82121 40220 

50-299 

B 




0212100314* 

50-366 

S 


8212140237# 

50-289 

S 




02121 401 19 

50-366 

8 


0212140362 

50-219 

J 




021 21 40123* 

50-366 

S 


82121 40466 

50-289 

P 




8212140269 

50-321 

0 


9212130030 

50-320 

a 














92121 40271* 

50-32 1 

G 


0212130044* 

$0-320 

B 




8212140421 

50-366 

0 


8212130110 

50-289 

p 




82121 40429# 

50-366 

g 


82121 S 0270 

71-9151 





82121 40433 

50-366 

9 


02 12160752# 

50-320 

F 




02121 40436# 

50-366 

a 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


0212130007 

30-321 

8 


8212220274 

50-430 

A 


02121 50009 

50-321 

F 


0212270183 

90-450 

6 


821213001 1 * 

30-321 

B 


8212270236 

50-450 

6 


02121 5001 4 

50-321 

8 


0212280196 

50-498 

6 


82121 5001 B# 

50-321 

0 


8212280252 

50-456 

B 


8212150031 

50-321 

S 

GutmanmP H 

8212270560# 

CONTRACT 



82121 50027# 

50-321 

s 

Hanford Engineering Development 

8212140380# 

50-537 

A 


8212170072 

50-321 

8 

Laboratory 





82121 70099# 

50-321 

S 


8212140380# 

50-537 

A 


8212170155 

30-366 

S 

Harmon & Weiss 

8212200021 

70-143 







8212200039 

50-443 

0 


82121 70165* 

50-366 

0 






0212170166 

50-321 

S 


8212200039 

30-443 

0 


02121 70202* 

50-321 

8 


8212200049* 

50-443 

G 


8212170246 

50-321 

P 


8212200049* 

50-443 

Q 


8212170353 

50-321 

R 


8212210272 

50-289 

Q 






8212210336 

50-289 

G 


0212170353 

50-321 

R 






8212170359# 

30-321 

R 


0212220240* 

70-143 



0212170359* 

50-321 

R 


8212280171 

50-358 

G 


8212210083 

50-321 

8 


0212200 270 

70-143 



8212210080* 

50-321 

8 


8212280306 

F9IA 







8212300002 

SO -289 

G 


821221018B 

50-321 

8 






8212210176* 

50-321 

0 


8212300008 

50-289 

0 


0212210446 

50-366 

S 


8212300242 

50-289 

G 


8212210452# 

90-366 

S 


8212300362 

50-289 

G 


8212200139 

50-366 

3 

Harold J Spelman it Associate* 

8212130167 

40-2061 







8212270469 

40-2061 



8212280161# 

50-366 

8 






8212200180 

50-321 

8 


8212270478 

40-2061 



0212280356 

50-424 

A 

Hittman Corp 

8212130055 

71-9151 



821228038 7 

50-321 

8 


B212I 30061* 

71-9151 



8212280392# 

50-321 

6 

Hittman Nuclear 6 Development Corp 

82121 50202 

71-9151 






Uubs Hittman Corp 1 





8212290151 

50-321 

P 

House of Rep 

821 2070060# 

30-289 

H 


8212300058 

90-366 

9 






8212300063# 

50-366 

8 


8212080689# 

50-322 

H 


0212300071 

50-321 

8 


8212230276 

50-247 

U 


8212300075# 

50-321 

S 

House of Rep i Interior & Insular Affair* 

02O9J 90000# 

COMMISSION 






8212230341 

50-247 

U 


8212300098 

50-366 

8 

Houston Indus tries, Inc 

8212170133# 

50-498 

A 


B212300102# 

50-366 

8 






8212300265 

30-321 

B 

Houston Lighting U Pouter Co. 

8212020254 

50-498 

A 


0212300270# 

50-321 

8 


Q2I20 30100 

50-496 

5 


B2 12300271 

50-321 

□ 


8212070262 

50-498 

K 






0212070262 

50-490 

K 


8212300275# 

30-321 

8 


0212070263# 

50-490 

K 


0212300277 

50-321 

S 






0212300281# 

50-321 

8 


0212070263# 

50-490 

K 


8212300284 

50-366 

8 


0212090377 

50-490 

K 


8212300285 

50-366 

8 


8212090377 

50-490 

K 






8212090302* 

S0-49B 

K 


0212300287 

50-321 

8 


8212090392* 

50-496 

K 


8212300289# 

90-321 

0 






8212300290# 

30-366 

8 


8212140391 

50-490 

C 


B212300292# 

50-366 

S 


B21214O301 

30-49B 

C 


8212300295 

50-366 

Q 


821 21 4 0393* 

30-498 

{ 






8212140303* 

30-490 

C 


8212300298# 

90-366 

S 


B2I2170120 

50-490 

t 


0212300323 

50-366 

0 






0212300325# 

50-366 

9 


B2121 70120 

50-498 

t 


0212300320 

50-321 

B 


0212170124* 

30-493 

A 


0212300329 

50-321 

9 


8212170124* 

50-498 

A 






8212270172 

30-498 

B 


8212300336# 

50-321 

0 


8212280279 

50-498 

G 


8212300337# 

90-321 

S 






8212300340 

50-366 

9 


8212380279 

50-490 

G 


8212300344 

90-366 

9 


8212280202 

50-493 

G 


8212300345# 

90-366 

B 


8212280282 

50-498 

G 






8212290202 

50-493 

6 


8212300346* 

50-366 

8 

Hovls* CockTill! Weaver & Djur 

8212140333 

50-522 

G 

Georgia! State of 

8212220553# 

CONTRACT 






Georglai State of, Dept of Human 

0212020231 

PR 



8212140333 

50-522 

Q 

Resources 





8212140345 

SO-S22 

0 

Geotechnical Eng i neer %, Inc 

0212200501* 

50-329 

A 


8212140345 

50-522 

0 

Getty Oil Go iPefrrotoml cs ) 

8212230084 

40-6659 



8212140354 

SO-322 

0 






6212140354 

50-522 

0 


8212270325 

40-6659 






Gl 1 bert/Comrnonwea I th Cos 

8212210461# 

90-244 

P 


0212140386 

50-5-22 

0 

Gl yt i ne-Gales U Service 

8212160532 

PR 



82121 40386 

50-522 

0 

Colder Associates 

8212200491# 

CONTRACT 


Hunton & WJ 1 Hams 

82062 90121 

FOJA 


C-flldmanj K 

8212270513# 

CONTRACT 



8212020381 

30-3122 

0 






82122 70034 

FDIA 


Government Accountability Project 

02122 80120 

50-390 

G 





Gull dr R 

0212280132 

50-413 

0 


8212270196 

50-322 

0 


0212280132 

50-413 

Q 

Idaho National Engineering Laboratory 

8212010487 

RES 



0212280138 

50-413 

0 

Illinois Power Co 

8212020080 

30-461 

A 


8212280139 

50-413 

Q 


82120 20324 

50-461 

a 






0212020333 

S0-46I 

3 

Gulp Coast Environmental Defense 

0212020378 

PR 






Foundatiani Inc 





B2 120 60093 

90-461 

3 

CuiP Oil Corp 

0212200030* 

70-146 



0212060105 

30-461 

A 

Gulf States Util 1 ties Co 

0212100033 

50-498 

8 


0212060144 

50-461 

A 


8212100239# 

50-458 

Q 


6212070125 

50-461 

E 


0212210136 

90-458 

9 


82120 70200 

50-461 

E 


8212210176 

50-450 

B 


6212070229 

50-4, 



0212210261 

50-450 

0 


0212140097 

50-4 



0212210261 

90-458 

0 


SSI 21 70303 

50-4 




466 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Illinois 9t ate of 

Illinois State of. Dept Nuc Safety 
(formerly Dept Public Health.) 
Indiana * Michigan Electric Co 


Information System* It Network C-orp 
Inspection Service* Corp 

Institute for Policy Studies 


Jns-titgte of Nuclear Power Operation* 


ACCESSION 

NUMBER 

82121 70330 
8212210313 
8212220233 
8212300101 
8212200235 

0212280360 

0212290179 

8212230092 

6212200176 

82120 10037* 

021201 0037* 
8212010039# 
0212010039* 
8212020229 
0212020232# 

0212020283 

0212020289# 

8212030125 

8212030145# 

8212060031 

0212060048 
B2120 60057* 
8212060060# 
8212060072 
8212000091* 

8212000091* 

8212080096* 

8212080096* 

0212090296 

8212090294 

8212100177 

8212100251 

0212100259# 

0212100290 

0212100300* 

8212100322 

8212100327# 

8212140156 

0212140165# 

8212150329* 

8212150329* 

8212150335# 

8212150335* 

0212160001 

0212160001 

8212160002* 

8212160002* 

8212170179 

0212170183* 

8212170224 

0212170226* 

0212170232* 

0212170237* 

0212170267 

6212170260* 

8212170283 

8212170292# 

0212170296* 

0212200056 

8212200065* 

0212200119 
0212200122 # 
02122 10125 
8212210125 
8212270136 

6212200165 

8212200310 

8212290217 

8212290228* 

0212290355 

8212290350# 
8212290419 
8212290424* 
821 22 90428# 
0212290434* 

6212060503# 

8212270018 

8212270027* 

8212020358 

0212200911 

8212080230* 

0212140077 

8212140443 

8212170149 


SUBJECT 

CATEGORY 


50-461 E 
50-461 A 
50-461 A 
50-461 A 
50-461 A 

50-461 0 

50-461 E 
NUREO 

50-10 H 

50-315 F 

50-315 F 
50-315 F 
50-315 F 
50-316 S 
50-316 S 

50-315 S 
50-315 S 
50-315 P 
50-315 P 
50-315 S 

50-316 a 
50-316 S 
50-316 S 
50-315 P 
50-315 F 

50-315 F 
50-315 F 
50-315 F 
50-313 P 
50-315 P 

50-316 S 
50-315 9 

50-315 S 
50-315 P 
50-315 P 

30-315 9 

50-315 9 

30-316 S 
50-316 S 
50-313 F 

50-315 F 
50-315 F 
50-313 F 
50-31 5 r 
50-315 F 

50-315 F 
50-315 F 
50-316 P 
50-316 P 
50-316 S 

50-316 S 
50-316 0 

30-316 S 
50-316 a 
50-336 9 

50-315 S 
50-315 S 
50-315 S 
50-316 R 
50-316 R 

50-315 R 
50-315 R 
50-315 P 
50-315 P 
50-315 P 

50-313 Q 
50-316 0 

50-316 R 
50-316 R 
50-316 S 

50-316 S 
50-315 R 
50-315 R 
50-315 R 
50-315 R 

CONTRACT 
71-490 
71-490 
50-373 P 
FQIA 

50-409 P 
50-10 R 
50-254 R 
50-195 P 


AUTHDR 

AFFILIATION 


Interior, Dept of, Fish * Wildlife Service 
Inter ior, Dept of, Geologic*! Survey 

Interior, Dept of. National Park Service 


Iowa Electric Light «< Power Co 


Ieham, Lincoln & Deale 


I «h i k aua j ima - Harima Heavy Industries 
Co , Ltd 

lio/nedix, Inc (Subs of Masefield 
Enterprises, Inc ) 

Japan 


Jersey Central Power $< Light Co 

Joint App I icanfcs— Palo Verde 
Joint Intervenors-Cal laway 
Joint Intervenors-piab 1 o Canyon 

Joint Intervenors-Water ford 


Justice, Dep t of 

Justice, Dept of, Attorney General's 
Office 

KFRC Radio, San Francisco, CA 
Kansas Gas h Electric Co 


Kansas, Univ of 
Kentucky, State of 


ACCESSION 

NUMBER 


0212160316* 

8212020193* 

8212200430* 

0212160643* 

0212210037 

0212060221 

8212060224* 

8212060324# 

8212070216 

E21207030G 

0212090322 
821 20 90320 # 
0212090337 
021210 0278 
0212100204# 

0212100295 
02121 40134 
0212140142 
0212140147* 
0212140332 

021214O33D# 
02121 50070 
02121 50132 
82121 70193 
0212170300 

8212210033 

0212210034# 

0212210070 

8212210074* 

0212210209 

0212210210 # 

8212210319 

8212210316# 

0212210392 

0212210350* 

0212230374* 

8212230377# 

0212270169 

0212270176# 

0212270290 

0212200065 

0212200125 

0212200494 

0212200497# 

0212070127 

0212070327 

0212070392* 

0212090100 

0212140387 

0212160223 

0212210298 
0212210209 
0212270045 
02121 70111# 

0212200053 


8212010044 

8212010040 

8212010054 

0212270087 

0212270090 

0001140342 

8212060019* 

8212060099 

8212280179 

0212200280 

8212020359 
02121 60521 # 
0212230361 
8212010053* 
021 20 1 0290* 


8212010174# 
8212030127 
0212030139# 
0212070222 
82121 70324 

0212200036 

8212210115 

8212270107 

8212270193# 

0212200330 

0212220539# 

0212090319# 


SUBJECT 

category 


50-332 

mtic 

0 

50-40V 

P 

COMHI0QJOW 

30-275 

P 

90-311 

G 

50-331 

G 

50-311 

0 

so-ni 

P 

50-131 

P 

50-331 

P 

50- >31 

P 

50-331 

r 

50-311 

p 

50-311 

p 

50-111 

o 

50-111 

n 

3o-ni 

0 

50-1 M 

0 

SO-UI 

0 

50-331 

<3 

30-311 

P 

30-311 

J 

50-311 

f 

50-3 11 

P 

50-331 

E» 

50-331 

& 

30-331 

EJ 

50- 331 

n 

30-31 l 

H 

50-131 

F? 

50-3 11 

V 

90 331 

P 

30-331 

U 

30-331 

!j 

50-3 n 

T 

30 '1 U 

r 

30 '131 

V 

50 031 

p 

10 -J H 

o 

50 '311 

p 

30-461 

A 

90 '131 

i; 

50-3 it 

i; 

30- 1 95 

Cl 

SO'' 155 

0 

30 I5D 

a 

50- 329 

r 

30-3,29 

Ki 

30-155 

0 

50“ I'll 

o 

sq-lbi 

1 01 A 

u 

90-277 

rtf 

XP0RTUC 
XPORU 1C 
XPOllTUl 
XPURTUC 
XFOim IT 

p 

30-219 

SJ. 

50-:iao 

p 

30-5211 

G 

30-403 

o 

50-2/3 

a 

30- 102 

o 

30-302 

G 

30-102 

G 

30~ 30? 

M 

50-10? 

M 

FQIA 

30-402 

A 

50-402 

A 

50-402 

r 

50-402 

It 

PR 

50-402 

a 

30-402 

c 

50-402 

c 

30-402 

Q 

CONTtfACr 

Slate Proa 



CORPORATE SOURCE INDEX 


467 


AUTHOR 

AFFILIATION 

**rr-Mc<J#* Chemical Carp (subs af 
Kerr-McQee Corp ) 

K*rr-McOt« Corp 


X*tv-McO»« Nuclear Carp 


Kirkpatrick* Lockhart* Hill. Christopher 

tc Phillips 

L JXI> Inc 

Lab a 1 -And arson* Inc 

Lakor* Dipt of 

take Countyi OH 

taurtiiu Livermore Laboratory 


Ltticeuri Lanb* Leiby It MacRae 


League of Women Voters of Rockford* IL 


Lockheed Missiles & Space Co (subs 
Lot Irheed Aircraft Corp ) 

Long Island Lighting Co 


Los Alamos Scientific Laboratory 
Loujsa County* VA 


ACCESSION 

NUMBER 

0213130432 

0212130237 

0212310312 

0212210513# 

0213230379 

0212230300# 

0212270563 

8212200012# 

0213200013 

0212200010# 

0212100403 

0212100407# 

0212100410# 

0212290149 

0312220394 


8212060410 
8212070453# 
0212100390# 
0212200037 
79001 40421# 

7900140704# 

7909100333* 

8005070790# 

0005200555# 

0009050320# 

0010220355# 

8112160327# 

0203010313# 

0205040451# 

0205240413# 

8206290144# 

0208030436* 

0209230424* 

8210260403# 

0211060556# 

02111 10457# 

0212090023* 

0212130370# 

0212140459 

0212140464 

02121 404P9 
8212160773 
8212010147 
B2 12060020 
0212230317 

0212000235 

8212000233 

0212000249# 

0212080245* 

82122SO100 

0212290056* 

0211080125 
02120 100B2 
0212010007 
0212010165 

8212010371# 

0212010393# 

0212010397# 

0212010401# 

0212020301 

8212070129 

0212070219 

0212140339 

0212140463 

8212160065 

8212200111 

0212210224 

0212210330 

0212210406 

8212210410# 

0212210414# 

0212230259 

0212270196 

0212270324 

0212270300 

0109280383* 

0212130157 

0212100104 

0212140249 

0212140245 

0212140249 

0212140249 


SUBJECT 

CATEGORY 


40-2061 

40-2061 

40-20ol 

40-2061 

40-0027 

40-BO27 

40-0027 

40-1470 

70-1193 

70-1193 

40-0760 
40-0760 
40-0760 
40-876B 
50-275 0 


FQIA 

CONTRACT 

FOIA 

PRM 

50-206 P 

50-219 P 
50-244 P 
50-237 P 
30-219 P 
FQI A 

50-245 P 
50-213 P 
FOIA 
FOIA 
Ftll A 

FOIA 

F0IA 

50-250 P 
50-206 P 
50-206 P 

50-440 A 
50-263 P 
50-344 P 
50-261 P 
NUREG 

NUREG 
NUREG 
50-341 K 
90-209 P 
50-205 P 

90-494 0 

30-454 0 

30-454 0 

50-454 0 

90-454 G 

CONTRACT 

50-322 E 
50-322 A 
30-322 E 
50-322 E 

30-322 A 
30-322 A 
50-322 A 
50-322 A 
50-322 0 

50-322 E 
50-322 A 
50-322 A 
50-322 Q 
50-322 G 

50-322 0 

50-322 A 
50-322 A 
50-322 E 
50-322 E 

50-322 E 
50-322 E 
50-322 0 

50-322 0 

50-322 E 

RES 

50-937 A 
50-330 G 
50-330 G 
50-330 0 

50-338 G 
50-330 0 


AUTHOR 

AFFILIATION 


Louisiana Power & Light Co 


Louisiana* State Qf 

LnveJace Blamed k Environmental Research 
Institute 

Lowe 1 1 General Hosp Lowell* MA 
Leuenstein* Newman* R* is* A* elrad & Toll 


M 0 Anderson Hosp * Houston* TX 
MHB Technical Associate* 

MPR Assoc Utftf-i Inc 

Maine Yankee Atomic Power Co. 


Malapai Resource^! Co 
Management Analysis Co 
Mapleton Interveners 
Marsh 8< McLennan* Inc * I 
Consultants. Inc Div 


6 M Nuclear 


ACCESSION 

NUMBER 


0212030036 

6212030048 

8212030055 

8212070228* 

0212090203 

0212 100002 
0212100093 
0212100100 
0212140395 
0212150042 

6212150047# 
82121 S0090* 
82122001 27# 
8212200129* 
8312210066 

0212210172 
021221023 0 
8212210201 
8212270015# 
8212270017# 

8212270130 

0212270130 

8212270160 

8212270166 

8212270237 

02122BO143 

6212260169 

8212280102 

8212280203 

8212290245 

8212300162 

0212300190 

8212300219 

0212300208 

0212300310 

0212100117 
021 22 30 1 92 
0212220228 

0212030020* 

8212200279 

B2122B0279 
0212200202 
82122 0O2B2 
0212200289 
B21 220054 1 

0212070429* 
0212270227 
02120 9015-3# 
0242030299# 
0212030304* 

B2 12060259 
0212100566 
0212130324 
0212140204 
0212140435 

6212140442* 

8212140453* 

8212210165 

0212210170# 

0212210266# 

8212210300 

0212220390# 

0212220396# 

0212220456 

0212230057* 

0212230060* 
0212290116 
821 2290 128# 
8212290291 
82123 90306* 

921233012 1 
0208290147# 
62 I 22 20197 
0212020269 

8212080269 

B21 20 2033 5 
8213200063 
8212200063 
021226O2O5 
0212280222 

0212260222 
6212260223 
02 1 22 S 0223 


SUBJECT 

CATEGORY 


50-302 S 
50-302 S 
50-302 S 
50-382 0 

50-302 F 

50-3B2 A 
50-382 0 

30-302 G 
30-302 S 
30-302 F 

50-382 F 
30-382 F 
30-382 Q 
30-382 Q 
50-302 S 

50-382 B 
SO-302 S 
50-302 S 
50-302 r 
50-302 F 

50-302 8 

50-302 B 
50-382 A 
50-392 S 
50-302 8 

50-3B2 8 

50-302 0 

50-392 0 

50-382 S 
30-392 Q 

50-392 A 
50-382 9 

50-382 9 

50-332 3 

30-332 3 

50-450 0 

50-450 0 

NUREG 

70-2792 
50-49B 0 

30-49B G 
50-498 0 

50-498 0 

30-532 C 
27-47 

CONTRACT 
50-322 T 
TOPREP 
50-309 F 
S 0-309 F 

50-309 P 
30-309 P 
50-309 P 
50-309 P 
50-309 F 

50-309 F 
30-309 F 
50-309 & 

50-309 9 

50-309 0 

30-309 F 
30-309 Q 
50-309 Q 
90-309 3 

50-309 F 

50-309 F 
50-309 R 
50-309 ft 
50-309 e 
50-309 0 

40-0771 
COMMISSION 
50-329 0 

50-299 J 

50-259 J 

50-250 J 
50-245 J 
50-245 J 
50-350 J 
50-321 J 

50-32 1 0 

50-340 J 
50-340 J 



468 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Maryland* State of 

Massachusetts Institute of Technology 


Massachusetts* State of 
Mentor. KY 

Metropolitan Edison Co 


Miadit Valley Pcuar Project 

Mach i gam State o f 
Michigan* l/nlv of 
Midland County* Mr 

Miles Laboratories* Inc 
Minneapolis, MN 
Minor k, J 

Mississippi Power & Light Co 


ACCESSION 

NUMBER 

6212280238 
6212260261 
62 J 2280334 
6212280348 
6212260340 

9212280369 

0212280369 

9212280441 

9212290150 

6212290150 

6212290213 

6212290246 

6212300109 

0212300109 

6212300202 

8212300202 

8212300243 

0212300243 

8212300294 

6212300300 

B21 2300333 

6212230081 

6212060120* 

6212280406 

0212280411* 

9212070242 

8212070104 

6212010192 

0212010200 * 

6212020364 

6212080377 

8212060019* 

0212070134 

8212300246 

9212300250 

9212020382 

0212280128 

9212070330* 

0212060514 

8212010391* 

9212200016 
0212010398* 
921201019 1 
0212140420 
02120 I Of 76 

6212020033 
821 2020037* 
6212020050 
8212020058 
0212020061* 

8212020065* 

8212020138 

8212020144* 

8212070274 

8212090074 

8212090075* 

8212090070 

0212O9OOB1* 

8212090110 

8212090113* 

8212090131 

8212090136* 

8212090131 

8212090158* 

8212090159 

8212090164* 

8212090177 

8212090184* 

0212090191 

8212090195* 

8212090290* 
8212090303* 
8212090310* 
0212090326 
821 209034 4* 

8212100297 
8212100306* 
8212170137 
B21 21 70146* 
8212170209 

62121 70213* 
82121 70222 
82121 70227* 
821 21 70263 
02 12170277* 


SUBJECT 

CATEGORY 


30-244 J 
50-259 J 
50-483 J 
50-348 J 
50-346 J 

50-321 J 
50-321 J 
50-293 J 
50-327 J 
50-327 J 

50-315 J 
50-259 J 
50-327 J 
50-327 J 
50-250 J 

50-250 J 

50-250 J 
50-250 J 

50-335 J 

50-438 J 

50-29 J 

NUREG 
CONTRACT 
50-20 P 

30-20 P 

50-443 G 

50-350 0 

50-289 0 

50-209 0 

50-289 0 

50-289 0 

50-320 P 

50-289 G 

50-209 0 

50-287 Q 

50-358 G 

50-358 0 

50-155 Q 

ACRS 
contract 

PR 

CONTRACT 
50-341 Q 

50-341 Q 

50-416 P 

50-416 8 

50-416 S 

50-416 B 

50-416 S 

50-416 a 

50-416 9 

50-416 S 

50-416 S 

50-416 P 

50-416 8 

50-416 8 

50-416 S 

50-416 3 

50-416 a 

30-416 S 

SO-416 & 

50-416 B 

50-416 S 

50-416 0 

50-416 3 

50-416 9 

50-416 S 

50-416 3 

50-416 S 

50-416 S 

50-416 0 

50-416 0 

50-416 0 

50-416 S 

50-416 3 

50-416 8 

50-416 S 

50-416 8 

50-416 9 

50-416 S 

50-416 8 

50-416 8 

30-416 8 

50-416 8 

50-416 8 


AUTHOR 

AFFILIATION 


Mississippi. State of 
Missouri* VnJV of* Columbia 
Mitsubishi International Corp (subs 
Mitsubishi Corp 1 


Mitsui & Co (USA 1* Inc (Subs of 
Mitsui & Co i Ltd > 


MoJycorp* Inc 
Monroe County. MI 
Montana- State of 
Morpan Associates 


ACCESSION 

NUMBER 

SUBJECT 

CATEffCfif 

0212170278 

50-4 J 6 

P 

02121 70278 

50-416 

P 

8212170313 

50-416 

5 

8212170327* 

50-416 

5 

0212170334 

50-416 

5 

0212170339* 

50-416 

c 

8212200103 

50-416 

ft 

6212200106* 

50-416 

R 

0212210135 

50-416 

5 

0212210179 

50-416 

5 

0212210102* 

50-416 

c 

82122 10191 

S0-4JA 

5- 

8212210192* 

50-416 

S 

8212210205* 

50-416 

S 

8212210212 

SO-416 

s 

02 122 10227* 

50-416 

5 

8212210367 

50-416 

5 

021 22 10371* 

50-416 

S 

0212210375 

50-4(6 

e 

0212230252 

50-4 L6 

F 

8212230252 

90-416 

P 

8212270147 

50-416 

P 

8212270153* 

50-416 

P 

821 2270154 

50-416 

P 

0212270154 

50-416 

P 

02 12270335 

50-416 

P 

0212270235 

50-41* 

F 

8312280056 

50-416 

3 

021228005 7* 

50-416 

S 

021 2280080 

50-416 

S 

83122800B1* 

50-416 

S 

8212280130 

50-414 

5 

83J22B0154* 

50-416 

S 

0212280177 

50-416 

S 

0212380183* 

50-416 

s 

0212280194 

90-41* 

s 

02122801 9S* 

30-416 

s 

0212200241 

90-416 

s 

0212280245* 

50-416 

s 

0212200300 

50-416 

s 

821220031 i* 

50-416 

5 

8212280312 

50-4J6 

S 

0212280314* 

50-416 

S 

8212200327 

50-416 

s 

0212280336# 

50-416 

s 

0212280344 

50-416 

$ 

0212280352# 

50-416 

s 

S21 22 80377 

30-416 

8 

0212280386 

30-416 

5 

021 2280309* 

50-416 

5 

0213200402 

50-416 

B 

0212380412* 

50-416 

0 

0212200458 

50-416 

S 

0212280463# 

50-416 

S 

021 2200466 

50-416 

5 

0212280475# 

50-416 

S 

0212300039 

50-416 

S 

0212300047# 

50-416 

s 

0212300084 

50-416 

s 

8212300007# 

30-416 

s 

0212300114 

30-416 

5 

8212300119* 

50-416 

s 

0212300186 

50-4 E 6 

s 

0213300200# 

50-416 

a 

8212300222 

50-416 

e 

8212300220* 

50-416 

5 

0212200535 

NUREO 


8212000331 

50-106 

P 

8212270002 

XPOftTLEC 


8212270086# 

XPORTLIC 


8212270103 

XPORTLtC 


0213010114 

XPORTLIC 


0213010120* 

XPORfLIC 


0212010137 

XPORTUC 


8212010133# 

XPORTLIC 


8212080221 

XPOflTLJC 


021201007 2 

XPORTUC 


8212030353 

50-341 

G 

0212020351 

PR 


8212020310 

50-247 

& 

8312020318 

50-247 

0 

0212060103 

50-247 

0 

0212060103 

50-247 

0 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


0212060310 

50-247 

e 


0212090087 

50-247 

0 


02121 40423 

50-247 

0 


0212140439 

50-247 

0 


0212140439 

50-247 

0 


02121404-4(5}* 

50-247 

0 


0212140446* 

50-247 

0 


0212160209 

50-247 

0 


021216020? 

50-247 

G 


0212210320 

50-247 

a 


8212210320 

50-247 

0 


8212220271 

50-247 

0 


0212220271 

50-247 

0 


0212220390 

50-247 

0 


0212230107 

50-247 

G 


8212230107 

50-247 

0 


0212200205 

50-247 

G 


8212200209 

SO-247 

G 


0212300230 

50-247 

G 

tfOH J «■« IL 

0212010430* 

CONTRACT 


M H Mewmark Consulting Engineering 

7907100669* 

50-237 

P 

Gnvi ccs 





7907240319* 

50-237 

P 


7900080624* 

50-237 

P 


791 1190252* 

50-237 

P 

NCI £ ng inhering* I nc 

BOO520O&61* 

50-219 

P 


0212010036* 

50-206 

P 

NUCi Corp 

8212090201* 

50-440 

ft 

NUGA( , Inc 

0212220034* 

CONTRACT 


NU1 [ C H (Nuclear Technology, Tnc ) 

0212100303* 

50-331 

0 


82121 50072* 

50-331 

p 


0212210327* 

50-263 

p 


0212210330* 

50-263 

p 


0212210333* 

50-263 

p 


02122 10337* 

50-263 

p 


0212210342* 

50-263 

p 


0212210346* 

30-263 

p 


0212270307* 

30-237 

(1 


0212270313* 

30-237 

0 

National Academy of Sciences 

8212100133* 

CONTRACT 



8212270447* 

CONTRACT 


National Council on Radiation Protection 

G21 2020166 

PR 


6 Measurements 




National Wildlife Federation 

8212070172 

30-322 

0 


6212160267 

30-322 

Q 

Natuial Resources Defense Council 

82120 B0257 

50-937 

Q 


8212200021 

70-143 



021 2220240* 

70-143 



8212230200 

90-937 

ft 


82122 00270 

70-143 


Navy* Dept of. Naval Facilities Eng 

62120201 10 

PR 


Command 




Ntivy ■ Dep t of 

6212230156 

71-474 


Nehxaska Public Power District 

83120301 59 

50-290 

P 


8212030162* 

90-290 

F 3 


8212070141* 

50-298 

0 


8212070179 

90-290 

p 


8212070402 

90-290 

r 


8212070491* 

50-290 

r 


0212100171 

90-290 

p 


8212100293 

50-290 

p 


6212130342* 

30-290 

i 


0212130346* 

50-290 

r 


8212140472 

71-9001 



6212160433 

71-404 



621228039? 

50-290 

r 


6212290312 

90-290 

R 


62(2290315* 

50-290 

R 


8212300106 

50-290 

9 


62123001 11* 

50-290 

9 

Nrutxon Products. Inc 

0212230037 

71-9096 


Nevada* State of 

0212230209 

WASTE MOT 


6212230212* 

WASTE MOT 

New England Coalition on Nuclear 

021220003? 

90-443 

0 

l’< ) 1 ut ion 





6212200039 

30-443 

0 


6212200049* 

50-443 

0 


6212200049* 

50-443 

ft 

New Hampshire. State of 

6212100102 

50-443 

A 


6212140227 

50-443 

0 


6212140227 

50-443 

ft 


0212140234 

50-443 

0 


0212140234 

50-443 

0 


0212160261 

30-443 

0 


0312230346 

50-443 

0 


AUTHOR 

AFFILIATION 

ACCEG8IDN 

NUMBER 

SUBJECT 

CATEGORY 


821 2230346 

50-443 

ft 


6212230348 

50-443 

ft 


6212230349 

30-443 

0 

New Jersey. State of 

8212260543 

NUREG 


New Mexico. Univ of 

03120 10109 

RES 


New York City Audubon Society 

6212220246 

50-247 

0 

New York Univ 

6212060077 

30-247 

0 


0213060077 

30-247 

0 


0212060089* 

50-247 

0 


621 2060009* 

30-247 

0 


62 i 20 60 0 98 

30-247 

0 

New York, State of 

0212230261 

30-247 

0 


B212290053 

50-244 

G 

Now York, State of, Energy Office 

8212070246 

30-247 

0 

New York, NY 

8212140342 

30-247 

0 


6212230235 

50-247 

0 


0212230241 

50-247 

0 


02 I 223024 I 

50-247 

0 


0212230270 

50-247 

0 


0212230270 

50-247 

G 


8212230337 

50-247 

0 

Niagara Mohawk Power Corp 

0212020102 

50-22Q 

P 


0212020302 

50-220 

P 


821 2030050* 

S 0-220 

G 


0212030166 

50-410 

3 


82 1 2060204 

90-320 

F 


B2 12000 I 59 

50-220 

P 


0212090106 

50-220 

F 


821 2090 154 

50-220 

P 


0212100207 

50-410 

A 


021214002? 

50-220 

n 


0212140031* 

50-220 

n 


02121 40093 

30-410 

3 


02X2140372 

50-410 

B 


02121 40406* 

50-220 

G 


02121 50213* 

50-220 

G 


0212170266 

50-220 

p 


0212200023 

PR 



6212220479* 

30-220 

Q 


0212 270265 

50-220 

P 


6212270353 

50-220 

P 


0212280363 

30-410 

s 


0212290416 

50-220 

G 


8212290430* 

50-220 

8 

Nxcsho-luai American Corp 

0212160796 

XPQRTLIC 


North Carolina State Univ 

0212070165 

50-111 


North Carolina. State of 

8212160378 

70-1113 


North Carolina, Univ of 

82I2020383 

PR 



8212270961 

NUREG 


North Dakota, State of 

0212O2O251 

PH 


Northeast Nuclear Energy Co (subs of 

921 1000237 

30-243 


Northeast Utilities) 





021 2030 100 

50-243 

t 


82 12030 IB?* 

50-249 

8 


6212030201 

50-336 

G 


Q2 12030204* 

50-336 

3 


9212030227 

50-336 

0 


8212030234* 

50-336 

S 


8212070124 

50-245 

F 


92 120 7020 6 

50-245 

P 


9212090414 

50-336 

G 


02120GO415* 

50-336 

9 


6212090445 

50-245 

0 


8212080453* 

50-245 

0 


8212080541 

50-423 

8 


8212090114 

50-213 

F 


6212100071 

50-245 

G 


02121 00277 

50-245 

P 


02121 40144 

30-336 

P 


021 21 40221* 

30-245 

Q 


02121 30128 

30-245 

r 


02121 90120 

30-245 

P 


02121 30142* 

30-245 

r 


8212130142* 

50-249 

p 


62121 60216 

PR 



6212160358 

50-249 

G 


0212160371* 

50-245 

8 


B21216O470 

50-423 

e 


0212170117 

50-245 

p 


02121 70197 

50-245 

p 


0212X7019? 

50-245 

p 


B21 21 7027? 

50-245 

p 


0212170321 

50-245 

p 


0212170322* 

50-245 

p 


92X2210121 

50-213 

p 
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AUTHOR 

AFFILIATION 


Northeast Utilities 


Northern California Power Ag*ncy< 
Ca I i f ot n ia, State of, 

Northern State* Power Ca 


Northern Telecom 
Northrop Corp 

Northwest Energy Service* Co 

Norton, Burke* Berry & French 
Nuclear Associates International 
Nuclear Energy Service, Inc 
Nuclear Fuel Service*, Inc (subs of 
Getty pil Co 1 


ACCESSION 
NUMB EH 

6212510121 

821251022? 

6312210233* 

6212210355 

9212210579* 

621 22 1 0581 * 
6212270152 
6212290139 
021229014 2* 
6212290224 

8212290229* 
B2I 2290447 
6211060257 
021202 0200 
6212020200* 

6212030160 

6213030201 

0212030227 

6212060157 

6212060157 

0212070124 

02120 70206 
0212060414 
0212060445 
0212080453* 

@212080541 

8212I00071 

0212100277 

8212I40U4 

0212140221* 

8212150120 

6212150120 

02121 6021-6 
6212160350 
8212160470 

0212170199 
02121 70199 
62121 70279 
6212170321 
62121 70323* 

B212210121 
82122 10229 
3212210355 
8212270152 
0212290139 

8212290168 

0212290224 

8212290447 

8212270502* 

0212020311 

0212020317* 

0212070391 

8212080420 

8212080429* 

6212090057 

0212090057 
0212090039* 
82J 2090059# 
8212090172 
B2 12090 172 

8212090352* 
0212140244 
6212 14027? 
82121 40344 
02121 40357* 

6212170262 

6212210290 

8212210325 

6212260325 

6212300416* 

6212300417* 
6212160524 
8212060194 
8212060200* 
621 01 90729 

6212280123 

8212060024* 

6212200061* 

8212060026* 

8212080032* 

6212090260 

0212090469 

621213010? 


SUBJECT 

CATEGORY 


50-213 P 
50-336 9 

30-336 S 
50-423 F 
50-245 F 

50-245 F 
50-245 P 
50-336 ft 
50-336 fl 
50-245 R 

50-245 R 
50-245 V 
50-245 P 
TOP REP 
TOP REP 

50-245 S 
50-336 9 

50-336 S 
50-213 P 
50-213 P 

50-245 F 
50-243 P 
50-336 S 
50-243 S 
50-245 S 

50-423 S 
50-245 0 

50-245 P 
50-336 P 
50-245 G 

50-245 P 
30-243 P 
PR 

50-245 S 
50-423 9 

50-245 P 
30-245 P 
50-245 P 
50-245 P 
50-245 P 

50-213 P 
50-336 S 
50-423 F 
50-245 P 
50-336 R 

TOPflEP 
50-245 R 
50-245 P 
CONTRACT 

50-202 S 

50-262 S 
50-263 P 
50-282 S 
50-202 S 
50-202 P 

50-262 P 
50-282 P 
50-282 P 
50-262 P 
50-202 P 

30-263 0 

50-263 F 
50-2Q2 F 
50-263 3 

50-263 S 

30-262 P 
50-262 P 
50-263 P 
50-262 0 

50-202 r 

50-262 T 
PH 

50-107 R 
50-167 H 
50-522 B 

50-275 Q 
CONTRACT 
50-409 P 
FOIA 

FOIA 

70-143 

70-143 

70-146 


AUTHOR 

AFFILIATION 


Nuclear Pactaging, I nc 


Nuclear Sources & Services, Inc 
Oak Ridge National Laboratory 


Oconee County, 5C 

Office of Management & Budget 


Ogle Petroleum, Inc 


Ohio Cituen* for Responsible Energy 


Ohio State Uftiv 


Ohio, State of 
Oklahoma, Umv of 


Omaha Public Power District 


ACCESSION 

NUMBER 


62121 50293 
02121 50298* 
6212160072 
621 21 60420 
0212160429 

0212220527 

0212270124* 

6212270544 

0212270377 

6212270302* 

8212270400 
8212130222 
0212010466 
82120 60460 
0212060463 

6212070433 
0212130123 
8212130135 
0212140479 
82I2J 60549 

821216055Q 
8212160564 
8212220013* 
021 2220021 
8212220060 

8212220519 

8212270416 

0212270435 

8212270441 

0212270492 

0212290512 

02120 10434* 
62120 1 02J 3 
9212010219 
6212010241 

0212010247 
0212010253 
0212010236 
8212070461 
62120 704B0 

02121OOOB3 

02121 70404 
8212170407* 
0212060100 
0212070196 

0212070196 

0212070199 

0212070199 

0212070203 

0212070203 

8212230267 

8212230267 

8212230319 

8212230319 

8212230345 

8212230345 

8212230360 

8212230360 

8212260324* 

8212260324* 

8212290031 

8212010074* 

8212010079* 

0212080577* 

6212150252* 

0212150257* 

6212210435 

8212010066* 

8212060230* 

8212060233* 

8212020093 
8212020119 
821 2030009 
6212030013* 
8212060025 

8212060032* 

8212060035* 

0212060254 

8212060266 

8212060268* 

6212060438 
02120 70IS0* 
621207041? 
821 2080360 
6212100244* 


BJflJECI 

CATECCflv 


70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70- 143 

71- 9079 
71-9079 

71-9073 

71-394 

RES 

NUflEO 

NUREO 

50-250 I 
NUffEO 
NUREG 
50-259 f> 
RES 

RES 

RES 

40-6500 

RES 

RES 

RES 

ftES 

NUftEO 

NUflEO 

NUflEO 

RES 

CONTRACT 

CflO 

OftO 

ORO 

mo 

ORO 

o no 

40-0745 

40-0745 

40-0745 
40-0745 
40-0745 
30-440 g 
50-440 3 

SD-440 C 
50-440 « 

50-440 C 
50-440 0 

50-440 C 

50-440 4 

50-440 ( 

30-440 « 

50-440 a 
50-440 0 

30-440 4 

50-440 * 

50-440 4 

50-440 C 
50-440 C 

50-440 A 
30-150 F 
50-150 F 
CONTRACT 
50-243 r 

50-243 T 
50-440 0 

50-112 F 
50-112 V 
50-112 U 

50-205 P 
50-205 P 
gO-203 3 

50-285 3 

S 0-285 P 

50-285 P 
50-285 P 
50-285 P 
50-285 0 

50-265 0 

50-285 P 
50-265 Oi 
50-205 P 
50-209 F 
50-285 a 
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AUTHOR 

AFFILIATION 


Or«nqe County Alliance far Survival 
Oregon Environmental Council 

Oregon. State of 
Ossining. MY 

Pacific Oas I* Electric Co 


Palmi t to A1 l lance 

Parnn>eteri Inc 

Parenti Concerned About Indian Point 
Pathfinder Hines Corp 

Pennsylvania Power U Light Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

021 21 30312 

50-265 

F 

B212I 40416 

50-285 

P 

821 2200059 

50-285 

R 

821 2200064a 

50-265 

R 

0212210022* 

50-265 

0 

8312210199 

50-265 

P 

8212230326* 

50-265 

P 

8212280197 

50-265 

P 

0212290023 

50-206 

0 

8212070172 

50-522 

Q 

8212230073 

NUREQ 


63121 50013* 

50-247 

T 

8212010190 

50-275 

P 

0212010190 

50-275 

P 

8212030190 

50-275 

P 

8212030191 

90-275 

P 

8212060047 

50-275 

n 

8212060053* 

50-275 

R 

8212060078 

50-323 

s 

0212070233 

50-275 

p 

8212080063* 

50-275 

F 

8212080063* 

50-275 

F 

8212000071* 

50-275 

F 

S2120900D4 

50-275 

G 

0212130070 

50-275 

F 

02121 40473 

50-275 

P 

0212170217 

50-275 

R 

83121 70223* 

50-275 

R 

0212210002 

50-275 

P 

8212210005* 

50-275 

P 

02122 1001 A 

50-275 

P 

8212210090 

50-323 

A 

8213310U6 

50-275 

8 

0212210123* 

50-275 

S 

0212220217 

50-275 

P 

0212220225* 

50-275 

P 

0212220229* 

50-275 

P 

8212230210 

50-275 

P 

8212230290 

30-275 

P 

8212230298 

50-275 

P 

0212230304* 

50-275 

P 

8212230304* 

50-275 

P 

021 227037 J 

30-275 

P 

0212200096 

50-275 

P 

8212280123 

50-275 

0 

0212290102 

50-133 

R 

0212290106* 

50-133 

R 

0212290214 

50-275 

R 

8212290210* 

50-279 

R 

0212290366 

50-275 

R 

0212290372* 

50-279 

n 

0212280132 

50-413 

G 

0212250132 

30-413 

Q 

021 22 BO 130 

50-413 

Q 

021 2200138 

50-413 

6 

0212010016* 

FDIA 


0212010021* 

FOIA 


0212070109 

30-247 

G 

0212150017 

50-247 

Q 

0212230155 

40-2259 


0212330163* 

40-2239 


0212290132 

40-6622 


0212290136* 

40-6622 


021 1090019 

30-367 

E 

8212030041 

50-307 

B 

8212030047* 

30-3 B7 

0 

8212030096* 

50-367 

0 

8212030173 

30-307 

0 

821 2030179* 

50-307 

8 

0212060066 

90-307 

P 

6212060066 

50-307 

P 

0212060140 

50-397 

F 

8212000295 

50-307 

6 

8212000303# 

50-307 

S 

6212000320 

50-387 

8 

0212000320* 

30-367 

B 

0212080333 

50-387 

0 

0212060342# 

SO-397 

8 

0212060362 

50-307 

S 

8212060369 

50-367 

3 

0212080372* 

30-387 

9 

6212060370* 

30-367 

8 

0212080392 

50-307 

0 

8212000386* 

50-307 

3 

0212090214 

50-367 

P 


AUTHOR 

AFFILIATION 


Pennsylvania State Univ 
Pennsylvania. 8tat« of 

Perkins* Cole. Stone. QJsen Ik 
Philadelphia Electric Co 


ACCESSION 

Dumber 

SUBJECT 

CATEGORY 

8212140135 

50-387 

5 

62121 40138# 

50-367 

S 

02121401 02 

50-307 

S 

0212140109* 

50-307 

S 

0212140238 

50-307 

3 

0212140261* 

50-307 

B 

0212140260 

50-307 

6 

8212140325# 

50-307 

3 

6212140497* 

50-367 

P 

6212140497* 

50-387 

P 

6212160317 

90-307 

P 

6212160417 

50-367 

P 

6212160419* 

90-387 

P 

8212170371 

50-367 

P 

0212170272* 

90-397 

P 

6212210052 

50-367 

S 

0212210037* 

90-387 

B 

8212210236 

90-397 

S 

6212210241# 

50-397 

B 

6212210310 

50-368 

A 

6212210343 

90-397 

S 

0212210347* 

50-307 

B 

0212210450 

50-307 

K 

0213220403# 

50-307 

Q 

B21 2270272 

50-307 

P 

021 2200323 

50-3BB 

3 

821 2200346 

50-380 

S 

8212200347 

50-307 

P 

0212200400 

50-307 

S 

0212280400 

50-307 

0 

0212200403 

S0-3B7 

B 

6212200417# 

5Q-307 

3 

6212200446 

30-307 

P 

8212200469 

50-307 

S 

8212200466* 

30-387 

3 

8212290115 

50-387 

R 

3212290117* 

50-387 

fl 

6212290441 

30-037 

a 

0212290446* 

50-307 

9 

0212300400* 

SO-397 

r 

0212300410* 

50-307 

F 

3212030010 

30-5 

P 

8212010106 

50-289 

G 

0212090502 

50-209 

Q 

0212160271 

30-209 

0 

0212160394 

PR 


8212160459* 

40-6500 


8212070239 

50-533 

G 

0212270223 

50-522 

G 

8210040239 

30-052 

K 

8210040239 

30-352 

\ 

0210040253* 

30-332 

i 

021 0040267* 

50-352 

1 

8210040267* 

50-353 

1 

8210040272# 

50-352 

i 

0210040272* 

50-352 

, 

0210040270* 

50-392 

1 

0210040270* 

SO-352 

C 

0212020330 

50-352 

0 

8212020330 

SO -332 

0 

0212020339* 

50-352 

Q 

8212020339# 

50-352 

Q 

0212020349 

SO- 27 7 

I? 

6212020349 

50-277 

R 

0212020352# 

50-277 

n 

8212020352# 

S 0-277 

R 

0212030122 

50-352 

A 

0212030123 

50-352 

A 

0212030122* 

50-352 

A 

0212030182* 

90-352 

A 

6213030205 

30-270 

3 

621 2030206* 

50-278 

a 

8212060076 

30-277 

P 

8212060G76 

50-277 

P 

0212060106* 

50-277 

P 

0312060106* 

50-277 

P 

8212060109* 

50-277 

P 

8212060109* 

50-277 

P 

0212070025 

30-352 

A 

0212070025 

50-352 

A 

B2L2070138 

30-352 

P 

6212070130 

50-352 

r 

8212000323* 

30-277 

0 

8212080446 

30-352 

A 

6212000446 

50-352 

A 
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CORPORATE SOURCE INDEX 


author 

affiliation 


accession 

NUMBER 


02120*0119 
8212100034 
0212100075 
82121 00079* 
6212100090 

8212100274 

8212130211 

0212130341 

8212140385 

0212150050 

02121 50O5B 
82121 50061 
82121 50062+ 
02121 50062+ 
82121 50107* 

82121 50107* 
02121 30193* 
82 12160055 
02121 60055 
02121 60050* 

8212160058* 

0212140415 

8212170248 

0212170240 

8212170269 

0212170265 
0212170275* 
82121 70275* 
9212170290* 
8212170280# 


SUBJECT 

category 

50-277 P 
50-277 P 
50-270 P 
50-270 P 
50-352 F 

50-352 C 
50-277 P 
50-352 K 
50-277 P 
50-277 ft 

50-277 P 
50-277 S 
50-277 P 
50-277 P 
50-277 F 

50-277 F 
50-277 r 
50-277 R 
50-277 R 
50-277 R 

50-277 R 
50-277 S 
50-277 P 
50-277 P 
50-277 P 

50-277 P 
50-277 P 
50-277 P 
50-277 P 
30-277 P 


Philadelphia Inqu Crtr 
Planning fltiearc# Corp 


Plateau R*«ourc«*. LU, 


Pollution t< Environaertfcal Pratl***. 
Portland General Electric Co 


eaifii 7028? 

50-277 

P 

0212170289 

50-277 

P 

8212170315 

50-277 

P 

8212170319 

50-277 

P 

0212210158 

50-277 

R 

0312210150 

50-277 

R 

0212210162* 

50- 277 

R 

8212210162+ 

S 0-277 

R 

0212210312 

50-277 

P 

0212210312 

50-277 

P 

0212210398 

90-352 

F 

0212210398 

50-352 

F 

8212210402 

50-352 

A 

0212210471 

30-352 

K 

8212210491 

30-392 

K 

0212210495# 

50-352 

A 

0212210490* 

50-352 

C 

821221049 0* 

50-352 

c 

6212210499* 

50-352 

K 

0212210499* 

50-352 

K 

8212230313 

50-277 

F 

8212230327 

S 0-352 

G 

0213230327 

50-332 

G 

B2I2270141 

50-352 

A 

8212270141 

30-352 

A 

0212270144 

90-352 

F 

8212270144 

50-352 

F 

8212270167 

90-277 

P 

0212270216 

50-352 

G 

0212270219 

50-270 

P 

0212230105 

50-352 

G 

8212280209 

30-352 

A 

0212200209 

30-352 

A 

B21 2200432 

50-277 

P 

8212290235 

50-277 

P 

8212290276 

90-352 

ft 

8212300107 

50-352 

0 

0200290112 

70-143 


0212140015# 

FOIA 


82121 40022* 

FOJA 


0211020241 

40-0699 


021 1020252# 

40-8690 


02I227O3J9 

40-0698 


0212270340 

40-9690 


8212300120 

40-0698 


8212070411 

50-295 

P 

0212030011 

50-344 

e 

8212030017# 

30-344 

s 

8212030027 

50-344 

p 

8212070316 

50-344 

p 

0212070319# 

50-344 

p 

8212070343 

50-344 

R 

8212070346# 

50-344 

R 

0212100044 

30-344 

P 

8212100406# 

50-344 

F 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


921210041 1 # 
921121 40200 
92121 40346 
Q2IS1 40349 
92121 40335* 

0212210201 

9212270368 

62122001^0 

Q21220O2O3 

6212200470 


gUUJECT 

CATEGORY 


50-344 I' 
30-344 ► 

50-3T44 L 
30-344 T 
30-344 D 

SO-344 f 
90-344 ft 
50-344 0 

50-344 I 1 
30-344 I 1 


Power Author* 


of the State 


of Neu York 


92 122 <70201 
02122 90204* 
0212020310 
0212020310 
021 206 OO 1 ? I 

9212060101 # 
G21S0601Q3 
9212060103 
0212060233 
021 2060231+ 

6212060292 
6212060296# 
0212000310 
021 20 90310 
0212000374 


30-344 PI 
30-34 A R 
30-247 0 
30-24 V 0 
50-333 0 

30-333 0 
30-247 0 
50-247 0 
50-333 U 
50-333 II 

90-333 G 
30-333 G 
GO- 24 ? « 
30-247 0 
60-333 * 


021 2OB0394 
02120 60406# 
8312090007 
0212090090 
0212090090 


90-333 Hi 
50-33$ 'J 
90-247 
50-547 C 
SO-247 « 


0212090205 
02131 00214 
02121 00200 
0212130001 
6212130004# 

0212 130232 

0212130232 

6212130330 

0212130333# 

0212130357# 


50-24 7 I 1 
50-206 *’ 
50-206 P 
50-333 »« 

50-333 R 

SO-iM? P 
90-247 P 
90-206 P 
50-206 I 
50-206 r 


0212140064 
0212140070# 
0212140236# 
92121 40294 
0212140423 


50-206 ft 

50-206 ft 
50-333 » 
50-333 I 
50-247 0 


02121 40423 
0212140439 
62121 4043? 
62121 40446* 
62121 40446# 


50-247 0 
90-247 0 
50-24 7 <* 
90-247 0 
30-247 0 


02121 90126# 
0212160299 
82121 60209 
02122 1026Q 
02122 10274# 


90-333 0 
90-247 0 
30-247 ft 
90-333 tf 
SO -333 'I 


82122 10322 
0212210323# 
0212210415 
0212210425* 
02122 10426 


50-206 P 
30-206 I 1 
30-333 £> 
30-303 0 
50-206 I' 


0212220234 

8212220271 

0212220271 

0212220390 

0212220452 

8212230107 

8212230107 

0212270259 

0212280209 

8212200209 


90-206 I 
50-247 0 
50-247 0 
50-247 0 
30-333 r 

50-247 0 
50-247 C 
50—206 ft 
90-247 0 
90-247 0 


82122 90156 90-206 ft 

S21 2290160# 90-206 ft 

0212290175 90-333 ft 

8212300230 50-247 0 

Prairie Alliance 0212270322 90-4*1 0 


Preas Intel ligence. Inc 

Prof e*# Iona I Reactor Operator Society 
Project A* toclate* 

Project Management Corp 


021 20 GO 103# CONTRACT 
021 2 1 30 364 CONTRACT 

0212020134 PR 
0212290273# CONTRACT 
62120*01 13 90-537 C 


8212090002 S0-S37 C 

8212200015 SO- 937 C 

8212300011 S 0-537 < 

Public Intereit ReaearcA Qraup» New YoHt 8212O0OBGO 50-209 t 

82121 50022 90-247 i 



CORPORATE SOURCE INDEX 
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AUTHOR ACCESSION SUDJECT 

AFFILIATION NUMBER CATEGORY 


Public Service Co of Colorado 0212200011* 30-267 F 

0212200030 50-267 F 

0212200035* 50-267 F 

0212200043 50-267 F 

8212200090 50-267 F 

9212200090* 50-267 0 

0212200092 50-267 0 

821 2200094 50-267 R 

021 22000 98* 50-267 r 

0212200101* 50-267 Q 

0212200116* 50-267 F 

0212200117* 50-267 F 

0212200123 50-267 3 

0212200120* SO-267 8 

0212210024* 50-267 (5 

8212210102 50-267 ft 

B212210112* 50-267 R 

0212210173* 50-267 0 

8212290297 50-267 S 

0212290303* 50-267 G 

8212290319 50-267 P 

0212270320 50-267 F 

0212290367 50-267 0 

8212290374 50-267 P 

8212290300 50-267 P 

8212290391 50-267 ft 

8212270394* 50-267 ft 

8212290403 50-267 ft 

8212290405* 50-267 ft 

8212290423 50-267 ft 

0212290426 50-267 G 

8212290440* 50-267 G 

Public Service Co of Indiana* Inc 8212080633* 50-546 f 

8212080637* SO-546 T 

8212100181 50-546 3 

0212170329 50-546 5 

0212280157 50-546 S 

0212280157 50-546 8 

0212200272 50-546 B 

0212200304 50-546 ft 

0212280304 30-546 (i 

0212280321 50-546 0 

0212280321 50-546 0 

0212280462 30-546 S 

0212280462 50-546 S 

8212290112 30- 546 T 

Public Service Co of Nou Hampshire 8212020029 50-443 A 

0212020029 30-443 A 

0212020206 90-443 A 

0212020206 50-443 A 

8212020316* 50-443 A 

8212020316* 50-443 A 

8212020334 50-443 A 

8212020334 SO-443 A 

8212030194 50-443 A 

G212030194 50-443 A 

0212060056 SO- 443 A 

0212060056 50-443 A 

0212060059 50-443 II 

0212060059 50-443 C 

0212060060 50-443 D 

8212060060 50-443 D 

0212060075 50-443 A 

8212060075 50-443 A 

0212060094 50-443 A 

0212060094 50-443 A 

0212060151 50-443 A 

0212060151 30-443 A 

0212070100 50-443 A 

0212070100 50-443 A 

0212080163 50-443 F 

8212000163 50-443 F 

8212000190 30-443 A 

0212080190 50-443 A 

0212000207 30-443 A 

0212000207 30-443 A 

8212080234 50-443 A 

0212080234 50-443 A 

0212000329* 50-443 d 

0212090490 50-443 A 

8212140212 SO-443 0 

8212140212 50-443 0 

8212140217 SO-443 G 

8212140217 50-443 G 

8212140235 50-443 A 


AUTHOR ACCESSION SUDJECT 

AFFILIATION Nl/MBER CATEGORY 


02121 40235 50-443 A 

0212140430 90-443 0 

0212140430 50-443 0 

0212140437* 30-443 0 

8212 1 40437* 90-443 G 

9212140441 50-443 0 

0212140441 50-443 G 

0212210220 50-443 Q 

0212210273 50-443 0 

0212210273 SO-443 S3 

021 22 £0207 30-443 8 

02122 I02B7 50-443 B 

0212210449 50-443 0 

0212210449 SO-443 S 

0212220255 50-443 G 

0212270146 50-443 A 

0212270146 50-443 A 

0212270100 50-443 A 

0212270270 50-443 A 

0212270270 50-443 A 

9212270279 50-443 H 

0212270279 50-443 A 

Public Service Electric 6 Ga# Co of New 8210210070 50-311 S 

Jersey 

9210210095* 50-311 0 

0212010148 50-272 P 

8212010140 50-272 P 

9212010150* 50-272 P 

0212010155 50-272 P 

0212030117 50-271 9 

0212030153* 50-272 0 

0212060165 50-311 9 

0212060174* 50-311 0 

0212060202 50-31 l 8 

8212060214* 50-311 9 

0212060291 30-272 3 

8215060290* 50-272 B 

0212060302 90-272 8 

0212060300* 50-272 S 

0212060309 50-272 0 

0212060316* 30-272 B 

□212000356 50-272 Q 

0212000364* 50-272 & 

0212000434 50-311 0 

□2120 80443* 50-311 G 

0212000502 30-354 8 

0212130192 50-311 P 

0212130212 50-272 ft 

□212140053 30-272 f 

0212140060* 50-272 

0212140076 50-272 

0212140079 50-311 

0212140002* 50-272 

0212140005* 50-Gll 

0212140099 50-311 

0212140107* 50-311 

□212140133* 50-272 

0212160024 50-354 

0212160024 50-354 i 

□212160040 50-311 B 

0212160054* 50-311 S 

9212160391 50-311 9 

0212160390* 50-311 B 

□212160399 50-311 G 

□212160414* 50-311 3 

0212200020 50-272 ft 

02 122 00020 50-272 ft 

0212220300 50-272 9 

0212220310* 30-272 I 

02122203 0J 50-311 I 

0212220303* 30-311 I 

□212220395 30-31 1 □ 

□212220406* 50-311 9 

0212220420 50-311 9 

0212220424* 50-311 9 

0212220433 50-31 1 9 

02122 20435* 50-011 B 

0212230268 50-272 ft 

021 2 2 3027 J* 50-272 ft 

8212270274 50-311 R 

8212270280* 50-311 R 

8212200066 50-272 R 

0212200067 50-354 R 

0212200060* SO -272 R 

8212290444* 50-354 0 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJEC T 
CATEGORY 


0212300306 

50-272 

F 

Puget Sound Power i< Light Co 

02120 70239 

50-522 

Q 

021214041? 

50-522 

A 


8212270223 

50-522 

G 


6212280289 

50-522 

Q 

Purdue Univ 

82092 90032 

62 120 10428# 

ACRS 

ACRS 



8212130238 

50-182 

P 


62121302400 

50-102 

P 

Guadrex Corp 

82120702780 

50-416 

P 


B2121 70339# 

50-461 

E 

R F Reedy, Inc 

B2121 40447 

50-275 

ft 

Racal Vi konlc», Inc 

6212270516# 

contract 


Radio Television News Directors 
Association 

6212010119# 

FOIA 


Rada Watch Co « Inc 

0212160518 

PR 


Ramsey Engineering Company 

6212210501 

8212210504# 

71-490 

71-400 


Raytheon Corp 

0212010109 

RES 


Reed, J 0 

62122 10276 

50-403 

Q 

Rio Algom, Ltd 

6312030274 

6212030278 

8212330404 

6212230411a 

0212270331 

0212270337* 

40-6004 

40-B0B4 

4O-BO04 

40-6084 

40-0084 

40-6084 


Robert ChflTlea Moles it Associates 

8212300132# 

CONTRACT 


Robert L Cloud Associates* Inc. 

8212140276 

50-275 

P 


8212140277# 

50-275 

P 


8212150164 

50-275 

P 


8212150170* 

50-275 

P 


621 2500090 

30-275 

P 


0212200095# 

50-275 

P 

Rochester Gas 4r Electric Corp 

0212020291 

50-244 

F 


B21 2060169 

50-244 

S 


6212060175* 

50-244 

B 


B2 12070094 

50-244 

P 


8212070095# 

50-244 

P 


6212070098# 

50-244 

P 


0212070282 

50-244 

P 


6212000304 

50-244 

P 


0212140240 

50-244 

F 


B2I21404G4 

50-244 

P 


0212140408* 

50-244 

P 


8212140413# 

50-244 

P 


02122 J 0456 

50-244 

P 


0212220243 

50-244 

P 


0212280380 

50-244 

P 


0212200391# 

50-244 

P 


6212290163 

50-244 

R 


8212290166# 

50-244 

R 

Rockland County* NY 

0312140451 

50-247 

Q 


8212230323 

50-247 

H 

Rockwell International Corp 

8212130130* 

71-6495 



8212210110 

8212200362 

50-375 

PT21 

W 


821 2280373a 

50-410 

B 

Rocky fountain Energy Co, 

8212030204 

6212030295# 

8212220183 

40-8300 

40-0300 

40-8300 


Roessetj J M 

6212170378# 

50-279 

H 

Rogers Engineering Co , Inc 

8212010115 

0212220341 

NUREG 

NUREG 


Rolf Jenson & Associates, Inc 

B2 122704 17* 

CONTRACT 


Ropes & Gray 

621*140212 

SO-443 

0 


6212140212 

50-443 

Q 


8212140217 

50-443 

0 


8212140217 

50-443 

0 


0212140430 

50-443 

0 


6212140430 

50-443 

G 


8212140437# 

50-443 

G 


0212140441 

50-443 

0 


0212140441 

50-443 

G 


8212210228 

50-443 

0 


9212220255 

50-443 

G 

Sacramento Municipal Utility District 

8212030062 

50-312 

B 


8212030001 

SO-312 

B 


8212030004 

50-312 

S 


821 2030095* 

50-312 

a 


8212030106# 

SO-312 

s 


82120301 10 

50-312 

0 


62120301 16# 

50-312 

B 


0212060294 

50-312 

6 


6212060300* 

50-312 

S 


82J 2070220 

50-312 

<3 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGOflV' 


6212070277 

0212070410 

6212130337 

0212140351 

0212140356# 

50-312 o 
50-312 Q 
50-312 F 
50-312 P 
50-312 P 


6212 140363* 
8212140391 
0212140401 
0212160009 
02121 70190 

50-312 p 
50-312 P 
50-312 p 
71-409 
50-312 F 


02121 70220 
0212170231 
02121 70233* 
0212170255 
6212170301 

50-312 P 
50-312 ft 
50-312 ft 
50-3J2 P 
50-312 Q 


0212170319 

021 21 70320# 
8212200026 
8212200042 
0212200048* 

SO-312 R 
50-312 P 
50-312 G 

50-312 R 
SO-312 R 


0212210439 

0212220241 

0212270203 

8212270285 

6212270208# 

SO-312 V 
50-312 P 
50-312 ft 
50-312 P 
50-312 ft 

San Antonio City Public Service Board 
San Diego Oas 6 Electric Co 

9212270291# 
8212280233 
8212300353# 
82121 70128* 
G21 2030168# 

50-312 n 
50-312 P 
50-312 ft 
30-490 A 
50-361 P 

Sandla Laboratories 

0212170160# 

6212200046 

0212010469 

0212010475 

0212010401 

50-206 F 
PR 

RES 

RES 

RES 


B2120604B6 

0212060492 

6212100150# 

6212130058 

0212130110 

NUREG 
90-313 P 
FOIA 

NUREG 

NUREG 


0212130110 
0212130283 
82121 50274 
8212220162 
0212220172 

NUREG 

NUREG 

71-5939 

NUREG 

NUREG 


8212220204 

6212220291 

8212220513 

6212270156 

0212270163 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

Sargent l Lundy, Inc 

Saul, Ewing, Remlck 6 Saul 

Saunders-Roe Developments, Ltd 

6212020256 

0212200469# 

0212060420 

0212070476# 

0212280172 

50-358 A 

50-461 ft 

FOTA 
XPORTLIC 
XPORTLK 

Science Applications, Inc 

0207000445# 

0206310315* 

0209030322# 

0209030343# 

9211220096* 

50-265 P 
50-331 P 
50-255 P 
50-213 P 
50-' 3 P 


6212010427# 

9212010469 

0212020194# 

0212060304# 

0212070115# 

50-309 P 
RES 

CONTRACT 
CONTRACT 
50-317 P 


0212100162* 
02121 300 5 B 
8212140260* 
0212270422* 
0212270556# 

CONTRACT 

NUREG 

50-29 P 

CONTRACT 

CONTRACT 

Beacoast Anti-Pollution League 

Seattle Times 

0212020366 

0212140426 

0212160321 

8212230334 

0212010099# 

PR 

50-443 o 
50-443 ft 
30-443 « 
FOIA 

Senate 

Shannon 6 Wilson, Inc, 

0212060511# 
8212100045* 
021 2220558* 
0212270431* 
0212160600* 

40-86 
30-329 U 

COMMISSION 
50-3 H 

CONTRACT 

Shaw, Pittman, Potts it Trowbridge 

0212010192 
021 20 10200* 
0212010208 
0212010208 
0212010212 

50-2B9 0 
30-209 G 
50-440 G 
30-440 G 
50-440 G 



AUTHOR 

AFFILIATION 


Si en a Club 


Sigma Chemical Co 
Si ne 1 a ir# M 

Sinn*»*ippi Alliance for the 
(SAf E) 

Small Business Admi nistra t ion 


5nnl 1 5t Wi Imer 

Sooth Carolina Electric U Gas 
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Environment 


Co 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

category 

AFFILIATION 

NUMBER 

CATEGORY 

02120 10212 

50-440 

0 


8212170257 

50-395 

P 

8212020364 

50-20? 

G 


8212170287 

50-395 

S 

8212070096* 

COMMISSION 


0212170291# 

50-395 

S 

8212070134 

50-209 

Q 


0212200110 

90-395 

s 

02120 7035B 

50-440 

0 


3212200113# 

90-395 

s 

8212070358 

50-440 

G 


8212220328 

90-395 

s 

0212080293 

50-440 

Q 


0212220337# 

50-395 

G 

0212100090 

50-302 

G 


0212220376 

30-395 

s 

0212100099 

50-400 

G 


0212220384* 

50-395 

s 

02121 0014)0 

50-302 

G 


0212220411 

50-395 

s 

02121 30241 

50-440 

G 


8212220414# 

30-395 

s 

8212130241 

50-440 

G 


B21 22 20429 

50-395 

s 

B2121 40445 

50-440 

Q 


B2I22 20462# 

50-393 

0 

82121 40470 

40-2061 



02122 20490 

50-395 

s 

8212160247 

30-440 

0 


0212220300# 

50-399 

0 

8212160247 

50-440 

G 


0212230280 

50-395 

p 

82121 60291 

50-440 

G 


02122 30294* 

50-395 

p 

8212160251 

50-440 

G 


0212300035 

50-395 

9 

8212200026 

50-312 

G 


0212300042* 

50-393 

9 

821 22 000-61 

30-440 

0 

South Carolina. State of 

0212090481# 

State Prog 

8212200105 

50-440 

Q 

Southern California Edison Co 

8005050726* 

50-206 

P 

82122 10222 

50-400 

G 

0110190952# 

50-206 

P 

8212210321 

50-440 

Q 


0212010171 

50-361 

P 

82122 10345 

30-440 

Q 


0212020250 

50-206 

P 

8212230339 

50-440 

Q 


0212020253 

50-206 

P 

0212230357 

50-266 

G 


8212020373 

50-361 

P 

8212230357 

50-266 

Q 


8212020373 

50-361 

P 

8212230359* 

50-266 

G 


0212030157 

50-361 

P 

B212230359* 

50-266 

G 


0212030160* 

50-361 

P 

0212270222 

50-400 

G 


Q2 12030250# 

50-361 

P 

0212270330 

50-3B2 

Q 


0212060012 

50-362 

9 

8212200102 

50-202 

G 


0212060239 

50-206 

P 

8212300013 

50-440 

G 


8212060269 

50-206 

P 

0212300226 

50-493 

G 


0212070190 

50-361 

P 

0212300250 

50-209 

G 


B21 2070 193* 

50-361 

P 

021 2000257 

50-537 

G 


8212070225 

50-361 

G 

02121 00371 

F01A 



8212070231# 

50-361 

B 

9212230200 

50-537 

G 


8212070252 

50-361 

S 

0212070417 

xportlic 



B2J 2070259# 

50-361 

S 

8212200191 

50-350 

Q 


B21 20 70266 

50-206 

P 

0212000235 

50-454 

Q 


8212070291 

50-361 

9 





0212070203 

50-361 

0 

0212080245# 

50-454 

G 


8212070287* 

30-361 

0 

B21 2070453# 

contract 



8212070290 

30-361 

S 

021 2OBO903* 

contract 



02120 70293# 

90-361 

s 

0212220027# 

contract 



B21 20 70294# 

90-361 

B 

0212270501* 

50-537 

A 


0212070394 

50-361 

S 

8212060095 

90-529 

0 


02120 70329* 

30-361 

s 

8212020340 

50-395 

F 


B2120 70330 

50-361 

a 

9212030060 

50-395 

S 


0212070360# 

50-361 

s 

0212030064* 

90-395 

9 


8212070369 

50-361 

s 

0212030009 

50-399 

□ 


02 12070374* 

50-361 

8 

8212030100 

50-395 

8 


□212070379 

30-361 

S 

9212030133 

50-395 

S 


0212070303 

50-361 

3 

8212030139# 

50-395 

8 


0212070308* 

50-361 

S 

B212030164 

50-395 

D 


0212070399# 

90-361 

8 

8212030171# 

50-395 

B 


8212070406 

50-361 

S 

0212030106 

50-395 

□ 


8212070412* 

50-361 

3 

9212030108 

50-395 

3 


0212090103 

50-206 

P 

0212030199# 

90-395 

G 


0212090176 

50-361 

P 

0212030202* 

50-395 

0 


0212090176 

50-361 

P 

9212070026# 

90-395 

0 


0212090179 

90-361 

P 

9212070120 

50-395 

F 


G21 2090376 

50-361 

P 

B2120 70101 

50-395 

P 


821 209051 4 

90-361 

P 

0212090243 

90-393 

fi 


0212090914 

50-361 

P 

0212090253* 

50-395 

0 


9212130039 

50-362 

J 

0212090366 

50-395 

B 


0212130100 

90-362 

P 

0212090372# 

50-395 

8 


85121 301 93# 

90-362 

P 

0212090392 

50-395 

Q 


0212130198# 

30-362 

P 

9212090422 

50-395 

a 


0212130333# 

50-206 

0 

8212090438# 

50-390 

B 


8212140035 

50-361 

S 

0212090449 

90-395 

B 


8212140035 

50-361 

s 

0212090460# 

50-393 

6 


0212140151 

30-206 

r 

0212090916* 

50-395 

0 


0512140265 

50-361 

q 

8212100292 

50-395 

r 


8212140570* 

50-361 

s 

02121 50077 

50-395 

G 


0212140272* 

50-361 

9 

0212 1 5000 1* 

50-395 

S 


02 15 1 40360 

90-206 

S 

0212150099 

90-395 

8 


02121 40368* 

50-206 

8 

02121 50091# 

50-395 

S 


0212140390 

90-361 

8 

92121 50097 

50-395 

8 


8212140405# 

50-361 

3 

0212150100# 

50-395 

Q 


0212170150 

90-206 

P 

0212150117 

50-395 

3 


0212170164 

50-206 

F 

9212150122# 

50-395 

S 


9212170160* 

50-206 

F 

9212160322 

50-395 

F 


62121 70200 

50-361 

F 

8212160329# 

50-393 

F 


0212170304# 

50-206 

0 
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AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


92121 70304# 
92121 70306# 
92121 70306# 
8212200028 
8212200063 


30-206 0 
30-206 0 
50-206 Q 
30-206 P 
50-206 P 


8212000479 
82121 00206 
8212100291 
8212140270 
0212140201 


50-275 P 
50-275 P 
50-275 P 
50-273 P 
50-275 R 


8212210001 
8212220190 
8212230260 
92122 30260 
9212230291 


50-206 P 
50-206 P 
50-341 P 
50-361 P 
50-341 P 


0212140283# 

0212230306 

8212270210# 

8212270299# 

8212270301# 


50-275 R 
50-275 P 
50-271 P 
50-275 P 
50-273 P 


8212230291 
82122 30325 
£212230349 
£212270171 
£212290030# 


50-361 P 
50-341 P 
30-361 P 
30-206 J 
50-206 0 


8212270310# 

8212270312# 

8212290146 

8212290152# 

0212290205 


50-275 P 
50-275 P 
50-275 fl 
50-275 fl 
50-275 P 


62122 90102 
82122 90106# 
82122 90159 
82122 90174 
£2122 90101# 


50-206 R 
50-206 R 
50-327 R 
30-361 R 
50-361 R 


Teledyne Hah Cheng Albany 


8212290237# 

8212290243# 

9212290230# 

0212290452# 

0212300178 


50-275 P 
50-273 P 
50-275 P 
50-245 P 
XPORTLIC 


Southwest Research Institute 

Spencer Chemical Co 
Spiegel * McDiarmid 


8212290413 
62121 50134# 
82121 70094# 
821228 0026# 
0212270502# 


30-361 B 
30-309 A 
50-277 P 
70-146 
CONTRACT 


Tennessee Valley Authority 


8212020107 

0212020107 

8212020116 

8212020124# 

0212020137 


50-430 £ 
50-430 G 
30-296 G 
50-296 S 
50-430 E 


Stamir i9i 


B212020343 
8212020343 
0212020343 
021202 0 345 
0212! 00095 


50-329 0 
50-329 0 
50-329 0 
50-329 G 
50-329 Q 


8212020137 

8212020139 

8212020139 

8212020143 

8212020149 


50-438 S 
50-438 S 
50-438 8 
50-260 S 
SO-438 0 


Standard 1 led Nuclear Unit Power Plant 
System 


8212170200 

B2121 70200 
B21217O20B 
0212170 293# 
021 21 70293# 


50-482 A 

30-482 A 
50-4B2 A 
50-482 A 
50-402 A 


0212170293# 

0212260236 

0212280236 

0212200236 

82122B0240# 


50-402 A 
90-402 A 
50-402 A 
30-482 A 
50-482 A 


State. Dept. of. Bureau of Oceans & 
Internatl Environ 1< Scientific Affairs 
Stevenson & Associates 


0212200240# 

0212280240# 

0212230432 

0212060458 

8212270221 


30-492 A 
30-482 A 
XPORTLIC 

NUREO 

NURE0 


Stan# 8c Webster Engineering Corp 


8212010225# 
0212020242 
3212150195 
82121 50200# 
8212200045 


50-27 5 R 
PR 

50-275 P 
50-275 P 
PR 


8212270296 

0212270299# 

8212270301# 

0212270310# 

0212270312# 


50-275 P 
50-27 9 P 
50-275 P 
90-275 P 
50-275 P 


0212270364# 

0212280160 

0212200163# 

0212290209# 

8212290231 


50-322 E 
50-275 F 
90-27 3 F 
30-275 P 
50-275 P 


Stone t< Webster. Inc 


B21 2290237* 
B212290243# 
8213290230* 
821 1080129* 
8212290450 


90-275 P 
50-275 P 
50-273 P 
50-322 E 
50-275 P 


Structural Mechanics Associates 
Suffolk County. NY 


0212270462# 

0210190510# 

0212030025* 

8212140463 

0212270227 


30-275 P 
50-247 F 
50-155 G 
50-322 0 
50-322 T 


SunflouBT Alliance 

TERA Corp 
TRW. Inc. 


0212090495 

0212200319 

7907100391# 

8212020404* 

8212080027# 


50-440 Q 
50-440 0 

50-409 P 
CONTRACT 
EDI A 


8212080030* FOI A 
021 2080044# FOI A 
0212080065# FOI A 
8212000070* FOIA 
8212000081# FOIA 


Talley Industries. Inc 
Telerfyne Engineer Ing Services 


021216O33B PR 
B2I20 10206 50-273 R 

8212010511# 50-279 R 


8212020149 

8212020153# 

8212020162 

0212020162 

8212020179 

8212020191* 

8212020240 

0212020244* 

8212020261 

0212020264* 

0212020290 

8212020298 

0212020340 

8212020354* 

0212020360 

8212020360 

0212030001 

8212030001 

8212030001 

8212030001 

0212030001 

8212030037 

0212030044* 

8212030071 

0212030071 

0212030071 

8212030071 

0212030071 

0212030071 

8212030071 

0212030072 

8212030072 

0212030006 

8512030092* 

0212030152 

8212030152 

8512030220* 

0212060023 

0512060023 

0212060061 

8212060070 
8212060070 
821206 0076 
8212060076 
B21 2060081 

8212060081 

8212070058 

0212070058 

0212070142 

8212070142 

8212070176 

8212070180 

9212070186 

8212070186 

8212070267 


90-438 3 
30-260 3 
50-438 3 
50-433 0 
30-328 S 

30-328 3 
30-296 9 
50-296 3 
50 -296 S 
50-296 3 

50-390 G 
50-390 5 
50-259 G 
50-259 0 
50-390 8 

90-390 G 
50-390 S 
50-390 S 
30-390 0 
50-390 S 

30-390 B 
50-259 Q 
30-259 S 
50-239 R 
50-259 R 

50-239 R 
50-259 H 
50-259 fl 
50-25? R 
50-259 R 

50-430 Q 
50—438 1 
50-327 8 
50-327 £ 
50-430 S 

50-430 S 
50-259 fl 
50-327 P 
50-327 P 
50-327 P 

50-390 E 
50-390 E 
50-327 i P 
50-027 P 
50-390 A 

50-390 A 
50-390 3 
50-390 3 
50-390 3 
50-390 3 

50-J327 P 
50-327 F 
50-390 A 
50-390 A 
50-390 3 
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author accession 

AFFILIATION number 

SUBJECT 

CATEGORY 

AUTHOR ACCESSION 

AFFILIATION NUM DEf? 

SUDUCCT 

CATEGORY 

0212070203 

50-259 

P 

9212190076* 

50-296 

3 

8212070200 

50-259 

P 

02121 30079 

30-430 

Q 

0212070280 

50-259 

P 

92121 50101 

90-260 

0 

0212070291 

30-390 

A 

92121 30104* 

50-260 

3 

9212070291 

50-390 

A 

R2121 90107 

50-296 

8 

021200010 a* 

SO-259 

F 

B212i 90111* 

50-296 

G 

9212080112* 

50-259 

F 

92121 30136 

50-390 

0 

0212000112* 

SO-259 

F 

82 121 30136 

90-390 

0 

0212080112* 

50-299 

r 

92121 70108* 

50-259 

r 

0212000370 

50-327 

p 

92121 70100* 

50-299 

F 

0212090054 

50-390 

s 

92121 70 JOB* 

90-259 

F 

0212090055 

30-518 

A 

92121 701 12* 

30-259 

r 

8212090056* 

50-518 

A 

0212170112* 

30-239 

r 

0212090056* 

50-518 

A 

92121 701 12* 

30-259 

r 

0212090050* 

50-51B 

A 

02121 70136 

S 0-260 

p 

0212090059* 

30-510 

A 

02121 70140* 

50-260 

p 

S21 2090083 

50-259 

P 

92121 70137 

30-438 

s 

021 2090003 

50-259 

P 

02121 70157 

50-430 

8 

0212090003 

30-259 

P 

02*21 70160 

50-430 

8 

9212090009* 

50-2S9 

P 

92121 70160 

30-430 

8 

0212090009* 

30-259 

P 

02121 70221 

90-430 

8 

82120900B8* 

50-259 

P 

92121 7022? 

90-259 

r 

0212090092* 

50-257 

0 

02121 70229 

30-25? 

r 

0212090099 

50-323 

5 

82121 70229 

30-237 

r 

0212090109 

90-259 

8 

02121 70236 

50-327 

p 

0212090116* 

50-2 59 

S 

83121 70236 

30-327 

p 

0212090143 

50-260 

3 

0212170239 

30-327 

p 

0212090150 

50-390 

G 

02121 70239 

50-327 

p 

0212090133* 

50-260 

S 

□2121 70259 

50-32/ 

r 

8212090160 

50-390 

a 

0212170310 

30-327 

o 

0212090160 

50-390 

8 

G2121 70310 

50-327 

0 

8212090163 

50-488 

9 

8212 1 70389 

SO-327 

R 

0212090165 

50-390 

0 

0212 1 70300 

30-327 

fl 

8212090170 

50-390 

s 

0212170390* 

50-327 

R 

0212090170 

50-390 

G 

82121 70390* 

30-327 

R 

8212090174 

50-328 

S 

8212200001 

30-390 

B 

02120901 70* 

50-328 

a 

0212200001 

30-390 

0 

82120702 BO 

50-259 

B 

0212200001 

50-390 

U 

0212090291* 

50-259 

8 

0212200001 

90-390 

8 

□212090347* 

50-390 

0 

0212200001 

30-390 

a 

8212090361 

50-257 

3 

0212200001 

90-390 

0 

0212090365* 

30-327 

a 

8212200001 

30-390 

8 

B21 2090369* 

50-25? 

9 

0212200001 

30-390 

8 

0212090461* 

30-25? 

0 

8212200001 

30-390 

0 

S2120 90341 

50-390 

G 

021220001/ 

50-390 

8 

0212090541 

50-370 

9 

8212200017 

30-390 

8 

0212090551 

50-328 

G 

0212200017 

30-390 

fl 

0212090556* 

50-323 

S 

02 1 22 0001 7 

30-390 

D 

0212100046 

50-390 

F 

9212200017 

30-390 

0 

0212100046 

50-390 

r 

B2 1 220001 7 

50-H90 

8 

02121 00046 

50-390 

r 

9212200017 

90-390 

a 

0212100046 

50-390 

r 

0212200017 

50-390 

3 

0212100046 

30-390 

F 

0212200017 

50-390 

3 

0212100270 

50-390 

S 

0212200092 

30-318 

0 

0212100270 

50-390 

S 

0212200052 

50-318 

3 

0212100270 

50-390 

S 

0212210026 

S0-390 

0 

0212100270 

50-390 

3 

0212210026 

50-390 

0 

8212100270 

50-390 

S 

8212210076 

50-390 

a 

0212100270 

50-370 

9 

021 22 10026 

90-390 

0 

0212140047 

30-439 

S 

02 122 1 0026 

90-390 

9 

0212140047 

50-436 

9 

0212210095 

50-32B 

□ 

02121 400B7 

90-390 

8 

02122 10100* 

90-320 

8 

0212140097 

50-390 

S 

8212210122 

90-430 

fl 

0212140141 

30-390 

S 

0212210123 

30-430 

n 

8212140141 

50-390 

S 

021221021? 

50-390 

u 

0212140141 

50-390 

8 

8212210217 

30-390 

a 

0212140141 

50-390 

S 

02122 10256 

90- 430 

s 

0212140164 

50-390 

3 

02122 10296 

30-433 

« 

9212140164 

50-390 

3 

021 22 £0336 

30-390 

3 

8212140190 

50-328 

8 

02122 I 035& 

30-370 

0 

0212140207* 

50-328 

S 

92122 10360 

30-391 

a 

. 8212140241 

50-327 

0 

02122 10363* 

50-391 

0 

8212140247* 

50-327 

F3 

0212210364 

30-430 

o < 

82121 40323 

50-259 

K 

0212210364 

50-430 

u 

0212140371 

50-437 

S 

821 22 10431 

50-390 

G 

8212140376 

50-390 

S 

82122 1 0431 

50-390 

fl 

8212140376 

50-390 

8 

0212210431 

50-390 

(3 

0212140415 

50-438 

8 

02122 10431 

50-390 

G ' 

0212140415 

50-430 

S 

0212210431 

50-390 

a- 

9212140440 

50-259 

S 

8212210443 

50-390 

Si 

0212140444* 

50-259 

8 

8212210445 

50-390 

G 

8212150010 

50-327 

P 

□012210451 

50-390 

H 

0212150066 

50-259 

S 

02122 10431 

50-390 

E 

82121 50069* 

50-259 

s 

8212220419 

50-430 

D 

0212150071 

50—296 

9 

8212220426 

50-390 

«, 



478 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Tennessee# State af 
Tenn*n««r Unlv of 
T#is* AhM Univ > CoUi}> Station. 

Teras Insfcr uraints , Inc. 

Tatas Utilities Generating Co 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUk 

NUMBER 

CATEGORY 

AFFILIATION 

NUM8ER 


B2122204&3 

50-260 

£ 


8212270332 


82 12220472# 

50-260 

S 


8212200267 

30-^ ~ 

02J222O4B5 

50-390 

S 


0212260273 

5 °-lS 

0212220485 

50-390 

S 


6212280329 

M-nJ* 

0212270 192 

50-259 

P 

Texas Utilities Services, Inc 

8212070403 

5o '^ 

02122 70262 

50-390 

A 


8212130301 


02122 70262 

50-390 

A 

Toledo Edison Co 

821202020S 


02122 70287 

50-390 

A 


0212020270 

30-jK 

82122 70287 

50-390 

A 


8212060138 

30-a’j 

03122 70255 

50-390 

A 


8212070292 


B31 2270355 

50-390 

A 


0212100040 


6212280064 

50-430 

S 


0212100229 


C2122EO064 

50-430 

S 


02121 00231 


B21 22B0035 

50-259 

P 


82121 00233* 


621 2260085 

50-259 

P 


Q2I21 0023 1 


8212280085 

50-259 

P 


02121 0D287# 

SO-5,, 

821 2280 080* 

50-259 

P 


8212100325 

so-a ‘ 

821 2280090* 

50-259 

P 


82121 00332* 

so-alt 

8212260080* 

50-259 

P 


6212130080 


0212280099 

50-260 

G 


0212130090 


8212280100 

50-438 

S 


0212130137* 

50-3^ 

82122 80100 

50-438 

S 


8212130144* 

90-346 

9212280106* 

50-260 

s 


82121 50310# 

50-3^ 

Q2122BQU I 

50-327 

6 


0212160098# 

50-344 

9212290116* 

50-327 

S 


8212160107# 

30-3e; 

9212380133 

50-32B 

s 


821217017B 

50-346 

8212280136* 

50-326 

E 


8212170187* 

50-346 

021 2260 1 47 

50-259 

S 


0212170282 

90-346 

0212280153* 

50-259 

S 


8212170285# 

50-34* 

021 3280510 

30-430 

S 


02122 10081 

30-34i 

8212280210 

30-430 

6 


0212210092 

50-346 

0212280295 

50-259 

P 


021221 0360# 

50-346 

8212300295 

50-259 

P 


8212220273 

50-346 

8212280276* 

50-259 

P 


0212220302# 

30-346 

8212280297* 

50-259 

P 


0212220300# 

90-346 

8212200305 

50-43B 

3 


8212270209 

50-346 

6212200305 

30-430 

S 


0212270210 

30-346 

8213280328 

50-438 

S 


0212260079 

50-346 

9212200320 

50-430 

S 


8212200077* 

50-346 

0212280340 

50-439 

3 


8212200234 

30-346 

02122603 <30 

50-438 

S 


02122BO239* 

30-346 

0212200335 

50-390 

3 


02132BO247 

50-346 

G2122 00350 

50-438 

G 


8212280250* 

30-346 

©212260358 

50-43B 

G 


8212200281 

50-346 

8212200437 

50-430 

K 


0212200290# 

90-346 

82123 90164* 

50-327 

n 


8212290226 

50-346 

8212290231 

50-259 

R 


0212290307 

50-346 

82 J 2290207* 

50-259 

n 


8212290309# 

30-346 

B212290287* 

30-259 

R 


0212290455# 

50-346 

8212290207* 

50-259 

R 

Toledo. Univ of 

B2120J03B3# 

CONTRACT 

H212S 90356 

50-327 

p 

Torrey Pin** Technology 

8211290142# 

50-320 

0212290356 

50-327 

p 


821 12901 48* 

30-329 

021 23 00006 

50-438 

0 


821 1290148# 

50-528 

3212300293 

50-327 

p 


8211290140* 

50-328 

0212300351 

50-327 

p 


0211290150# 

50-520 

6212300351 

50-327 

p 


021 1290150* 

50-320 

B21 2300355* 

50-327 

p 


0211290150* 

50-520 

6212300353# 

50-327 

p 


0211390155# 

50-520 

0212300357 

50-327 

p 


0211290155# 

50-52© 

8212300357 

50-327 

p 


021 1290155# 

50-520 

8212300359# 

50-327 

p 

TranscPi Inc 

021 22702a 1# 

50-443 

8218300359# 

30-327 

p 


0212270236# 

SO - 4 43 „ 

8212090393# 

70-143 


Trensnvclear, Inc 

0212070439 

XFflimJj 

62120 20333# 

30-443 

A 


3212070503# 

XPORTLfJ 

B2I21 00299 

50-J2B 

s 


0212000020* 

XPOR TLl c 

9212270024 

70-33 



0212080029 

XPORTLlJ 

B2 122 70030# 

70-33 



021 2080035 

xportlJ; 

8212140290 

50-443 

F 


0212230402 

XPPRTlJj: 

6212140409 

50-445 

0 


0212230406 

XPORTL^ 

B212I404O9 

50-445 

0 


0212230410* 

xportlI 4, 

82121 501B6 

50-449 

K 


8212270069 

71-901 ^ 

0212150166 

50-445 

K 


821227007 1 * 

71-901® 

6212150171* 

50-445 

K 

Two fiivtn>WI 

021208025 1 

50-266 

82121 50171# 

50-445 

K 

VRS Carp 

0212200134* 

50-155 

0212160428 

50-445 

A 

US Ecology, Inc (Formerly Nuclear 

8212010476 

27-39 




En 9 i neering > 



9212170337 

50-445 

E 




B21 SI 70342* 

50-449 

e 


02120104-79# 

27-39 

021 52 10391 

50-445 

K 


0212290010 

27-40 

8212210391 

50-449 

K 

Union 76 Minerals Exploration Co 

82122 I 05 5Q 

40-85B 4 

0212210394* 

50-449 

K 

Union carbide Corp 

8212010470 

RES 





021 20 20 J 79 

PRH , 

©212210394* 

30-445 

K 




8212270317 

30-445 

0 


0212020280* 

PR>1 

S2I 2270317 

50-443 

G 


0212030150 

50-54 

B21 2270320* 

90-445 

0 


8212060513 

40-299 

6212270332 

50-445 

G 


82 12070173 

50-54 


-OUiUUft* T. 



CORPORATE SOURCE INDEX 


479 


AUTHOR 

AFFILIATION 


Union Electric Co 


Union of Concerned Scientists 


Unitec Co (subs of Ecodyne Carp 
United Engineers & Constructors! 
(subs of Raytheon Co > 


United Kingdom 
United Nuclear Co rp 


Uranrri U9A, Inc 


Utonlum Resources, Inc 


Utah, State of 
Vandprb lit Un i v 

Vermont Yankee Nuclear Power Corp 


Virginia Electric t* Power Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

0212070173 

50-34 

P 

0212070102# 

30-34 

P 

0212160249 

70-687 


0212230106 

40-299 


03 12270074 

40-299 


82122700B3* 

40-2*99 


82120 20259 

30-493 

S 

0212090256 

50-493 

F 

9212300226 

50-493 

G 

92120 20363 

PR 


8212060077 

50-247 

G 

82120 60077 

50-247 

G 

82120 60089# 

50-247 

G 

82120 60089# 

50-247 

G 

0212060098 

50-247 

G 

82120 90101 

50-247 

0 

0212140384 

50-247 

9 

0212140394 

50-247 

0 

0212140393# 

50-247 

G 

0212140393# 

30-247 

G 

82121 40400# 

50-247 

Q 

82121 40400# 

50-247 

Q 

82121 50022 

50-247 

Q 

8212200032 

50-247 

G 

8212210238 

50-247 

9 

82122 10272 

50-289 

G 

0212210336 

50-299 

G 

8212210339# 

50-299 

0 

0212270414 

FOIA 


9212300002 

50-289 

G 

8212300009 

50-289 

Q 

82123 00242 

50-209 

G 

0212300362 

50-289 

G 

82121 60S30 

PR 


8212010224 

PT2J 



B2120 70295 

50-324 

8 

8212270066 

50-244 

5 

B2120B0042 

40-9731 


82121 50266 

70-371 


82122 70256* 

70-820 


8212270541 

70-37 1 


92122 70264 

40-9793 


8212280435 

40-8793 


8212200439* 

40-9793 


9212030261 

40-8796 


8212030263# 

40-B7B6 


8212160394 

PR 


8212300192* 

CONTRACT 


8212090374 

50-271 

P 

82121 00310 

50-271 

P 

82121 40379 

50-271 

P 

82121 40440# 

50-271 

P 

82121 50174 

50-271 

8 

92121 50176# 

50-27 1 

n 

8212210138 

50-271 

p 

B2122 70212 

50-271 

p 

02122 90378 

50-271 

g 

B212290384# 

50-271 

B 

8212020090 

50-280 

S 

82120 20096# 

50-280 

S 

8212060134 

50-280 

P 

8212060134 

50-280 

P 

8212060134 

50-280 

P 

8212060134 

50-280 

P 

8212060134 

50-280 

P 

9212060284 

50-280 

P 

6212060284 

50-280 

P 

8212060294 

50-280 

P 

8213060284 

50-280 

P 

0212060294 

50-280 

P 

6212060303 

50-280 

P 

8212060303 

50-280 

P 

6212060315* 

50-280 

P 

8212060315# 

50-280 

P 

82120 90063 

50-339 

9 

8212090064* 

50-339 

B 

8212090067 

50-339 

S 

8212090072# 

50-339 

9 

8212090096 

50-280 

3 

8212090086 

50-280 

3 

02 120 90091* 

50-280 

9 

8212090098* 

50-280 

3 

8212090102 

S 0-33 7 

9 

82 12090 107* 

50-33? 

3 


AUTHOR 
AFF tL I AT ION 


ACCESSION SUBJECT 

NUMBER CATEGORY 1 


02120901 12 
021209011 5# 
0212090130 
02120901344 
02120 901374 

9212090144# 
021 2090IA9* 
G212090175# 
0212090217# 
G212090217# 

021 2090210* 
0212090220# 
0212090272 
0212090206# 
G 21 2090207* 

B212090005 
0212090419 
021 20 90405# 
0212090527 
0212090533# 

0212130319 
621 21 30326 
G21 21 30327 
0212150029 
02(2150034# 

G21215004Q 

8212150049 

8212150052# 

8212150052# 

8212150059 

0212150059 

82(2150059 

82(215009? 

8212150067 

02(2150087* 

G21 21 50094 

0212150096# 

8212170041# 

0212170041# 

0212170044# 

0212170457# 
02(2170457# 
0212170459# 
021 2K 70459# 
0212200027 

0212200037# 

8212210137 

02122(0147# 

0212210163 

0212210171# 

0212210107 

021321O1O7 

0212210254 

0212210269# 

0212210365 

0212210365 

02122(0303# 

0212210398# 

0212210397# 

8212220244 

8212220268# 
0212220364 
(1212220360# 
9212220337 
G2122 20391# 

0212220392 
92(2220397# 
021 222 0399 
02(2220409* 
0212220410 

02(2220416# 

0213270179 

0212270(79 

G2I220QO73 

0212280(22 

0212200122 

92(2280126 

9312280126 

9212280130# 

9212200130# 

9212280135 

9212290135 

8312290(40* 

82(2200(52* 

921228020] 


30-330 3 
30-339 S 
30-291 8 
30-281 8 
50-291 9 

30-281 G 
50-290 Q 
50-290 Q 
50-290 Q 
50-290 0 

50-200 O 
50-290 0 
50-339 S 
50-290 (1 
50-339 S 

50-404 Q 
50-200 r 
50-330 0 
30-339 G 
50-330 B 

S 0-339 P 
50-330 P 
50-201 P 
50-330 3 
50-330 Q 

30-339 P 
50-339 P 
50-338 P 
50-338 P 
50-290 P 

50-290 r 
50-200 r 
50-280 F* 
50-281 B 
50-291 S 

50-330 G 
50-330 9 
50-280 r 
50-200 r 
90-280 F' 

30-200 r 
50-200 r 
50-200 r 
50-280 F 
50-339 9 

50-338 G 
50-330 □ 
50-339 0 
50-339 9 
50-338 G 

50-338 P 
50-338 P 
50-339 9 
50-339 9 
50-200 9 

50-200 B 
90-200 S 
50-200 9 
50-290 □ 
50-339 0 

90-339 B 
50-339 0 
50-339 8 
50-339 0 
50-339 0 

50-339 B 
50-339 0 
50-339 G 
50-339 B 
50-330 G 

50-339 8 
30-200 r 
50-280 F 
50-201 P 
30-339 0 

50-339 G 
50-200 8 
50-290 B 
50-330 0 
50-330 0 

50-330 0 
50-330 0 
50-2 BO 8 
50-290 8 
SO- 33 0 P 



480 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Virginia Polytechnic Institute 

Vitro Engineering Co 


Mall street Journal 
Washington Management Group* Inc 

Washington Public Paver Supply System 


ACCESSION 

NUH0ER 


021 2200201 
0212280206# 
8212280237 
0212260257 
8212200257 

0212260257 
8212200259 
02122603.19 
8212200349 
621 2290059# 

8212290075# 
621229 0000# 
0212290085# 
02122901 72 * 
B2J 2290191 

8212290191 

0212290238 

8212290244# 

8312270244# 

8212290248 

0212290248 
B21 2290252# 
0212290292* 
0212290255* 
8212390255# 

0212290256# 

8212290256# 

6212290261 

0212290264* 

8212290317 

8212290310* 

8212290459 

0212290474* 

6212300099 

0212300104* 

8212300126 

8212300130* 

8213300171 

0212300177* 

8212300217 

9212300220 # 

0212300232 

0212300237 

0312300239* 

0212300241* 

0212300245 

0212300247# 

8212300291 

0212300255# 

8212300261 

9212300267* 

0212300266 

0212300291* 

8212300313 

0212300315# 

021 22 80211 
0212200213# 
0212260216# 
0212280217* 
02l2i 60094* 

6212160166* 
62121 60264* 
8212160319* 
8212160323* 
0212160350* 

8212160300* 

6212160391* 

0212160435* 

6212160500# 

8212160510# 

8212160525* 

9212160541* 

8212160552# 

8212060450 

0212060433 

0210270013 

8210270016* 

6210270018* 

0212030107 

8212060021 

82J2060179 
0212060269 
8212070131 
B21 21 00256 
8212100256 


SUBJECT 

CATEGORY 


SQ-.33B P 
50-.2BO S 
50-280 P 
50-580 P 
50-560 P 

50-2BQ P 
50-037 P 
50-200 P 
50-280 P 
50-2 SO S 

50-200 S 
90-280 S 
SG-20J S 
50-200 a 
50-230 P 

50-230 P 
50-200 R 
50-200 R 
50-200 R 
SQ-339 P 

50-330 P 
50-338 P 
50-338 P 
30-338 P 
50-338 P 

50-33B P 
50-330 P 
50-200 Q 
50-200 Q 
50-330 R 

50-330 R 

50-201 G 
30-281 0 

50-339 3 

30-339 8 

50-333 9 

50-330 3 

50-330 9 

30-330 S 
50-338 3 

50-330 S 
50-338 £ 

50-337 S 
50-030 S 
50-337 0 

50-33S £J 
50-330 6 

50-339 Q 
50-339 3 

50-330 9 

50-330 S 
50-337 0 

50-039 S 
50-330 9 

50-338 S 

50-124 P 
90-124 P 
50-124 P 
50-124 P 
FOIA 

40-6500 
40-6500 
40-6500 
FOI A 
40-3269 

FOI A 
F01A 
40-6500 
FOI A 
40-21 I A 

40-2116 
FOI A 
FOI A 
FOIA 
FOIA 

50-397 A 
50-397 A 
50-397 A 
50-397 Q 
90-397 0 

50-397 S 
90-397 0 

50-500 F 
50-397 F 
90-397 F 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY' 


0212130033 

0212130036# 

8312140194 

0212140201# 

0212150021 

02121 5QQ29 

8212160003 

0212170100* 

0212170138 

0212170173 


50-500 K 
30- SOS K 
50-508 C 
30-503 C 
50-500 A 

5Q-S08 A 
50-305 F 
50-397 0 
50-397 £ 
50-397 A 


0212170175 
Q212 170314 
821 21 70314 
B21 2 170374 
8212170379# 


50-397 A 
50-397 H 
50-397 H 
50-397 A 
50-397 A 


0212200003 

0212200036 

0212200047 

0212200073 

0212200074 


PR 

PR 

50-397 

PR 

50-397 


A 

A 


Q21 2200003 
8212210251 
9212210306 
0212230200 
6212230314 


50-39? E 
50-460 S 
50-397 3 
50-506 A 
50-397 0 


8212270159 

0212270326 

0212270329 

0212200121 

8212280277 


30-397 A 
50-397 0 

50-460 0 

so-soe 4 

50-397 0 


6212200277 
021 2280294 
0212280428 
0212200440 
S2122B0443 


5C>-397 C 
50-460 ff 
50-460 0 
50-460 A 
50-397 d 


0212290100 
8212290105* 
8212290241 
8212300073* 
821 2300274# 


50-397 K 
50-397 K 
50-397 A 
50-503 fl 
50-500 a 


Washington. State of 


8212300274# 
0212300310# 
0212300324# 
8212230162 
021 2200938 


50-506 0 

50-397 0 

50-509 0 

27-40 
27-40 


Waste Management* Inc 

West Branch Conservation Association 


0212200941 
0212290009 
8212070209 
02 12070209 
021 2070213 


27' 47 
27-47 
90-247 0 

30-247 C 
30-247 0 


8212070213 

8212220293 

0212300191 

0212300191 

0212300197 


30-247 0 
30-247 0 
30-247 B 
50-247 G 
50-247 G 


West Chicago* IL 


0212300197 

0212300201* 

0212300201# 

0212130167 

8212270467 


50-247 Q 
50-247 0 

50-247 G 
40-2061 
40-2061 


West Virginia Univ 
Westchester CoyntyiNY 


8212270470 
62120301 10 
0212130254* 
0212150008 
8212150000 


40-2061 
50- 1 29 P 
30-247 O 
30-247 T 
50-247 T 


02121 50013* 
02121 50013# 
021 2220220 
6212220220 
0212220226 * 


90-247 T 
50-247 T 
30-247 0 
50-247 0 
50-247 0 


Western Nuclear* Inc (subs of Phelps 
Dodge Corp ) 

Westlnghouie Electric Corp 


8212220226* 

8212230235 

0212020154 

0212130105 

8210210467 


50-247 0 
50-247 G 
pn 

40-1 162 
TOPREP 


0210210475* TCPKEP 
8210210484* TOP REP 
6210210409* TOP REP 
02I2O1O154 PT2I 
8212010440 FOIA 


6212020267 
0212020271# 
021 2060245# 
8212060276# 


TCP REP 
TC1PREP 
50-369 P 
50-206 P 



AUTHOR 

AFFILIATION 


Wil 1 i ams-Roti J nett* & Associates, 
Wilt, D D 

Wisconsin Electric Power Co 


IJisconsin Public Service Carp 


CORPORATE SOURCE INDEX 


481 


ACCESSION 

number 

SUBJECT 

CATEGORY 

82120 70107* 

30-454 

A 

021 2 130262 

TOPREP 


02121 30296 

tcprep 


02121 30302# 

TOPREP 


02121 40267 

50-413 

A 

82121 40267 

50-413 

A 

82121 40312* 

50-413 

A 

8212140312* 

50-413 

A 

02121 40318* 

50-413 

A 

82121 40420* 

50-244 

P 

82121 50055 

TOPREP 


821 21 30238 

70-1151 


02121 50244* 

70-1 151 


82121 50262 

70-1143 


82121 50340 

70-j ) 51 


0212160346* 

50-334 

P 

0212160365 

TOPREP 


0212200040 

TOPREP 


B2 12200062* 

TOPREP 


8212220124 

70-1143 


0212220124* 

70-1143 


821 2220182 

TOPREP 


0212270077 

XPDRTLIC 


02 12270079* 

XPQRTL IC 


0212270263* 

50-286 

P 

0212270266* 

50-286 

P 

0212200149 

XPORTLIC 


0212130160* 

CONTRACT 


82 1 2260319 

50-440 

0 

0212020276 

50-266 

B 

0212020201* 

50-266 

S 

8212070099 

50-266 

F 

Q2J3100202 

50-266 

B 

0212100200 

50-301 

Q 

021.21 0021 1* 

50-301 

9 

8212100222* 

50-266 

G 

B2 12 100223* 

50-266 

G 

0212100224 

30-266 

8 

021 2 100225* 

50-266 

0 

0212170161 

50-266 

3 

8212170172* 

50-266 

3 

8212170326 

50-266 

P 

8212170326 

50-266 

P 

8212210056 

50-266 

P 

8212210056 

50-266 

P 

0212210297 

50-266 

R 

0212210297 

50-266 

R 

0212210299* 

50-266 

R 

8212220422 

50-266 

P 

0212220422 

50-266 

P 

8212220427* 

50-266 

P 

8212220427* 

50-266 

P 

0212230357 

50-266 

0 

8212230357 

50-266 

3 

8212230359* 

50-266 

Q 

0212230359* 

50-266 

G 

0212270125 

50-266 

P 

8212270177 

50-266 

3 

8212270202* 

50-266 

S 

821227023? 

50-266 

S 

0212270246* 

50-266 

9 

8212200114 

30-301 

S 

021 22801 15* 

50-301 

s 

821228015B 

50-266 

9 

8212280162* 

50-266 

3 

8212260361 

50-266 

0 

Q21229Q09S 

50-266 

P 

8212290095 

50-266 

P 

0212290143 

50-266 

P 

0212290253 

30-266 

n 

B21 2290257* 

50-266 

n 

0212290262# 

50-266 

8 

0212290300 

50-266 

p 

8212290322 

50-266 

s 

8212290327* 

50-266 

s 

0212030076 

50-305 

J 

8212060049* 

50-305 

0 

0212060090 

50-305 

a 

0212070149 

50-305 

p 

0212070333 

50-305 

p 

0212090257 

50-305 

F 

02121 40143 

50-305 

P 

02121 40407 

50-305 

r 

02121 70167 

50-305 

s 

0212170171* 

50-305 

s 


AUTHOR 

AFFILIATION 


Wisconsin's Environments 1 Decade 


Wisconsin, Univ of, Madison 
Wo liver, J 0 

Wood ward -Cl yd e Consultants, Inc 


Wyle Laboratories 
Wg 1 y Co 

Wyoming, State of 


Xerox Corp 

Yakima Indian Nation 


Yankee Atomic Electric Co 


ACCESSION 

NUMBER 

8212310181 
8212270007* 
82122 70010* 
8213270197 
82122 70203* 

8212280193 
82122 00330 
9212280318 
5212280467 
0212280473* 

8212290211 

9262290216* 

0212270316 

0212270316 

0212270323 

8212270323 
8212140195 
0212140205 
7906040228* 
60040 10310* 

0211020246* 
6212270290* 
021217031 1* 
0212010089 
0212030306 

0212060456 

6212070436 

6212170433 

6212230079 

6212230170 

0212300129 
02121 003 SB 
0212140333 
0212140333 
0212140349 

8212140345 
0212140354 
0212110354 
0212! 40306 
0212140366 

02121 404S9 
0212140455 
0212020029 
0212020029 
0212020206 

0212020206 
0212020300 
0212020304* 
02120 20316* 
0212020316* 

0212020334 

0212020334 

0212060026 

0212060056 

0212060073 

B21 20 60094 
0212060094 
0212060151 
0212060151 
0212070040 

0212070047 
6212070100 
02120 70100 
0212000163 
0212000163 

021 20 80 190 
0212000190 
0212000224 
0212000224 
0212000329* 

02120 90496 

0212100109* 

0212130223 

0212130227* 

0212140124 

8212 14 0107* 
0212140235 
02121 40235 
0212140394 
0212150155 

8212150160* 

0212210273 

0212210273 

0212210279 

6212210203* 


SUBJECT 

CATEGORY 


50-305 P 
50-305 f 
30-305 F 
50-305 P 
50-305 P 

50-305 P 
50-305 F 
50-303 P 
50-305 P 
50-305 P 

50-305 R 
50-305 R 
50-266 0 
50-266 0 

50-266 0 

50-266 0 

50-156 S 
50-350 0 

50-237 P 
50-237 P 

40-8698 
50-390 A 
50-331 P 
PT21 
40-0200 

40-8064 

40-0504 

40-8348 

40-6622 

40-4492 

40-6622 
FOI A 

50-322 0 

50-522 5 

50-522 0 

50-522 0 

50- 522 0 

50-522 0 

50-522 0 

50-522 0 

50-522 0 

50-522 <? 

50-443 A 

50-443 A 

50-443 A 

50-443 A 

50-29 P 

50-29 P 

50-443 A 

50-443 A 

50-443 A 

50-443 A 

50-29 P 

50-443 A 

50-443 A 

50-443 A 

50-443 A 

50-443 A 

50-443 A 

50-29 P 

50-89 P 

50-443 A 

50-443 A 

50-443 F 

50-443 F 

50-443 A 

50-443 A 

50-443 A 

50-443 A 

50-443 G 

30-443 A 

50-443 A 

50-29 P 

50-29 P 

30-29 9 

50-29 8 

50-443 A 

50-4 43 A 

50-29 F 

50-29 9 

50-29 8 

50-443 8 

50-443 9 

50-2? S 

50-29 £ 
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CORPORATE SOURCE INDEX 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

AFFILIATION 

NUMBER 

CATEGORY 

AFP - ILIATION 

NUMBER 

CArece^, 


021221 0207 

50-443 

5 


021227027? 

50-443 "* 


0212210207 

30-443 

8 


0212260476 

50-29 


0212210449 

30-443 

6 


021 2200480* 

50-29 


021221044? 

30-443 

0 


0212290126 

50-29 


0212270146 

50-443 

A 


021 2290130* 

50-29 


6212270146 

50-443 

A 


0212290251 

50-29 


821227O10S 

50-443 

A 


021229025a* 

50-29 


0212270370 

50-443 

A 


6212290310 

50-29 


6212270270 

50-443 

A 


6212290316* 

50-29 


021227027? 

50-443 

A 

Yuba Heat Transfer Corp 

6212160361 

71-9006 


waastij 



REPORT NUMBER INDEX 


The subject category column in this index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
In this column by symbol; for example, ACRS, These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "'Cross Reference of Enclosures to Principal 
Documents. 1 ' 


REPORT 

ACCESSION 

SUBJECT 


OTHER REPORT 

NUMBER 

NUMBER 

CATEGORY 

NUMBER 

02-0540-1100 R00 

0212130227* 

30-255 

P 


071 EM 

0212210542* 

40-8064 


20754 

07-0870-001 R00 

0212270104* 

50-266 

P 


24 ROO 

0212270243* 

50-275 

P 


20 flOO 

0212270237* 

50-275 

P 


26 R00 

8212290250* 

50-275 

P 


B2-1033 

8212280438* 

30-40? 

P 


B2*4 ROI 

8212200354* 

50-387 

P 


B2-H 

8212210162* 

50-277 

R 


API 801 0107 

8212010109 

RES 


SAND02-7O7? 

02180 10469 

0212010469 

RES 


SANDB2-0996 

a P J PO 1 0474 

0212010474 

RES 


EQG-EA-6074 

0212010479 

3212010475 

RES 


9AND02-1275 

8212010470 

0212010478 

RES 



02120 104B1 

0212010401 

RES 



□21 20 10463 

82 1201 0403 

RES 



D2I2O1O406 

82120104B4 

RES 



□212010407 

□212010487 

RES 



□212020010 

8212020010 

RES 


BML-NUREC -32 J 07 

□212020076 

0212020076 

50-395 

P 

EG0-EA-6095 

0212020086 

0212020006 

50-409 

P 

EOO-EA-609? 

02 12020095 

0212020095 

50- J 55 

P 

EGG-EA-5909 

0212020100 

0212020100 

RES 


EGG-NTAP-6060 

6212020104 

0212020104 

RES 


EGG-NTAP-6069 

6212020108 

0212020100 

50-364 

P 

EEG-EA-6070 

0212020110 

8212020110 

50-249 

P 

EGQ-NT AP-6 090 

□212020126 

8212020126 

RES 


EGQ-EA-6025 

8212030237 

8212030239 

RES 


BNL-NUREG-32101 

8212030323 

8212030323 

50-537 

A 


0212040005 

8212060005 

RES 



0212040119 

8212060119 

RES 



OP 12060 128 

0212060120 

RES 



0212070400 

0212070400 

RES 



□212070471 

0212070471 

RES 


BNL-NURE0-31940 

0212000262 

021 20B0262 

RES 



8212000505 

8212080505 

RES 


EGG-BEMI-6062 

□212000510 

0212080510 

REB 


EOO-EA-5920 

92 i 2060516 

8212080516 

RES 


EGG-LOFT-6004 

8212080520 

8212000520 

RES 


EQQ-CD0-6O27 

02121 60547 

8212160549 

RES 


ORNL/FTR- 1429 

8218160558 

821 2 160550 

RES 


ORNL/FTR- l 428 

0P121 60544 

9212160564 

RE8 


ORNL/FTR- 1426 

QP 12 220021 

0212220021 

RES 


0RNL/E0/EJS-I79 

8212220060 

0212220060 

RES 



0PI2P2O5I9 

02 1222051? 

RES 



8212220523 

8212220523 

RES 


PNL-4 432-2 

8212270416 

8212270416 

RES 


GRNL-5083 

0212270534 

8212270534 

RES 


BNL-NUREG-32 I 70 

8212280031 

8212280031 

RES 


BNL-NUREG-31864 

8212280040 

6212280040 

RES 


8NL-NUREG-320A9 

8212260051 

8212200051 

RES 


BNL-NUREG-32 105 

8212200055 

6212200055 

RES 


BNL-NUREG-3J 814 

0212280514 

8212200514 

50-320 

P 

BNL-NUREG-3207 1 

0212280518 

8213200510 

RES 


BNL-NUREG-32 106 

8212290512 

8212290512 

RES 




REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

B2 12300 137 

8212300137 

RES 



8212300402 

8212300402 

RES 



774-76-018 «01 

0212210414* 

30-322 

E 


AM-SSA-2534 

8212210003* 

50-275 

P 


AV-R-9363R 

6212060336* 

40-0743 


20073 

DAW-10135 

8212130220* 

TGPREP 



BO-TDP-1 R02 

8212230304* 

50-275 

P 


CE-I-A R22 

0212220231* 

50-10 

P 


CEN-132 801 

82 12020212* 

TOP REP 



CENPD-270 

8212140510* 

PftOJ 



D0E/ETS-0096-D 

8212170409* 

40-6500 


21656 

DPSU 71-124-4 

8212130133* 

71-6495 



DUKE- 1- A A06 

821 2280 173* 

TCPPEP 



E-350B ROO 

8212270071* 

71-90L5 


21654 

EOO-1 103-4210 

8105210304* 

50-263 

a 

IEB-80-G6 

EPftl NP-2527-LD 

8212170101* 

50-277 

P 

GL-B1-04 

EPR1 NP-81-4-LD 

8212170111* 

50-277 

p 

CL-81-04 

E5-26N9- 10-004 DRF B 

6212010015* 

SO-537 

F 


GA-CI6724 V01 

8211270140* 

50-520 

A 


0A-CJ6724 VO 2 

8211290150* 

50-528 

A 


0A-CI6924 V03 

8211290155* 

50-528 

A 


HNP SMfi-12 

8212090056* 

50-518 

A 


IAEA-CN-42/253 

8212080227 

OfiG 



MPR-7S1 

8212090195# 

TOP REP 



NES 0IAOO91 801 

0212280061* 

50-409 

P 


NFG 004 R01 

0212010150# 

50-272 

P 


NSP-74-I01 R01 

8212210327# 

50-263 

P 

30 2B74 0101 

NSP-74-I02 R01 

0212210330* 

50-263 

P 

30 2B74 0102 

NSP-74-103 ROI 

6212210333* 

50-263 

P 

30 2074 0103 

NBP-74-104 ROI 

8212210337# 

50-263 

P 


NSP-74-105 ROI 

6212210342* 

50-263 

P 


NSP-74-105A ROI 

8212210346# 

50-263 

P 


NUREG- 0020 V06 NO 7 

8212270505 

NUREG 



NUREG- 0327 R03 

0212140471 

NUREG 



NUREG-0405 V04 Ni 0 

82120 HU 38 

NUREG 



NUREG- 0540 V04 NO 6 

6212140475 

NUREG 



NURFG-0S40 V04 N07 

8212270068 

NUREG 



NURFC-05B0 VI 1 Nil 

82122701 74 

NUREG 



NUREG- 0606 V04 NO 4 

0218270243 

NUREG 



NUREC-0713 VOS 

8212270459 

NUREG 



NUREG -0748 V02 N10 

0212160760 

NUREG 



NUREG-0773 

0212140476 

NUREG 



NUREG -OB24 DRFT 

0212010100 

90-24 fl 

P 


NUREG -0071 VOI NO 4 

8212220143 

NUREG 



NUREG -091 8 

9212270181 

NUREG 



NUREC-0936 VOI NO 3 

9212010052 

NUREG 



NUREG -0952 

9212140402 

50-362 

P 


NUREG /BR-0 025 VOBWU 

9212270443 

NUREG 



NUREG /9R-C0SI V04 N4 

8212130140 

NUREG 



NUREG /CP-C 033 VOI 

9212220513 

NUREG 


SAWD02-16S9' 

NUREG /CP-0 033 V02 

9212220172 

NUREG 


8ANDB2-165? 

NUREG /CR-0 991 

9005070798# 

50-237 

P 


NUREG /CR- 1322 

9212270561 

NUREG 



NUREG /CR-1933 

8212270165 

NUREG 


BAN080-27 1 2 

NUREG /CR-21 34 

0212160762 

NUREG 


EPfll NP-1502 


433 
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REPORT 

HUMBER 


ACCESS I DM 
Nt/rt8ER 

SUBJECT 

CATEOORV 

OTHER REPORT 
NUMBER 

NURE0/CR-2J70 


9212130113 

NUREG 


EGO-2191 

NURE0/CR-2296 


9212130263 

MUR EG 


SANOB1-1709 

NUREO /CR-2364 

V01 

9212060429 

MUR EG 


ANL-91-59 

NUREO/CR-2364 

VOS 

9212060441 

NUREO 


ANL-91-S9 

NUREG/CR-2364 

VOS 

0212060447 

NUR EG 


ANL-91-59 

NUREG /CR-2364 

V04 

6212060451 

NURgO 


ANL-B1 -59 

NUR EG /CR-2364 

VOS 

6212060453 

NUREG 


ANL-B1-39 

NUREO /CR-2423 


6212220509 

NUREG 


PNL-4109 

NUREO/CR-2326 


6212220265 

NUREG 


PNL-4164 

NUREG/CR-255B 


8212220262 

NUR EG 


EGG-2159 

NUREG/CR-Z5A6 


8212010144 

NUR EG 


EPRI NP-2373 

NUREG /CR -26 01 

V01 

6212270033 

NUR EG 


PNL-4247 

NUREG /CR-2601 

V02 

B21 2270232 

NUREO 


PNL-4247 

NURE0/CR-264I 


5212270435 

NUREG 


0RML/TM-B271 

NUREG /CR-26 43 


921 2130059 

NUREG 


SAND02-7O36 

NUREG /Cft-26 50 


8212220162 

NUREG 


SAND92-0774 

NUREG/ CR-2672 

V01 

8212140479 

50-259 

P 

ORNL/TM-8! 19/Vi 

NUREO/ CR-26 97 


6212130 I 35 

NUREG 


ORNL/TM-9325 

NUREG/CR-2716 

V02 

8212270449 

NUREG 


PNL-4275-2 

NURE0/CR-2720 


8212130123 

NUREG 


ORNL/TM-0334 

NUREG /CR-2723 


9212220204 

NUREG 


SAND 02-1 1 10 

NUREG /CR-2753 


9212060465 

NUREG 


ORNL-5096 

NUflEQ/CR*'276S 


02120101 15 

NUREG 


PNU-4301 

NUR EO/CR -2768 


0212270467 

NUREG 


PNL-4302 

NUR EG/CR -2774 

V02 

0212130143 

NUREG 


ANL-02-24 

NUR£G/CF-27B7 

V02 

6212060492 

50-313 

P 

8AND92-0978 

NUREG/CR-2797 


6212270492 

NUREG 


OR ML /NS I C-2 07 

NUREG/CR-2807 


S2120604B0 

NUREG 


EG 0-22 07 

NUfl£G/CR-2Bll 


8212060460 

NUREG 


GRNL-SB93 

NUREG/CR-2322 


6212140459 

30-261 

P 

UCRL-33041 

NUR EG /C R -28 23 


9212140465 

NUREG 


UCRL-53042 

NUREG/CR-2832 


B2 12220220 

NUREG 


LHF-97 

NUREG / C R - 284 5 


8212270512 

NUREG 


PNL-4345 

NUREG /CR-2S 64 


02121301 10 

NUREG 


SANG02-1604 

NUREG /CR-2B 69 


8212270156 

NUREG 


3AN0S2-O917 

NUREG /CR-28 66 


0212130157 

50-537 

A 

LA-9470- MS 

NV/tEG/CR-2975 


0212220341 

NUREG 


PNL-4370 

NUREG/CR-206B 


8212060471 

50-295 

P 

EGG-2201 

NUREG/CR-2994 


9212270456 

NUREG 


PNL-4402 

NUREG /CR-2899 


82121301 10- 

NUREG 


SANDS 2- 1870 

NURFQ/CR-2900 


B21227044I 

NUREG 


ORNL-5076 

NUREG /Cft-29 17 


9212270559 

NUREG 


PNL-4427 

NUREG/CR-2918 


0212130147 

NWEO 


ANL-B2-53 

NUR EG/CR- 2927 


0212220291 

NUREG 


SAN0B2-0236 

NUREG/CR-2930 


0212130152 

NUREG 


EGG-2219 

NUfiEO/CR-2932 

V01 

621 20604B6 

NUREG 


9ANDB1-2027 

NUREG/CR-2942 


6212130108 

NUREG 


EGG -22 20 

NUREO/CR-294B 


8212270499 

NUREG 


MEA-2006 

NUREG/CR-2960 


8212060469 

NUREG 


EGG-2224 

NUREG /CR-2961 


82 1 2270454 

NUREG 


EG 0-222 5 

NUREG /Cft-29 70 

V01 

92 12270469 

NUREG 


ANL-82-41 

NUREG /CR-29 73 


8212160773 

NUREG 


UCID-19463 

NUREG /CR-2976 


8212140464 

NUREG 


UCID-19464 

NUREG/CR-2978 


0212270145 

NUREG 


EGG-2227 

WUREG/CR-2992 


0212270520 

NUREG 


SANG 02-720 5 

NUREG/CR-2995 


B2 122202 49 

NUREO 



NUFfEC/CR-3004 


021 2220 193 

NUREG 


PNL-4509 

NURE0/CR-3O2O 


0212270221 

NUREO 



NUREG/CR-3040 


8212060459 

NUREO 



NUREO/CR-30S5 


9212220236 

NUR EG 


PNL-4346 

NUR EG /OR -3077 


9212270420 

NUREO 


BMI-2030 

ORO-4G14-12 


02120 70009# 

50-B3 

R 


PGE-1035 


8212070316* 

50-344 

P 


PMD -PE-010 ROO 

8212150047# 

50-392 

F 


QUAD- 1-82-244 


6212170335# 

50-461 

E 


QUAD- 1-02-245 REV A 

6212070279* 

50-416 

P 


ROD- 03 34 89 01 


8212270042* 

50-209 

P 


HDD 83 3490/5491 02 

8212270047# 

30-299 

P 


R IL—03B 


7611070329 

RES 



RIL-071 


8005281047 

RES 



RIL-076 


6002260 1 62 

RES 



RIL-079 


9 003390 1 00 

RES 



RTL-Ofll 


8005270929 

RES 



RU.-082 


0005071094 

50-320 

P 


RlL-085 


8005270762 

RES 




REPORT 

NUMBER 

ACCESS I ON 
NUMBER 

SUBJECT OTHER REPORT 

CATEGORY NUMBER 

RIL-0B7 

8006020271 

RES 


RIL-106 

0103250465 

RES 


RIL-118 

8104170664 

RES 


RIL-119 

8104170658 

RES 


R1L-J 24 

0111130045 

RES 


RIL-125 

8109200378 

RES 


RIU-126 

8201220290 

REB 


RIL-127 

0201 1 30075 

RES 


RIL-128 

8201100563 

RES 


RIL-129 

0202260369 

REB 


RIL— 130 

0212270240 

RES 


RIL-131 

8207200438 

RES 


BAI-I 06-029-05 

0209030343# 

50-213 

P 

9AI-1 86-029- 1 4 

8212140260# 

50-29 

P 

SAI-J 86-029- 19 

82120701 15* 

50-317 

P 

BA1- 166-029-20 

8209030322* 

50-255 

P 

8AI-1 86-029-23 

0212010427# 

50-309 

P 

SAT-l 86-029-29 

0207000445* 

50-205 

P 

BAI-1 86-029-35 

8208310315* 

50-331 

P 

SECV-77-374 

8212010143* 

FOIA 


SECY-02-023 

8202010383* 

FOI A 


SECY -62- 042 

9203090677* 

FOIA 


SECY- 82- 136 

8204160270* 

FQIA 


DECY-02-137 

0204160262# 

FQIA 


SECV-82-275 

8212290039* 

FQIA 


SECY-82-206 

8212090224* 

FOIA 


SECY-B2-31S 

0209280513* 

FOIA 


SECY-82-322 

8209010092# 

FOIA 


SECY-82-4 47A 

B2I210008S 

SECY 


SECY-02-462 

8212010327 

SECY 


SECY-02-465 

0212060419 

SECY 


SECY -82- 46 5 ERR 

8213070407 

SECY 


SMA 12901 03 

82I0I90510* 

50-247 

F 

SMA 13703 02 

8212030025* 

50-1 SS 

Q IED-8Q-1 1 

STD-R-O2-O04 

0212130061* 

71-9151 


TER-C 5257-298 

8209140103* 

50-255 

P TAC 11732 

TER-C 5257-325 

0209230259* 

50-409 

P 

TER-C 5297-405 

8209230377* 

50-1 53 

P TAC 41603 

TER-C5257-427 

8209290122* 

50-409 

P TAC 4KJ69 

TER-C 9257-4 53 

0207150169* 

50-21 9 

P 

TER-C 5297-454 

8207010149* 

50-244 

P TAC 42520 

TER-C52S7-459 VOt-02 

8207010396* 

50-245 

P lEB-79-Offl 

TER-C5257-460 

8212230110* 

50-213 

P 

TER-C5257-463 

6207010124* 

50-2? 

P IEB-79-01B 

TER-C 5237-464 

0207010410* 

50-40? 

P lEfl-79-OIB 

TER-C 5257-479 

8212290536* 

50-250 

P TAC 42470 

TER-C5257-480 

0210070227* 

50-250 

P TAC 42471 

TER-C 5257-485 

0210250187# 

50-344 

P 

TER-C5257-487 

8210220483* 

50-317 

P TAC 42494 

TER-C 5237-488 

8210220470* 

50-31 7 

P I ED -79-0 ID 

TER-C 5257-492 

8212300340* 

50-2B9 

P TAC 42513 

TER-C 5257-493 

8212230250* 

50-277 

P IEB-79-0I 

TER-C 3506-64 

82061601 13# 

50-271 

P 

TR-5318-1 ROO 

8212290452* 

50-245 

P 

TR-53I9-1 

8212270218# 

50-271 

P 

TTK-2SN 

8212270231# 

50-443 

A 

UC ID- 18670 

8212130370* 

50**34 4 

P 

UCID-19145 

8212090023# 

50-263 

P 

UCID-19148 

8209230424* 

50-250 

P 

UMTRA-P0E/AL-33 

8212020073* 

WASTE HOT 

URS/JAB 8051 

9212280134* 

50-155 

0 IEJN-0O-2! 

WCAP -10086 

0212140420# 

50-244 

P 

WCAP-10146 

8212270266# 

50-286 

P 27190 1 

WCAP- 101 70 

0212160365 

TOPREP 

21280 1/102582 

WCAP-85Q7S1R0 ESE-lB 

8210210484* 

TOPREP 

EQDP-ESE- 1 B 

WCAP-8587S1RO ESE-3B 

8210210489* 

TOPREP 

EQDP-ESE-3D 

XN-NF-77-56 1 HP HA fRl 

8212150005* 

TOPREP 


XH-NF-S2-77CNP> ROl 

8213290215# 

50-237 

P 

XN-NF-S2-B4<HPJ ROl 

8212290206* 

50-237 

P 

XN-NF -82-80 ROl 

0212290199* 

50-237 

P 



CROSS REFERENCE OF 
ENCLOSURES TO PRINCIPAL 
DOCUMENTS 


Items listed as enclosures are those indicated by an asterisk 
following the accession number In the indexes, The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed, Knowing the 
accession number of the principal document the date 
Issued, and the category enables locating the title listing of 
the enclosure. 


Access I ON NUMBER 


ENCLOSURE 

PRINCIPAL 
DOC UMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

7906040220 

0212140001 

02/11/03 

50-237 

P 

7907100469 

0212140001 

02/11/03 

50-237 

P 

7907100391 

02121 40001 

82/11/03 

50-409 

P 

7907240319 

8212140001 

82/11/03 

30-237 

P 

7907300965 

9212140001 

82/11/03 

50-259 

P 

790B0BO624 

8212140001 

02/ 1 1 /03 

50-237 

P 

7900090435 

0212140001 

82/ 11/03 

50-10 

P 

7900140421 

0212140001 

02/11/03 

50-206 

P 

7900140704 

□212140001 

02/11/03 

50-219 

P 

7900140 7Q9 

0212140001 

02/ I 1 /03 

50-21? 

P 

7909100332 

8212140001 

02/ i 1 /03 

50-244 

P 

7909200696 

8212140001 

82/11/03 

50-237 

P 

7711130252 

8212140001 

02/ J 1/03 

50-237 

P 

7912190426 

8212140001 

02/ 11/03 

50-206 

P 

0001 1 10507 

8212100053 

82/ i 1/09 

F01 A 


0001180235 

B212J 40001 

02/11/03 

50-206 

P 

0001 230275 

02 12100053 

02/11/09 

PCJIA 


0001200032 

0212140001 

02/11/03 

50-482 

A 

0002130001 

0212140001 

82/ 1 1 /03 

50-206 

P 

0002200995 

8212140001 

02/ 1 1 /03 

50-219 

P 

8002270255 

8212140001 

82/ 11/03 

50-206 

P 

0003310092 

8212140001 

02/11/03 

50-206 

P 

8003310489 

8212140001 

82/11/03 

50-409 

P 

8004010310 

8212140001 

02/11/03 

50-237 

P 

BOO 50 30726 

8212140001 

02/11/03 

30-206 

P 

8005070778 

8212140001 

02/11/03 

50-237 

P 

8005070790 

8212140001 

02/ 11/03 

30-237 

P 

8005280355 

8212140001 

02/11/03 

30-219 

P 

8005280561 

0212140001 

82/11/03 

50-219 

P 

0006090164 

8212140001 

82/1 1/03 

50-206 

P 

0006090730 

8212140001 

02/ 1 1 /03 

50-206 

P 

8007180114 

0212140001 

02/11/03 

50-206 

P 

8007230260 

0212140001 

02/ 1 1 /03 

30-206 

P 

0008260700 

8212010029 

82/ 11/01 

FOIA 


0009030320 

0212140001 

02/ 1 1 /03 

FOI A 


B009I 10797 

82 12 140001 

02/ 1 1 /03 

50-10 

P 

8009170164 

0212140001 

02/ 1 1 /03 

50-409 

P 

80091 8041 4 

8212140001 

02/ 1 1 /03 

FOTA 


8007290433 

0212140001 

02/ 1 1 /03 

50-206 

P 

8010130236 

0212140001 

02/ J t /03 

50-206 

P 

8010150242 

B212140001 

82/11/03 

50 -206 

P 

0010190246 

0212140001 

82/11/03 

30-206 

P 

0010170283 

0212140001 

82/11/03 

30-206 

P 

0010170287 

0212140001 

82/11/03 

50-206 

P 

0010220355 

0212140001 

82/ 1 1 /03 

30-245 

P 

8101000110 

8212140001 

82/ J 1/03 

30-235 

P 

8102200777 

0212100053 

82/11/09 

FOTA 


8102200704 

0212100053 

B2/1 1/09 

FQT A 


8103120523 

0212100412 

82/11/15 

FOI A 


8103310251 

0212100412 

82/11/15 

FOI A 



The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined fn Appendix A, 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed In the Contents. 


AC CESS I ON NUMBER 



PRINCIPAL 

DATE 

BUB JECT 


ENCL OSURE 

DOC UMENT 

ISSUED 

CATEGORY 

8104100175 

8212100412 

02/11/15 

FOIA 

Si 04 230000 

8212140001 

82/11/03 

FOIA 


0105J 10512 

8212140001 

82/11/03 

50-219 

P 

8105210384 

8212210007 

92/12/01 

50-263 

0 

0107 J 40119 

82J2 290023 

82/11/24 

50-322 

H 

8109210340 

0212140001 

82/11/03 

FOIA 


0109230665 

8212140001 

02/11/03 

FOIA 


0109280383 

0109200370 

01/09/11 

RES 


0110190952 

0212140001 

82/11/03 

50-206 

P 

0112110356 

0212140001 

02/11/03 

50-206 

P 

0112160327 

0212140001 

02/11/03 

50-213 

P 

01 12290033 

0212140001 

02/11/03 

50-244 

P 

0201120155 

8201220290 

01/12/04 

RES 


02011 B0567 

0212140001 

82/11/03 

50-235 

P 

0202010303 

0212090049 

02/10/20 

FOIA 


0202180002 

0212020003 

92/11/08 

FOIA 


8202180460 

0212140001 

82/11/03 

50-2 5 5 

P 

0203010313 

0212140001 

02/11/03 

FOIA 


9203090677 

8212090049 

02/10/20 

FOIA 


92033 1 0670 

8212140001 

02/1 1/03 

50-29 

P 

8204010021 

0212140001 

82/11/03 

50-135 

P 

0204130511 

0212020003 

02/11/00 

FOIA 


8204160262 

0212090040 

02/10/20 

FOIA 


8204160270 

0212090048 

82/10/20 

FOIA 


8204270491 

0212140001 

82/11/03 

50-235 

P 

0205040451 

8212140001 

82/11/03 

FOIA 


□205240413 

0212140001 

82/11/03 

FOIA 


0209260070 

8212140001 

82/11/03 

30-244 

P 

0209270390 

0212140001 

82/1 1/03 

FOIA 


8206070020 

0212100053 

02/11/09 

FOIA 


0206070028 

0212100053 

02/11/09 

FOIA 


0206100047 

8212270483 

62/12/14 

50-344 

F 

8206140162 

0212070425 

02/11/05 

30-293 

a 

0206160113 

0212200005 

82/11/29 

30-271 

P 

0206220059 

0212020003 

82/ 11 /OB 

FOIA 


0206220070 

8212100053 

82/11/09 

FOIA 


0206220072 

0212100053 

02/11/09 

FOIA 


8206290144 

0212140001 

92/11/03 

FOIA 


0207010124 

0212270365 

92/12/16 

30-2? 

P 

8207010149 

0212200009 

02/12/13 

50-244 

P 

02070 10396 

0212200100 

82/12/13 

50-245 

P 

8207010410 

9212290320 

82/12/21 

30-409 

P 

8207000443 

8212010458 

82/11/17 

50-233 

P 

0207120252 

0212100053 

82/11/09 

FOIA 


8207130169 

0212Q7OO97 

82/11/30 

50-219 

P 

0207200474 

9212140001 

82/11/03 

50-195 

P 

0207260369 

9212 140001 

82/11/03 

FOIA 


0208030436 

0212140001 

82/11/03 

FOIA 


8208290147 

0212070395 

82/11/22 

COMMISSION 

820B31 0315 

02120200 07 

82/11/23 

50-331 

P 


485 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOC IIMENT 

I SSUEO 

CATEGORY 

0209010072 

8212230166 

ea/ii/04 

FOIA 


0207030322 

0212080340 

02/12/02 

50-255 

P 

0209030343 

0212210127 

B2/J2/15 

50-213 

P 

0209140103 

021 2210459 

02/ 12/ 16 

50-255 

P 

0209150009 

6212060470 

02/11/23 

COMMISSION 

0209220450 

8212130330 

02/12/07 

50-331 

P 

02O922CJ4S3 

0212130350 

82/ 12/07 

50-331 

P 

3209230250 

02121301 J5 

02/12/09 

50~>? 09 

P 

0209230377 

0212230334 

02/12/09 

50- 1 55 

P 

0209230424 

02123OOO6B 

02/12/17 

50-250 

P 

0209200513 

8212090040 

02/ 1 0/20 

FOIA 


020929*0122 

8212020320 

82/11/12 

50-409 

P 

0210040253 

0210040239 

82/09/30 

50-352 

A 

0210040267 

8210040239 

02/09/30 

50-3 52 

K 

0210040272 

0210040239 

82/09/30 

50-352 

A 

0210040278 

B210040239 

02/09/30 

50-3 52 

C 

0210070227 

8212290534 

82/12/13 

50-2 50 

P 

8210150165 

0212220460 

82/1 1 /OB 

50-341 

F 

0210190510 

B210 190499 

02/10/OB 

50-247 

F 

0210210073 

8210210078 

02/10/06 

50-3 1 1 

S 

8210210475 

8210210467 

82/10/13 

TOPREP 


0210210484 

6210210467 

82/ 10/ 13 

TOPREP 


021O2IO4B9 

8210210467 

B2/J0/13 

TOPREP 


0210220470- 

0212300041 

B2/I2/16 

50-317 

P 

0210220483 

0212300041 

82/12/16 

50-317 

P 

0210250187 

8212260410 

02/12/17 

50-344 

P 

8210260403 

021201 0023 

02/11/26 

50-206 

P 

62 I 02 700 I 6 

0210270013 

82/10/22 

50-397 

A 

0210270018 

6210270013 

82/ J 0/22 

50-397 

A 

8211020166 

0212130395 

02/11/24 

50-275 

H 

8311020246 

0211020241 

82/09/17 

40-0690 


62 1 1020252 

021 1020241 

82/09/17 

40-0690 


B21 1040070 

021 I 040096 

02/10/23 

50-335 

S 

8211040225 

0212010375 

02/il/Oa 

50-443 

E 

8211090027 

0212270410 

82/ 1 J /26 

50-483 

A 

8211060956 

0212130023 

02/ 12/02 

50-206 

P 

821 1000103 

82I1OB01O1 

82/11/02 

50-29 

P 

□21 1000107 

0211080101 

02/11/02 

50-29 

P 

B21 10801 10 

9211080101 

02/11/02 

50-29 

P 

821 1000129 

0211OBOI23 

02/ 1 i /03 

50-322 

E 

0211110457 

8212060464 

02/11/12 

50-440 

A 

021 1 1 10403 

6212270041 

82/11/22 

30-209 

P 

831 1 120169 

021 2090141 

62/11/12 

REVIEW GRP 

0211120212 

8212090141 

02/ 11/12 

REVIEW GRP 

0211120491 

021 i 130486 

02/10/21 

msc 


0211160015 

0211 170309 

02/10/29 

50-237 

P 

82U 220096 

0200190263 

02/12/09 

SO-3 

P 

02£ 1230137 

0212130201 

02/ J 2/06 

30-275 

P 

0211290023 

82121 70369 

82/ 1 1 /30 

50-206 

a 

021 1290142 

0211290133 

02/11/19 

50-523 

A 

021 1290140 

9211290133 

02/11/19 

50- 520 

A 

G2i 1290150 

02 1 1 290 1 35 

82/11/19 

50-320 

A 

021 1290153 

0211290135 

02/11/19 

50-320 

A 

0211290359 

6211 290330 

82/11/19 

50-4 54 

K 

0212010015 

021201001 l 

82/ 1 1 /30 

50-537 

F 

8212010016 

8212010012 

82/li/0a 

FOIA 


8212010017 

8212010014 

02/11/15 

50-456 

A 

0212010020 

0212010014 

82/11/13 

50-456 

A 

B21 2010021 

8212010012 

82/1 1/08 

FOIA 


8212010036 

8212010023 

82/11/26 

50-205 

P 

8212010037 

8212010033 

82/11/24 

50-315 

F 

821201003? 

0212010033 

B2/11/24 

50-315 

F 

8212010030 

B212010042 

82/11/24 

50-317 

F 

8212010051 

0212010029 

B2/1 1/01 

FOIA 


8212010053 

0212010046 

02/11/16 

50-309 

M 

8212010055 

0212010042 

82/11/24 

50-317 

F 

8212010058 

B2 1201 0029 

82/ J 1 /Oi 

FOIA 


8212010063 

8212010057 

02/10/20 

XPORTLIC 


8212010066 

8212010061 

02/11/24 

50-1 12 

F 

8212010067 

0212010029 

82/11/01 

FOIA 


0212010069 

0212010065 

82/11/15 

WASTE MOT 

0212010070 

6212010029 

82/11/01 

FOIA 


82120 10074 

S212010071 

82/11/24 

50-1 50 

F 

8212010077 

8212010029 

02/11/01 

FOIA 


B2I 20 10079 

8212010071 

02/11/24 

50-150 

F 

8212010080 

8212010029 

02/11/01 

FOIA 


0212010091 

8212010029 

82/11/01 

FOIA 


9212010096 

8212010029 

02/11/01 

FOrA 


0212010097 

8212010092 

02/11/24 

50-320 

F 

821 20 10099 

0212010029 

62/ 11/01 

FOtA 



ACCESSION 

NUMB ER 




principal 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8212010102 

8212010029 

02/ 11/01 

FplA 

0212010105 

8212010029 

02/11/01 

FOIA 

0212010100 

0212010029 

02/ 11/01 

FOIA 

0212010112 

0212010029 

82/ 11/01 

FOIA 

0212010119 

8212010029 

02/11/01 

FOIA 

8212010120 

8212010114 

02/11/12 

XPORTLIC 

0212010122 

0212010117 

82/11/ 19 

50-390 A 

0212010123 

0212010029 

82/11/01 

FOIA 

0212010126 

8212010117 

02/11/19 

50-390 A 

B21 2010129 

02120101 17 

02/11/19 

50-390 A 

0212010133 

0212010127 

82/U/12 

XPORTLIC 

0212010139 

0212010029 

82/M/01 

FOIA 

0212010141 

8212010029 

02/11/01 

FOIA 

0212010143 

0212010029 

02/11/01 

FOIA 

0212010149 

8212010029 

82/11/01 

FOIA 

B212010150 

0212010140 

02/ 1 1/24 

50-272 P 

B212010156 

0212010147 

02/11/30 

50-341 K 

8212010157 

0212010029 

02/11/01 

FOIA 

021 2010159 

8212010029 

82/11/01 

FOIA 

0212010162 

0212010029 

82/n/OI 

FOIA 

0212010163 

8212010147 

82/11/30 

50-341 K 

0212010164 

8212010160 

02/11/17 

50-302 P 

0212010167 

8212010160 

82/11/17 

50-302 P 

8212010160 

8212010029 

82/11/0 1 

FOIA 

Q212010172 

0212010160 

02/11/17 

50-302 P 

0212010174 

8212010029 

92/11/01 

rorA 

0212010177 

8212010029 

02/11/01 

FOTA 

8212010180 

0212010029 

02/11/01 

FOIA 

&2120 J 0107 

02 12010029 

02/11/01 

FOIA 

0212OJO193 

8212010185 

82/11/15 

50-269 P 

8212010196 

8212010029 

02/11/01 

FOIA 

82120102 00 

8212010192 

82/11/29 

50-209 0 

B2 120 10201 

8212010029 

82/11/01 

FOIA 

B21 2010205 

8212010103 

82/11/15 

50-269 P 

Q2 120 10209 

8212010029 

82/11/01 

FOIA 

0212010211 

8212010206 

92/11/26 

50-275 ft 

021 20 102 IS 

8212010029 

82/11/01 

FOIA 

0212010221 

8212010220 

02/11/15 

waste mgt 

02 ISO 10225 

8212010206 

02/11/26 

50-275 R 

0212010226 

821 20 J 0029 

02/ 11/01 

FOIA 

82 120 10228 

8212010227 

82/11/17 

WASTE MGT 

0212010230 

8212010029 

02/11/01 

FOIA 

0212010239 

8212010029 

02/11/01 

FOJA 

0212010230 

8212010029 

82/11/01 

FOIA 

0212010244 

8212010029 

02/11/01 

FOIA 

0212010249 

8212010029 

02/11/01 

FOJA 

0212010276 

8212010185 

82/11/15 

50-269 P 

0212010290 

0212010288 

02/11/16 

50-309 M 

B21 20 10330 

0212010329 

02/11/23 

50-302 P 

8212010331 

8212010329 

82/ 1 I /23 

30-302 P 

0212010332 

8212010329 

02/11/23 

50-302 P 

0212010333 

0212010334 

82/11/12 

50-309 P 

B21 20 10347 

021 2010342 

02/11/17 

50-209 P 

0212010368 

0212010361 

82/11/09 

50-322 A 

3212010371 

8212010361 

82/ 1 1 /09 

50-322 A 

0212010372 

8212010369 

82/11/24 

70-36 

0212010374 

0212010369 

82/11/24 

70-36 

0212010383 

8212010301 

82/11/23 

CONTRACT 

8212010389 

8212010385 

02/11/23 

50-443 0 

8212010391 

621 2010388 

02/11/23 

CONTRACT 

0212010393 

8212010361 

82/11/09 

50-322 A 

8212010396 

8212010305 

82/ 1 1 /23 

50-443 0 

8212010397 

8212010361 

82/11/09 

30-323 A 

8212010398 

0212010395 

02/11/23 

CONTRACT 

0212010401 

8212010361 

02/11/09 

50-322 A 

82 120 10406 

8212010403 

82/11/23 

CONTRACT 

82 12010418 

8212010392 

02/11/22 

50-269 P 

0212010421 

6212010392 

82/11/22 

30-269 P 

8212010422 

0212010417 

82/11/10 

50-309 P 

0212010423 

8212010419 

82/ 1 1 /23 

CONTRACT 

B2 12010427 

0212010417 

02/11/10 

50-309 P 

8212010428 

0208290032 

02/10/04 

AC ft 3 

8212010430 

0212010425 

82/ 1 1 /23 

CONTRACT 

0212010434 

8212010432 

82/11/23 

CONTRACT 

0212010430 

0212010433 

82/ 11/23 

CONTRACT 

0212010451 

8212010446 

82/10/26 

FOIA 

9212010464 

8212010458 

82/11/17 

50-285 P 

8212010479 

8212010476 

02/11/11 

27-39 

8212010488 

62 1201 0392 

82/ 1 1 /22 

50-269 P 

0212010519 

8212010513 

82/11/24 

50-352 A 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 


ENCLOSURE 

0212020013 
B21 202001 6 
SEiaOSOOl? 
021 2030020 
02 1 2020037 

02 1 2020052 
0212020056 
0213020057 
0213020061 
02120200*5 

0212020067 
B2 1 20 200 71 
82120 20073 
0212020073 
9212020080 

021 2020001 
0212020083 
0212020084 
0212020007 
8212020009 

0213020096 

0212020070 

0212020124 

0212020144 

0212020153 

0212020161 

8212020191 

0212020193 

0212020194 

0212020200 

0212020212 
0212020232 
B2 12020237 
0212020244 
0212020240 

B2 12020264 
021 2020271 
8212020200 
021 20202 01 
0212020282 

0212020209 
0212020208 
0212020289 
□212020299 
0212020 277 

0212020301 
0212020304 
0212020310 
02 1 2020312 
0212020314 

0212020316 
02 1 2020317 
0212020319 
0212020326 
02 1 2020327 

0212020331 
0212020338 
02 12020339 
0212020391 
0212020392 

0212020394 
0212020397 
0312020369 
821202037 1 
0212020390 

0212020401 

0212020404 

0212030003 

0212030013 

0212030017 

0212030020 
02 1 2030023 
82 1 2030025 
0212030026 
0212030032 

02 i 2030033 
0212030037 
0212030030 
0212030044 
0212030047 


NUMBER 


PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

18 SUED 

CATEGORY 

8212020000 

82/ 1 1 /08 

FOI A 


0212020006 

02/11/00 

FOIA 


02 1 2020008 

02/ 11 /OB 

FGIA 


8212020000 

82/ 1 1 /O0 

FOIA 


0212020033 

82/ 1 1 /22 

50-416 

S 

0212020045 

92/11/24 

50-302 

B 

8212020008 

02/11/00 

FOIA 


8212020091 

82/11/10 

50-354 

a 

0212020050 

82/11/24 

50-416 

s 

02 1 2020058 

02/11/24 

50-416 

9 


ACCESSION WJMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

category 

8212030050 

8212 030034 

02/11/08 

50-220 

0 

S2 12030051 

6212030045 

82/11/19 

50-336 

0 

8212030056 

0212030053 

82/11/30 

50-254 

a 

0212030059 

0212030046 

02/11/03 

50-482 

Q 

821 2030064 

8212030060 

82/11/29 

50-395 

s 

0212030070 

0212 030065 

62/11/18 

50-333 

0 

8212030075 

0212030066 

92/11/10 

50-36B 

s 

©212030070 

□212030065 

□2/11/19 

50-333 

0 

8212030083 

8212030069 

02/ 1 1/18 

50-322 

0 

0212030090 

0212030087 

82/11/19 

50-307 

0 


821202Q00B 

0213020063 

0212020060 

0212020000 

0212020008 


02/11/00 
02/11/24 
B2/ 10/01 
82/11/00 
02/11/08 


F01 A 

50-302 S 
HASTE MOT 
F0IA 
F01 A 


0212030092 

0212030095 

□212030096 

0212030106 

0212030112 


0212030086 
8212030001 
8212030093 
B2 12030084 
0212030104 


92/11/29 
82/11/16 
82/ 1 1 /30 
92/ I 1/24 
02/11/16 


50-327 S 
50-312 S 
50-307 O 
50-312 S 
50-285 0 


0212010503 

0212O2OO6B 

0212020078 

0215020077 

0215020070 


82/11/26 

02/11/24 

02/11/23 

02/11/24 

02/11/23 


70-734 
50-324 8 

50-334 P 
90-302 8 

90-334 P 


8212030115 
0212030116 
0212030120 
0212030126 
021 20301 20 


6212030109 

8212030110 

8212030113 

021203011? 

6212030123 


□2/ 1 1 /02 
92/ 10/06 
82/11/19 
92/11/17 
02/11/19 


50-402 a 
50-312 S 
50-320 ft 
50-205 G 
50-206 0 


02 1 H020090 
8212020091 
0212020! 16 
0212020130 
0212020143 


02/11/24 
02/11/23 
02/11/23 
82/11/24 
82/ 1 1 /23 


50-2B0 S 
30-440 K 
50-296 0 
50-416 B 
50-260 S 


8212030129 
8212030132 
02 12030135 
8212030139 
8212030145 


6212030121 

8212030122 

8212030127 

8212030133 

8212030125 


B2/11/17 
82/ 1 1 /30 
02/ 1 1 /24 
02/11/24 
02/11/2? 


50-255 Q 
50-352 A 
50-402 A 
50-395 S 
50-315 P 


8212020152 
021202017? 
02 12020 1 B5 
82 12020 IB? 
8212020200 

0212020200 

0212020229 

0212020234 

0212020240 

0212020239 

0212020261 

8212020267 

8212020275 

0212020276 

0212020274 

8212020272 
0212020279 
G2J 2020203 
0212020292 
8212020293 

0212020294 

0212020300 

8212020300 

0212020306 

0212O2O3OB 

8212020286 

0212020311 

8212020315 

8212020323 

0212020305 

0212020325 
0212020334 
02120203 30 
0212020347 
0212020349 

0212O2O34B 

8212020337 

8212020362 

8212020369 

0212020307 

6212020346 
0212020402 
8212030002 
8212030009 
021203001 1 

0212030016 

0812030010 

0212030019 

8212030021 

8212030029 

B2 12 030030 
8212030030 
9212030035 
0212030039 
0212030041 


02/11/24 

82/11/23 

02/11/19 

02/10/29 

02/11/22 

02/11/22 

02/11/23 

82/11/24 

02/11/23 

02/11/16 

02/11/17 

82/11/29 

02/11/24 

02/11/24 

82/11/23 

02/11/24 

02/09/29 

82/11/23 

82/11/19 

82/11/23 

02/11/23 

82/11/26 

02/11/16 

02/11/23 

82/11/16 

82/11/23 
82/11/24 
02/11/23 
02/ 1 1 /30 
82/ 1 1 /24 

02/11/23 
02/11/26 
82/ 1 1 /30 
02/11/26 
02/11/24 

82/ 1 1 /23 
02/11/19 
02/11/23 
82/11/23 
02/11/24 

02/11/30 
82/ 1 1 /24 
82/11/18 
02/11/23 
02/11/10 

02/ 1 1 /24 
02/11/17 
82/11/24 
02/11/18 
02/11/19 

02 / 11/10 

82/11/10 

02/11/18 

02/11/26 

02/11/19 


50-324 S 
50-32S 9 

MI8C 

CONTRACT 

TOPREP 

TGPREP 
50-316 8 

50-295 S 
50-296 B 
50-249 8 

50-296 8 

TOPREP 
50-237 8 

50-266 S 
50-373 8 

50-295 B 
PRM 

50-315 S 
50-366 5 

50-324 5 

50-373 8 

50-29 P 
50-234 Q 
50-323 6 

50-254 Q 

50-443 A 
50-202 B 
50-324 9 

50-443 0 

50-373 8 

50-255 B 
50-443 A 
50-352 0 

50-255 Q 
50-277 R 

50-259 B 
50-249 6 

50-324 S 
50-335 S 
CONTRACT 

50-209 0 

CONTRACT 
50-369 P 
50-205 8 

50-344 9 

70-2792 
30-220 0 

50-155 0 

90-373 G 
70-1 iOO 

50-219 0 

50-219 Q 
50-244 G 
50-259 8 

30-307 S 


9212030147 

0212O3O1SO 

8212030153 

8212030156 

8212030162 

0212030169 
0312030171 
B2 12030174 
821 2030 J 75 
0212030177 

0212030179 

8212030185 

021203018? 

8212030192 

0212030197 

0212030199 

0212030200 

0212030202 

8212030204 

8212030207 

0312030209 

8212030220 

0212030221 

0212030226 

0212030232 

8212030234 

8212030243 

0212030240 

8212030250 

0212030263 

8212030265 
0212030266 
8212030272 
8212030273 
02 1203027? 

B2120302S2 

8212030206 

0212030207 

0212030295 

8212030299 

#212030304 

0212040017 

82I20400I? 

8212040022 

□212060027 

B2 120 60030 
8212060032 
0212060035 
02120 60039 
8212060045 

0212060046 

0212060049 

8212060053 

8212060055 

8212060057 


8212030141 
8212030134 
8212030144 
0212030151 
62 120301 5? 

0212030157 
8212 030164 
8212030170 
8212030165 
8212030167 

8212030173 
8212030 17B 
8212030180 
0212030104 
02 120301 87 

B212O301B8 

0212030195 

8212030186 

0212030201 

8212030193 

8212030205 

0212030212 

8212030215 

8212030212 

0212030212 

0212030227 

8212030236 

0212030124 

0212030157 

0212030261 

8212030253 
0212030246 
0212 030270 
82 12030260 
0212030269 

G2 12030881 
8212030293 
82 1 2030263 
02 12030284 
8212030291 

8212030291 
021 206000? 
0212040015 
8212060015 
0212040024 

□212060025 
9212060029 
82120 6002 8 
□212060029 
□212060036 

8212060042 
0212060044 
0212060047 
0212 060051 
6212 060049 


82/11/19 
02/11/17 
82/11/29 
82/11/10 
02/ 11/24 

02/12/01 

82/11/24 

82/11/16 

82/11/17 

02/11/17 

02/11/24 
02/12/01 
82/11/24 
02/1 1/J2 

ea/n/i? 

82/11/23 

92/11/19 

92/11/24 

□2/11/24 

82/11/1? 

02/11/19 

92/11/30 

□2/11/1? 

02/11/30 

02/11/30 

82/11/24 
82/ 1 1 /30 
02/11/26 
82/12/01 
02/10/14 

02/11/24 

02/11/30 

02/11/19 

82/11/30 

02/11/30 

82/11/09 

02/11/30 

02/11/30 

62/11/01 

02/11/30 

32/11/30 
□2/11/15 
□2/ 11/29 
82/11/29 
92/11/22 

□2/11/30 
02/11/24 
82/11/24 
82/ 1 1 /30 
02/11/26 

92/11/30 
82/ 1 1 /26 
□2/11/24 
02/11/01 
02/11/24 


50-247 Q 
50-292 Q 
50-272 Q 
30-445 0 

50-298 P 

50-361 P 
50-395 S 
50-321 S 
50-213 O 
50-336 <1 

50-387 S 
50-10 a 
50-245 S 
50-368 G 
50-254 a 

50-395 S 
50-293 G 
50-395 S 
50-336 S 
50-289 Q 

50-378 S 
50-25? 0 

50-38? a 
50-259 0 

50-257 a 

50-336 5 

CONTRACT 
50-3 F 
50-361 P 
40-8706 

50-275 P 
CONTRACT 
40-6622 
50-254 F 
50-254 F 

40-3453 
50-10 F 
50-10 F 
40-0380 
50-309 F 

50-309 F 
50-315 a 
50-320 P 
50-32# P 
50-3 1 2 G 

50-393 0 

50-295 P 
50-295 P 
50-333 G 
50-10 C 

50-309 P 
50-305 G 
50-275 R 
50-409 0 

50-316 8 



488 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

NUMBER 




ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUDJECT 


ENCLOSURE 

DOCUMENT 

I SSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

6312060055 

0212060052 

B2/U/22 

nr sc 


8212060427 

0212060424 

82/11/12 

FOI A 


621 2060060 

6212060048 

62/11/24 

50-316 

S 

0212060430 

8212060422 

82/ 1 1 /30 

30-275 

P 

62120600*2 

0212060051 

62/11/01 

50-407 

a 

8212060431 

0212060357 

82/11/24 

50-255 

S 

62120600*4 

6212060052 

62/11/22 

nr sc 


0212060444 

82 12060357 

02/11/24 

50-255 

8 

821 2060073 

02 I 20 600 67 

62/11/2? 

50-255 

S 

0212060445 

8212060440 

02/11/10 

FOI A 


8212060080 

6212060074 

82/11/2? 

50-346 

Q 

6212060506 

8212060502 

02/09/07 

CONTRACT 


6212060087 

6212060077 

62/12/03 

50-247 

0 

8212060511 

6212060507 

02/11/2* 

40-06 


8212060101 

0212060071 

62/11/24 

50-333 

S 

821207000? 

8212070004 

02/11/30 

50-03 

F 

621206010* 

B212060096 

62/12/01 

50-277 

P 

0212070012 

B21207000B 

82/11/24 

50-325 

e 

8212060109 

021206007* 

62/12/01 

50-277 

P 

B212070021 

8212070014 

02/11/30 

50-217 

0 

8212060120 

02120601 14 

62/11/30 

CONTRACT 


8212070026 

8212070018 

02/12/02 

50-375 

Q 

6212060137 

6212060130 

62/11/ia 

50-261 

P 

B2 12070030 

8212070018 

82/12/02 

50-395 

0 

8212060152 

0212060146 

62/11/22 

50-247 

S 

8212070034 

8212070010 

82/12/02 

50-395 

a 

6212060157 

0212060154 

B2/11/I? 

50-361 

a 

0212070036 

0212070032 

82/11/00 

QA779 


62120601*1 

621206015* 

62/11/19 

50-206 

Q 

0212O7OO6B 

0212070062 

62/1 1/18 

50-209 

H 

B21 20601*4 

8212060155 

62/11/23 

50-275 

Q 

0212070081 

8212070073 

82/11/26 

50-247 

0 

82120601*7 

8212060163 

02/11/16 

50-312 

a 

0212070003 

0212070077 

82/10/20 

50-247 

0 

B2I206016B 

8212060156 

62/11/19 

50-206 

Q 

0212070075 

8212070094 

82/12/01 

50-244 

p 

621 20601 70 

821206016* 

02/11/16 

50-362 

Q 

8212070096 

0212070090 

82/11/23 

COMMISSION 

6212060171 

6212060163 

62/ 11/1* 

50-3J2 

a 

8212070078 

8212070094 

82/12/01 

50-244 

p 

8212060174 

62120601*5 

62/11/17 

90-31 1 

9 

0212070111 

0212070106 

82/11/23 

50-320 

0 

8212060175 

0212060167 

02/11/24 

50-244 

s 

8212070115 

0212070105 

82/11/24 

50-317 

p 

021206017 7 

8212060155 

62/11/23 

50-279 

Q 

8212070117 

8212070116 

82/11/16 

QA999 


8212060178 

0212060173 

62/11/12 

50-243 

Q 

8212070118 

0212070112 

82/11/24 

90-325 

s 

0212060161 

B21206QI7Z 

02/12/01 

50-254 

F 

6212070122 

8212070116 

82/ 1 1/1* 

QA999 


8212060170 

8212060187 

02/ 1 1/22 

50-423 

Q 

8212070123 

0212070119 

82/11/17 

50-302 

0 

B212060192 

0212060167 

82/11/22 

50-412 

a 

B21 2070 130 

8212070126 

82/11/11 

50-1 12 

0 

0212060177 

0212060171 

02/11/23 

50-254 

a 

0212070133 

0212070126 

82/11/11 

50-112 

G 

B212060200 

0212060170 

B2/1I/2* 

50-273 

s 

0212070136 

8212070120 

8 2/11/23 

50-322 

G 

0212060201 

0212060197 

02/12/03 

50-2*1 

R 

0212070141 

8212070137 

02/12/01 

90-298 

G 

B21 206020* 

8212060196 

02/1 i/24 

50-317 

8 

0212070146 

0212070033 

02/11/24 

50-312 

G 

B2I2O6O2O0 

0212060205 

B2/I1/22 

50-377 

G 

0212070148 

0212070144 

02/11/23 

50-307 

0 

02120602 1 2 

021206020? 

82/ t 1/22 

Mf SC 


0212070150 

0212070143 

02/11/22 

50-285 

G 

B2I2060214 

0212060202 

B2/U/17 

50-311 

9 

0212070154 

0212070151 

02/11/23 

90-307 

G 

B2I2060217 

0212060215 

82/11/22 

50-309 

G 

0212070156 

8212070151 

02/11/23 

50-307 

0 

B21 2060220 

8212060210 

82/ 11/2* 

50-293 

S 

9212070159 

0212070156 

02/11/15 

0A999 


8212060224 

8212060221 

82/ 11/24 

50-331 

5 

0212070161 

0212070157 

02/12/06 

50-494 

0 

0212060230 

8212060226 

B2/ 12/01 

50-112 

V 

0212070162 

8212070156 

02/11/19 

OA997 


B2I2060231 

0212060223 

B2/ 11/24 

50-333 

B 

021207016? 

8212070156 

82/11/15 

0A799 


B2I 2060233 

0212060226 

02/12/01 

30-1 12 

V 

0212070102 

8212070173 

02/11/22 

50-54 

P 

B2 12060237 

8212060283 

82/11/22 

SO-247 

a 

0212070107 

8212070177 

02/11/2? 

50-454 

A 

821 206023 8 

0212060232 

92/11/17 

30-293 

a 

B212070193 

8212070190 

02/12/03 

50-361 

P 

8212060245 

C2 1206024 4 

B2/11/23 

30-367 

p 

0212070178 

8212070177 

02/11/27 

50-4 54 

A 

8212060250 

8212060247 

92/11/16 

50-409 

G 

0212070201 

8212070172 

82/12/01 

50-255 

P 

B2I2060252 

8212060247 

02/11/16 

50-409 

G 

0212070206 

8212070195 

82/12/02 

50-330 

0 

8212060255 

6212060232 

92/11/17 

50-295 

G 

B212070207 

8212070177 

02/11/2? 

50-434 

A 

8212060259 

6212060234 

92/11/22 

50-322 

G 

0212070210 

8212070192 

82/12/01 

50-255 

P 

8212060261 

0212060251 

02/11/22 

SO -275 

G 

0212070214 

0212070200 

82/11/24 

50-325 

S 

6212060264 

8212060260 

02/11/15 

50-508 

G 

0212070220 

0212070223 

82/12/03 

50-302 

0 

B212060269 

S212060266 

92/12/01 

50-295 

Q 

0212070231 

0212070225 

82/11/18 

90-361 

8 

B2 12060272 

8212060270 

92/ i 1/2? 

50-293 

F 

0212070253 

0212070251 

92/12/02 

50-287 

F 

6212060274 

8212060260 

82/11/15 

50-50B 

G 

8212070256 

8212070259 

82/1 1/17 

50-267 

0 

021206027* 

0212060267 

82/12/02 

S0-20* 

P 

0212070257 

0212070252 

02/11/18 

50-361 

s 

8212060291 

0212060278 

92/11/22 

50-272 

G 

02 12070260 

0212070259 

02/11/17 

50-267 

0 

0212060207 

0212060270 

02/1 1/22 

50-272 

G 

8212070263 

0212070262 

82/ 1 1 /29 

50-498 

K 

8212060293 

6212060285 

62/ 12/02 

50-317 

a 

0212070265 

0212070264 

82/11/23 

50-352 

fl 

021206027* 

6212060272 

92/11/23 

50-333 

8 

0212070269 

0212070264 

02/11/23 

50-352 

G 

621 20602 78 

6212060271 

92/11/17 

50-272 

B 

0212070275 

0212070273 

82/11/24 

50-324 

S 

0212060300 

6212060274 

62/11/17 

50-312 

8 

0212070276 

8212070274 

02/1S/O3 

50-416 

P 

0212060304 

6212060277 

02/1 I/J2 

CONTRACT 


0212070270 

0212070274 

02/12/03 

50-416 

P 

8212060306 

6212060301 

62/11/24 

50-317 

S 

0212070287 

0212070203 

82/11/19 

50-361 

s 

0212060309 

6212060302 

82/11/17 

50-272 

S 

0212070273 

8212070290 

82/11/1? 

50-361 

9 

6212060313 

6212060310 

62/11/16 

50-269 

G 

0212070274 

8212070201 

02/11/17 

50-361 

S 

B2 120603 13 

6212060303 

82/12/01 

50-280 

P 

0212070303 

8212070247 

82/12/03 

50-155 

0 

621206031* 

6212060307 

92/11/24 

50-272 

B 

0212070304 

8212070301 

82/11/10 

GA977 


B2 12060324 

62 120603 IB 

92/11/30 

50-331 

n 

B212070319 

0212070316 

02/11/30 

50-344 

p 

B21 2060326 

6212060322 

02/11/22 

50-320 

8 

021207032? 

8212070324 

B2/ 11/24 

50-361 

s 

021 206033* 

6212060330 

82/ 11/18 

40-8743 


0212070330 

8212070327 

82/ 1 2/03 

50-155 

0 

8212060337 

8212060336 

82/ 11/24 

50-280 

F 

0212070331 

8212070320 

82/12/0* 

50-520 

K 

8212060364 

6212060353 

82/11/15 

50-275 

a 

0212070337 

8212070327 

82/12/03 

30-155 

0 

B2 12060371 

B2 12060357 

62/ 11/24 

50-255 

B 

0212070340 

6212070327 

02/12/03 

50-135 

0 

8212060362 

6212060357 

02/ 1 I /24 

50-2 S3 

8 

8212070345 

8 212070327 

82/12/03 

50-155 

0 

821206038* 

6212060377 

02/11/16 

50-416 

p 

0212070346 

8212070343 

82/08/05 

50-344 

R 

6212060371 

8212060364 

62/11/15 

50-344 

a 

0212070348 

8212070341 

82/12/01 

50-267 

P 

8212060372 

6212060357 

62/11/24 

50-255 

8 

0212070349 

8212070327 

82/12/03 

50-135 

0 

8212060396 

62 12060357 

82/11/24 

50-235 

9 

0212070351 

8212070342 

02/11/22 

COMMISSION 

8212060403 

8212060395 

82/ 1 1/00 

50-320 

P 

0212070352 

8212070327 

82/12/03 

50-1 55 

0 

8212060412 

8212060357 

82/ 1 1 /24 

SO-295 

9 

0212070353 

8212070341 

02/12/01 

50-269 

P 

6212060413 

8212060405 

82/11/17 

CONTRACT 


0212070357 

8212070342 

82/ 1 1 /22 

COMMISSION 

8212060421 

8212060357 

82/11/24 

50-2 55 

9 

0212070360 

8212070350 

02/11/24 

50-361 

3 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


CNC LOSURE 

DOC UMENT 

ISSUED 

CATEGORY 

0212070365 

8212070330 

02/12/03 

30-440 

0 

9212070360 

6212070342 

02/11/22 

COMMISSION 

B2i 2070372 

0212070342 

02/11/22 

COMMISSION 

B2 12070 374 

8212070369 

02/ 1 1 /24 

90-361 

S 

8212070376 

6212070342 

0?/ 1 1 /22 

COMMISSION 

621207036S 

8212070379 

02/11/19 

50-361 

S 

8212070392 

0212070341 

02/12/01 

50-269 

P 

8212070395 

82 1 207034 J 

02/12/01 

50-269 

P 

0212070399 

0212070303 

82/11/10 

50-361 

0 

02120 70412 

0212070406 

02/11/22 

50-361 

S 

B2L20 7041 B 

9212070416 

82/11/12 

QA999 


0212070422 

8212070416 

02/11/12 

GA999 


8212070429 

0212070424 

02/11/17 

CONTRACT 


82120 70432 

B2t 2070425 

02/11/05 

50-293 

F 

8212070434 

8212070416 

82/11/12 

GA999 


8212070437 

B212070425 

02/11/03 

50-298 

F 

0212070441 

0212070425 

82/11/05 

50-290 

F 

0212070443 

8212070425 

02/11/05 

50-290 

0 

0212070444 

8212070425 

02/11/05 

50-298 

Q 

0213070447 

0212070423 

82/11/05 

30-298 

0 

02 12070452 

8212070425 

02/11/05 

50-298 

Q 

0212070453 

0212070450 

02/11/29 

contract 


0212070455 

8212070425 

02/ 11/05 

50-290 

P 

8212070457 

8212070423 

82/11/05 

50-290 

F 

02 I 2070467 

8212070425 

02/11/05 

50-290 

P 

8212070473 

0212070425 

82/11/05 

50-267 

F 

8212070476 

8212070469 

02/11/29 

XPCRTHC 


S212O7Q470 

0212070472 

82/ 1 1 /30 

50-295 

P 

B21P0 70482 

8212070472 

02/11/30 

50-295 

P 

0213070491 

8212070425 

82/ 11 /OS 

50-298 

F 

1)2 120 70496 

8212070425 

02/11/05 

50-299 

7 

6212070490 

02 1 2070492 

82/11/29 

50-305 

P 

0212070500 

0212070425 

82/11/05 

50-299 

P 

8212070501 

0212070492 

82/11/29 

50-309 

P 

3212070503 

0212070489 

82/11/29 

XPOKTLIC 


9212070504 

0212070492 

82/11/29 

50-305 

P 

6212000008 

8212090006 

02/10/25 

FOIA 


0212080009 

8212000005 

02/11/23 

COMMISSION 

0212060010 

02 1 2080006 

82/10/25 

FQI A 


0212080011 

8212000006 

02/10/25 

FOIA 


82 1 200001 3 

8212080006 

82/ 10/25 

FQIA 


□212060017 

8212080006 

02/10/25 

FOIA 


0212080018 

0212080006 

02/10/25 

70- 1 43 


8212060020 

0212000016 

02/12/02 

XPCR TLIC 


0212000024 

8212000022 

02/11/26 

CONTRACT 


B2 12080025 

0212080023 

82/11/19 

COMMISSION 

021 2080027 

8212080006 

02/10/25 

FOIA 


0212000028 

8212080006 

82/10/25 

For A 


8212080030 

8212000006 

02/1O/2S 

FOIA 


021 2080032 

0212000006 

82/10/25 

For A 


8212080036 

Q2120B0031 

82/11/19 

50-3 1 B 

0 

9212000040 

021208003 1 

82/11/19 

50-310 

G 

8212060041 

8212080006 

02/10/25 

FOIA 


0212080044 

0212080006 

82/10/25 

FOIA 


8212080049 

8212080045 

82/11/26 

70-27 


9312090051 

0212080006 

02/10/25 

FOIA 


8212080056 

8212000006 

82/10/25 

FOIA 


6212080058 

8212000006 

02/10/23 

FOIA 


0212060061 

8212080006 

82/10/25 

FOIA 


0212080063 

8212080057 

82/12/02 

50-275 

F 

B2 1 20 GO 06 5 

8212080006 

82/10/25 

FOIA 


02120 60066 

8212000006 

02/10/25 

FOIA 


0212080070 

0212080006 

02/10/25 

FOIA 


B2 12000071 

0212080057 

82/12/02 

90-275 

F 

6212080076 

8212000006 

02/10/25 

FOIA 


B21 2080077 

B2 12080060 

82/U/24 

50-364 

P 

0212000079 

0212000006 

82/10/25 

FOIA 


€212080060 

0212000060 

02/11/24 

50-364 

P 

0212080081 

8212080006 

82/10/25 

FOTA 


0212000062 

8212000074 

02/12/01 

50-313 

F 

B2120B0063 

6212080Q60 

92/ 1 1 /24 

50-364 

P 

0212080094 

0212080006 

02/10/25 

FOIA 


B2 12080083 

8212080074 

82/12/01 

50-3 J 3 

F 

82 1 2000008 

8212000006 

02/10/25 

70- 1 43 


B2 12080091 

8212080009 

82/12/02 

50-3 I S 

F 

aa 12000092 

02 12000006 

02/10/25 

FOIA 


82 1 2080093 

821 2080006 

82/10/25 

70- 1 43 


B2 12080095 

8212080006 

02/10/25 

FOIA 


82 1 2080096 

0212000089 

02/12/02 

50-315 

F 

8212080099 

8212000006 

82/10/25 

70-1 43 



ACCESSION NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOC UMENT 

IB SUED 

CATEGORY 

0212080101 

82 1 2050006 

02/10/25 

FOIA 


€212080103 

8212080090 

82/11/10 

CONTRACT 


B2120G0 104 

0213080006 

62/ 10/25 

FOIA 


82120801 OS 

6212000006 

02/10/25 

70- I 43 


8212000108 

0212080100 

82/12/02 

50-259 

F 

9212080109 

6213000006 

62/10/25 

FOIA 


□212000111 

0212060006 

€2/10/25 

FOIA 


0212OBO1I2 

02120601 00 

02/12/02 

50-25? 

F 

8212030113 

8212000006 

82/10/25 

70-1 43 


0212090116 

0213030006 

82/10/25 

FOIA 


02 120801 17 

6213000006 

92/10/25 

70-143 


8212080126 

0212OSOQO6 

02/10/25 

FOIA 


6212080129 

B2I 3030006 

02/10/25 

70-143 


82 1 2080133 

8212000006 

02/10/23 

FOIA 


0212000137 

0212 080006 

02/10/25 

FOIA 


821208013? 

0213000006 

92/10/25 

FOIA 


0212000142 

0212 080006 

02/10/23 

FOIA 


8212000146 

B2I20B0006 

03/10/25 

FQ!A 


B21 2000 149 

9213000006 

92/10/25 

FOIA 


6212000154 

0212000006 

02/10/25 

70-143 


82120B0I61 

02 120B0006 

92/10/25 

FOIA 


0215000167 

8212000006 

63/10/23 

FOIA 


8212000174 

0212OBO169 

62/12/06 

50-409 

P 

0212080170 

8212000169 

62/ 12/06 

50-409 

P 

0212000100 

8212000179 

62/12/0 6 

50-523 

A 

8212080193 

B21 2000179 

92/12/06 

50-528 

A 

8212080200 

9212000194 

02/10/29 

50-107 

R 

0212000204 

0212080179 

92/12/06 

SO-520 

A 

8212000211 

0212000206 

82/13/03 

50-21? 

P 

8212080245 

8212000233 

02/12/06 

50-454 

0 

B212Q0O25O 

B2120B0228 

03/11/22 

90-409 

P 

0212030263 

0212080240 

02/11/33 

50-21? 

S 

8212000271 

0212 030261 

93/11 /30 

50-235 

Q 

0212000291 

B2I3 170369 

02/ 1 1 /30 

50-206 

Q 

0212000296 

8212080282 

02/11/12 

50-275 

0 

B2 12090301 

G2120B0293 

02/12/06 

50-440 

0 

8212000303 

0213000295 

02/11/29 

50-337 

8 

8212030311 

0212030297 

82/11/26 

50-247 

8 

6212000317 

0212000308 

62/11/30 

50-373 

9 

6212080323 

0212080314 

82/12/03 

50-277 

0 

B21 2O0O32B 

0312000320 

ea/u/2? 

50-307 

B 

8212000329 

0212000321 

02/12/03 

50-443 

Q 

8212000332 

6312000310 

82/12/01 

50-373 

a 

0212080342 

9312000333 

92/11/29 

50-307 

s 

8212000354 

0212000347 

92/12/03 

SO-219 

Q 

02 120 SOS 59 

8312000349 

82/11/24 

50-219 

9 

8212000364 

0312000356 

92/11/24 

50-272 

S 

0212090372 

8312000362 

82/ 1 J /30 

50-3B7 

S 

8212000376 

031208036? 

02/ 1 I /30 

50-367 

S 

□212000301 

0212090375 

62/ 1 1 /04 

30-249 

S 

B2120B03B6 

B2120803B2 

02/12/01 

50-387 

s 

B2 12080389 

0212080376 

02/13/03 

50-29 

p 

0212080395 

□212080369 

02/11/24 

50-219 

8 

B2 1200039? 

02 12000376 

82/ 1 2/03 

50-29 

P 

6212000402 

0212080393 

82/11/22 

50-346 

0 

0312000403 

6212000376 

02/12/03 

50-2? 

P 

6212080404 

6212080390 

62/11/30 

50-265 

s 

6212080406 

B212O0O394 

G2/I2/01 

50-333 

s 

0212000407 

6212000390 

82/11/22 

50-546 

0 

0312080410 

€21 20B0400 

02/11/29 

50-373 

s 

0312080413 

0212080412 

92/11/30 

50-373 

0 

031 20804 15 

9213000414 

82/12/03 

50-336 

s 

0312000429 

92(2000420 

02/11/30 

50-202 

s 

0212000440 

9212080419 

□2/11/26 

50-334 

0 

8212000443 

9212000434 

62/ 1 1 /24 

50-3 1 1 

s 

0212000440 

8212080441 

02/11/29 

90-317 

8 

0212080453 

S2I2O0O445 

92/12/03 

50-245 

B 

851208043? 

0212080449 

02/12/02 

30-213 

6 

0212000400 

8212090474 

02/ J 1 /23 

50-334 

P 

6212080464 

0212000474 

82/11/23 

30-334 

P 

0212080497 

8212080451 

02/11/26 

50-334 

9 

8212080503 

0212000494 

02/12/02 

50-454 

a 

0212000515 

0212080509 

62/11/22 

SO-I 55 

a 

6212000522 

8212000509 

62/11/22 

50-155 

Q 

0312050524 

6212060900 

62/11/30 

50-373 

8 

0212000525 

8212000511 

02/11/22 

30-219 

8 

6212080530 

0212000526 

82/11/26 

50-334 

S 

0212060532 

6212080527 

62/11/29 

50-443 

M 

6212060551 

8212000545 

92/ 1 1 /03 

50-443 

A 

9212030567 

8212060561 

□2/ 1 1 /22 

50-461 

G 
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ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED C AT EGOR V 

0212030569 6212030960 82/12/00 50-443 A 

0212030573 6212030561 32/11/22 50-461 Q 

8212080577 321 2030972 82/12/03 CONTRACT 

S212080S83 32 1203 0530 32/12/02 CONTRACT 

3212030597 6212030995 82/12/03 S0-3SB R 

9212080633 3212030630 92/12/02 50-546 F 

0212080637 3212030630 82/12/02 50-546 F 

8212080649 6212030643 92/11/23 50-346 F 

8212080652 6212080643 82/11/23 50-346 F 

0212080664 8212060662 82/11/24 50-373 P 

8212080669 6212080662 82/11/24 50-373 P 

0212080670 82120B0662 82/11/24 50-373 P 

3212030671 3212060654 62/ 11/30 70-690 

6212080673 8212080662 62/11/24 50-373 P 

6212060684 3212080672 62/12/03 50-322 H 

6212000699 8212030672 82/12/03 50-322 H 

B2120G0695 6212080654 02/11/30 70-698 

0212090009 8212230020 02/12/09 50-209 P 

0212090010 3212090003 82/11/30 50-263 P 

021209001 I 3212090009 02/12/01 50-263 P 

021209001 2 8212090008 62/11/30 50-263 P 

0212090023 0212090000 02/11/30 50-263 P 

0212090026 8212090000 62/11/30 50-263 P 

8212090023 8212090027 B2/ 12/02 50-350 F 

6212090031 8212090027 82/12/02 50-35B F 

0212090033 6212090030 02/12/03 50-335 P 

621 209003 4 3212090027 62/12/02 50-3 5B F 

0212090035 6212090030 02/12/03 50-335 P 

6212090036 32 1 2090032 62/ J 1 /30 50-3 i 7 P 

0212090037 8212090030 02/12/03 50-335 P 

0212090043 6212090040 82/12/03 50-346 P 

0212090052 3212090040 B2/ 1 0/20 FQ I A 

3212090053 6212090050 32/11/30 50-310 P 

Q2 I 2090056 8212090055 62/11/30 50-510 A 

6212090059 3212090055 82/11/30 50-510 A 

B2I2090059 6212090057 02/12/03 50-202 p 

3212090064 8212090063 62/ 12/0! 50-330 S 

8212090063 8212090048 32/10/20 FO t A 

8212090069 8212090066 B2/ 1 3/03 50-329 A 

8212090071 0212O9OO6B 82/12/06 70-1359 

B212090072 3212090067 82/12/01 50-339 B 

8212090079 8212090074 82/12/02 50-416 S 

0212090001 3212090078 82/12/01 50-416 B 

8212090038 3212090003 82/12/03 50-259 P 

B212090091 6212090086 02/ JJ /30 50-200 S 

8212090092 62 12090030 82/12/06 50-239 0 

8212090096 3212090094 82/12/03 50-35B K 

S21 2090090 6212090006 82/11/30 50-200 S 

8212090105 6212090] 00 82/12/01 50-305 B 

0212090107 3212090102 82/11/29 50-339 3 

B212090I08 B2 1 2090000 82/12/06 50-259 0 

8212090113 3212090110 82/12/01 50-416 S 

82120901 1 5 3212090112 02/11/30 30-330 S 

0212090116 3212090109 82/11/30 50-259 S 

8212090124 3212090060 82/12/06 50-259 Q 

8232090126 6212090131 82/11/30 50-366 B 

0212090123 3212090120 82/11/30 50-261 S 

02 12090 I 34 3212090130 02/12/03 50-261 8 

0212090136 62 1 2090131 82/12/01 50-416 S 

6212090137 B212090130 02/12/03 30-281 S 

8212090109 6212090133 82/12/03 50-325 S 

8212090144 3212090130 02/12/03 50-281 6 

821209014 5 32 1 2090 140 82/11/30 50-321 8 

021 2090 1 49 6212090142 82/11/23 50-366 B 

0212090152 32 1 20901 47 82/12/03 50-325 S 

6212090153 8212070143 02/11/30 50-260 S 

0212090155 8212090140 82/11/30 TGPREP 

02120901 SB 8212090151 82/12/02 SO-416 S 

8212090164 8212090159 82/ 12/02 50-416 S 

8212090169 9212090166 02/12/06 50-280 G 

6212090173 0212090167 92/11/29 50-325 S 

82120901 75 8212090166 02/12/06 50-280 G 

8212090173 8212090174 02/12/02 50-320 S 

8212090180 8212090166 92/12/06 50-290 Q 

8212090164 8212090177 82/12/01 50-416 5 

B212090195 0212090166 92/12/06 50-280 O 

B2 12090 196 0212070183 92/10/26 50-400 O 

8212090189 0212090181 02/10/29 50-269 O 

8212090192 0212090187 82/ 11/19 50-369 Q 

92 1 2090 193 6212090190 82/12/03 30-366 3 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE DOCUMENT ISSUED CATEGORY 


8212090194 

8212090108 

82/12/06 

50-329 

T 

0212090195 

B21 20901 91 

82/12/02 

50-416 

S 

0212090197 

8212090107 

82/11/19 

50-369 

0 

0212090198 

8212090107 

82/11/19 

50-369 

0 

0212090201 

3212090196 

82/12/07 

50-440 

0 

02 12090204 

0212090107 

82/11/19 

50-369 

0 

0212090206 

0212090196 

02/12/07 

50-440 

0 

0212090207 

0212090202 

02/11/30 

50-321 

s 

0212090209 

0212070040 

02/10/20 

FOTA 


0212090210 

0212090040 

02/10/20 

FGIA 


0212090213 

0212090211 

02/11/19 

50-389 

0 

8212090217 

0212090215 

02/11/19 

50-200 

0 

821209021 0 

0212090215 

02/11/19 

50-280 

0 

0212090219 

0212090216 

02/11/23 

50-321 

s 

0212090220 

0212090215 

02/11/19 

50-200 

0 

0212090223 

0212090215 

02/11/19 

50-200 

0 

02 12090224 

8212090048 

82/ 1 0/20 

FOIA 


8212090225 

8212090221 

02/12/01 

50-207 

s 

0212090226 

8212090215 

82/11/19 

50-200 

0 

0212090230 

8212090040 

82/10/20 

FOIA 


B2 12090234 

9212090213 

02/11/19 

50-200 

<1 

0712090236 

8212090231 

02/12/00 

50-454 

<3 

0212090237 

8212090229 

82/11/10 

50-400 

0 

0212090239 

8212090232 

82/11/10 

50-413 

0 

0212090240 

8212090235 

82/11/03 

State Prog 

0212090244 

8212090229 

82/11/10 

50-400 

0 

0212090245 

8212090227 

82/ 1 1 /03 

50-424 

0 

0212090246 

B2 12090232 

82/11/10 

50-413 

0 

0212090249 

0212090229 

02/11/10 

50-400 

a 

0212090251 

0212090232 

02/11/10 

50-413 

0 

0212090253 

0212070243 

B2/ 12/02 

50-395 

s 

0212090254 

0212090247 

02/11/23 

50-366 

s 

8212090256 

0212090229 

02/11/10 

50-400 

0 

0212090250 

0212090248 

02/11/02 

50-424 

a 

8212090261 

0212090232 

02/1 1/18 

50-413 

0 

62 12090265 

0212090552 

02/11/02 

70-924 


0212090270 

0212090264 

02/ I 1 /Q4 

70-1113 


0212090271 

0212090262 

02/11/17 

50-370 

a 

0212090274 

8212090263 

02/11/16 

70-1201 


0212090275 

8212090260 

92/10/26 

50-309 

Q 

0212090277 

8212090267 

62/ 10/26 

50-200 

0 

0212090270 

8212090269 

82/12/01 

70-11 SI 


0212090286 

8212090276 

82/11/10 

30-200 

Q 

8212090287 

B21 2090272 

82/12/01 

50-339 

s 

8212090200 

0212090281 

02/11/16 

50-261 

a 

8212090209 

0212090273 

82/11/16 

50-324 

Q 

B21 2090290 

0212090282 

02/12/01 

50-416 

a 

3212090291 

0212090280 

02/12/03 

50-259 

5 

B212090293 

0212090204 

02/ I 1 /30 

50-209 

P 

0212090294 

0212090292 

02/11/16 

70-824 


0212090297 

8212090204 

82/ 1 1 /30 

50-209 

P 

02 12090290 

8212090303 

82/11/03 

30-200 

Q 

0212090299 

8212090273 

82/11/16 

50-324 

G 

0212090300 

0212090276 

82/11/10 

50-200 

G 

0212090303 

B2 12090282 

82/12/01 

50-416 

G 

0212090304 

B2 12 090276 

82/11/10 

50-280 

G 

8212090306 

0212090285 

02/ 1 1 /03 

50-280 

G 

0212090308 

8212090302 

02/11/02 

50-335 

G 

8212090309 

0212090273 

02/11/16 

50-324 

G 

8212090310 

0212090282 

02/12/01 

50-416 

G 

62 12090312 

0212090295 

02/12/01 

50-364 

3 

8212090313 

0212090276 

82/ 11 /IB 

50-200 

G 

8212090316 

0212090202 

82/12/01 

50-416 

G 

8212090310 

8212090314 

82/ I 2/03 

50-324 

3 

0212090319 

8212090315 

82/ 1 1 /OS 

State Pr 

og 

0212090320 

8212090202 

82/12/01 

50-416 

G 

0212090321 

0212090273 

82/11/16 

50-324 

0 

021 2090324 

0212090317 

82/11/19 

50-413 

a 

0212090328 

0212090322 

82/12/06 

50-331 

p 

0212090332 

0212090282 

82/12/01 

50-4 1 6 

G 

0212090335 

02 12 090329 

82/11/30 

50-366 

3 

8212090336 

0212090331 

82/ 1 1 /02 

30-389 

G 

82 120 9033 B 

8212090325 

82/12/03 

50-054 

G 

0212090340 

0212070333 

02/11/02 

70-1201 


8212090341 

0212090330 

02/11/23 

50-321 

5 

0212090344 

0212090326 

02/12/01 

50-4 1 6 

3 

0212090347 

8212090334 

02/11/29 

50-390 

G 

8212090351 

0212090345 

82/11/03 

50-261 

0 

8212090352 

8212090343 

82/12/03 

50-263 

Q 

8212090355 

0212090340 

02/10/27 

SO -4 00 

0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 
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0312090360 

0212090353 

02/ 1 1 /03 

50-389 

0 

8212090364 

8212090357 

82/10/20 

50-417 

Q 

82I209036S 

0212090354 

02/ 1 1 /30 

50-327 

Q 

0212090369 

0212090361 

02/12/03 

50-259 

S 

8212090370 

8212090394 

82/11/30 

50-327 

0 

0212090371 

0212090356 

82/12/02 

50-250 

S 

0212090372 

S212090366 

02/12/03 

50-395 

S 

8212090370 

8212090354 

02/11/30 

50-327 

Q 

82120903B0 

0212090373 

82/11/04 

50-369 

0 

02 i 20903S2 

8212090377 

02/12/06 

50-498 

K 

92L20903B4 

0212090354 

62/11/30 

50-327 

G 

0212090300 

8212090301 

02/11/23 

50-366 

B 

3212090391 

0212090386 

82/11/23 

50-366 

S 

S2 12090393 

0212070385 

02/11/17 

70-143 


8212090396 

8212090307 

82/12/03 

50-1 55 

0 

0212090399 

82 12090309 

02/11/30 

50-366 

S 

021209040? 

0212090400 

82/11/01 

50-390 

Q 

8212090410 

0212090403 

82/ 12/01 

50-335 

S 

021209041 J 

8212090404 

02/11/09 

50-399 

G 

0212090413 

0212090402 

02/11/26 

70-143 


8212090416 

0212090408 

82/11/30 

70-143 


BPJ 2090421 

8212090414 

02/11/01 

50-416 

Q 

aa 12090427 

8212090414 

02/11/01 

50-4 J 6 

0 

8212090438 

0212090422 

82/12/01 

50-395 

S 

8212090439 

0212090430 

02/11/19 

70-2 7 


9212090440 

8212090433 

02/12/03 

50-409 

0 

0312090444 

0212090390 

82/ 1 1 /OB 

50-395 

a 

821 2090443 

0212090428 

02/11 / 1 7 

70- 1 151 


0912090446 

8212090437 

02/11/30 

50-366 

s 

8212090451 

0212090447 

92/ 1 1 /05 

50-332 

o 

3212090454 

821209039B 

02/11/00 

50-395 

0 

8212090460 

0212090449 

02/12/02 

50-395 

s 

3212090461 

0212090456 

02/11/12 

50-259 

0 

3212090463 

8212090453 

92/12/03 

50-325 

s 

8212090465 

0212090459 

02/11/15 

50-413 

Q 

0212090467 

0212090456 

82/11/12 

50-2 59 

0 

£3212090471 

0212090436 

82/11/12 

50-2 59 

a 

0212090476 

8212090470 

02/11/05 

State Preg 

02 12090479 

0212090456 

02/11/12 

50-2 59 

Q 

0212090401 

0212090470 

02/11/05 

State Prog 

8212090405 

821209047B 

82/11/12 

50-330 

Q 

0212090489 

0212090477 

82/11/22 

70-024 


0212090491 

8212090478 

02/11/12 

50-33B 

a 

0212090493 

0212090406 

82/ J 1 /02 

50-327 

0 

Q2 12090496 

0212090470 

02/11/12 

30-330 

0 

8212090499 

8212090477 

82/11/22 

70-824 


8212090500 

0212070470 

82/11/12 

50-250 

Q 

Q 212090503 

8212090487 

02/11/16 

50-250 

G 

8212090504 

0212090497 

02/M/O3 

50-390 

0 

8212090505 

0212090478 

02/il/ia 

50-338 

0 

82120 90500 

0212090501 

82/ 12/03 

50-289 

P 

9212090510 

0212090487 

02/11/16 

50-230 

0 

8212090516 

8212090509 

02/11/29 

50-395 

a 

9212090517 

0212090307 

02/11/12 

70-143 


9212090518 

8212090487 

02/11/16 

50-250 

0 

8212090519 

021209051 1 

82/11/17 

50-340 

a 

0212090521 

B2120905J 5 

02/11/09 

50-330 

a 

8212090524 

0212090407 

82/1J/16 

50-250 

G 

8212090526 

0212090520 

02/12/01 

50-334 

p 

8212090530 

8212090509 

02/11/2? 

50-395 

0 

B2 13090534 

0212090509 

02/11/29 

50-395 

G 

8212090336 

8212090528 

02/11/12 

50-430 

a 

0212090537 

8212090531 

02/11/02 

50-335 

a 

B21 2090539 

0212090527 

02/12/01 

50-330 

s 

821209053? 

8212090533 

02/11/12 

70-143 


821 2090540 

8212090529 

02/10/29 

50-250 

a 

0212090542 

0212090535 

02/11/29 

50-335 

s 

8212090545 

8212090509 

02/11/29 

50-395 

a 

0212090549 

0212090544 

82/11/29 

50-335 

G 

3213090350 

0212090543 

82/ 1 1 /29 

50-325 

S 

8213090552 

8212090546 

02/12/03 

50-523 

0 

B2 12090554 

8212090544 

02/11/29 

50-335 

0 

3213090555 

0212090547 

82/11/17 

70-1 151 


8213090556 

0212090551 

02/J2/O1 

50-320 

9 

8212090558 

8212090544 

02/ 1 1 /29 

50-335 

0 

8213090539 

0212090553 

02/11/17 

50-335 

a 

0212090560 

0212090544 

02/11/29 

50-335 

0 

8213090561 

8212090553 

02/11/17 

50-335 

a 

0212090562 

0212090544 

02/11/29 

50-335 

a 

8212090563 

0212090533 

82/1J/I7 

50-339 

a 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY* 

8212090564 

82 1 2090553 

83/11/17 

50-335 

G 

0212100005 

02 12 100003 

82/12/06 

QA999 


0212100010 

8212100007 

02/11/24 

50-317 

G 

92t21GOOL3 

8212100007 

82/11/24 

50-317 

G 

021210001? 

0212100016 

82/11/24 

50-263 

a 

8212100023 

0212100016 

82/ 1 1 /24 

50-263 

0 

8212100041 

0212 100038 

02/12/06 

50-334 

0 

8212100045 

8212100042 

82/12/07 

50-329 

u 

□212100055 

8212100051 

02/11/18 

FOIA 


0212100056 

0212100040 

82/12/09 

50-329 

T 

0212100062 

0212 100057 

□2/ 11/30 

71-206 


831 S 100064 

8212100059 

02/ 11/26 

30-307 

a 

0312100069 

8212100066 

02/11/30 

71-370 


8212100077 

0212100040 

32/12/08 

50-329 

T 

B2L31G0Q79 

0212100075 

82/12/07 

SO -270 

P 

B21ZIQ0091 

6212100073 

32/11/24 

50-219 

G 

0212100035 

8212100082 

82/12/06 

30-324 

P 

0212100004 

0212 100004 

82/11/01 

FOIA 


921 Pi 00089 

0312100064 

92/1 1 SOL 

FATA 


0212100101 

□212 100094 

02/ 1 J /30 

50-395 

P 

0212100106 

0252100094 

02/ t 1 /30 

50-395 

P 

8212100109 

0212100105 

82/1 1 /10 

50-443 

A 

82121 00110 

8212 J 00094 

92/11/30 

50-395 

P 

0212100112 

0212100105 

02/ II /IS 

50-443 

A 

021 21 00 111 

0212100105 

02/11 /|0 

30-443 

E 

F2J21O0J2I 

S21210D31 1 

as/ u /is 

70-143 


□212100128 

92 1 2 IO0 1 J l 

62/ 1 1/12 

70-143 


8212100133 

0212(00124 

Q2/12/03 

CONTRACT 


821 21 0D133 

8212100111 

93/11/12 

FOIA 


021 2 J 001 42 

0212100111 

02/11/12 

FOIA 


021.2100144 

Q212100141 

82/11/23 

50-309 

0 

0212100147 

6212100111 

02/11/12 

FOIA 


£21210014? 

0212100141 

GS/tt/23 

30-305 

G 

0212100135 

021210011 1 

02/11/12 

FOIA 


02121001 33 

02 1 2 1001 1 1 

82/11/12 

FOIA 


0312100162 

6212100154 

92/11/29 

CONTRACT 


021210 D164 

B2121QDH1 

82m/13 

FOIA 


9212100160 

021210011 l 

82/11/12 

FOIA 


0212100172 

S212100167 

82/11/2? 

CONTRACT 


0212100179 

9212100053 

02/11/09 

FOIA 


6212100100 

9212 100170 

02/12/02 

70-1334 


B3lPH>atBS 

5212100m 

92/H/L2 

FOIA 


0212100(89 

9212100111 

02/11/12 

FOIA 


0212100200 

9212100193 

02/ 1 j /#4 

50-367 

0 

0212 J 00203 

0212100190 

82/ 1 1 /24 

50-341 

0 

021210021 1 

B212 100208 

92/12/03 

50-301 

5 

0212100212 

0212100197 

02/11/24 

50-298 

0 

0212100213 

B25210D197 

82/11/24 

50-290 

0 

02121 00216 

0212100215 

82/ 3 J /24 

90-237 

8 

0212100220 

021210021? 

02/ 1 2/03 

50-250 

8 

□212100222 

0212100231 

82/12/07 

50-266 

Q 

8212100223 

82 12 1 0022 J 

02/12/07 

30-266 

0 

0212100225 

8212100234 

02/12/03 

30-266 

S 

0212100230 

8212100236 

02/11/24 

90-46 J 

Q 

0212100233 

0212100238 

82/11/09 

50-205 

Q 

0812100235 

0212100239 

82/ 12/02 

50-346 

B 

82121002^9 

9212100234 

02/11/26 

50-493 

a 

821210023? 

021 2 100206 

02/12/02 

50-4 5B 

0 

G21 2 100240 

0212100236 

82/11/24 

50-461 

0 

8212100242 

0212100234 

82/11/26 

90-483 

G 

8212100244 

0212(00227 

02/12/07 

50-205 

G 

821210024? 

0212100245 

82/12/02 

70-2072 


0212100230 

0212100241 

82/12/06 

50-324 

R 

0P12IGO237 

8212100255 

82/11/26 

50-346 

0 

0212100259 

8212(00251 

82/12/03 

50-315 

3 

8212100263 

0212100259 

82/11/26 

50-346 

0 

63131 00271 

9212100265 

02/11/24 

50-29B 

a 

8212JO0275 

92I3JOOZ72 

02/ IB/02 

50-373 

s 

02I2J 00279 

0212100264 

02/ J J /GO 

50-366 

5 

8212 100204 

0212100278 

82/11/24 

50-331 

P 

B2121 00206 

0312100282 

B2/ 1 1 /30 

50-366 

8 

8212100287 

0212100291 

02 / 12/03 

50-346 

6 

0212100300 

0212100290 

82/12/06 

50-315 

P 

8212 100302 

0212100296 

82/ 1 1 /23 

90-454 

0 

0212100303 

8212100295 

02/12/01 

50-331 

a 

0212100306 

8212100297 

02/12/07 

50-416 

s 

8212100300 

0212100296 

02/ 1 1 /23 

90-454 

Q 

821210030? 

0212100304 

82/12/02 

50- J 55 

B 

8212-1 00314 

0212 100311 

82/ J 1/30 

50-366 

8 

82121 003J 7 

0212100313 

02/12/02 

30-2 55 

B 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 
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OOC UMENT 
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6212100319 

0212100312 

02/12/01 

50-237 

S 

6215100327 

8212 100322 

82/12/03 

50-315 

8 

62121 00330 

0212100324 

82/12/07 

50-454 

O 

621 2100333 

8212100325 

82/12/02 

50-346 

5 

621 2100333 

021210032? 

82/11/23 

50-461 

a 

65121 00335 

9212100323 

92/ 1 2/0 1 

50-265 

s 

6512100339 

8212100329 

82/11/23 

50-461 

Q 

S5 12100349 

8212100343 

B2/II/15 

WASTE MOT 

83121 00366 

8212100361 

02/12/03 

50-373 

P 

62 121 00369 

8212100362 

62/11/10 

FOIA 


8212100372 

0212100361 

92/13/03 

50-373 

P 

0212100383 

8212100381 

82/11/16 

FOIA 


83 121 00385 

8212100380 

02/12/07 

50-313 

F 

62 121 00394 

8212100380 

02/12/07 

50-313 

F 

8212100390 

0212100395 

02/11/15 

FOIA 


B2 12100406 

0213100399 

82/12/07 

50-344 

F 

6212100407 

0212100403 

82/11/09 

40-9768 


B2 121 00410 

82(2100403 

82/11/09 

40-9760 


8212100411 

02121 00399 

82/12/07 

50-34*1 

F 

8212100453 

9212100414 

92/ 11/30 

50-346 

P 

B21 21004 74 

0212100414 

02/11/30 

50-346 

P 

02121 004 BJ 

02121 004 J 4 

32/11/30 

50-346 

P 

0212130026 

&2I21300J7 

82/12/07 

50-10 

F 

8212130036 

8212130033 

82/U/30 

50-508 

K 

0212130041 

8212 1 300 J 7 

02/12/07 

30-10 

F 

8212 130060 

6212130059 

02/12/06 

50-320 

P 

8212130061 

8212130055 

02/11/23 

71-9151 


8212130067 

8212130062 

82/11/05 

70-27 


0212130071 

8212130062 

82/ 1 I /OS 

70-27 


0212130074 

8212130068 

02/11/30 

71-434 


0212130084 

8212130001 

B2/ 12/07 

50-333 

R 

8212130095 

0212130092 

82/11/29 

50-30? 

P 

8212130099 

0212130092 

82/ 1 1/29 

50-309 

P 

82 121 30 1 02 

8212130092 

62/ 11/29 

50-30? 

P 

0212130117 

82 1 2 1301 I 1 

82/11/23 

50-346 

P 

8212130121 

6212130111 

02/ t 1 /23 

50-346 

P 

8212130124 

62 1 21301 1 1 

82/ 1 1 /23 

50-346 

P 

0212130129 

6212130122 

02/11/17 

71-6495 


0212130137 

6212130132 

82/12/03 

50-346 

F 

62121 30136 

6212130122 

92/11/17 

71-6495 


0212130144 

8212130132 

82/12/03 

50-346 

F 

8212130153 

8212130149 

B2/ 12/03 

30-295 

F 

8212130156 

8212130149 

62/ 1 2/03 

30-293 

F 

0212130160 

8212130155 

02/12/01 

CONTRACT 


0212130162 

B2 121 301 61 

02/ J 2/07 

50-361 

P 

0212130164 

0212130161 

92/12/07 

30-361 

P 

9212130168 

0212130161 

92/12/07 

30-361 

P 

0212J 30171 

8212130169 

02/ 1 1 /26 

50-275 

G 

8212130177 

8212130175 

02/12/06 

50-373 

R 

8212130162 

0212130178 

92/41/03 

CONTRACT 


0212130185 

B2 12 130 101 

02/ 12/07 

50-400 

A 

0212130193 

8212130188 

92/12/0? 

50-362 

P 

021 2 i 30 L 98 

6212(30 1 66 

92/ l 2/09 

50-362 

P 

0212130202 

6212(30 1 96 

02/42/01 

50-254 

H 

0212130209 

B21 2 130207 

02/11/29 

50-52B 

a 

8213130215 

8212130207 

02/11/29 

50-528 

G 

8212130220 

0212 130217 

82/12/01 

TQPREP 


8212130227 

8212J30223 

02/12/06 

50-29 

P 

821213022? 

0212130224 

62/12/09 

50-255 

P 

8212130236 

6212130231 

82/12/03 

50-295 

P 

B 21 2130240 

8212 1 30230 

82/12/06 

50-1 B2 

P 

8212130245 

8212 130242 

82/12/07 

50-334 

P 

8212130246 

8212130241 

62/13/03 

50-440 

0 

8212130240 

8212 130243 

62/12/06 

50-334 

P 

8213130250 

8212130247 

62/13/06 

50-255 

R 

6212130254 

0212130252 

82/12/10 

30-247 

G 

8212130264 

0212130243 

82/12/06 

50-334 

P 

B21 2130265 

8212 J 30263 

82/11/29 

50-362 

Q 

8312130270 

8212130269 

02/11/24 

50-27 

a 

8212130287 

8212130265 

62/12/03 

70-2957 


02121 30209 

0212130281 

82/12/06 

50-275 

p 

6212130293 

0212130281 

03/12/06 

50-275 

p 

B21 21 30294 

0212130291 

02/11/24 

30-1 07 

g 

B2 12130298 

8212130291 

82/11/24 

50-187 

0 

8212130302 

0212130296 

82/12/10 

TOPREP 


0212130305 

6212130281 

82/12/06 

30-275 

p 

0212130317 

621 2 130313 

82/ 1 2/09 

50-261 

a 

0212130333 

0212130329 

82/12/09 

50-206 

G 

8212130342 

6212130336 

82/ 12/07 

50-298 

F 

8212130346 

6212130336 

02/13/07 

50-290 

F 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 
DOC UMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

0212130353 

0212130352 

02/12/07 

50-206 

F 

0212130357 

0212130352 

02/12/07 

50-206 

F 

0212130359 

0212130358 

02/12/07 

50-352 

0 

0212130361 

0212130358 

02/12/07 

50-352 

G 

8212130367 

02 12130366 

02/12/06 

50-344 

P 

8212130369 

8212130366 

02/12/06 

50-344 

P 

8212130370 

8212130366 

02/12/06 

50-344 

P 

8212130372 

8212130366 

02/12/06 

50-344 

P 

B212130427 

8212130424 

02/ 1 1 /09 

70-2926 


8212140015 

8212140001 

92/ 1 1 /03 

FOIA 


0212140022 

0212140001 

82/11/03 

FOIA 


B2121 40031 

8212140029 

82/12/07 

50-220 

R 

□212140051 

8212140040 

82/12/09 

50-302 

R 

0212140060 

8212140033 

82/ 1 1 /24 

50-272 

5 

0212140061 

0212140055 

02/12/09 

50-295 

R 

8212140070 

0212140064 

02/12/09 

50-286 

R 

8212140072 

0212140068 

02/12/06 

50-373 

P 

0212140082 

0212140076 

02/11/24 

50-272 

8 

8212140034 

0212140074 

82/11/29 

50-213 

G 

8212140005 

8212140079 

02/ 1 1 /24 

50-3 1 1 

S 

0212140095 

9212140067 

82/12/06 

50-373 

a 

0212140105 

0212140090 

02/J1/3O 

50-271 

G 

B212140107 

0212140099 

82/J1/24 

50-311 

s 

0212140113 

8212140090 

82/11/30 

50-271 

G 

0212140120 

0212140112 

02/12/01 

50-10 

R 

0212140123 

0212140115 

02/12/07 

50-366 

S 

8212140128 

0212140119 

02/12/06 

50-373 

S 

8212140131 

0212140125 

02/12/02 

50-317 

s 

0212140133 

0212140124 

02/12/06 

50-272 

a 

821214013a 

6212140135 

02/12/03 

50-307 

9 

8212140140 

8212140137 

92/11/29 

50-247 

Q 

8212140147 

8212 1 40142 

82/12/03 

50-331 

5 

82121 401 49 

8212140001 

82/ 1 1 /03 

50-29 

P 

0212140154 

8212140150 

82/11/30 

50-334 

Q 

0212140159 

0212140153 

82/12/06 

S0-323 

8 

0213140160 

0212140150 

02/11/30 

50-334 

Q 

0212140161 

0212140001 

02/11/03 

FOIA 


□212140165 

0212140156 

02/12/06 

50-316 

S 

0212140176 

0212 1 401 71 

02/12/03 

50-369 

s 

0212140177 

0212140169 

02/12/0 2 

50-2(9 

s 

8212140107 

8212140184 

02/12/03 

50-29 

B 

0212140109 

0212140102 

92/12/01 

30-387 

S 

8212140191 

0212140174 

82/ 1 1 /2A 

50-334 

3 

82J2J 40201 

8212140194 

02/12/09 

50-509 

C 

S212J 40202 

8212140196 

02/12/06 

50-325 

S 

0212140207 

8212140190 

82/12/00 

30-329 

s 

0212140221 

8212140208 

82/12/09 

30-2*15 

Q 

0212140231 

0212140224 

82/12/09 

50-373 

Q 

0212140236 

8212140225 

82/12/09 

50-333 

Q 

□2131 40230 

8212140232 

82/12/06 

50-97 

R 

0212140239 

8212140228 

02/12/02 

50-2B9 

S 

9212140247 

8212 140241 

82/12/07 

30-327 

s 

0212140248 

8212140251 

02/ 1 1 /30 

70-2095 


0212140256 

8212140253 

82/12/0? 

50-329 

A 

0212140257 

8212140255 

02/12/06 

50-324 

P 

8212140260 

0212140259 

82/12/09 

50-29 

P 

0212140261 

0212140258 

02/12/03 

50-397 

9 

8212140270 

0212140265 

02/11/30 

50-361 

S 

8212140271 

0212140269 

02/11/30 

50-321 

S 

S212J 40272 

0212140265 

82/11/30 

50-361 

S 

02 J 21 40277 

8212140276 

82/12/08 

50-275 

P 

0212140205 

0212140201 

82/12/10 

50-275 

« 

0212140292 

0212140209 

02/12/07 

50-373 

Q 

8212140312 

8212140263 

82/ 1 2/08 

90-413 

A 

821214031 5 

021214031 1 

82/ 1 1 /30 

50-320 

0 

0212140318 

8212140263 

02/12/08 

50-413 

A 

8212140319 

0212140311 

82/ I 1 /30 

50-320 

0 

0212140325 

8212140268 

02/12/03 

50-307 

5 

0212140327 

8212140321 

92/12/08 

50-295 

0 

0212140329 

0212140326 

02/11/23 

50-373 

a 

8212140337 

0212 140322 

82/11/29 

50-423 

Q 

0212140330 

0212140332 

82/12/03 

50-33! 

S 

8212140340 

0212140335 

82/ 1 I /30 

50-358 

A 

8212140342 

0212140335 

82/ 1 1 /30 

50-398 

A 

8212140355 

0212140346 

82/11/30 

50-344 

8 

0212140356 

8212140351 

82/12/07 

50-312 

P 

82121 40357 

8212140344 

02/12/06 

50-263 

S 

0212140363 

8212140351 

02/12/07 

50-312 

P 

8212140367 

8212140361 

82/12/09 

50-329 

A 

8212140368 

0212140360 

82/ 1 2/02 

50-206 

3 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUB JECT 


ENCLOSURE 

document 

ISSUED 

CATEGORY 

E2 1PI 40380 

8212140374 

82/12/07 

50-537 

A 

0312140303 

8312 140301 

82/12/10 

50-498 

C 

021P14O30B 

6212140374 

82/12/07 

50-537 

A 

3212140393 

B2121403B4 

02/12/10 

50-247 

0 

021 21 40399 

6212140396 

02/12/09 

SO-1 51 

Q 

021 21 40400 

8212140304 

02/12/10 

50-247 

0 

0312140405 

93 121 40390 

82/12/01 

50-361 

S 

0212140406 

0212140397 

02/12/07 

50-220 

Q 

32121 40400 

0212140404 

02/12/00 

50-244 

P 

□212140413 

8212140404 

02/12/09 

50-244 

P 

B? 1 2 1 404 14 

8212140396 

82/ 12/09 

50-151 

a 

3?10J 40417 

8212140410 

02/12/08 

50-409 

a 

3^1 2 i 40420 

8212H0404 

02/12/08 

50-244 

p 

02121 40427 

0212140424 

82/12/07 

50-412 

0 

0212140429 

0212 140421 

02/11/30 

50-366 

s 

02121 40434 

8212140425 

02/11/30 

50-369 

9 

02121 40436 

8212140433 

82/11/30 

50-366 

S 

0212140437 

0212140426 

82/12/09 

90-443 

0 

0212140442 

0212140435 

02/11/24 

50-309 

F 

0212140444 

6212140440 

02/12/08 

50-259 

S 

8212140446 

8212140439 

02/12/10 

50-247 

o 

32121 40440 

0212140379 

02/12/07 

50-271 

p 

82121 40453 

9212140435 

82/11/24 

50-309 

F 

82121 404B6 

0212140470 

82/1 J/23 

50-259 

H 

3212 140492 

0212140490 

02/ 1 1 /29 

50-410 

a 

02121 40495 

8212140490 

82/11/29 

50-410 

a 

3212140497 

92 12140494 

62/11/23 

50-387 

p 

32121 40510 

0212140501 

82/11/11 

PRO J 


02121 40517 

0212140513 

62/11/19 

71-4909 


02131 50005 

0212150003 

82/12/13 

toprep 


B2121 5001 1 

8212150007 

92/12/07 

50-321 

s 

82121 50013 

0212150000 

B2/ 12/09 

S0-247 

T 

82101 5001Q 

0212 150014 

02/12/07 

50-321 

S 

3212150019 

0212150015 

02/11/23 

30-409 

a 

6212150025 

0212150020 

02/12/02 

50-334 

6 

32 1 21 50027 

0212150023 

82/11/29 

50-247 

B 

3212150034 

8212 150020 

02/ 12/OB 

50-33B 

S 

8212150037 

8212150031 

02/12/07 

30-321 

9 

3P1 21 50044 

0212150030 

82/12/01 

50-320 

5 

08121 50047 

0212150042 

82/12/09 

50-302 

F 

02181 50049 

8212150040 

02/12/09 

30-1 12 

Q 

62 121 50050 

8212190042 

02/12/09 

30-3B2 

F 

6212150053 

8212150048 

02/12/00 

50-336 

P 

62121 50053 

8212150046 

S2/I2/I0 

50-302 

S 

62121 50062 

0212150050 

82/12/13 

50-277 

P 

S21 21 50064 

8212150060 

82/12/10 

50-302 

S 

32121 30069 

8212150066 

02/12/10 

50-259 

S 

631 2J 50072 

8212150070 

82/12/09 

50-331 

P 

02121 50076 

8212150071 

02/12/09 

50-296 

8 

63121 50070 

8212150075 

02/12/02 

50-334 

6 

B8121S0081 

8212150077 

62/12/08 

90-395 

9 

62121 50084 

0212150000 

82/12/01 

50-247 

S 

03121 50007 

8212 150067 

82/12/09 

30-201 

8 

021 2 1 50091 

62131 50089 

82/12/00 

50-395 

S 

0PI2J 50096 

8212150094 

82/12/08 

50-339 

S 

0212150100 

0212150097 

82/12/09 

50-395 

B 

82121 50102 

8212150099 

02/12/07 

50-302 

S 

6212150104 

6212150101 

02/12/10 

50-260 

8 

621 2 J 501 OS 

0212150105 

82/12/07 

50-302 

S 

02J8J 50111 

02 1 ? 1 SOI 07 

82/12/09 

50-296 

Q 

8212150113 

8212150110 

82/12/10 

50-289 

P 

8212150114 

8212150112 

02/12/00 

50-325 

S 

821 21 50 122 

8212150117 

02/12/09 

50-399 

9 

8212150136 

0212150121 

82/12/10 

50-333 

a 

□2121 SOI 34 

8212150129 

02/12/07 

50-389 

A 

0312150137 

8212150131 

82/12/14 

50-382 

0 

821 21 50140 

0212150131 

02/12/14 

50-382 

G 

□2121 50143 

0212150128 

82/12/00 

50-245 

P 

6312150143 

6212150136 

82/12/13 

70-143 


0212130140 

8212150131 

02/12/14 

50-382 

0 

82 1 21 50(53 

8212150131 

02/12/14 

50-382 

0 

6312130158 

0212150156 

82/12/09 

50-335 

S 

0212130160 

0212150135 

62/12/06 

- 50-29 

8 

8312130163 

8212150159 

02/12/02 

50-309 

0 

83121 50169 

9212150139 

02/12/02 

50-309 

Q 

03-12 J S0170 

6212130164 

82/12/13 

50-275 

P 

82121 50171 

0212150166 

92/12/10 

50-445 

H 

62121 30176 

8212150174 

82/12/09 

50-271 

R 

62121 30103 

8212190100 

02/12/03 

50-25 O 

K 

BPI21 50107 

8212150101 

02/12/07 

SO -2 7 7 

F 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

sun JECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0212150193 

8212130101 

82/12/07 

50-277 

F 

0212150200 

8212150195 

02/12/10 

50-275 

P 

62121 50206 

821 21 50202 

BS/U/tS 

7/-90fft 


021 21 3021 3 

0212150207 

82/12/10 

50-220 

a 

0212130218 

0212150212 

82/ 1 1 /24 

71-59S7 


0212130224 

8212150219 

82/ 12/10 

50-293 

a 

B21 21 50233 

0212150219 

82/12/10 

50-293 

0 

821 2J 50240 

0212150236 

82/12/07 

50-302 

p 

9212130244 

0212150238 

02/ t 1/22 

70-1 151 


□212150252 

0212150248 

82/12/07 

SO- 243 

F 

B21 21 50257 

0212150249 

82/ 12/07 

SO -243 

F 

32121 30280 

3212150272 

02/12/08 

50-313 

F 

62121 30209 

0212)50272 

02/12/08 

50-313 

F 

9212150298 

8212150293 

£2/11/17 

70-143 


02121 30310 

0212150301 

82/12/00 

50-346 

F 

0212190329 

0212150323 

82/12/07 

50-313 

F 

8212190333 

0212150326 

02/11/29 

NUT! EO 


8212J 90335 

8212150323 

02/12/07 

50-31 S 

F 

8212160002 

0212 160001 

02/12/09 

50-315 

F 

02J 2 160016 

0212 160012 

32/11/23 

71-9006 


6212160023 

0212160020 

82/ 1 l /30 

71-170 


0212160028 

6212160026 

82/11/18 

71-486 


6212160035 

B212U0D32 

02/ J i/23 

7J -9099 


8212160041 

0212160038 

02/11/19 

71-6003 


8212160050 

0212160043 

82/ 1 I /a t 

71-5796 


6212160054 

0212 160048 

92/12/01 

50-3 1 1 

8 

B2J2JAD05B 

82J2 j 60055 

B2/J2/I0 

50-277 

J? 

0212 J 60067 

8212160060 

02/10/29 

40-3392 


8212160082 

0212I6OOBO 

B2/O7/20 

40-6500 


8212160090 

0212160000 

82/09/30 

FQ1A 


B2121 60094 

021216OOBO 

02/09/30 

FDI A 


B212160Q97 

0212160080 

02/09/30 

40-6500 


0212] 60090 

82)2160091 

02/ J 2/OB 

50-346 

F 

8212160103 

S2 12 160080 

82/09/30 

FdlA 


821 21 60109 

0212160000 

62/09/30 

40-6500 


0212160107 

0212160091 

82/12/09 

S0-346 

F 

C2121A0J23 

02J216OOBD 

02/09/30 

40-6500 


0212160131 

02)2160000 

82/09/30 

40-6300 


8212160140 

82)2160000 

82/09/30 

40-6300 


0212160144 

82 1 2160000 

92/09/30 

40-6500 


0212160 i 48 

8212160154 

82/11/12 

71-454 


0212160160 

0212160000 

02/09/30 

FOIA 


0212160161 

8212160090 

82/09/30 

40-6500 


821 21 60163 

82 12160000 

82/09/30 

40-6300 


D2J2160J82 

8212160080 

82/09/30 

40-6500 


0212160105 

62)2160177 

82/12/03 

7 1 -409 


B212I 60 1 91 

8212160000 

82/09/30 

40-6300 


82J2J60J93 

3212160060 

02/09/30 

40-6500 


8212160197 

0212360080 

62/09/30 

40-6500 


0212160214 

0212160000 

B2/09/30 

40-6300 


8212160227 

8212160223 

82/12/13 

50-155 

0 

6212160240 

8212160233 

02/ 12/1 5 

50-413 

0 

8312160243 

02121 60080 

B2/09/30 

40-6S00 


0212160260 

0212160080 

02/09/30 

40-6500 


0212160264 

0212160000 

82/09/30 

40-6500 


B21216027O 

8212160259 

91/06/01 

50-317 

s 

8212160273 

0212160080 

B2/09/30 

40-6900 


021 21 60204 

9212160080 

82/07/30 

40-6500 


0212160307 

0212160000 

82/09/30 

40-6500 


82121 6031 5 

6212160060 

02/09/30 

40-6500 


8212160316 

8212160304 

02/ 12/M 

50-352 

0 

0212 160323 

0212160080 

82/09/30 

FOIA 


0212160329 

0212 160322 

02/12/13 

50-395 

F 

0212160334 

6212160326 

62/12/10 

50-237 

0 

82 121 60337 

6212160000 

82/09/30 

40-3265 


821216034) 

0212160000 

82/09/30 

40-3265 


0212160343 

0212160080 

82/09/30 

FOIA 


6212160346 

0212160337 

82/12/00 

50-334 

P 

8212160350 

82)2160080 

02/09/30 

40-3265 


02 j 2160352 

B2 12160080 

02/09/30 

40-6500 


0212160362 

6212160060 

82/07/30 

40-6300 


0212160370 

9212160000 

82/09/30 

40-6500 


821216037 1 

82 1 2 £60390 

62/ 12/10 

50-245 

s 

621 2J 60372 

92 12! 60000 

82/09/30 

FOIA 


62)2160380 

8212160080 

82/09/30 

FOIA 


0212160386 

8212160080 

82/09/30 

FOIA 


0212160389 

6212160000 

82/09/30 

40-6500 


0212160390 

621216038! 

82/12/01 

50-311 

6 

0212160391 

6212160080 

62/09/30 

FOIA 


021 2 J 60406 

8212160397 

82/12/03 

50-209 

a 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DDC UMENT 

ISSUED 

CATEGORY 

02121 00319 

0212100312 

82/12/01 

50-237 

S 

02121 00357 

0212100322 

02/ 1 2/03 

50-313 

6 

0212100330 

0212100324 

92/12/07 

50-434 

Q 

0212100332 

0212100325 

0 2/12/02 

50-346 

S 

3212100333 

6212100329 

92/ 1 1 /23 

50-461 

Q 

6212100335 

8212100329 

02/12/01 

90-265 

S 

0212J 00339 

9212100329 

02/11/33 

50-461 

Q 

0212100349 

6212100343 

02/ J 1 /I 5 

WASTE NOT 

0212100360 

0212100361 

62/12/03 

50-373 

P 

0212100369 

0212100362 

02/1 1/18 

foia 


8212100372 

0212100361 

02/12/03 

50-373 

P 

0312100303 

8212100381 

62/11/16 

FQIA 


0212100305 

0212100390 

02/12/07 

50-3 13 

F 

B2I2100394 

0212100330 

02/12/07 

50-313 

F 

0212100390 

021 2 100395 

02/11/15 

FQIA 


8212100406 

0212100397 

92/12/07 

50-344 

F 

8212100407 

6212100403 

92/11/09 

40-876 B 


8212100410 

8212 100403 

82/11/07 

4O-076B 


821 21 0041 1 

0212100397 

02/12/07 

50-344 

F 

021 21 00453 

0212100414 

82/11/30 

50-346 

P 

9212100474 

6212100414 

62/11/30 

50-346 

P 

9212100491 

0212100414 

62/11/30 

50-346 

P 

0212130020 

8212130017 

82/12/07 

50-10 

F 

0212130036 

9212130033 

02/11/30 

50-508 

K 

0212130041 

02121300 17 

02/12/07 

50-10 

F 

0212130060 

0212130059 

82/12/06 

30-320 

P 

8212130061 

0212130055 

82/11/23 

71-7151 


0212130067 

0212130062 

82/11/05 

70-27 


0212130071 

9212130062 

82/11/05 

70-27 


8212130074 

0212130068 

82/11/30 

71-454 


0212130084 

9212 J 30081 

82/12/07 

50-333 

R 

8212130095 

9212130092 

92/11/27 

50-309 

P 

0212130099 

821213009 2. 

92/11/29 

50-309 

P 

0PI213O1O2 

0212130092 

82/H/2? 

50-309 

P 

02121301 17 

0212 1301 11 

02/11/23 

SO-346 

P 

9212130121 

B212130I11 

02/11/23 

50-346 

P 

0212130124 

0212130111 

02/11/23 

50-346 

P 

8212130129 

0212130122 

B2/11/17 

71-6495 


0212130137 

9212 13013Z 

02/12/03 

50-346 

F 

0212130130 

8212 130122 

02/11/17 

71-6495 


□2121 30144 

8212 130132 

82/12/03 

50-346 

F 

02121 30 153 

8213130149 

92/12/03 

50-293 

F 

82121 30 J 56 

8212130149 

82/12/03 

50-295 

F 

5212130160 

8212130155 

02/12/01 

CONTRACT 


8212130162 

021 2 130161 

02/12/07 

50-361 

P 

9212130164 

8212130161 

82/12/07 

50-361 

P 

9212130160 

821 2 130161 

92/12/07 

50-361 

P 

0212130171 

821 2130169 

82/ 1 1 /26 

50-273 

a 

0212130177 

0212130175 

02/12/06 

50-373 

fl 

9212130102 

8212130170 

02/11/03 

CONTRACT 


0212130185 

9212130101 

02/12/07 

50-4 00 

A 

8212130193 

8212I3O1B0 

02/12/09 

50-362 

P 

0212130198 

0212130100 

02/12/09 

50-362 

P 

0212130202 

9212130196 

02/ 1 2/01 

30-254 

R 

0212130209 

82121 30207 

62/11/29 

50-520 

a 

8212J 30215 

6212130207 

02/ 1 1 /S9 

50-520 

Q 

0212130220 

6212130217 

82/12/01 

TOP REP 


32I2J 30227 

6212130223 

82/12/06 

50-27 

p 

021 2 J 30229 

0212130224 

02/ 1 2/09 

50-255 

p 

9212130236 

0212130231 

82/ J 2/03 

50-273 

p 

&2L2130240 

0212130239 

82/12/06 

30-102 

p 

0212130245 

8212130242 

B2/12/07 

50-334 

p 

0212130246 

0212130241 

02/12/03 

50-440 

0 

5212130240 

6212130243 

02/ J 2/06 

50-334 

p 

6212 130250 

0212130247 

02/ J 2/06 

50-255 

R 

6212130254 

0212130252 

82/12/10 

50-247 

0 

8212130264 

S2J 2 130243 

82/12/06 

50-334 

P 

8212130265 

0212130263 

82/11/29 

50-362 

a 

8212130270 

0212130269 

02/11/24 

50-27 

G 

8312130207 

0212130209 

82/12/03 

70-2957 


8512130289 

8212130291 

82/12/06 

50-275 

P 

8212130273 

8212130281 

82/12/06 

50-275 

P 

821 21 30274 

8232130291 

82/11/24 

50-187 

a 

821 2130270 

8212130291 

82/11/24 

50-187 

a 

8212130302 

0212130296 

82/12/10 

TOPREP 


9212130305 

9212 130281 

82/12/06 

50-275 

p 

8212130317 

9212130310 

82/12/07 

50-26 1 

Q 

8212130333 

9212130329 

62/ 1 2/07 

50-206 

Q 

0212130342 

8212130336 

02/12/07 

50-298 

F 

0812130346 

0212130336 

02/12/07 

30-298 

F 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8212130355 

8212130352 

82/12/07 

50-296 

F 

8212130357 

8212130352 

82/12/07 

50-286 

F 

8212130359 

8212 1 30358 

02/12/07 

50-352 

0 

8212130361 

8212130358 

82/12/07 

50-352 

0 

8212130367 

0212130366 

02/12/06 

50-344 

P 

8212130369 

8212130366 

02/12/06 

50-344 

P 

8212130370 

0212130366 

02/12/06 

50-344 

P 

8212130372 

8212130366 

02/ I 2/06 

50-344 

P 

821 21 30427 

0212130424 

82/11/09 

70-2726 


0212140015 

0212140001 

82/11/03 

FOrA 


0212140022 

0212140001 

82/11/03 

FOIA 


0212140031 

8212140029 

02/12/07 

30-220 

R 

0212140051 

0212 140048 

02/12/09 

50-302 

R 

0212140060 

0212140053 

02/11/24 

50-272 

S 

B212I 40061 

8212140055 

82/12/09 

50-299 

R 

8212140070 

8212140064 

82/12/09 

50-206 

R 

0? 12140072 

8212140068 

82/12/06 

50-373 

P 

8212140002 

8212140076 

82/11/24 

50-272 

S 

8212140004 

821 2 140074 

82/11/29 

50-213 

0 

8212140005 

8212140079 

82/11/24 

50-311 

s 

B21 21 40095 

0212140067 

02/12/06 

50-373 

0 

0212140105 

0212140098 

82/11/30 

50-271 

0 

8212140107 

8212140099 

02/11/24 

50-311 

s 

8212140113 

0212140098 

B2/ 11/30 

50-271 

a 

0212140120 

82121401 12 

02/12/01 

50-10 

R 

0212140123 

8212140115 

82/12/07 

50-366 

S 

8212140120 

0212140119 

82/12/06 

50-373 

S 

0212140131 

0212140125 

82/12/02 

50-3 1 7 

S 

0212140133 

8212140124 

82/12/06 

50-272 

a 

021 21 401 30 

0212140135 

82/12/03 

50-387 

g 

8212140140 

8212 140137 

82/11/29 

50-247 

0 

0212140147 

8212140142 

82/12/03 

50-331 

s 

8212140149 

8212140001 

82/11/03 

30-29 

p 

0212140154 

8212140150 

02/11/30 

50-334 

a 

821 2J 401 99 

8212140153 

02/12/06 

50-325 

s 

0212140160 

8212140150 

92/11/30 

50-334 

G 

8212140161 

0212140001 

82/ 1 J /03 

FOrA 


82 J 21 40165 

0212140156 

82/12/06 

50-316 

5 

82 J 21 401 76 

8212140171 

02/12/03 

50-369 

S 

821 21 401 77 

0212140169 

82/ 1 2/02 

50-219 

s 

021 2| 401 07 

0212140184 

82/12/03 

50-29 

B 

821 21 401 09 

0212 1401 B2 

82/12/01 

50-387 

S 

021 2140191 

8212140174 

02/11/26 

50-334 

S 

8212140201 

8212140194 

82/12/09 

50-508 

C 

8212140202 

8212140196 

82/12/06 

50-325 

S 

821 21 40207 

8212140198 

02/12/08 

50-328 

B 

8212140221 

8212140208 

82/12/07 

50-245 

0 

0212140231 

8212140224 

82/12/07 

30-373 

a 

0212140236 

8212140225 

82/12/07 

50-333 

0 

8212140230 

8212140232 

82/12/06 

50-77 

R 

0212I4O239 

8212140228 

02/12/02 

50-289 

5 

□21 21 40247 

8212140241 

82/12/07 

50-327 

8 

0212140248 

0212140231 

62/11/30 

70-2895 


0212140256 

8212140353 

82/12/0? 

30-329 

A 

8212140257 

8212140255 

02/12/06 

50-324 

P 

8212140260 

8212140259 

82/12/09 

50-29 

P 

8212140261 

8212140250 

82/12/03 

50-387 

S 

8212140270 

0212I4O265 

82/11/30 

50-361 

s 

API 21 40271 

8212140269 

82/11/30 

50-321 

5 

8212140272 

0212140265 

82/11/30 

50-361 

8 

8212140277 

8212140276 

02/12/08 

50-275 

P 

8212140285 

0212140281 

82/12/10 

50-275 

R 

0212140292 

0212 14028? 

82/12/09 

50-373 

G 

8213140312 

8212140263 

02/ 1 2/08 

50-413 

A 

0212140315 

0212140311 

82/11/30 

50-320 

G 

0212140318 

8212140263 

02/12/08 

50-413 

A 

0212140319 

0212140311 

02/11/30 

50-320 

a 

0212140325 

0212140268 

82/12/03 

50-387 

8 

B212M0327 

0212140321 

82/12/08 

50-295 

S 

821214032? 

8212140326 

02/ 1 1 /23 

50-373 

0 

8212140337 

8212140322 

82/ 1 1 /29 

50-423 

0 

5212140338 

8212140332 

82/12/03 

50-331 

s 

8212140340 

8212140335 

82/ 1 J /GO 

50-350 

A 

8212140342 

8212140335 

82/11/30 

50-358 

A 

8212140355 

8212140346 

82/11/30 

50-344 

S 

82121 40356 

8212140351 

02/12/07 

50-312 

P 

0212 J 40357 

8212140344 

82/12/06 

50-263 

s 

02121 40363 

0212140351 

82/12/07 

50-312 

p 

8212140367 

8212140361 

82/12/09 

50-329 

A 

8212140368 

8212140360 

82/12/02 

50-206 

S 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

category 

6312140300 

02(2140374 

82/(2/07 

50-537 

A 

6212140303 

8212140381 

02/12/10 

50-490 

C 

0212140300 

8212140374 

82/12/07 

50-5 37 

A 

0212140393 

0212140384 

82/12/10 

50-247 

Q 

B21 PI 40399 

0212 140396 

02/12/09 

50-1 91 

0 

9212140400 

0212140384 

02/12/10 

50-247 

0 

9212140405 

82(2 140398 

02/12/01 

50-361 

S 

9212140406 

8212140397 

02/(2/07 

50-220 

0 

92121 40400 

8212140404 

82/12/00 

50-244 

P 

0212140413 

0212110404 

02/12/09 

50-244 

P 

B?1 Pi 404 1 4 

0212 140396 

02/12/09 

50-151 

0 

9212140417 

9212140410 

82/12/00 

50-409 

Q 

92121 40420 

8212140404 

82/12/00 

50-244 

P 

921 21 40427 

0212(40424 

02/12/07 

90-412 

Q 

0212140429 

8212 ] 40421 

02/11/30 

50-366 

3 

3212140434 

B212 140425 

02/11/30 

50-369 

S 

0212140436 

8212140433 

82/ 1 I /30 

50-366 

8 

0212140437 

8212140426 

82/12/09 

50-443 

0 

3212140442 

0212140433 

02/ 1 1 /24 

SQ-309 

F 

0212140444 

0212140440 

02/12/08 

50-259 

8 

0212140446 

0212 140439 

02/12/10 

50-247 

0 

02121 40448 

0212140379 

02/12/07 

50-271 

P 

S212I 40453 

0212140435 

02/11/24 

50-309 

F 

B212J 40406 

8212140470 

02/11/23 

50-259 

H 

G2I2J 40492 

8212140490 

02/11/29 

50-410 

0 

0212140495 

8212140490 

82/H/29 

50-4 10 

0 

0212140497 

0212140494 

82/11/23 

50-3B7 

P 

62(2(405(0 

B212 (40501 

33/ 11/(1 

pftaj 


0212140517 

0212 140513 

02/11/(9 

71-4909 


0212150005 

82(2150003 

82/12/13 

TOPREP 


□212)50011 

8212150007 

82/12/07 

50-381 

8 

0212150013 

0212150000 

82/12/09 

50-247 

T 

B2(2( 500 IB 

82(2150014 

83/(3/07 

50-321 

S 

3212150019 

8212150015 

02/11/23 

50-409 

0 

0P121 50025 

8212 150020 

82/12/02 

50-334 

8 

0212190027 

8212150023 

82/11/29 

50-247 

8 

3212150034 

0212130020 

82/12/00 

50-330 

8 

SP12I 50037 

0212150031 

82/12/07 

50-321 

S 

02 1 PI 50044 

6212150038 

02/12/01 

30-320 

8 

3212130047 

8212150042 

02/(2/09 

50-302 

F 

82 IP 1 90047 

8212 150040 

02/ 12/09 

50-1 12 

0 

0212150030 

0212150042 

82/12/09 

50-302 

r 

8212150052 

0212130040 

82/12/00 

30-338 

p 

6212130033 

0212150046 

02/12/10 

30-302 

s 

BSl at 50062 

B2i2i5005Q 

82/ 12/ (3 

50-277 

p 

8212130064 

8212150060 

02/12/tO 

30-302 

B 

0212150069 

0212150066 

82/12/10 

50-859 

S 

62 12190072 

0212150070 

82/12/00 

50-331 

P 

8212150076 

0212150071 

82/12/09 

50-896 

S 

8212150078 

8212150075 

02/12/02 

50-334 

9 

B2121 50001 

8212150077 

02/12/08 

50-395 

B 

021P1 50004 

0212150000 

82/12/01 

50-847 

6 

0212150087 

0212150067 

02/12/09 

50-201 

S 

02121 50091 

8212130089 

82/(2/08 

50-395 

S 

02121 30096 

8212150094 

02/12/08 

50-338 

G 

3212150100 

8212150097 

82/12/08 

50-395 

B 

8212150102 

0212150099 

82/12/07 

50-302 

S 

0212150104 

0212150101 

82/12/10 

50-260 

s 

0212130108 

0212150105 

02/12/07 

SO-302 

s 

8212130111 

82(2190107 

82/(2/09 

50-296 

s 

0212190113 

8212190110 

02/12/10 

30-209 

p 

0212150114 

0212150112 

82/12/00 

50-325 

s 

8212150122 

0212150117 

82/12/09 

30-395 

s 

6212150126 

0212150121 

82/12/10 

50-333 

Q 

3212150134 

8212 150127 

02/12/07 

50-389 

A 

0212150137 

8212150131 

02/12/14 

30-382 

0 

02 J2J 50140 

8212150131 

82/12/14 

50-382 

0 

02 J 21 50142 

0212150120 

02/12/00 

50-245 

p 

0212150143 

0212150130 

82/12/13 

70-143 


0212150140 

0212150131 

82/12/14 

30-302 

Q 

0212190153 

8212150131 

02/12/14 

90-302 

0 

82121 SOI 5B 

8212150156 

02/12/09 

50-335 

8 

0212130160 

0212150155 

82/12/06 

- 30-29 

6 

0212150163 

0212130159 

82/12/02 

50-309 

Q 

0212150169 

0212150139 

02/12/02 

50-309 

0 

0212150170 

8212150164 

02/12/13 

50-275 

P 

8212150171 

8212150166 

02/12/10 

50-445 

K 

021 21 SOI 76 

8212130174 

02/12/09 

50-271 

R 

0212150103 

8212150180 

02/12/03 

50-290 

R 

0212130107 

8212150101 

82/12/07 

30-277 

r 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUB JECT 


ENCLOSURE 

000 UMENT 

ISSUED 

CATEGORY 

8212150193 

0212150131 

32/ 1 2/07 

50-277 

F 

82121 50200 

6212(30195 

82/12/10 

50-275 

P 

82121 90206 

8212130202 

82/11/15 

71-9031 


02121 50213 

0212150307 

92/12/10 

50-220 

0 

82121 90216 

0212150212 

02/11/24 

71-5957 


0212150224 

021215021? 

92/12/10 

50-293 

0 

02(2130233 

6212150219 

02/12/10 

50-293 

a 

82121 90240 

6212150236 

32/12/07 

50-302 

p 

821 S (50244 

62(2(30238 

62/(1/32 

70-( 15( 


02121 50252 

8212 150240 

82/12/07 

50-243 

F 

82(2130357 

B3t2tS024B 

32/ 12/07 

50-243 

F 

02121 50200 

02(2150272 

02/12/00 

50-313 

F 

62(21 30200 

□212150272 

82/12/08 

50-313 

F 

82I215029B 

0212150293 

62/H/17 

70-143 


8212150310 

02121 50301 

82/12/08 

50-346 

F 

02121 50329 

0212150323 

82/12/07 

50-315 

F 

B212J 50333 

8212150326 

02/11/29 

NUREG 


0212150339 

8212150323 

02/12/07 

50-315 

F 

0212160002 

82(2160001 

02/12/0? 

50-315 

F 

8212160016 

0212160012 

82/U/S3 

71-9006 


B21 21 60023 

8212160020 

82/11/30 

71-170 


8212160028 

0212160026 

82/11/18 

71-406 


0212160035 

0212160032 

82/11/23 

71-9099 


8212160041 

021216OO3B 

82/li/l? 

71-6003 


821 2J 60030 

8212160043 

82/JJ/01 

7 i -5796 


0212160094 

0212160040 

02/12/01 

SO-3 1 1 

S 

621 2160058 

02(2160055 

02/12/10 

50-277 

R 

8212160067 

0212160060 

02/10/29 

40-3392 


82(2160002 

6212160000 

02/09/30 

40-6500 


8212160090 

8212 160000 

92/09/30 

FOIA 


0212160094 

8212 1600(30 

02/09/30 

F01A 


□212160097 

8212160050 

82/09/30 

40-6 500 


0212160098 

8212160091 

32/ 12/03 

50-346 

F 

0212160103 

8212160050 

92/09/30 

FOIA 


8212160105 

0212160050 

92/09/30 

40-6500 


021 2160 107 

B2i 2 160091 

02/12/00 

50-346 

F 

8212160123 

82 J 2160000 

32/09/30 

40-6 500 


8212160131 

0212160050 

82/09/30 

40-6 300 


8212160140 

5212160050 

82/09/3 0 

40-6300 


0212160144 

0212160050 

52/09/30 

40-6500 


B212160L49 

0212 160134 

82/11/12 

71-454 


8212160160 

0212(60050 

02/09/30 

FOIA 


0212160161 

0212(60050 

82/09/30 

40-6 300 


8218160160 

0212 160030 

02/09/30 

40-6500 


82121 60182 

9212160030 

02/09/30 

40-6500 


B2I2J 60185 

9212160177 

92/12/03 

7J-4B9 


0212160191 

9212 160080 

02/09/30 

40-6500 


8212160193 

9212160080 

02/09/30 

40-6500 


8212160197 

5212(60030 

52/09/30 

40-6500 


8212160214 

5212160030 

82/09/30 

40-6500 


8212160227 

8212160223 

82/12/13 

50-1 53 

0 

8212160240 

0212(60235 

82/12/13 

30-413 

0 

0212160243 

8212160000 

82/09/30 

40-6S00 


8212160260 

5212160080 

82/09/30 

40-6500 


0212(60264 

0212160030 

82/09/30 

40-6500 


0212160270 

8212160259 

Ql/06/01 

50-317 

B 

0212160273 

8212160000 

82/09/30 

40-6500 


8212160284 

0212160000 

82/09/30 

40-6500 


0212160307 

0212160080 

32/09/30 

40-6500 


8212160315 

0212160080 

B2/09/30 

40-6500 


8212160316 

8212160304 

32/12/14 

50-352 

0 

021 21 60323 

8212160080 

82/09/30 

FCJIA 


021EJ 60329 

02(2160322 

82/12/13 

30-395 

F 

82J21 60334 

0212160326 

02/12/10 

50-237 

0 

0212160337 

0212160000 

02/09/30 

40-3265 


0212160341 

0212160000 

02/09/30 

40-3265 


8212160343 

32 1 2160000 

82/09/30 

FOIA 


8212160346 

0212160339 

02/12/08 

90-334 

P 

0212160350 

0212160030 

8 2/09/30 

40-3265 


8212160352 

0212160030 

82/09/30 

40-6 300 


0212160362 

0212(60030 

92/09/30 

40-6 300 


0212160370 

82 1 2 160030 

32/09/30 

40-6500 


0212160371 

8212160350 

82/12/10 

50-245 

0 

8212160372 

62 1 2160000 

82/09/30 

FOIA 


8212160330 

0212160080 

82/09/30 

FOIA 


8212160306 

0212160060 

02/09/30 

FOIA 


0212160389 

0212160030 

32/07/30 

40-6500 


8212160390 

0212160381 

02/ 12/01 

50-3 I £ 

8 

0212160391 

0212160030 

92/07/30 

FOIA 


0212160406 

0212160397 

82/12/03 

50-289 

0 
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32121 £0414 

8212160399 

82/12/01 

50-3 1 1 

6 

02121 60416 

8212160407 

92/11/16 

71-9151 


621216041? 

8212160417 

02/ 1 2/07 

50-387 

P 

0212 160424 

6212160080 

02/07/30 

40-6300 


6212160432 

6212160080 

02/09/30 

40-6300 


0212160435 

6212160QB0 

82/09/30 

40-6 500 


62 1 21 60436 

6212160080 

02/09/30 

40-6500 


0212160438 

0212160437 

82/ 11/30 

71-9132 


62 121 404 59 

621 2 160080 

92/09/30 

40-6500 


6212160464 

9212160080 

82/09/30 

40-6500 


B213160466 

S2 12 160080 

02/09/30 

40-6500 


0213160471 

0212 J 60060 

92/09/30 

40-6500 


0212J6G477 

8212160080 

82/09/30 

FO I A 


0218160483 

0212160090 

82/09/30 

40-6500 


0212160406 

8212160480 

02/12/03 

50-277 

0 

6212160491 

0212160400 

82/12/03 

50-277 

0 

8212 160493 

8212160000 

02/09/30 

FOIA 


0212160500 

0212160060 

82/09/30 

par A 


0212160505 

8212160080 

02/07/30 

40-2116 


8212160506 

0212160000 

82/09/30 

40-6500 


6212160510 

6212160080 

82/09/30 

40-2116 


0212160313 

0212160000 

82/09/30 

40-2116 


8212160316 

8212160080 

Q2/07/30 

40-6900 


0212160521 

6212160513 

82/12/15 

50-3 02 

0 

0212160325 

6212160000 

82/09/3 0 

40-2116 


8212160527 

0212160080 

82/09/30 

40-6500 


6212160334 

8212160000 

B2/ 09/30 

40-1606 


8212160341 

9212160060 

82/09/30 

FOIA 


0212160344 

0212160331 

82/12/07 

50-278 

p 

6212160531 

0212160331 

82/12/07 

50-270 

p 

0212160552 

0215 1 60000 

02/09/30 

FOIA 


8212160560 

8212160531 

02/12/07 

50-278 

p 

0212160570 

0212160368 

62/12/02 

50-364 

p 

0212160301 

8212160360 

82/12/02 

50-364 

p 

021 B1 60503 

0212160000 

82/09/30 

40-6500 


0212160506 

0212160560 

02/12/02 

50-364 

p 

8212160507 

0212160080 

82/09/30 

40-6500 


0212160600 

0212160593 

02/12/03 

contract 


8212160643 

0212160634 

02/12/08 

COMMISSION 

8212160734 

0212160731 

82/12/10 

50-262 

F 

0212160742 

0212160731 

82/12/10 

50-262 

F 

0212160732 

0212160743 

82/ia/iO 

50-320 

F 

0212160764 

3212 160743 

02/12/10 

50-320 

F 

8212160702 

0212160772 

82/12/10 

50-313 

F 

02131607 07 

0212160772 

82/12/10 

30-313 

F 

821 2170010 

8212170005 

82/12/09 

71-9132 


8212170011 

0212170004 

02/12/00 

70-2928 


0212170-016 

8212170013 

02/12/09 

50-373 

P 

8212170017 

9212170014 

82/12/07 

70-1 143 


0212170010 

0212170012 

02/12/10 

50-313 

F 

9212170020 

9212170014 

82/12/07 

70-1143 


021 21 70023 

8212170012 

82/12/10 

30-313 

F 

8212170030 

0212170013 

82/12/09 

50-373 

P 

0212170034 

0212170013 

82/12/09 

90-373 

P 

0212170041 

0212170036 

82/12/10 

90-200 

F 

8212170044 

0212170036 

82/ 12/tO 

50-280 

F 

0212170057 

0212 170042 

82/ 12/01 

50-341 

A 

8212170060 

0212170053 

82/12/10 

50-335 

F 

B21 21 70065 

B212 170053 

82/12/10 

50-335 

F 

0212170076 

0212170042 

02/12/01 

50-341 

A 

6212170079 

0212170077 

82/12/01 

50-3 73 

0 

0212170034 

0212170042 

82/12/01 

50-341 

A 

6212170009 

0212170078 

82/12/01 

50-312 

P 

6212170091 

8212 170000 

82/12/10 

50-397 

a 

8212170094 

0212130211 

02/12/03 

50-277 

p 

6213170096 

8212170097 

02/11/30 

50-295 

a 

0212170099 

0212170072 

02/12/07 

50-321 

8 

0212170100 

0212170000 

82/12/10 

50-397 

a 

82121 70t01 

82 121302 ll 

02/12/03 

50-277 

p 

0212170102 

821217009 7 

02/12/06 

50-249 

8 

9212170103 

8212170088 

02/12/10 

50-397 

0 

8212170103 

021 2170104 

82/12/10 

90-259 

F 

02121701 1 l 

8212130211 

02/12/03 

50-277 

P 

Q212170U2 

9212170/04 

82/ (2/ IQ 

50-25? 

F 

6212170114 

9213 170109 

02/12/03 

50-295 

a 

9212170110 

9212170106 

82/12/02 

50-454 

0 

8212170121 

0212170109 

82/12/03 

50-299 

0 

6212170124 

9212170120 

82/12/15 

50-498 

A 

8212170126 

8212170123 

82/ 12 / to 

30-373 

8 

8212170123 

0212 170120 

82/12/15 

50-490 

A 
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ENCLOSURE 
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0212170129 

0212170127 

82/12/10 

30-335 

P 

0212170130 

8212170122 

02/12/03 

30-237 

S 

0312170131 

0212170120 

02/12/15 

50-490 

A 

0212170133 

0212170120 

82/12/15 

50-496 

A 

8212170139 

8212170134 

02/11/15 

50-249 

8 

B21 21 70140 

0212170136 

92/12/10 

50-260 

P 

S212170146 

8215170137 

02/12/13 

SO-4 16 

8 

0312170190 

0212170145 

82/12/10 

50-155 

0 

0212170154 

0212170148 

82/12/03 

50-155 

a 

0212170156 

0212170141 

02/12/10 

90-325 

e 

0212170162 

0212170148 

82/12/03 

50-155 

G 

0312170169 

0212170155 

02/12/03 

50-366 

8 

0212170168 

8212170164 

02/12/15 

50-206 

F 

0212170171 

0212170167 

82/12/10 

50-305 

5 

0212170172 

0212170161 

02/12/09 

50-266 

8 

0212170176 

8212170159 

82/12/09 

50-373 

S 

8212170181 

8212170177 

02/11/30 

30-266 

a 

0212170187 

0212170170 

02/12/09 

30-346 

s 

02121 7O10B 

8212170179 

82/12/09 

50-316 

p 

8212170109 

8212170177 

02/11/30 

50-266 

G 

0212170194 

B21217O104 

82/12/09 

50-373 

0 

0212170201 

0212170196 

02/12/03 

50-10 

Q 

0212170202 

0212170166 

02/12/07 

50-321 

S 

0212170207 

8312170197 

82/12/13 

30-34 8 

R 

0212170213 

0212170209 

82/12/13 

50-416 

8 

0212170214 

82 1 2 17021 1 

82/12/10 

30-373 

8 

0212170223 

0212170217 

02/12/10 

50-275 

R 

0212170229 

0212170210 

02/12/03 

50-249 

8 

0212170227 

8212170222 

82/12/13 

SO-4 16 

S 

0212170220 

0212170224 

02/12/00 

50-316 

8 

0212170232 

8212170224 

82/ 12/08 

90-316 

S 

0212170239 

0212170231 

02/12/07 

90-312 

R 

8212170237 

0212170224 

02/12/08 

90-316 

8 

S21 2 170230 

8212170233 

82/12/09 

90-3 73 

S 

0212170247 

0212170244 

02/12/03 

50-341 

0 

02121 70253 

8212170244 

82/ 12/03 

50-341 

a 

0212170260 

0212170267 

02/12/10 

50-316 

s 

0212170270 

0212170264 

02/12/10 

50-373 

s 

8212170272 

8212170271 

82/12/10 

50-387 

p 

□212170275 

0212170269 

02/12/15 

50-277 

p 

8212170276 

8212170273 

82/12/03 

50-230 

p 

031 31 70277 

0212170263 

82/12/13 

50-416 

8 

02121702 80 

82121 70263 

82/12/15 

50-277 

P 

0212170209 

0212170202 

02/ 12/OB 

50-346 

B 

0212170286 

0212170205 

02/12/03 

50-403 

G 

0212170291 

0212170207 

82/12/10 

50-393 

& 

0212170292 

83 12 170283 

82/12/09 

90-3 1 5 

S 

0212170293 

0212170283 

82/12/15 

90-432 

A 

0212170296 

8212170203 

82/12/00 

50-313 

S 

8212170302 

8212170297 

82/12/13 

90-364 

rt 

8212 170306 

0212170300 

82/11/29 

50-10 

0 

0212170310 

8212170303 

82/12/15 

90-293 

P 

0212170311 

0512170300 

02/12/14 

30-331 

P 

8212170312 

8512170307 

82/12/09 

90-293 

B 

0212170320 

0512170319 

82/12/07 

50-312 

P 

B212 170322 

8212170321 

82/11/22 

50-245 

P 

8212170323 

0512170321 

82/11/22 

30-245 

P 

G21 21 70327 

8212170313 

92/12/13 

50-416 

S 

0212170335 

8212170330 

82/12/09 

50-461 

E 

0212170339 

0212170334 

82/12/13 

30-416 

0 

0212170342 

8212170337 

02/12/15 

50-443 

B 

8212170343 

0212170330 

02/12/13 

30-324 

P 

0212170350 

0212170338 

82/12/13 

90-324 

P 

0212170356 

8212170338 

82/12/13 

30-324 

P 

0212170359 

0212170333 

02/12/07 

50-321 

R 

8212170361 

8212170354 

82/12/02 

50-500 

0 

0212170363 

8212170355 

02/12/10 

90-324 

P 

8212170370 

8212170354 

62/12/02 

30-500 

a 

0212170376 

0212170369 

02/11/30 

30-206 

Q 

0212170378 

82121 70373 

02/12/00 

90-273 

H 

8210170379 

0212170374 

82/ 12/09 

90-397 

A 

0212170303 

8212170369 

02/ 1 1 /30 

90-206 

0 

0212170384 

0212170367 

82/11/30 

30-206 

& 

021 SI 70306 

0212170369 

02/11/30 

90-206 

0 

8212170390 

8212170388 

02/12/07 

90-3&7 

ft 

0212170394 

0212170391 

02/12/03 

50-361 

a 

0212170397 

8212170391 

82/12/03 

90-361 

0 

8212170401 

0212170378 

82/11/23 

CONTRACT 


0212170402 

0212170370 

02/11/23 

CONTRACT 


0212170407 

8212170404 

82/11/12 

40-8743 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


495 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

OOC UMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 



— 




0212] 70409 

0212170405 

62/12/03 

40-6500 


02121 70446 

0212170445 

02/12/10 

50-313 

F 

82121 70433 

0212170445 

02/12/10 

50-313 

F 

02121 70437 

8212170454 

02/12/13 

50-280 

F 

02121 70450 

0212170454 

02/12/13 

50-200 

F 

8212170459 

0212170443 

02/11/26 

40-8729 


021220001 1 

8212200006 

02/11/02 

30-267 

F 

0212200032 

8212200005 

82/12/03 

SO— 369 

S 

0212200013 

0212200008 

82/12/13 

30-244 

P 

82 1 2200033 

0212200022 

82/11/00 

50-205 

0 

0B1 2200035 

8212200025 

82/11/02 

50-267 

F 

8212200037 

9212200027 

02/12/09 

30-338 

8 

BP 1 220004 0 

8212200042 

82/12/13 

30-3 1 2 

R 

0212200049 

0212200039 

02/12/15 

30-443 

0 

0212200059 

0212200051 

02/12/14 

50-440 

H 

0212200062 

9212200040 

82/11/30 

TOPREP 


0212200064 

0212200059 

02/12/13 

50-205 

R 

8212200063 

0212200056 

02/12/14 

90-316 

R 

8212200072 

8212200061 

82/12/15 

90-440 

G 

0212200075 

8212200070 

02/12/19 

30-255 

P 

0212200002 

0212200070 

02/t2/19 

50-259 

P 

0212200085 

0212200071 

62/12/00 

50-335 

S 

92 122 000 S6 

0212200076 

02/12/01 

50-430 

a 

8212200090 

8212200004 

82/ 11/02 

50-267 

0 

0212200095 

0212200080 

B2/I2/15 

50-275 

p 

0212200090 

0212200096 

02/11/02 

50-267 

F 

0212200101 

0212200092 

02/11/29 

90-267 

0 

8212200106 

8212200103 

82/12/19 

50-416 

R 

02122001 15 

0212200110 

02/12/13 

30-395 

8 

0212200 1 16 

0212200109 

02/11/02 

50-267 

F 

0512200117 

6212200108 

02/11/02 

50-267 

F 

0212200122 

02122001 19 

02/12/14 

50-315 

R 

0212200123 

8212200121 

92/12/03 

5Q-3B2 

0 

8212200126 

0212200121 

82/12/03 

50-302 

a 

0212200127 

8212200121 

02/12/03 

90-382 

a 

0212200128 

Q21 2200123 

82/11/24 

50-267 

8 

8212200127 

8212200121 

02/12/03 

90-382 

a 

8212210005 

0212210002 

02/12/13 

90-275 

p 

0212210006 

0212210004 

02/12/13 

50-324 

p 

0212210009 

0212210007 

82/12/01 

90-262 

a 

02 1 32 1 0020 

8212210019 

82/ 12/10 

50-219 

p 

0212210 022 

0212210021 

82/12/14 

50-203 

0 

0212210024 

0212210023 

82/U/02 

50-267 

a 

8212210029 

0212210027 

02/12/06 

90-366 

s 

0212210031 

8212210029 

02/12/13 

90-336 

a 

0212210032 

0212210030 

82/12/13 

50-325 

B 

8212210034 

8212210033 

02/12/10 

50-331 

S 

0212210044 

0212210040 

02/12/10 

30-219 

R 

0312210046 

0212210043 

82/12/07 

50-317 

S 

02 J 22 10057 

8212210052 

02/12/10 

S0-3B7 

B 

3212210063 

8212210059 

82/12/14 

90-213 

P 

0212210065 

8212210060 

82/12/19 

50-369 

R 

0212210071 

8212210067 

82/12/10 

50-293 

B 

0212210074 

0212210070 

02/13/10 

50-331 

9 

0212210060 

0212210076 

82/12/09 

50-317 

B 

0212210097 

8212210084 

82/11 /29 

50-219 

0 

02122 loose 

8212210003 

82/12/02 

50-321 

8 

821P2 10089 

0212210084 

82/11/29 

30-217 

0 

0212210096 

6212210091 

02/12/02 

0A999 


8212210090 

8212210091 

62/12/02 

QA999 


0212210100 

0212210095 

62/12/14 

90—300 

8 

0212210105 

0212210091 

62/12/02 

OA999 


8212210100 

0212210104 

02/12/13 

30-373 

a 

8212210112 

8212210102 

02/11/01 

30-267 

R 

0212210120 

0212210117 

82/12/07 

90-368 

8 

0212210123 

0212210116 

02/11/24 

50-275 

9 

82 1 22 10124 

8212210116 

82/12/10 

50-237 

0 

0212210132 

8212210130 

82/12/10 

50-364 

P 

0212210133 

021 22101 28 

82/12/05 

50-247 

S 

8212210134 

6212210129 

02/12/06 

90-277 

a 

8212210140 

8212210119 

82/12/04 

50-247 

8 

0212210141 

0212210135 

02/12/02 

QA999 


8212210147 

8212210137 

02/12/13 

50-330 

B 

8212210153 

8212210148 

82/12/10 

50-293 

8 

0212210194 

0212210145 

02/12/00 

50-369 

a 

0212510159 

92 1 22 10 1 52 

82/ 12/14 

50-325 

5 

0212210160 

0212210157 

82/12/06 

50-237 

0 

8212210162 

02122101 50 

82/J2/15 

50-277 

R 

0212210169 

0212210166 

82/12/06 

90-313 

8 

0212210170 

6212210165 

02/ l 3/07 

50-309 

8 
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82! 3210171 

8215210163 

82/12/13 

50-330 

5 

0312210173 

8212210167 

02/ 11/02 

50-267 

Q 

0312210103 

0212210135 

82/12/14 

50-416 

5 

62 1 2210165 

8212210180 

02/12/02 

50-344 

Q 

0312210186 

8212210178 

82/12/14 

50-335 

0 

8212210193 

02 1 2210179 

82/12/14 

50-416 

B 

6212210195 

621 22 101 09 

82/12/02 

50- 5 OB 

Q 

0212210196 

8212210180 

92/12/07 

50-321 

S 

8212210190 

6212210193 

aa/ia/07 

50-368 

6 

6212210204 

B21 22 10197 

02/12/02 

50-361 

□ 

8212210205 

021 22 1 0191 

02/ 12/14 

50-416 

8 

8312210207 

6212210202 

02/12/15 

50-250 

S 

5312210210 

6212210209 

02/12/13 

50-331 

R 

0212210211 

8212210203 

82/11/30 

50-523 

0 

8212210223 

8212210210 

82/12/03 

QA99? 


821 2210227 

6212210212 

82/12/19 

50-416 

B 

0212210233 

B2I2210229 

02/12/10 

50-336 

S 

0212210234 

62(2210232 

02/12/13 

50-209 

R 

0212210241 

0212210236 

82/12/07 

50-307 

8 

8212210246 

0212210240 

82/12/14 

70-25 


0212210250 

0212210245 

02/ 1 1 /05 

50-313 

Q 

8212210260 

8212210257 

02/12/07 

50-360 

8 

8212210264 

021221024? 

02/12/10 

50-293 

a 

B21 22 10266 

8212210263 

82/12/13 

50-309 

0 

0212210269 

6212 210234 

82/12/13 

50-339 

& 

8512210374 

9212210249 

82/12/09 

50-333 

8 

0212210275 

62122102 70 

82/12/06 

50-443 

0 

8212210262 

6212210270 

02/12/06 

50-443 

a 

0212210283 

6212210270 

82/12/10 

50-29 

s 

82122)020? 

0212210263 

82/12/17 

50-135 

0 

B2 122 1029 2 

B212210205 

82/12/17 

50-135 

0 

BZi 2210396 

0212210203 

63/12/17 

50-1 33 

0 

831221039? 

0212210297 

62/12/10 

50-266 

R 

0212210303 

0212210294 

ea/i2/o? 

50-317 

8 

8212310316 

6212210315 

aa/ 12/13 

50-331 

P 

8212210323 

6212210332 

BS/12/15 

50-506 

P 

0212210324 

0212210322 

02/12/13 

50-206 

P 

8212210337 

6212210325 

aa/12/15 

50-263 

P 

8212210320 

0212210326 

03/12/17 

50-337 

Q 

BZi 22 10330 

9213210333 

82/12/15 

80-263 

P 

0212210333 

0212210325 

93/ 12/15 

50-263 

P 

92 J 22 10337 

B2i22 10325 

02/ J <2/1 5 

50-363 

P 

8212210339 

0212210336 

82/12/17 

50-20? 

Q 

0212210340 

Q2I22J0329 

82/12/02 

50-282 

a 

8212210342 

8212210325 

02/ 12/(5 

50-263 

p 

B2122 10346 

0212210323 

82/12/13 

50-263 

p 

0212210347 

02J221O343 

02/12/07 

50-397 

6 

8512210351 

0212210349 

02/12/06 

50-30? 

0 

0312210357 

8212210353 

82/11/10 

0A999 


0512210350 

0212210352 

02/12/10 

50-331 

8 

85122 10363 

0212210360 

02/12/16 

50-391 

0 

051 22 J 0366 

0212210353 

B2/1J/J0 

0A99* 


B5 122 10360 

0212210361 

02/12/16 

50-346 

0 

0212210371 

8212210367 

02/12/14 

50-416 

8 

8512210377 

8212210372 

82/12/00 

50-217 

B 

B2122I0379 

B2 12210376 

82/12/06 

70-687 


8212210393 

0212210365 

82/12/13 

50-280 

S 

8212210304 

8212210378 

02/12/09 

50-317 

9 

G2122103BS 

021 22 10365 

92/12/13 

50-280 

9 

0212210370 

6212210376 

92/ 12/06 

70-607 


8212210394 

8212210391 

02/ 12/ 1 7 

50-448 

K 

8212310396 

0212210309 

92/12/13 

50-335 

9 

0212210397 

0212210365 

92/12/13 

50-200 

9 

0212210403 

0212210399 

92/12/13 

50-325 

S 

0212210410 

8212210406 

92/12/14 

50-322 

E 

0212810414 

B212210406 

92/ 12/14 

50-322 

E 

8212210423 

0212210419 

82/12/15 

50-370 

K 

8212210424 

0212210422 

82/12/15 

50-400 

C 

8212210425 

0212 21041 5 

92/12/13 

90-333 

B 

0212210427 

8212210414 

62/ 1 2/08 

50-39 7 

a 

8212210420 

0212210421 

62/12/15 

50-24? 

R 

0212210440 

8212210447 

92/11/30 

50-317 

p 

82122 10452 

0212210446 

62/12/07 

50-366 

B 

8212210460 

0212210453 

02/12/14 

50-21? 

0 

0212210461 

0212210456 

82/12/15 

50-244 

p 

8212210462 

0212210459 

82/12/03 

50-2 93 

0 

B2122I0466 

0212210463 

02/12/13 

50-373 

K 

0212210463 

8212210453 

82/12/14 

30-219 

0 

8212210495 

8212210491 

82/12/17 

50-392 

A 

8212210498 

82122104?! 

82/12/17 

50-352 

C 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

rssueo 

SUBJECT 

CATEGORY 

021221049? 

8212210491 

82/12/17 

50-393 

K 

9212210304 

8212210501 

82/ 1 1 /03 

7I-48B 


9212210314 

8212210500 

62/12/10 

50-313 

F 

8212210319 

0212210912 

02/11/04 

40-5061 


6212210521 

9212210509 

82/12/10 

50-313 

F 

6212210534 

0212210526 

02/12/13 

50-313 

F 

6212210530 

9212210533 

02/12/03 

TO PREP 


6212210339 

9212210326 

82/12/13 

60-313 

F 

S2J2210542 

82122 1 0536 

82/09/17 

40-0064 


6212210543 

8212210541 

82/12/10 

50-350 

F 

02 1 22 10547 

0312210544 

82/12/30 

50-263 

P 

0212210340 

021 2210544 

02/12/10 

50-263 

P 

0212210332 

8212210544 

02/12/10 

50-263 

P 

0212210553 

621 22 1 0550 

82/12/13 

50-219 

F 

02J221O5S7 

0212210550 

02/12/13 

50-219 

F 

821221 057? 

0212210376 

62/12/10 

50-245 

F 

0212210301 

0212210576 

02/12/10 

50-245 

F 

□212220002 

0212220001 

92/12/10 

50-313 

F 

9212220004 

0212220001 

82/12/10 

30-313 

F 

9212220007 

8212220005 

82/12/06 

50-500 

Y 

6212220013 

8212220010 

82/10/26 

40-6500 


0212220024 

0212220010 

83/11/22 

CONTRACT 


6212220027 

02122200 J? 

62/1 J/03 

CONTRACT 


6212220034 

8212220025 

82/12/07 

CONTRACT 


6212220042 

0212220037 

02/12/13 

30-3 

F 

8212220046 

9212220037 

82/12/13 

50-3 

F 

0212220049 

0212220045 

02/12/08 

50-282 

F 

82J2220066 

6212220051 

82/12/17 

50-461 

T 

0212220070 

62 1 2220051 

82/12/17 

50-461 

T 

0212220073 

021 222003 J 

82/12/17 

50-461 

r 

8212220134 

0212220124 

82/11/09 

70-1 M3 


8212220141 

0212220136 

02/12/01 

50-312 

Q 

0212220190 

0212220175 

02/12/10 

30-10 

F 

0212220202 

0212220175 

82/12/10 

50-10 

F 

9212220210 

B21222O2Q0 

82/12/15 

50-3 I 7 

R 

6212220218 

0212220213 

62/11/24 

50-397 

0 

6212220225 

0212220217 

62/12/17 

50-273 

P 

0212220226 

8212220220 

83/12/16 

50-247 

0 

6212220229 

8212220217 

62/12/17 

50-275 

P 

S212220231 

8212220212 

62/12/14 

50-10 

P 

B2 12220239 

0212220232 

82/12/20 

50-413 

0 

0212220249 

8212220224 

82/12/21 

70-143 


0212220268 

6212220244 

02/12/15 

50-338 

B 

021222029? 

021 2220296 

82/12/10 

50-281 

Q 

8212220302 

6212220290 

02/12/JO 

30-346 

F 

0212220308 

82 12220296 

82/ 12/10 

30-346 

F 

0212220310 

02 I 2220300 

02/12/00 

50-272 

S 

6212520322 

8212220314 

82/12/16 

50-302 

s 

6212220323 

8212220315 

82/12/10 

50-409 

F 

0212220331 

8212220315 

02/12/10 

50-409 

F 

0212220337 

8212 22032B 

82/12/17 

30-395 

B 

6212220394 

8212220350 

02/ i 2/07 

50-244 

a 

6212220358 

8212220330 

82/12/07 

50-244 

0 

6212220360 

8212220364 

92/12/16 

30-339 

g 

6212220384 

8212220376 

02/ J 2/1 6 

50-395 

s 

6212220385 

0212220381 

62/ 12/08 

50-3 1 1 

s 

621 2220388 

0212220383 

82/12/07 

90-287 

Q 

82 12220390 

0212220366 

82/12/17 

90-30? 

0 

8212220391 

0212220307 

B2/I2/15 

SO-33? 

a 

B2 12220396 

0212220366 

82/12/17 

50-309 

0 

0212220397 

0212220392 

82/12/13 

50-339 

B 

02 1 2220404 

0212220403 

82/12/15 

50-412 

A 

8212220409 

6212220400 

02/12/16 

50-307 

Q 

0212220406 

0212220395 

82/12/08 

50-311 

9 

021 2220406 

0212220399 

82/12/15 

30-330 

S 

821 22 20414 

021222041 I 

B2/ 12/16 

50-395 

0 

8212220416 

0212220410 

62/12/16 

30-338 

9 

8212220421 

8212220419 

82/12/08 

30-209 

F 

0212220424 

0212220420 

62/13/00 

30-311 

6 

S2122 a 0427 

8212220422 

92/12/fS 

30-266 

P 

8212220435 

8312220433 

62/12/00 

50-311 

S 

8212220437 

8512220436 

62/12/17 

70-139 


621 2220438 

02 12 220434 

62/12/14 

50-275 

P 

621 2220442 

8212220441 

02/12/17 

50-339 

B 

6212220448 

0212220440 

02/12/14 

30-279 

P 

0212220494 

021222044? 

02/12/10 

50-320 

e 

82 12220 4 62 

8212230456 

65/12/16 

50-395 

s 

8212220467 

8212220464 

82/ 1 2/0? 

50-289 

0 

8212220469 

0212220466 

05/12/07 

30-219 

a 

821222046? 

021222045? 

82/12/0? 

50-269 

0 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

0212220470 

0212220465 

02/12/10 

50-261 

P 

8212220471 

8212220464 

02/12/09 

50-209 

a 

0212220472 

0212220463 

82/12/17 

50-260 

s 

0212220473 

8212220466 

02/12/07 

50-219 

G 

0212220474 

0212220465 

82/12/10 

90-26! 

p 

0212220475 

8212220461 

02/12/14 

50-275 

p 

0212220477 

0212220465 

02/12/10 

90-261 

p 

0212220470 

0212220459 

02/12/0? 

50-209 

G 

021222047? 

8212220476 

02/12/16 

90-250 

a 

8212220493 

0212220480 

82/12/17 

50-325 

s 

8212220500 

B21 2220499 

02/12/16 

50-395 

s 

0212220504 

0212220496 

02/12/17 

50-323 

s 

0212220520 

8212220517 

82/12/16 

50-295 

p 

8212220526 

0212220518 

82/12/09 

71-488 


0212220528 

0212220522 

02/12/07 

CONTRACT 


8212220534 

0212230277 

82/12/16 

50-237 

p 

8212220535 

0212220524 

02/12/14 

CONTRACT 


8212220538 

8212220531 

02/12/0? 

71-487 


0212220542 

0212220536 

82/12/09 

CONTRACT 


0212220544 

0212230207 

02/12/16 

50-245 

p 

0212220553 

0212220549 

82/12/15 

CONTRACT 


821 2220554 

0212220552 

82/12/16 

50-387 

p 

0212220556 

8212220592 

82/12/16 

50-387 

p 

0212220557 

0212220352 

82/12/16 

50-387 

p 

8212220559 

0212220595 

82/12/14 

COMMISSION 

0212230020 

0212230019 

82/12/15 

50-10 

F 

0212230030 

0212230023 

02/12/10 

50-289 

P 

8212230031 

8212230025 

02/12/06 

70-1201 


8212230033 

0212230020 

02/12/09 

50-289 

p 

821223003? 

0212230036 

82/12/10 

71-484 


0212230042 

821223001? 

02/12/15 

50-10 

F 

0212230051 

0212230044 

82/12/15 

CONTRACT 


0212230057 

0212230046 

02/12/15 

50-309 

F 

8212230050 

8212230049 

02/12/09 

50-273 

P 

0212230061 

0212230056 

82/12/08 

50-320 

P 

831223004S 

0212230046 

02/12/15 

50-309 

F 

8212230076 

0212230067 

82/12/14 

50-369 

F 

8212230083 

0212230067 

82/12/14 

50-369 

F 

0212230096 

B2123300B 9 

02/12/13 

50-213 

P 

8212230103 

6212230085 

82/12/07 

70-1113 


021 2230 10S 

6212230093 

02/12/15 

50-269 

F 

02122301 10 

021223008? 

02/12/13 

50-213 

P 

0212230124 

021 2230093 

82/12/15 

50-26? 

F 

0212230134 

0212230093 

02/12/15 

30-269 

F 

0212230141 

0212230136 

02/12/13 

70-1 143 


8212230150 

0212230142 

02/11/10 

FOIA 


0213230163 

0212230155 

02/11/30 

40-225? 


0212230165 

0212230152 

02/12/15 

50-313 

F 

S212230172 

8212230152 

82/12/15 

50-313 

F 

82 J 2230 176 

0212230166 

82/11/04 

FOIA 


0212230212 

8212230209 

82/10/27 

WASTE WT 

8212230230 

821 2230220 

02/12/20 

50-277 

P 

8212230243 

02122302 3fl 

02/12/1 7 

50-29 

P 

6212230248 

0212230230 

02/12/17 

50-29 

P 

0212230250 

8212230220 

02/12/20 

50-277 

P 

0212230264 

0212230238 

82/12/17 

50-29 

P 

0212230271 

0212230268 

02/12/10 

50-272 

R 

8212230294 

8212230200 

02/12/17 

50-395 

P 

0212230304 

0212230298 

82/12/21 

50-275 

P 

0212230326 

0212230317 

82/12/22 

50-285 

P 

0212230333 

0212230330 

02/12/08 

70-1 143 


0212230335 

0212230330 

02/12/08 

70-1 143 


8212230336 

0212230331 

82/12/16 

50-247 

C 

8212230343 

8212230342 

02/12/20 

50-155 

P 

0212230359 

8212230357 

82/12/20 

50-266 

G 

8212230374 

8212230369 

02/12/15 

50-331 

F 

8212230377 

8212230369 

02/12/15 

50-331 

F 

0212230380 

8212230379 

02/12/06 

40-8027 


8212230410 

0212230406 

82/12/06 

XPORTLIC 


8? 122304 11 

8212230404 

82/ 1 1 /22 

40-8004 


8212270007 

6212270003 

82/12/16 

50-305 

F 

8212270010 

8212270003 

02/12/16 

30-309 

F 

8212270015 

8212270013 

82/12/16 

50-382 

F 

0212270017 

0212270013 

82/12/16 

50-382 

F 

8212270027 

8212270010 

82/ 1 2/07 

71-490 


021227002? 

021 2270026 

82/12/16 

70-2941 


8212270030 

021 2270024 

82/ 1 I /02 

70-33 


0212270042 

8212270038 

02/10/27 

50-289 

P 

8212270047 

0212270038 

82/10/27 

50-289 

P 

8212270052 

0212270048 

82/11/1 9 

FOIA 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 
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ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

0212270095 

0212270040 

02/11/19 

FOIA 


0212270096 

0212270030 

02/10/27 

50-20? 

P 

021227009? 

0212270040 

02/11/19 

FOIA 


0212270065 

0212270040 

02/11/19 

FOIA 


0212270071 

021227006? 

02/12/03 

71-7015 


821 227007? 

0212270077 

82/12/08 

XPORTLIC 


8212270080 

8212270040 

02/11/19 

FOIA 


0212270003 

0212270074 

02/11/24 

40-299 


0212270004 

8212270040 

02/11/19 

FOIA 


0212270006 

8212270002 

02/12/06 

XPORTLIC 


B2122700B9 

8212270040 

82/11/19 

FOIA 


02 1P2 70091 

8212270040 

02/11/19 

FOIA 


0212270099 

8212270040 

02/11/19 

FOIA 


0212270079 

8212270040 

82/11/19 

FOIA 


0212270107 

8212270040 

82/11/19 

FOIA 


8212270110 

021227OO4B 

82/11/19 

FOIA 


821227011 1 

8212270100 

02/12/11 

50-3 

P 

02 12270112 

0212270078 

02/12/03 

70-143 


8212270113 

8212270108 

02/12/11 

50-3 

P 

0212270114 

0212270040 

02/11/19 

FOIA 


0212270116 

0212270078 

62/12/03 

70-143 


8212270117 

0212270108 

02/12/11 

50-3 

P 

0212270123 

0212270048 

82/11/19 

FOIA 


0212270124 

8212270078 

02/12/03 

70-143 


0212270127 

0212270040 

02/11/19 

FOIA 


021 22 701 28 

0212270070 

02/12/03 

70-143 


0212270131 

0212270040 

02/11/19 

FOIA 


0212270133 

0212270048 

02/11/19 

FOIA 


0212270148 

0212270140 

02/12/13 

50-373 

S 

8212270153 

0212270147 

82/12/22 

S0-4I6 

P 

0212270161 

8212270155 

02/12/15 

50-334 

P 

0212270163 

8212270155 

02/12/15 

50-334 

P 

021227 0170 

0212270162 

02/ 12/13 

50-373 

s 

0212270176 

8212270160 

02/12/20 

50-331 

p 

0212270100 

0212270175 

82/12/15 

50-373 

s 

B212270193 

0212270107 

82/12/07 

50-402 

c 

8212270174 

□212270107 

02/12/13 

50-363 

a 

82 12270202 

02122701 77 

02/12/0? 

50-266 

s 

021 2270203 

0212270197 

02/12/20 

50-305 

p 

8212270206 

021227019? 

02/12/0 2 

GA999 


0212270207 

0212270201 

82/ 12/16 

50-334 

p 

0212270209 

0212270201 

02/12/16 

50-334 

p 

8212270213 

0212270179 

82/12/02 

QA77? 


0212270218 

0212270212 

02/11/30 

50-271 

p 

0212270223 

0212270178 

02/12/20 

50-373 

a 

0212270220 

0212270215 

02/12/13 

50-255 

3 

0212270246 

821227023? 

02/12/10 

50-266 

S 

0212270250 

0212270240 

82/12/23 

50-537 

A 

0212270254 

0212270240 

82/12/23 

50-537 

A 

0212270256 

0212270252 

02/12/21 

70-020 


8212270260 

0212270240 

82/12/23 

50-537 

A 

0212270263 

021227025? 

82/12/06 

50-286 

P 

0212270266 

0212270259 

02/ J 2/06 

50-286 

P 

0212270280 

0212270274 

82/12/10 

50-311 

K 

8212270201 

0212270279 

02/12/00 

50-443 

A 

8212270206 

0212270279 

02/ 12/00 

50-443 

A 

0212270200 

0212270283 

02/12/15 

50-312 

R 

0212270207 

0212270277 

82/12/00 

50-443 

A 

0212270290 

8212270207 

82/ 12/07 

50-370 

A 

8212270291 

0212270203 

82/12/15 

50-312 

R 

0212270299 

0212270296 

02/12/20 

50-275 

P 

8212270301 

0212270276 

02/12/20 

50-275 

P 

0212270303 

021 2270293 

02/12/16 

50-237 

a 

0212270305 

0212270292 

02/12/10 

50-282 

a 

0212270307 

0212270275 

02/12/16 

50-237 

a 

8212270308 

0212270275 

02/12/10 

50-456 

0 

8212270310 

0212270296 

82/12/20 

50-275 

P 

0212270312 

8212270296 

82/ i S/SO 

SO-275 

p 

0212270313 

8212270275 

02/1 2/16 

50-237 

0 

0212270310 

8212270273 

02/12/10 

50-456 

0 

0212270320 

0212270317 

82/12/22 

50-445 

0 

0212270333 

0212270320 

82/11/15 

FOIA 


0212270336 

0212270320 

82/11/15 

FOIA 


0212270337 

0212270331 

82/12/02 

40-0084 


0212270330 

8212270335 

02/12/10 

50-269 

p 

821 2270339 

8212270334 

02/12/10 

50-305 

a 

0212270356 

8212270354 

02/12/06 

50-373 

6 

0212270361 

021 2270350 

82/12/20 

50-247 

0 

021227036 7 

0212270365 

82/12/16 

50-29 

p 

0212270370 

0212270363 

82/12/10 

50-346 

p 


ACCESSION DUMBER 

PRINCIPAL PATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 

B21 2270302 6212270377 02/11/2? 71-907? 

02 12270384 62 122 70300 02/12/22 50-322 E 

0212270395 6212270301 02/12/10 50-302 P 

021227039? 6212270396 02/12/10 50-312 P 

02 J 2270405 6212270401 02/11/22 40-3453 

0212270411 6212270409 82/12/10 50-302 P 

0212270412 621 2270410 82/11/16 CONTRACT 

021227041 7 6 212270415 82/11/23 CONTRACT 

0212270422 6212270419 02/11/30 CONTRACT 

0212270425 0212270423 82/12/17 50-437 A 

0212270426 6212270423 02/12/17 50-437 A 

O2J2270427 6212270421 82/12/10 50-313 P 

0212270429 6212270424 02/12/16 50-330 A 

0212270431 6212270420 02/12/20 50-3 H 

0212270434 6212270424 82/12/16 50-353 A 

B212270439 0212270410 82/11/26 FOIA 

0212270439 0212270432 82/12/13 rtrSC 

0212270442 0212270410 92/11/26 FOIA 

821227044 5 0212270410 92/11/26 FOIA 

0212270447 0212270446 92/12/20 CONTRACT 

0212270446 6212270410 02/11/26 FOIA 

0212270453 0212270410 02/11/26 FOrA 

8212270457 0212270410 32/11/26 FOIA 

0212270461 0212270418 02/11/26 FOIA 

0212270466 0212270418 62/11/26 50-327 0 

0212270471 0212270418 B2/11/26 FOIA 

9212270406 0212270483 62/12/14 50-344 F 

8212270400 0212270403 62/12/14 50-344 F 

82122 70501 0212270404 62/11/05 50-337 A 

0212270502 0212270496 62/12/17 CONTRACT 

8212270306 0212270503 62/12/16 CONTRACT 

0212270513 021227050? 02/ 12/17 CONTRACT 

9212270316 0212270510 62/12/07 CONTRACT 

921027032 1 0212270510 62/12/17 CONTRACT 

9212270330 0212270527 82/11/03 CONTRACT 

321 2270532 0212270525 62/12/06 50-331 P 

3212270336 0212270325 62/12/06 50-331 P 

0212270343 021227053? 62/11/2? CONTRACT 

0212270546 0212270542 62/12/06 50-310 P 

62 12270356 0212270555 62/11/2? CONTRACT 

0212270560 02 12 27055 B 62/12/21 CONTRACT 

6212260003 0212200002 62/12/06 50-263 F 

6212260004 0212200002 62/12/06 50-263 P 

6212260006 0212200002 82/12/06 50-263 F 

6212260007 0212260005 82/11/2? 50-271 F 

6212200012 021226000? 02/11/29 40-1470 

6212260015 0212200005 62/11/29 50-271 P 

6212280016 0212200009 02/11/29 70-146 

6212260016 0212260013 02/10/lB 70-1193 

B21228D0I9 0212260007 02/11/29 70-146 

0212280021 8212200020 02/12/20 71-9852 

8212260022 8212 20000? 02/11/29 70-146 

6212260024 821228000? 62/11/29 70-146 

6212260026 8212 20000? B2/H/2? 70-146 

0212260027 3212280005 02/1 1/2? 50-271 P 

6212260030 9212280007 82/11/29 70-146 

6212260044 9212280043 82/12/15 CONTRACT 

621226004? 0212280047 82/12/15 CONTRACT 

6212260050 0212280046 82/12/07 90-329 6 

8212200054 0212280046 02/12/07 50-32? B 

0212280057 8212200056 02/12/16 50-416 B 

6212260061 8212280059 02/12/16 50-409 P 

021 2500062 8212280056 02/12/10 50-295 0 

0212500060 8212200066 02/12/15 50-272 R 

0212200071 821220006? 02/12/10 50-346 P 

B21 22G0074 6212200069 02/12/10 30-346 P 

0212290077 8Z 12200075 02/12/17 50-346 6 

9212260081 8212200080 62/12/19 90-416 6 

0212200097 8212200084 02/12/17 50-247 F 

0212200089 8212200095 82/12/17 50-25? P 

621226008? 8212280003 02/12/20 50-255 P 

9212200092 0212200004 62/12/17 60-247 F 

0212200094 8212280003 62/12/20 50-259 P 

021 2200093 8212280091 62/12/20 50-40? 0 

8212200106 62122800?? 82/12/20 50-260 8 

8212200107 6212290103 62/12/20 90-159 P 

0212260113 8212280103 02/12/20 50-155 P 

0212260115 0212280114 62/12/15 50-301 8 

8212200116 8212200111 62/12/21 50-327 0 

6212200130 0212200122 82/12/2 2 60-339 0 
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82132 00134 

6212200131 

02/12/16 

50- 1 33 

Q 

0212200464 

6212200460 

82/12/13 

50-255 


0312250 136 

8212200133 

02/12/21 

50-320 

S 

6212200468 

0312200465 

82/12/14 

50-387 


02 I 22001 AO 

6212200126 

02/12/17 

30-200 

S 

0212200473 

8212200467 

82/12/23 

50-305 


0212250146 

0212200142 

82/12/13 

30-36B 

s 

0212200475 

8212280466 

82/12/16 

50-416 


0212280132 

6212200126 

82/12/17 

50-250 

8 

0212200479 

0212280469 

02/11/15 

CONTRACT 

02I32B OL 53 

0212200147 

02/12/20 

50-2 99 

8 

8212280479 

0212200472 

02/12/13 

50-237 


0212250194 

0212200130 

02/12/16 

50-416 

S 

8212280480 

0212200476 

02/12/23 

50-29 

\ 

0212260196 

8212200131 

52/ 12/27 

50-341 

0 

0212280467 

0212200483 

02/12/16 

50-373 

f 

0212260161 

8212 200159 

02/12/16 

50-366 

s 

B2122804B9 

02 12280485 

02/12/01 

50-461 

< 

B212260162 

8212200150 

02/12/16 

50-266 

8 

821220049 1 

0212280486 

82/11/15 

CONTRACT 

8212260163 

6212200160 

02/ 12/15 

50-275 

F 

9212280501 

0212280494 

83/ 1 1 /29 

50-329 

t 

6212260167 

8212200164 

02/12/20 

50-250 

8 

021220051 5 

0212280512 

82/13/07 

FOIA 


0212260171 

8212200166 

02/12/23 

30-356 

Q 

8212200516 

0212200513 

02/12/23 

50-329 

l 

0212260173 

8212 2001 68 

02/12/21 

TOFREP 


6212290013 

0212290012 

02/11/24 

40-0601 


0212260175 

8212 200170 

02/12/20 

50-250 

S 

8212290016 

0212290015 

02/ 1 1 /24 

FOIA 


0212280183 

8212280177 

92/12/16 

50-416 

S 

0212290035 

8212290030 

82/12/03 

50-206 

C 

8212200189 

0212280104 

82/12/02 

WASTE MOT 

0212290036 

8212290030 

82/12/03 

50-206 

c 

0212260195 

62122901 74 

82/ 1 2/20 

30-416 

B 

0212290039 

0312290036 

82/12/0 2 

FOIA 


0212280202 

8212290199 

82/ 12/23 

50-318 

P 

0212290042 

8212290030 

82/13/03 

50-206 

c 

021 2260206 

5212200126 

02/12/17 

30-280 

S 

0212290049 

8212290030 

02/12/03 

50-206 

c 

8212280208 

0212200200 

82/12/21 

50-317 

Q 

0212290056 

8212290053 

82/09/21 

CONTRACT 

0212250213 

6212200211 

02/12/22 

30-1 24 

P 

0212290064 

02 12 290060 

82/ 1 J /30 

50-250 

c 

0212280215 

0212280193 

82/12/20 

50-373 

8 

0212290065 

0512290060 

82/11/30 

30-244 

£ 

02 122602 1 6 

8212290211 

82/12/22 

50-J24 

P 

0212290068 

0312290060 

82/11/30 

50-250 

c 

B2I 220021 7 

8212200211 

02/12/22 

50-124 

P 

0212290069 

8212290060 

82/ 1 1 /30 

50-280 

c 

8212280220 

9212200214 

B2/ 12/20 

50-10 

Q 

8212290071 

0212290067 

02/12/06 

50-395 

p 

8212280221 

6212 200219 

82/12/15 

50-247 

R 

0212290073 

0212290060 

02/11/30 

50-250 

0 

0212280231 

0212200229 

02/12/20 

30-373 

8 

8212290075 

8212290060 

02/11/30 

30-200 

s 

8212280239 

9212200234 

82/12/17 

50-346 

8 

8212290076 

8212290067 

82/12/06 

50-395 

p 

62 1 2280240 

0212290236 

02/12/22 

50-402 

A 

8212290070 

8212290060 

82/11/30 

30-250 

G 

0212280243 

0212200237 

82/12/17 

50-247 

P 

0212290080 

0212290060 

02/11/30 

50-280 

0 

0212200245 

0212290241 

82/12/16 

50-416 

8 

0212290081 

0212290067 

02/12/06 

30-395 

P 

0212260246 

5212200242 

82/12/10 

50-3 1 3 

0 

0212290082 

0212290060 

02/11/30 

30-230 

Q 

02 12200249 

52122002 37 

82/12/17 

50-247 

P 

0212290065 

0212290060 

02/11/30 

50-281 

S 

0212280249 

0212200244 

82/12/21 

50-295 

S 

0212270006 

82122900S3 

02/12/20 

30-293 

F 

021 2200250 

9212200247 

82/12/19 

50-346 

B 

0212290037 

0212290060 

82/11/30 

50-250 

Q 

02 I 22002 5 I 

5212200242 

02/12/10 

50-315 

0 

021 22900S9 

0312290003 

82/12/20 

50-295 

F 

B21 2200256 

8212200253 

02/12/16 

50-409 

9 

0212290090 

0212290060 

02/11/30 

30-230 

Q 

0212280290 

0212200201 

82/12/1 5 

50-346 

8 

0212290092 

0212290060 

02/11/30 

50-250 

Q 

8212200596 

0212200295 

62/12/20 

50-259 

P 

0212290094 

0212290060 

02/11/30 

30-230 

0 

0212280297 

D21220O295 

82/12/20 

30-239 

P 

8212290097 

8212290060 

82/11/30 

30-250 

0 

921 2280301 

8212280299 

92/12/22 

30-50B 

G 

0212290100 

8212290060 

82/11/30 

30-230 

G 

0212280309 

0212200307 

02/12/17 

30-313 

P 

05122901 01 

8212290060 

82/11/30 

50-250 

0 

02122603 1 1 

0212200300 

02/12/20 

50-416 

0 

021 2290104 

8212290095 

83/12/23 

30-266 

P 

0212260314 

0212200312 

82/12/20 

50-416 

B 

0212290109 

8212290090 

82/12/20 

50-293 

F 

0212280324 

8212290319 

82/12/20 

30-440 

0 

0212290106 

0212290102 

02/11/15 

50-206 

n 

0212280332 

8212200326 

82/12/37 

30-247 

Q 

0212290108 

0212290060 

02/11/30 

50-250 

Q 

0212280336 

6212200327 

82/ 12/20 

50-416 

8 

0212290109 

0212290060 

02/11/30 

50-230 

0 

92 12280352 

8212280344 

02/12/20 

30-416 

8 

82122901 10 

0212290098 

82/12/20 

30-293 

F 

02122QO3S4 

8212250347 

02/12/23 

50-307 

P 

8212290113 

0212290060 

02/11/30 

30-230 

G 

6212260366 

B2 12280359 

82/12/17 

50-335 

8 

0212290114 

8215290060 

82/ 1 1 /30 

50-230 

0 

9212280367 

8212280351 

02/12/21 

90-269 

P 

0212290117 

8312290115 

82/1 l/tt 

30-307 

R 

0212260373 

8212280363 

02/12/14 

50-410 

8 

6212290110 

021229006 0 

82/ 1 1 /30 

50-250 

0 

8212280375 

0212280374 

82/12/06 

50-362 

0 

021 239012 L 

0312290060 

02/ I 1 /30 

50-261 

0 

0212200351 

5212280375 

02/12/10 

50-461 

Q 

8212290124 

0212290060 

02/11/30 

30-250 

a 

0212280369 

8212200396 

82/12/16 

50-416 

S 

0212290125 

0212290060 

82/ 1 1 /30 

50-261 

G 

0212250390 

5212280383 

02/12/21 

50-320 

Q 

0312290128 

0212290116 

82/11/05 

50-309 

R 

0212200391 

8212250369 

02/12/21 

50-244 

P 

0212290129 

0213290060 

82/ 1 1 /30 

30-250 

Q 

0212250392 

6212250387 

82/12/14 

50-321 

8 

0212290130 

8212290126 

82/ 1 1 /03 

50-29 

R 

0212250394 

8212250360 

02/12/13 

50-369 

S 

0212290133 

8212290060 

02/11/30 

50-261 

0 

9212280397 

5212260383 

82/ 12/18 

50-325 

8 

0212290134 

8212290127 

02/11/11 

30-219 

R 

8212280401 

82 I 2280396 

82/12/21 

0A999 


8512290136 

0212270132 

02/12/09 

40-6622 


02122 504 11 

8212280406 

02/12/22 

50-20 

P 

0212290137 

0212290060 

02/ 1 1 /30 

30-250 

a 

0212250412 

8212260402 

82/12/17 

50-416 

B 

821229013B 

0212290060 

82/ 1 1 /30 

50-261 

G 

0212250413 

8212280409 

82/ 12/OB 

30-296 

Q 

0212290142 

0213290139 

02/11/12 

30-336 

R 

0212280415 

9212200408 

82/12/23 

REVIEW CRP 

B212390144 

8212270060 

02/11/30 

50-261 

G 

0212250417 

6212290403 

02/12/14 

50-307 

8 

0212290148 

82 12290060 

82/ 1 1 /30 

30-261 

Q 

0212250419 

8212260410 

82/12/17 

50-344 

P 

0212290153 

8212290146 

82/12/24 

50-275 

R 

0212250420 

6212280409 

82/12/00 

50-290 

Q 

0212290155 

0212290060 

02/11/30 

50-261 

Q 

8212290425 

9212280410 

82/12/17 

50-335 

8 

6512390156 

8212590060 

02/ 1 1 /30 

30-261 

0 

0212200430 

8212260423 

82/12/06 

50-3B2 

Q 

0212290160 

G2122901 56 

82/11/10 

50-206 

R 

0212280436 

8212280434 

82/12/17 

30-409 

P 

0212290161 

0212290157 

02/12/06 

40-8452 


6212250439 

8212280433 

82/10/29 

40-0703 


6212590164 

6212290159 

82/11/12 

30-327 

R 

0212260442 

8212280432 

82/12/17 

50-293 

S 

0212290165 

0212290060 

82/ 1 1 /30 

50-261 

Q 

6212200448 

8212260433 

82/12/21 

50-494 

a 

0212390166 

8212290163 

02/ 1 1/05 

30-244 

R 

0212250449 

8212200447 

02/12/16 

50-373 

s 

0212290169 

6212290153 

82/11/15 

50-250 

R 

0212280455 

8212280445 

02/11/03 

CONTRACT 


B21 22901 70 

0213290060 

82/ 1 1 /30 

50-200 

a 

0212200437 

8212280434 

82/12/17 

30-331 

6 

0212290171 

6212290160 

82/11/12 

50-313 

R 

5212250461 

6212280490 

82/12/17 

50-293 

8 

0212290172 

6212290060 

82/ I 1 /30 

50-200 

G 

5212260463 

8212250496 

02/12/16 

30-416 

0 

021 22901 70 

6212290060 

02/11/30 

50-280 

G 
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— ~~~ 




— 

0210290181 

0212290176 

82/11/15 

50-361 

R 

821 2290 104 

0212290060 

82/11/30 

50-200 

a 

0212290185 

8212290100 

82/11/23 

50-397 

K 

8212290106 

0212290102 

82/11/02 

50-133 

fl 

8212290193 

021229019 0 

02/12/21 

50-237 

p 

8212290196 

0212290194 

83/11/15 

50-313 

R 

0212290198 

0212290192 

82/12/23 

50-313 

a 

0212290199 

0212290190 

82/12/21 

50-237 

p 

0212290204 

0212290201 

02/11/03 

50-344 

n 

0212290206 

8212290190 

82/12/21 

50-237 

p 

B2 12290208 

0212290203 

02/12/17 

50-329 

A 

0212290209 

8212290205 

82/12/23 

50-275 

p 

8212290215 

8212290190 

82/12/21 

50-237 

p 

8212290216 

8212290211 

ea/n/09 

50-305 

R 

0212290218 

8212290214 

82/11/02 

50-275 

R 

0212290222 

8212290220 

82/11/10 

50-409 

R 

8212290223 

6212290212 

82/12/13 

50-360 

S 

0212290228 

8212290217 

82/11/12 

50-316 

R 

0212290229 

8212290224 

02/13/09 

50-245 

R 

8212290230 

6212290225 

82/11/08 

50-334 

R 

8212290236 

0212290234 

82/11/15 

50-368 

R 

0212290237 

8212290231 

82/12/23 

50-273 

P 

0212290240 

8212290233 

82/12/15 

50-320 

8 

0212290242 

0212290239 

82/12/21 

50-213 

0 

0212290243 

0212290231 

62/12/23 

50-275 

P 

0212290244 

0212290230 

02/11/15 

SO-2BO 

R 

8212290250 

0212290231 

6 2/12/23 

50-275 

P 

0212290252 

0212270248 

82/12/17 

50-330 

P 

0212290259 

0212290248 

02/12/17 

50-338 

P 

0212290256 

0212290240 

02/12/17 

50-330 

P 

0212290257 

0212290253 

82/11/17 

50-266 

R 

0212290258 

0212290251 

82/12/16 

50-29 

8 

SPI 2290262 

0212290253 

82/11/17 

50-266 

R 

0212290264 

8212290261 

82/12/27 

50-200 

0 

8212290270 

8212290267 

82/12/22 

50-155 

P 

8212290273 

8212290266 

B2/12/16 

CONTRACT 


0212290274 

8212290267 

02/12/22 

30-195 

P 

8212290278 

82J2290267 

02/12/22 

50-195 

P 

8212270202 

6212290279 

02/12/16 

30-317 

s 

82IP29O207 

8212290281 

02/11/10 

50-299 

R 

82122902BB 

0212290203 

B2/ 12/20 

30-312 

P 

8212290209 

0212290280 

02/12/22 

30-334 

a 

0212290293 

8212290283 

82/12/20 

30-312 

p 

82132 90299 

8212290283 

02/12/20 

50-312 

p 

8212290302 

8212290295 

02/12/20 

50-3 

F 

8212290303 

0212290297 

82/12/00 

30-267 

S 

0212290306 

8212290291 

02/12/14 

30-309 

s 

8212290308 

8212290275 

02/12/20 

50-3 

F 

0212290309 

8212290307 

02/11/09 

50-346 

fi 

8212290315 

8212290312 

02/11/02 

50-298 

R 

8212290316 

0212290310 

92/12/17 

50-29 

8 

82 122903 10 

0212290317 

82/11/10 

50-330 

R 

0212270323 

0212290320 

02/12/21 

50-409 

P 

0212290327 

0212290322 

82/12/20 

50-266 

S 

8212290331 

0212290330 

82/12/15 

50-313 

0 

8212290333 

8212290329 

82/12/20 

50-249 

8 

0312290335 

0212270330 

92/12/15 

30-315 

Q 

8212270336 

0212290332 

92/12/17 

50-266 

a 

0212290340 

0212290339 

02/12/13 

30-334 

Q 

0212290343 

8212290341 

82/12/27 

50-350 

a 

8212290345 

8212290344 

82/11/16 

90-237 

8 

0212290348 

0212290346 

92/12/16 

50-234 

a 

0212290352 

0212270351 

02/12/15 

70-820 


0212290353 

8212290350 

02/12/22 

50-320 

a 

821229035B 

0212290355 

02/12/15 

50-316 

5 

0212290361 

8212290357 

82/12/22 

50-335 

p 

0212290363 

0212270360 

02/12/14 

70- J 100 


0212290372 

02 12290366 

02/12/23 

30-275 

R 

821P290379 

8212290375 

02/12/13 

50-244 

0 

0212290380 

0212290376 

02/12/17 

50-249 

Q 

B2 122 90302 

8212290373 

02/12/15 

50-334 

8 

0212290303 

0212290375 

02/12/13 

30-244 

a 

0212290304 

0212290370 

92/12/13 

90-271 

s 

8212290305 

0212290369 

82/12/10 

50-249 

8 

0212290386 

0212290376 

92/12/17 

30-249 

a 

8212290394 

0212290391 

02/12/14 

50-267 

R 

0212290400 

0212290389 

02/12/17 

30-295 

a 

0212290402 

0212290393 

92/12/23 

50-184 

a 

0212290405 

0212290403 

02/12/13 

50-267 

p 

8212290409 

0212270390 

02/11/22 

30-237 

8 
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CATEGORY 

8212290410 

821229040 0 

82/ 12/27 

50-219 

a 

B21P290411 

0212270404 

82/12/15 

30-334 

s 

8212290414 

8212270406 

02/12/14 

50-546 

a 

B21 2290417 

0212290412 

02/12/15 

50-440 

a 

6212290424 

0212290419 

82/11/12 

30-3 1 5 

ft 

B212290425 

0212270420 

62/ 1 2/27 

50-358 

A 

82 1 2290427 

8212270421 

82/12/13 

50-267 

P 

B21229042B 

8212290419 

02/11/12 

30-3 1 3 

ft 

0212290429 

021227038 1 

82/12/27 

30-3 SB 

a 

821 2290430 

8212270416 

82/12/16 

50-220 

9 

BP1 3290432 

0212270421 

02/12/13 

30-267 

P 

0212290433 

0212290422 

02/12/23 

50-293 

a 

0212290434 

8212270419 

82/11/12 

50-313 

r 

0212290437 

B212290421 

82/12/13 

50-267 

p 

821 2290440 

8212290426 

02/12/13 

50-267 

s 

B21 2290443 

0212270433 

02/12/14 

30-272 

G 

021 2290444 

8212290436 

02/12/22 

50-354 

a 

0212290446 

621229044 I 

02/12/20 

50-307 

S 

0212390448 

8212290439 

82/12/13 

50-334 

S 

0212290452 

0212290447 

02/12/23 

50-245 

P 

8212290454 

0212290381 

82/12/27 

90-3 5B 

G 

8212290455 

8212290449 

82/ 12/23 

50-346 

G 

8212290456 

8212290433 

82/12/20 

50-295 

P 

0212290461 

8212290453 

82/12/20 

50-295 

P 

0212290448 

8212290450 

82/12/22 

50-275 

P 

8212290444 

0212290453 

82/12/20 

50-295 

P 

8212290465 

0212290463 

82/12/14 

50-307 

a 

021 229046B 

6212290463 

82/12/14 

50-307 

G 

8212290474 

0212290439 

02/12/27 

50-201 

G 

B2 J 2290478 

0212290472 

02/11/08 

50-249 

S 

0212290479 

0212 290477 

02/12/13 

50-219 

a 

0212290490 

0212 290488 

02/12/13 

50-193 

G 

8212290492 

02 12 290488 

02/12/13 

50-193 

G 

82 1 2290499 

0212290496 

82/12/14 

30-333 

P 

8212290501 

0212290496 

02/12/14 

50-335 

P 

021229051 1 

0212 290509 

82/12/20 

50-295 

F 

8212290513 

0212290307 

02/12/20 

50-295 

F 

8212290528 

0212290323 

02/12/03 

50-3 li 

P 

8212290530 

8212290525 

02/12/03 

50-31 1 

P 

0212290532 

0212290523 

02/ 1 2/03 

50-31 1 

P 

0212290535 

0212290534 

02/12/13 

50-250 

P 

8212290536 

8212290334 

82/12/13 

50-230 

P 

021 2300007 

8212300004 

02/12/23 

30-312 

0 

8212300029 

8212300027 

82/12/08 

0A999 


0212300032 

0212300027 

82/ 12/OB 

0A999 


0212300036 

0212300034 

82/12/22 

TOPREP 


0212300038 

0212300031 

82/12/21 

30-255 

P 

0212300042 

0212300033 

82/12/31 

30-395 

s 

0212300044 

0212300031 

82/12/21 

30-253 

p 

0212300047 

0212300037 

82/12/22 

50-416 

9 

8212300046 

8212300041 

02/ 12/16 

30-317 

P 

8212300059 

8212300052 

02/12/21 

50-36B 

S 

8212300062 

8212300057 

62/12/23 

30-368 

s 

0212300063 

B2 1 2300058 

02/12/16 

50-366 

s 

0212300065 

B212300061 

82/12/22 

30-339 

s 

B2 12300071 

B2 1 2300069 

02/12/17 

50-230 

p 

0212300075 

8212300070 

82/12/23 

50-508 

G 

0212300087 

82 I 2300084 

62/12/22 

30-416 

8 

0212300090 

8212300088 

82/12/21 

30-368 

8 

0212300095 

8212300071 

02/12/16 

30-32 1 

6 

0212300096 

621 2300093 

B2/ 12/22 

30-369 

B 

8212300102 

0212300078 

02/12/21 

30-366 

8 

0212300104 

0212300079 

82/ 1 2/22 

50-337 

B 

02123001 1 1 

8212300106 

82/ i 2/23 

30-298 

8 

BSM 23001 19 

8212300114 

62/12/22 

50-4 16 

8 

8212300123 

6212300117 

62/12/21 

CONTRACT 


0212300130 

6212300126 

82/12/20 

50-338 

8 

8212300132 

8212300127 

62/12/20 

CONTRACT 


8212300147 

6212210309 

82/12/13 

30-329 

A 

8212300177 

6212300171 

82/12/21 

30-338 

S 

6212300179 

6212300167 

82/12/20 

30-10 

F 

8212300109 

6212300184 

62/12/20 

50-4 1 6 

P 

0212300192 

G212300170 

62/12/17 

CONTRACT 


8212300194 

8212300184 

62/12/20 

30-4 1 6 

P 

821230019? 

6212300167 

62/12/20 

30-10 

F 

8 21 2300200 

6212300186 

62/12/22 

30-4 1 6 

6 

8212300201 

8212300197 

82/12/27 

30-247 

0 

8212300203 

8212300184 

82/12/20 

30-4 16 

P 

821230020? 

021 2300204 

82/12/20 

30-317 

F 

0212300210 

8212300207 

82/12/08 

70-734 
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B2 123002 11 

8212300204 

02/12/20 

50-3 1 7 

F 

8212300213 

8212300207 

02/ 1 2/08 

70- 734 


8212300214 

0212300212 

02/12/10 

GA999 


8212300218 

8212300212 

02/12/10 

0A99? 


B21 2300220 

8212300217 

02/12/20 

50-320 

8 

8212300223 

02 123002 16 

92/ 1 2/23 

50-364 

S 

8212300229 

6212300221 

02/12/23 

50-325 

B 

8212300227 

0212300216 

02/12/23 

50-364 

S 

8212300228 

0212300222 

02/ 1 2/23 

50-416 

S 

8212300231 

8212300216 

82/12/23 

30-364 

S 

B2 12300236 

0212300216 

92/12/23 

50-364 

S 

8212300236 

0212300232 

02/12/22 

50-330 

5 

8212300240 

0212300234 

82/12/22 

70-25 


6212300241 

0212300237 

82/12/21 

50-33? 

B 

6212300247 

0212300245 

02/12/22 

50-3 20 

8 

821230024? 

0212300240 

82/12/30 

50-537 

B 

8212300299 

0212300291 

82/12/22 

50-339 

B 

6212300298 

B2 12300294 

82/12/08 

QA997 


821230029? 

02 1 2300256 

82/12/21 

50-325 

S 

8212300262 

0212300257 

92/12/23 

50-325 

8 

0212300263 

8212300254 

82/12/08 

GA99 9 


8212300267 

8212300261 

02/ 1 2/22 

30-338 

S 

8212300270 

0212300269 

02/12/16 

90-321 

S 

0212300274 

0212300260 

92/12/23 

30-508 

0 

82(2300279 

6212300271 

02/12/16 

50-321 

9 

B2 12300270 

0212300276 

92/12/08 

0A99? 


8212300280 

0212300276 

92/12/00 

QA999 


8212300281 

0212300277 

82/12/16 

50-321 

6 

6212300289 

0212300207 

02/12/16 

50-321 

S 

8212300290 

0212300284 

92/12/16 

90-366 

3 
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— 


0212300291 

0212300206 

02/12/22 

50-339 

S 

0212300292 

0212300205 

82/12/16 

50-366 

S 

0212300296 

8212300272 

82/12/23 

50-261 

S 

0212300290 

0212300295 

82/12/16 

50-366 

S 

0212300302 

8212300301 

62/12/00 

QA999 


8212300303 

0212300301 

02/12/00 

QA999 . 


8212300309 

8212300307 

02/12/21 

50-325 

S 

0212300312 

821230031 1 

02/12/14 

50-341 

A 

0212300315 

6212300313 

02/12/21 

90-338 

5 

8212300317 

8212300316 

02/ 1 2/23 

50-325 

S 

8212300318 

8212300300 

82/12/23 

50-397 

0 

6212300324 

8212300320 

02/12/23 

50-508 

Q 

0212300323 

8212300323 

02/12/16 

50-366 

S 

8212300334 

8212300331 

B2/12/23 

50-325 

S 

8212300336 

8212300328 

02/12/21 

50-321 

S 

8212300337 

8212300329 

82/12/16 

50-321 

S 

021230033? 

821 2300335 

02/12/27 

50-209 

p 

8212300341 

0212300332 

02/ 1 J /03 

50-155 

R 

0212300342 

0212300335 

82/12/27 

30-209 

P 

0212300345 

8212300340 

82/12/16 

50-366 

S 

0212300346 

0212300344 

02/12/16 

SO-366 

5 

0212300348 

0212300335 

02/12/27 

50-289 

P 

0212300353 

8212300350 

82/12/23 

50-312 

Q 

8212300355 

8212300351 

02/12/23 

50-327 

P 

0212300359 

8212300357 

82/12/23 

50-327 

P 

0212300405 

0212300400 

02/12/22 

50-254 

F 

B21 2300400 

8212300407 

82/12/22 

50-387 

F 

6212300409 

0212300400 

02/12/22 

50-254 

F 

0212300410 

8212300407 

82/12/22 

50-307 

F 

0212300416 

8212300412 

02/12/22 

50-202 

F 


0212300417 6212300412 82/12/22 50-282 F 



APPENDIX A 


DEFINITIONS OF DOCKET SO CATEGORIES 

A. APPLICATION/CONSTRUCTI ON STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are* 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses 

5. Correspondence and documents relating to unresolved design and construction issues, 

6. Meeting announcements and summaries of meeting discussions on issues of item 5, 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Conliol Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application fur operating license 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (eg., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related coirespondence is filed in 
Category A, 

1 , Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR, 



3, Transmittal and acknowledgement letters 

4, Certificates of service to the PSAR. 

C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items I and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion js the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES, 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below, Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process, 


A-2 



1 . Safety Evaluation Report (SER) prepared by the NRC {formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review, 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category arc individual submissions. Information submitted as part of the PSAR 
oi FSAR is excluded 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Concspondonce relating to aforementioned plans. 

6. Supplements, changes and revisions to plans, 

G, LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-anlitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T, 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

Legal filings and Commission orders and decisions resulting from item 8. 


9. 


H, GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license, 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications 

2 Changes m structure of organization 

3. Changes in service lists 

4. NRC requests to applicant foi additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports, 

2. Separately submitted financial information and related correspondence. 

L INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

L Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR, 

3. Federal register notices citing availability of items 1 and 2. 

4. -Transmittal and acknowledgement letters. 

Certificates of service to the FSAR. 


5. 



L. LIMITED WORK. AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorbations (LWA) and amendments 
2 Coriespondcnce pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the piimary topic of discussion is antitrust matters 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains woid-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

L Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings, 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/ConstrucUon Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

L Operating license, amendments, proposed amendments, changes and related correspondence. 
2, Technical specifications and changes. 


3. Backup technical documents (e.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR), 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
tx> technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP), 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner's group meeting announcements and reports, 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence, 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance, 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s), 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3 Periodic personnel exposure reports. 

4 Operational Logbooks. 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items 

S. REPORTABLE OCCURRENCES, PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutinc occur- 
rences or events. This includes: 

I. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LERs) and follow-up 

correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2 Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50 55e 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff, 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections lo above items. 


u CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 

Tins category contains correspondence on substantive matters Routine responses to constituent 
inquiries are Hied in category H 

] Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Branches 

2 Preparatory and backup documents for item 1 

3 Correspondence to and from NRC Office ol Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters 


V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1 Operator licenses or administrative information bearing on licensing of operators 

2, NRC examination results. 

3. Power plant examination summary sheet 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

Tins file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application tor termination of the operating license onward 

J. Application for authority to voluntarily surrender license 

2. Application to dismantle the facility and dispose of component parts 

3. Technical documents submitted m support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning 

4. Documents relating to disposal of radioactive matenal and decontamination of the site 

5. Other correspondence relating to above items, 

6. All documentation i elating to the ongoing operation of the plan, formerly Hied m category P 

X. ONSITE LOW-LEVEL WASTES STORAGE 

Tim category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified. 

1. License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


10CFR - Commission Meeting Records 

This calegoiy contains documentation pertaining to open and closed Commission meetings. It 

includes * 

1. Sunshine Act Fedeial Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosme of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official tiansciipts or pm lions ol transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of 10CFR Part 9, 
the Sunshine Act, and Commission policies, 

6. Enclosures to released tiansciipts, including applicable viewgraphs, staff papers, and staff 
concspondcnce. 

7. Staff leqimements memoranda for open meetings; menioianda to jecord, rccuid of votes of 
Comnussioncis on items under eonsidciation at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This calegoiy contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reacloi Safeguards. ACRS serves as an independent advisory commit lec to the Commission in 
safety*! elated aieas. The committee provides advice with lespect to the hazards of new oi exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
aie 

1. Veibatim transciipls of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas, 

3. ACRS-generated reports, memoranda and correspondence that aic publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical conespoiulcncc pej taming to safety matleis under review by the 
Advisory Committee on Reacloi Safeguards. 


COMMISSION - NRC Commissioners 

This category contains documentation pei taming to the daily conduct of Commission business in 
the Office of the Commissi one is, including: 

I. Incoming and outgoing coriespoiulcnec to and Horn the Commissioneis i elating to official 
NRC business, including reports and other enclosuies. 
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2 , Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3, Weekly Information Reports (SECY senes number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see 10CFR category. For all other staff papers 
with a SECY scries designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Inteiagency 
Agreements, including’ 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contiactor 
name, contiact type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


DISCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 
provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the yeai -numerical sequence) for NRC iccords made in accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the icquester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 


GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2, Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 
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3. Meeting notifications and minutes. 


4. Interim findings and status reports on genenc tasks add jessing related aspects of genenc 
technical issues. 


I&E — Inspection and Enforcement 


This category contains bulletins, cueulars and m found turn notices that are issued by the Office of 
Inspection and Enforcement, These issuances dcscitbc pajliculai cvenis that occur at a facility 
that may leqmrc some follow-up action on i lie part of licensees. Also included in this categoiy 
are preliminary notifications of events (PNOs).] 

1. I&E Circular which describe an event at a licensed facility and are hilomiatinmil in natuie. 

2. I&E information Notices, which arc similar to cn culms but are preliminary in nature and 
issued shortly aftei an event has occurred. 

3. I&E Bulletins, which desciibe an event at a licensed facility and icquest all iceipients to 
perform certain actions as u lesule o( this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety oi public intciest significance 


NOTE For letleis forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 


M1SC - Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other nondoeketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are foinuil lepuits issued by the U.S. Nucleai Regulatory Commission which 
carry the NUREG senes code and correspondence pci laming to those reports. NUREG leports 
are accounts of work peifoimed eithei by the NRC staff or by NRC contiactors. 

1. These reports are normally final work products and are characterized by the following criteria: 

a. They are prcdeeisional documents which piescnt mfoimation to be eonsulejcd in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the icsults of technical lesearch conducted foi the Commission. 

2. Conespondence fiom industry, goveimnent and interested membeis of the public commenting 
on reports oi requesting clarification or huerpietation. 

3. Internal NRC meniotanda suniimm/ing meetings oi discussions pet mining to the content of 
the reports. 



ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations, records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment, and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue, Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in winch both parties have joint regulatory responsibility, e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE. For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission detei- 
minahon that sufficient grounds exist for it to proceed with a petition for ciiange in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 


1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM — Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation, Included are 1 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 


2, Federal Register cause notices of the filing of the petition. 



3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4, Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTH’ For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the 10CFR category. 


PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

I. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

J . Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSAR s submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 



Q. Inspection Reports 

i Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited 
2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to lest reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT2I - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components, 

2. Notices of deviations, 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC's regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

\ t Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide, 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/jmpact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide 

5 Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission, Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look' 1 reports, 

5. Infoimal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors, 

8. Lettei, ihonthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts, 

10. Staff Research Information Letters (RlLs) transmitting the documented results from com' 
pie ted research programs, 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group, Documents in this category are. 

1 . Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing, 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding, 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

Tins category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1, Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2, Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 


♦he Commission’s activities and interaction with State 
ate Agreements Program, whereby States may assume 
uclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes, 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations, i.e. decommissioning and facility siting, 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTH: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. Ceneral vendor 
related correspondence that is not docket specific is also included in this category. 

1, Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3, Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE. For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1, Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRCs advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (W1PP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, "byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1, 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see 10CFR category, 
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